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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U.S. Nuclear Regulatory Commision (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docket ed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information includes the information formerly issued through the Department of Energy’s 
Technical Information Center under the title Power Reactor Docket Information (PRDI) and, in addition, 
information received or generated on other uses of radioactive materials. The last issue of PRDI, published 
in January 1979, was an annual cumulation of the information for 1978. The Title List series initiated by 
this document replaces PRDI, which will no longer be prepared. Plans for providing microfiche of the 
docketed material will be announced in a future issue of the Title List and in other mailings and 
announcements. 

We are making the monthly issues produced in 1979 available free to all who subscribed to PRDI in Calendar 
Year 1978. We are doing this to encourage your comments, criticisms, and suggestions. In particular, if 
there are title descriptions that are not meaningful, please let us know so that we can correct the data base. 

In so far as possible, we would like this document to be a valuable part of your reference material. Near the 
end of 1979, subscriptions will be solicited for Calendar Year 1980 at a fee yet to be established. 

DOCKETED ITEMS 

Beginning with Vol. 1, No. 4, the listings within dockets are divided into the categories used forfiling and 
searching in the NRC Public Document Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire -protect ion plans 

G. Adjudicatory correspondence 

II. General correspondence 

I, Financial information 

J. Insurance and indemnity information 

i K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 


V 



Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

Appendix A sets forth those categories and describes the materials available in each. Omission of a 
category in the listing for a docket indicates that no documents in that category were filed in the time 
period of the report. 


The principal elements of the entries in the list are: 



P. Operating license stage documents 



& correspondence 


^904170015 Forwards info on TMI:JM Hendrie 79041 0 testimony, preliminary 
onronology of NRC actions, description ot events & generic consideration 
of incident . 

REHM, T.A. Office of the Executive Director for Operations. 

79/04/12. t 93pp. , t 


© © © © 
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1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal author. An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source 

6. Date of document described 

7. Pages in document 

8. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 II St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the 
document. The entry maybe “Available at NRC” for sale; "Available at NTIS”; or “Available at GPO ” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a ’contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

Beginning with Vol. 1, No. 6, the nondocketed items are divided into the categories used for filing and 
searching in the NRC Public Document Room. Those categories and their symbols are: 

10CFR — Commission Meeting Records 

ACRS - Advisory Committee on Reactor Safeguards 

AGREEMENT — State Agreements and Programs 

COMMISSION - NRC Commissioners 

CONTRACT - NRC Contracts and Modifications 

FOIA - Freedom of Information Act Requests and Releases 

GEN TECH IS - Generic Technical Issues 

I&E - Inspection and Enforcement 

NUREG - NUREG Reports and Related Correspondence 

ORG - Correspondence with other organizations 

PR - Proposed Rule 

PRM - Petition for Rulemaking 

PROJ - Projects-P redocket Licensing 

PT21 - Noncompliance Reports and Related Correspondence 


vi 



QA999 — Quality Assurance Inspections 
REGGD - Regulatory Guides 
RES - Research and Technical Assistance Reports 
REVIEW GRP - NRC Research Review Groups 
RM - Rulemakings 

SECY - Position Papers Before the Commission 
TOPREP - Vendor Reports and Related Correspondence 
WASTE MGT - Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 


Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were fded in the time period of the 
report. 

The principal elements of the nondocketed items are: 


(T) NUREG - NUREG Reports and Related Correspondence 


© CD. 


® 


7901060007 NUREG/CR-0161 

“Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Shipping Package.” Quarterly 
Progress Report 7801 01-780331 . Identifies parameters which affect 
normal shock & vibration environs. 

FIELDS, S.R., MECH, SJ. Hanford Engineering Development Laboratory. 
PIN A-2093 ,j 78/1 1/30. 26np. Av ailable at NTIS . 

© © © ® © 




1. Nondocketed category 

2. NRC Accession Number 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author 

6. Corporate, agency or other nonindividual source 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number it will 
appear following this entry. 

8., Date of document described 

9. Pages in document 

10. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 H St., N.W., Washington, D.C. 20555. If this space Is filled, it gives other sources for copies of 
the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or Available at 
GPO” 


The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented 
items preceded by a dash are enclosures to unindented items. 



NOTES: 


1. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge- 
card number when placing your order. 

2. The address for GPO is: 

Superintendent of Documents 
Government Printing Office 
Washington, D.C. 20402 

To place orders for or to obtain price information about NRC publications at GPO, either write to 
GPO or call the Inquiry Desk at (202) 783-3238. Publications can be charged to VISA or Master- 
charge credit cards; supply the chargecard number when placing your order. 

3. The address for the PDRis: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed 
In this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges For duplication are as follows: 8ji per page for standard size paper; 1 4 per page for oversized 
paper (drawings); 25^ per microfiche for 24x diazo duplicates. A minimum charge of $2.00 plus 
postage is charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Potomac Research, Inc. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

27-039 

Nuclear Engineering Co., Sheffield, 

IL 

1 

40-8452 

Bear Creek Uranium Co. 

4 

27-047 


40-8477 

The Boeing Co. 

4 

Chcm-Nuclear Systems, Barnwell, 

1 




SC 


40-8502 

Iragary Mine, Wyoming Mining Corp. 

4 

40-0299 

Union Carbide Corp. 

1 

40-8584 

Union 76 Minerals Exploration Co, 

5 

40-0672 

Nuclear Metals, Inc. 

1 

40-8585 

Wyoming Mineral Corp. 

5 

40-1162 

Western Nuclear, Inc. 

2 

40-8625 

Drs. Wood, Hewitt, Haugan 

5 

40-1341 

Edgemont Uranium Mine, TVA, and 

2 

40-8675 

Energy Fuels Nuclear, Inc. 

5 


Mines Development, Inc. 




40-1571 

Interior, Dept, of, Geological Survey 


40-8681 

Energy Fuels Nuclear, Inc. 

5 

2 

40-8689 

5 

40-2061 

West Chicago Facility, Kerr-McGee 

Corp.’ 

Puerto Rico, Univ. of 

2 




40-8692 

Cotter Corp. 

5 

40-2259 

Pathfinder Mines Corp. 

3 

40-8693 

Ogle Petroleum, Inc. 

6 

40-3392 

Allied Chemical Corp. 

3 

40-8698 

Plateau Resources, Ltd, 

6 

40-3453 

Atlas Minerals 

3 

’40-8721 

Rocky Mountain Energy Co. 

6 

40-4492 

Federal American Partners 

3 

40-8725 

Gulf Mineral Resources Co, 

6 

40-6622 

Pathfinder Mines Corp. 

3 

40-8726 

New Mexico Health-Environment Dept. 

6 

40-6837 

National Naval Medical Center 

3 

40-8727 

Kerr-McGee Nuclear Corp. 

6 

40-7097 

Molycorp, Inc. 

3 

40-8729 

Pioneer Uravan, Inc. 

6 

40-7578 

Cabot Corp., Satellite Division 

3 

40-8731 

Phillips Uranium Corp. 

6 

40-7869 

Plateau Resources, Ltd. 

3 

40-8746 

Dawn Mining Co. 

7 

40-7994 

Gcisinger Medical Center, Danville, PA 

3 

40-8747 

Everest Minerals Corp. 

7 

40-8027 

Kerr-McGee Corp. 

3 

40-8748 

Cyprus Mines Corp., Uranium Division 

7 

40-8064 

Exxon Minerals Co. USA, Exxon 

4 

40-8749 

Edlow International Co. 

7 

40-8084 

Corp. 


40-8751 

7 

Cotter Corp. 

Lisbon Mine, Rio Algom Corp. 

4 


40-8102 

Exxon Minerals Co. USA, Exxon 


40-8752 

Pinal Minerals and Mining, Ltd, 

7 

4 




Corp. 


40-8753 

California, State of 

7 

40-8304 

Wyoming Mineral Corp, 

4 

40-8754 

Colorado Dept, of Health 

7 

40-8305 

3M Static Control System 

4 

50-2 

Univ. of Michigan Research Reactor 

8 

40-8380 

Rocky Mountain Energy Co. 

4 

50-3 

Indian Point Station, Unit 1 

8 

40-8406 

Pesses Co. 

4 

50-5 

Pennsylvania State Univ. Research 

9 


Reactor 
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Name 

Page 

Docket 

Name 

Page 

50-6 

Battelle Memorial Institute Research 

10 

50-133 

Humboldt Bay Power Plant, Unit 3 

17 


Reactor 


50-134 

Worcester Polytecli Institute 

18 

50-10 

Dresden Nuclear Power Station, 

10 


Research Reactor 



Unit 1 


50-142 

UCLA Training Reactor 

19 

50-13 

Babcock & Wilcox Co. Critical 

Facility 

13 

50-146 

Saxton Nuclear Experimental 

19 




Facility 


50-18 

Vallecitos Boiling Water Reactor 

13 

50-148 

Univ. of Kansas Research Reactor 

19 

50-20 

Massachusetts Institute of Technology 

13 





Research Reactor 


5C-150 

Ohio State Univ. Research Reactor 

19 

50-22 

Westinghouse Test Reactor 

13 

50-151 

Univ. of Illinois Research Reactor 

19 

50-24 

General Electric Co. Critical 

13 

50-153 

Bettis CriticaL Facility 

19 


Experiment 


50-155 

Big Rock Point Nuclear Plant 

19 

50-27 

Washington State Univ. Research 

13 




Reactor 


50-156 

Univ. of Wisconsin Research Reactor 

22 

50-29 

Yankec-Rowe Nuclear Power Station 

13 

50-160 

Georgia Institute of Technology 

22 





Research Reactor 


50-34 

Yankee Atomic Power Reactor 

15 

50-170 

National Naval Medical Center 

22 

5047 

Army Materials Research Reactor 

15 

50-182 

Purdue Univ. Research Reactor 

22 

50-54 

Union Carbide Research Reactor 

15 

50-184 

National Bureau of Standards Reactor 

22 

50-62 

Univ. of Virginia Research Reactor 

15 

50-186 

Univ. of Missouri Research Reactor 

23 

50-70 

General Electric Test Reactor 

15 

50-188 

Kansas State Univ. Research Reactor 

23 

50-72 

Univ. of Utah Research Reactor 

16 

50-191 

Babcock & Wilcox Co. Critical 

23 

50-73 

General Electric Nuclear Test Reactor 

16 


Facility 


50-77 

Catholic Univ. of American Research 

16 

50-193 

Rhode Island & Providence 

23 


Reactor 



Plantations AEC 


50-83 

Univ. of Florida Training Reactor 

16 

50-199 

Manhattan College Research Reactor 

23 

50-84 

Univ. of California Research Reactor 

16 

50-200 

Babcock & Wilcox Test Reactor 

23 

50-87 

Westinghouse Critical Experiment 

16 

50-201 

West Valley Reprocessing Plant 

23 

50-99 

Babcock & Wilcox Test Reactor 

16 

50-206 

San Onofre Nuclear Station, Unit 1 

23 

50-106 

Oregon State Univ. 

16 

50-213 

Haddam Neck Plant 

26 

50-111 

North Carolina State Univ, Research 

17 

50-219 

Oysler Creek Nuclear Power Plant 

27 


Reactor 




50-116 



50-220 

Nine Mile Point Nuclear Station, 

30 

Iowa State Univ. Research Reactor 

17 


Unit 1 


50-123 

Univ. of Missouri Research Reactor 

17 

50-224 

Univ. of California Research 

32 

50-124 




Reactor 


Virginia Poly tech Institute Training 

17 





Reactor 


50-225 

RPI Critical Experiment 

32 

50*128 

Texas A&M Univ. Research Reactor 

17 

50-226 

Tarapui Atomic Project, India 

33 

50-129 

West Virginia Univ. Research Reactor 

17 

50-228 

Aerotest Radiography & Research 

33 

50-131 




Reactor 


Omaha Veterans Administration 

17 





Hospital Research Reactor 


50-237 

Dresden Nuclear Power Station, Unit 2 

33 


X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-243 

Oregon State Univ. Research Reactor 

35 

50-281 

Surry Power Station, Unit 2 

90 

50-244 

Robert Emmet Ginna Nuclear Plant, 

35 

50-282 

Prairie Island Nuclear Station, Unit 1 

92 

50-245 

Unit 1 


50-284 

Idaho State Univ. Research Reactor 

95 

Millstone Nuclear Power Station, 

37 



Unit 1 


50-285 

Fort Calhoun Station, Unit 1 

95 

50-247 

Indian Point Station, Unit 2 

40 

50-286 

Indian Point Station, Unit 3 

97 

50-249 

Dresden Nuclear Power Station, Unit 3 

43 

50-287 

Oconee Nuclear Station, Unit 3 

99 

50-250 

Turkey Point Plant, Unit 3 

45 

50-288 

Reed College Research Reactor 

102 

50-251 

Turkey Point Plant, Unit 4 

47 

50-289 

Three Mile Island Nuclear Station, 

102 

50-254 




Unit 1 


Quad-Cities Station, Unit 1 

Palisades Nuclear Plant 

49 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

111 

50-255 

51 

50-294 

50-259 


Michigan State Univ. Research Reactor 

112 

Browns Ferry Nuclear Power Station, 

54 



Unit 1 


50-295 

Zion Nuclear Power Station, Unit 1 

113 

50-260 

Browns Ferry Nuclear Power Station, 

56 

50-296 

Browns Ferry Nuclear Power Station, 

116 


Unit 2 



Unit 3 

50-261 

H. B. Robinson Plant, Unit 2 

57 

50-297 

North Carolina State Univ. PULSTAR 

118 

50-262 




Reactor 


Brigham Young Univ. Research 

60 





Reactor 


50-298 

Cooper Nuclear Station 

118 

50-263 

Monticello Nuclear Generating Plant 

60 

50-301 

Point Beach Nuclear Plant, Unit 2 

119 

50-264 

Dow Chemical Co. Research Reactor 

62 

50-302 

Crystal River Nuclear Plant, Unit 3 

121 

50-265 

Quad-Cities Station, Unit 2 

62 

50-304 

Zion Nuclear Power Station, Unit 2 

124 

50-266 

Point Beach Nuclear Plant, Unit 1 

64 

50-305 

Kewaunee Nuclear Power Plant 

127 

50-267 

Fort St. Vrain Nuclear Generating 

Station 

66 

50-306 

Prairie Island Nucloar Station, Unit 2 

128 

50-269 


50-309 

Maine Yankee Atomic Power Plant 

131 

Oconee Nuclear Station, Unit 1 

67 


50-270 

Oconee Nuclear Station, Unit 2 


50-311 

Salem Nuclear Generating Station, 

133 

71 


Unit 2 

50-271 

Vermont Yankee Nuclear Power 

Station 

74 

50-312 

Rancho Seco Nuclear Generating 

Station 

135 

50-272 

Salem Nuclear Generating Station, 

Unit 1 

75 

50-313 

Arkansas Nuclear One, Unit 1 

138 

50-274 


50-315 

Donald C. Cook Nuclear Power Plant, 

141 

U.S. Geological Survey Research Reactor 

80 


Unit 1 

50-275 

Diablo Canyon Nuclear Power Plant, 

80 

50-316 

Donald C. Cook Nuclear Power Plant, 

143 


Unit 1 



Unit 2 

50-276 

Georgia Institute of Technology 

81 

50-317 

Calvert Cliffs Nuclear Power Plant, 

146 


Research Reactor 



Unit 1 

50-277 

Peach Bottom Atomic Power Station, 

81 

50-318 

Calvert Cliffs Nuclear Power Plant, 

• 149 


Unit 2 



Unit 2 

50-278 

Peach Bottom Atomic Power Station, 

84 

50-320 

Three Mile Island Nuclear Station, 

152 


Unit 3 



Unit 2 

50-280 

Surry Power Station, Unit 1 

87 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

162 


* 
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Page 

50-322 

Shoreham Nuclear Power Station 

164 

50-363 

Forked River Nuclear Station, 

222 





Unit 1 


50-323 

Diablo Canyon Nuclear Power Plant, 

165 





Unit 2 


50-364 

Joseph M. Farley Nuciear Plant, 

223 





Unit 2 


50-324 

Brunswick Steam Electric Plant, 

167 





Unit 2 


50-366 

Edwin I. Hatcli Nuclear Plant, Unit 2 

224 

50-325 

Brunswick Steam Electric Plant, 

Unit 1 

170 

50-367 

Bailly Generating Station 

226 



50-368 

Arkansas Nuclear One, Unit 2 

227 

50-327 

Sequoyah Nuclear Plant, Unit 1 

173 





50-369 

William B. McGuire Nuclear Station, 

229 

50-328 

Sequoyah Nuclear Plant, Unit 2 

176 


Unit 1 


50-329 

Midland Plant, Unit 1 

178 

50-370 

William B. McGuire Nuclear Station, 

230 





Unit 2 


50-330 

50-331 

Midland Plant, Unit 2 

180 

50-373 

LaSalle County Station, Unit 1 

232 

Duane Arnold Energy Center 

182 

50-374 

50-332 

LaSalle County Station, Unit 2 

233 

Barnwell Reprocessing Plant 

185 


50-333 



50-376 

North Coast Nuclear Plant, Puerto 

235 

Janies A. Fitzpatrick Nuclear Power 

185 


Rico 


Plant 




50-334 

Beaver Valley Power Station, Unit 1 


50-382 

Waterford Generating Station, Unit 3 

235 

188 


50-335 

St. Lucie Plant, Unit 1 


50-387 

Susquehanna Steam Electric Station, 

236 

190 


Unit 1 

50-336 

50-338 

Millstone Nuclear Power Station, Unit 2 

192 

50-388 

Susquehanna Steam Electric Station, 
Unit 2 

239 

North Anna Power Station, Unit I 

North Anna Power Station, Unit 2 

194 

50-389 

242 

50-339 

St. Lucie Plant, Unit 2 

199 

50-390 

50-341 

Enrico Fermi Atomic Power Plant, 

Watts Bar Nuclear Plant, Unit 1 

243 

203' 



Unit 2 


50-391 

Watts Bar Nuclear Plant, Unit 2 

245 

50-344 

Trojan Nuclear Plant 

204 

50-392 

Chin-shan Power Reactor, Unit 1, 

246 

50-346 




Taiwan 

Davis-Bes so Nuclear Power Station, 

Unit 1 

Joseph M. Farley Nuclear Plant, Unit 1 

208 

50-394 

California State Polytechnic College 
Research Reactor 

246 

50-348 

212 



50-352 

Limerick Generating Station, Unit 1 


50-395 

VirgU. C. Summer Nuclear Station, 

246 

213 


Unit 1 

50-353 

Limerick Generating Station, Unit 2 

215 

50-396 

Univ. of Virginia Cavalier Reactor 

248 

50-354 

Hope Creek Nuclear Station, Unit 1 

216 

50-397 

WPPSS Nuclear Project, Unit 2 

248 

50-355 

50-356 

Hope Creek Nuclear Station, Unit 2 

217 

50-400 

Shearon Harris Nuclear Power Plant, 
Unit 1 

249 

Univ, of Illinois LOPRA Research 

Reactor 

William H. Zimmer Nuclear Station, 

217 

50401 

250 

50-358 

Shearon Harris Nuclear Power Plant, 
Unit 2 

218 



50-360 

Unit 1 


50402 

Shearon Harris Nuclear Power Plant, 

Unit 3 

251 

Bat telle Memorial Institute Critical 

220 




Facility 


50403 

Shearon Harris Nuclear Power Plant, 

If— la A 

253 

50-361 

50-362 

San Onofre Nuclear Station, Unit 2 

San Onofre Nuclear Station, Unit 3 

220 

50404 

Unit 4 

North Anna Power Station, Unit 3 

254 

221 





50405 

North Anna Power Station, Unit 4 

255 
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50-406 

Tuskegee Institute Research Reactor 

256 

50459 

River Bend Station, Unit 2 

286 

50-407 

Univ. of Utah Research Reactor 

256 

50460 

WPPSS Nuclear Project, Unit 1 

286 

50-409 

La Crosse Boiling Water Reactor 

256 

50461 

Clinton Power Station, Unit 1 

287 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

259 

50462 

Clinton Power Station, Unit 2 

287 

50412 

Beaver Valley Power Station, Unit 2 

259 

50463 

Fulton Generating Station, Unit 1 

288 

50413 

Catawba Nuclear Station, Unit 1 

260 

50464 

Fulton Generating Station, Unit 2 

288 

50414 

Catawba Nuclear Station, Unit 2 

261 

50466 

Allens Creek Nuclear Station, Unit 1 

288 

50416 

Grand Gulf Nuclear Station, Unit 1 

262 

50467 

Allens Creek Nuclear Station, Unit 2 

292 

50417 

Grand Gulf Nuclear Station, Unit 2 

263 

STN-50470 

CESSAR System 80 

292 

50423 

Millstone Nuclear Power Station, 

265 

50471 

Pilgrim Nuclear Power Station, Unit 2 

292 


Unit 3 


STN-5 04 82 

Wolf Creek Generating Station 

293 

50424 

Alvin W. Vogtlc Nuclear Plant, Unit 1 

265 

STN-50483 

Calloway Plant, Unit 1 

295 

50425 

Alvin W. Vogtlc Nuclear Plant, Unit 2 

266 

STN-50484 

Tyrone Energy Park, Unit 1 

297 

50429 

Lcmoniz Nuclear Station, Unit 2, 

266 





Spain 


STN-50485 

Sterling Power Project Nuclear, 

297 





Unit 1 


50433 

UC-Santa Barbara Research Reactor 

266 

STN-5 0486 

Calloway Plant, Unit 2 

298 

50434 

Surry Power Station, Unit 3 

266 

STN-50488 

Perkins Nuclear Station, Unit 1 

300 

50435 

Surry Power Station, Unit 4 

266 

STN-50489 

Perkins Nuclear Station, Unit 2 

300 

STN-50437 

Floating Nuclear Plant 

266 

STN-50490 

Perkins Nuclear Station, Unit 3 

r». 

301 

50438 

Bellefonte Nuclear Plant, Unit 1 

267 






STN-50491 

Cherokee Nuclear Station, Unit 1 

301 

50439 

Bellefontc Nuclear Plant, Unit 2 

269 

STN-50492 

Cherokee Nuclear Station, Unit 2 

302 

50440 

Perry Nuclear Power Plant, Unit 1 

270 

STN-50493 

Cherokee Nuclear Station, Unit 3 

302 

50441 

Perry Nuclear Power Plant, Unit 2 

271 

STN-50495 

SWESSAR-P1 

303 

50443 

Seabrook Nuclear Station, Unit 1 

273 

STN-50498 

South Texas Project, Unit 1 

303 

50444 

Seabrook Nuclear Station, Unit 2 

274 

STN-50499 

South Texas Project, Unit 2 

305 

50445 

Comanche Peak Steam Electric 

275 





Station, Unit 1 


50-500 

Davls-Besse Nuclear Power Station, 

307 





Unit 2 


50446 

Comanche Peak Steam Electric 

Station, Unit 2 

277 

50-501 

Davis-Besse Nuclear Power Station, 

307 




Unit 3 


50448 

Douglas Point Nuclear Station, Unit 1 

279 

STN-50-502 

Haven Nuclear Plant, Unit 1 

308 

50449 

Douglas Point Nuclear Station, Unit 2 

279 

STN-5 0-503 

Haven Nuclear Plant, Unit 2 

308 

50454 

Byron Station, Unit 1 

279 

STN-5 0-504 

Koshkonong Nuclear Plant, Unit 1 

308 

50455 

Byron Station, Unit 2 

281 

STN-5 0-5 05 

Koshkonong Nuclear Plant, Unit 2 

308 

50456 

Braidwood Station, Unit 1 

282 

STN-5 0-506 

Koshkonong Nuclear Plant, Unit 3 

308 

50457 

Braidwood Station, Unit 2 

284 

STN-5 0-507 

Koshkonong Nuclear Plant, Unit 4 

308 

50458 

River Bend Station, Unit 1 

285 





xiii 



Docket 

Name 

Page 

Docket 

Name 

Page 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

308 

STN-5 0-5 6 9 

NEP Nuclear, Unit 2 

333 

STN-50-509 

50-510 

WPPSS Nuclear Project, Unit 5 

Blue Hills Station, Unit 1 

309 

309 

STN-5 0-5 7 4 

Bagnac Nuclear Power Project, 
Philippines 

333 

50-511 

Blue Hills Station, Unit 2 

309 

STN-5 0-5 80 

Erie Nuclear Plant, Unit 1 

334 

50-513 

WPPSS Nuclear Project, Unit 4 

309 

STN-5 0-5 81 

Erie Nuclear Plant, Unit 2 

334 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

310 

STN-5 0-5 92 

Palo Verde Nuclear Station, Unit 4 

335 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

310 

STN-5 0-5 93 

Palo Vprde Nuclear Station, Unit 5 

335 

STN-50-516 

Jamesport Nuclear Station, Unit 1 

311 

STN-5 0-5 96 

New Haven, Unit 1 

335 

STN-50-517 

JamespoTt Nuclear Station, Unit 2 

311 

STN-5 0-5 97 

New Haven, Unit 2 

336 

STN-50-518 

Hartsville Nuclear Plant, Unit 1 

3U 

50-599 

Carroll Facility I 

336 

STN-50-519 

Hartsville Nuclear Plant, Unit 2 

313 

50-600 

Carroll Facility II 

337 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

314 

70-0008 

Battelle Columbus Laboratories 

338 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

315 

70-0027 

Babcock & Wilcox Co. 

338 

STN-50-522 

Skagit Nuclear Power Project, 

316 

70-0033 

Texas Instruments, Inc. 

338 


Unit 1 


70-0036 

Combustion Engineering, Inc. 

339 

STN-50-523 

Skagit Nuclear Power Project, 

Unit 2 

318 

70-0113 

Pennsylvania State Univ. 

339 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

320 

70-0134 

Univ. of Wisconsin, Madison 

339 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

321 

70-0135 

Babcock & Wilcox Co. 

339 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

322 

70-0143 

Nuclear Fuel Services, Inc. 

339 

50-537 

Clinch River Breeder Reactor 

323 

70-0144 

Pennsylvania State Univ. 

340 

50-538 

Memphis State Unlv. Research 

323 

70-0152 

Purdue Univ. 

340 


Reactor 


70-0242 

Pennsylvania State Univ. 

340 

STN-5 0-545 

RESAR-3S 

324 

70-0364 

Parks Township Site, Babcock & 

341 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

324 


Wilcox Co. 


STN-50-547 

Marble Hill Nuclear Station, Unit 2 

325 

70-0371 

United Nuclear Corp. 

341 

50-549 

Green County Nuclear Power Plant 

327 

70-0411 

Cornell College, Mt. Vernon, I A 

341 

STN-5 0-55 3 

Phipps Bend Nuclear Plant, Unit 1 

327 

70-0416 

Colorado State Univ. 

341 

STN-5 0-5 54 

Phipps Bend Nuclear Plant, Unit 2 

328 

70-0572 

Monsanto Research Corp. 

341 

50-555 

TRIGA Mark 111 

329 

70-0620 

Adrian College, Adrian, MI 

341 

STN-5 0-556 

Black Fox Station, Unit 1 

330 

70-0698 

Waltz Mill Site, Westinghouse 

Electric Corp. 

341 

STN-5 0-557 

STN-5 0-5 66 

Black Fox Station, Unit 2 

Yellow Creek Nuclear Plant, Unit 1 

330 

331 

70-0725 

College of William & Mary, 
Williamsburg, VA 

342 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

332 

70-0734 

General Atomic Co, 

342 

STN-5 0-5 68 

NEP Nuclear, Unit 1 

332 

70-0754 

Vallecitos Nuclear Center, General 
Electric Co. 

342 




70-0807 

NASA 

342 
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70-0820 

United Nuclear Corp. 

342 

71-0001 

Ancfco, Inc. 

346 

70-0824 

Babcock & Wilcox Co. 

342 

71-0004 

General Electric Co. 

346 

70-0925 

Cimarron Facility, Kerr-McGee Corp. 

342 

71-0007 

American Ship Building Co. 

34 7 

70-0984 

Pacific Northwest Lab 

342 

71-0021 

Univ. Tech, 'resting Labs., Inc. 

34 7 

70-1100 

Combustion Engineering, Inc. 

342 

71-0023 

Tennessee Gas Pipeline 

347 

70-1113 

General Electric Co. 

343 

71-0024 

Hitt mail Nuclear & Development 

347 




Corp. 


70-1143 

Westinghouse Electric Corp. 

343 

71-0029 

MSI Nuclear 

347 

70-1151 

Westinghouse Electric Corp. 

343 

71-0035 

Rockwell IrUcmallonnt 

347 

70-1193 

Cimarron Facility, Kerr-McGee Corp. 

343 

71-0040 

Tocluilcal Operations, Inc. 

347 

70-1201 

UF-6 Conversion Facility, Babcock & 

343 





Wilcox Co. 


71-0046 

Tcledync Energy Systems 

347 

70-1220 

General Electric Co. 

343 

71-0048 

Intcrmountaln Pipe & Welding 

34? 

70-1236 

Kalamazoo College 

343 

71-0049 

Navy, Dopt. of 

34? 

70-1237 

Air Force, Dept, of, Aerospace Guidance 

343 

71-0052 

Navy, Dopt. of 

347 


& Metrology, Newark, OH 


71-0053 

Boeing Services I liter national, hie. 

347 

70-1257 

Mixed Oxide Fabrication Plant, 

344 




Exxon Nuclear Co., Inc. 


71-0054 

Oklahoma Testing Laboratories 

34 H 

70-1308 

Morris Operations, General Electric Co. 

344 

71-0058 

Navy, Dopt. of 

,34 B 

70-1309 

Morris Operations, Sources & Standards, 

344 

71-0060 

Morrlson-Knudson Co., Inc. 

34 A 

70-1319 

General Electric Co. 


71-0065 

H.P. & Associates, Inc. 

34 H 

U.S. Nuclear, Inc. 

344 

71-0078 

70-1443 

Townsend & Dottuin, Inc. 

34H 

Veterans Administration Hospital, 

344 



San Diego 


71-0079 

Babcock & Wilcox Co. 

348 

70-1489 

Goodyear Aerospace Corp. 

344 

71-0092 

Eastman Kodnk Co. 

348 

70-1621 

Conover & Associates, Inc. 

344 

71-0097 

Nondestructive Testing Service 

348 

70-1810 

Westinghouse Electric Corp. 

344 

71-0098 

Newport Nows Shipbuilding & Dry Dock 

348 

70-1821 

Plutonium Production Facility, Allied 

345 

71-0109 

Union Carbide Corp. 

348 


General Nuclear Services Corp. 



70-2219 

Exxon Nuclear Co., Inc, 

345 

71-0112 

Navy, Dopt. of 

348 

70-2256 

Westinghouse Electric Corp. 

345 

71-0117 

Abex Corp. 

348 

70-2301 

Greenwich Hospital Association, 

345 

71-0118 

Kast Metals Corp, * 

348 


Greenwich, CTT 

71-0122 

J.L. Shepherd & Associates 

349 

70-2623 

McGuire Spent Fuel Pool, Duke 

Power Co. 

345 

71-0129 

Navy, Dopt. of 

349 

70-2838 

Cincinnati Gas & Electric Co, 

346 

71-0136 

Parker Industrial X-Rny Lab. Carp. 

349 

70-2871 

Phillips Puerto Rico Core, Inc. 

346 

71-0141 

RockwoU International 

349 

70-2873 

Univ. of Puerto Rico 

346 

71-0142 

Chicago Bridge A Iron Co. 

349 

70-2913 

Tennessee Valley Authority 

346 

71-0144 

Navy, Dept, of 

349 
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71-0160 

Omaha Testing Labs., Inc. 

349 

71-0348 

Univ. of Michigan 

351 

71-0163 

Clark Inspection Service, Inc. 

349 

71-0349 

Caterpillar Tractor Co. 

351 

71-0176 

Navy, Dept, of 

349 

71-0350 

Picker Corp. 

351 

71-0178 

Energy Products Group 

349 

71-0351 

Teledyne Ohiocast 

352 

71-0179 

Nuclear Containers, Inc, 

349 

71-0352 

Niles Steel Tank Co. 

352 

71-0182 

Combustion Engineering Co,, Inc, 

349 

71-0335 

TRICO Industries, Inc., Superior Division 

352 

71-0184 

71-0190 

Pullman Power Products 

349 

71-4949 

Model: UNC-1484, Combustion 

Engineering Co., Inc. 

352 

Texas Instruments, Inc. 

Sooner X-Ray & Mag., Inc. 

350 

71-5026 

352 

71-0196 

Model: BC-48-220, Ate ore, Inc. 

350 

71-5088 

71-0198 

Nuclear Fuel Services, Inc. 

Model: D34710-1, U.S. Nuclear, Inc. 

352 

350 


71-0210 

Gulf Oil Corp. 

350 

71-5149 

Model: 814A, Babcock & Wilcox Co. 

352 

71-0225 

Navy, Dept, of 

350 

71-5341 

Model: NFP-55, Babcock & Wilcox Co. 

352 

71-0228 

Capital X-Ray Service 

350 

71-5442 

Model: LA-36, Babcock & Wilcox Co. 

352 

71-0231 

Chem-Nuclear Systems, Inc. 

350 

71-5563 

Model: 660C, Babcock & Wilcox Co. 

352 

71-0236 

American Airlines 

350 

71-5754 

Model: RMG-172, Nuclear Fuel 

Services, Inc. 

353 

71-0238 

Agriculture, Dept, of 

350 

71-5768 

Model: BB-250-2, Combustion 

353 

71-0241 

United Nuclear Corp. 

350 


Engineering Co., Inc. 

71-0246 

Inspection Services Corp. 

350 

71-5796 

Model: 181361, Picker Corp. 

353 

71-0248 

Monsanto Research Corp. 

350 

71-5797 

Model: HFIR, Energy Dept of 

353 

71-0249 

Nuclear Fuel Services, Inc. 

350 

71-5850 

Model: CNS 3-55 (LL-57-65), 

Chem-Nuclear Systems, Inc. 

353 

71-0250 

Transnuclear, Inc. 

350 

71-5894 

Model: 2.7 New Fuel, Energy, Dept, of 

353 

71-0251 

Westinghouse Electric Corp. 

350 

71-5910 

Model: NNFD-SA-2, Babcock & 

353 

71-0258 

Nuclear Engineering Co., Inc. 

351 


Wilcox Co. 


71-0259 

Westinghouse Electric Corp. 

351 

71-5939 

Model: GE-1500, General Electric Co. 

353 

71-0260 

Astrotech, Inc. 

351 

71-5942 

Model: GE-700, General Electric Co. 

353 

71-0264 

Automation Industries, Inc. 

351 

71-5957 

Model: BMI-1, Energy, Dept, of 

353 

71-0277 

AlUcd’Chemical Corp. 

351 

71-5984 

Model: 5984, XL. Shepherd & 

Associates 

353 

71-0331 

Nor th Carolin a S tate Univ. at 

Raleigh 

351 

71-6058 

Model: B3-1, Nuclear Engineering Co. 

353 

71-0337 

Calumet Testing Services, luc. 

351 

71-6144 

Model: 6 144, Nuclear Engineering Co. 

354 

71-0339 

Wisconsin Centrifugal, Inc. 

351 

71-6172 

Model: 961A, Babcock & Wilcox Co. 

354 

71-0341 

Arkansas Power & Light Co, 

351 

71-6244 

Model: 6244, Chem-Nuclear Systems, 

Inc. 

354 

71-0346 

Public Service Co. of Colorado 

351 

71-6275 

Model: LL-28-4, Chem-Nuclear 

354 

71-0347 

Stone & Webster Engineering Corp. 

351 


Systems, Inc. 
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71-6280 Model: A-0109, J.L. Shepherd & 354 

Associates 

71-6291 Model: 400, McDonnell Douglas 354 

Aeronautics 

71-6346 Model: FSV-1, General Atomic Co. 354 

71-6357 Model: NNFD-10, Babcock & Wilcox Co. 354 

71-6375 Model: PB-1, Chem-Nuclear Systems, 354 

Inc. 

71-6400 Model: Super Tiger, Westinghouse 355 

Electric Corp. 

71-6406 Energy, Dept, of 355 

71-6475 Model: HN-200, Hittman Nuclear & 355 

Development Corp. 

71-6568 Model: LL-60-150, TV A 355 

71-6574 Model: HN-200, Hittman Nuclear & 355 

Development Corp. 

71-6581 Model: 51032-1 & - 1A. Exxon 355 

Nuclear Co., Inc. 

71-6601 Model: LL-50-100, Chem-Nuclear 355 

Systems, Inc. 

71-6698 Model: NFS-4, Nuclear Fuel Services, 355 

Inc. 

71-9001 Model: IF-300, General ElectricCo. 355 

71-9005 Model: MAL-1, Mallinckrodt Nuclear 335 

71-9006 Model: 500 SU, Argonne National 355 

Laboratory 

71-9009 Model: FL 10-1, General Electric Co. 356 

71-9010 Model: NLI-1/2, NL Industries, Inc. 356 

71-9011 Model: E-MEH-0 0-00004, Transporta- 356 

tion, Dept, of 

71-9019 Model: BU-7, General Electric Co. 356 

71-9021 Model: 750, Technical Operations, Inc. 356 

71-9022 Model: CE-25 0-2, Combustion 356 

Engineering Co., Inc. 

71-9023 Model: NLI-1 0/24, NL Industries, Inc. 356 

71-9028 Model: 684, Technical Operations, Inc. 356 

71-9029 Model: 676, Technical Operations, Inc. 356 

71-9032 Model: 650, Technical Operations, Inc. 356 

71-9033 Model: 660 & 660E, Technical 357 

Operations, Inc. 

71-9034 Model: TRIGA-1, General Atomic Co. 357 


Docket Name Page 

71-9035 Model: 680, Technical Operations, Inc. 357 

71-9037 Model: TRIGA-2, General Atomic Co. 357 

71-9039 Model: 715, Technical Operations, Inc. 357 

71-9044 Model: GD-1600, General Electric Co. 357 

71-9070 Model: N-55, Energy, Dept, of 358 

71-9079 Model: HN-100 Series 2, Hittman 35 8 

Nuclear & Development Corp. 

71-9081 Model: CNSI-1600, Chem-Nuclear 358 

Systems, Inc. 

71-9086 Model: HN-100 Series 1, Hittman 358 

Nuclear & Developmen t Corp. 

71-9089 Model: NH-100 S, Hittman Nuclear 358 

& Development Corp. 

71-9094 Model: CNSI-14-195-I1, Chem-Nuclear 358 

Systems, Inc. 

71-9096 Model: CNSI-21 -300, Chem-Nuclear 358 

Systems, Inc. 

71-9097 Model: CNSI-14-195L, Chem-Nuclear 358 

Systems, Inc. 

71-9105 Model: RAD-Wastc CR.I, Chem- 358 

Nuclear Systems, Inc. 

71-9107 Model: 771, Technical Operations, Inc. 358 

71-9108 Model: AL-33-90, Atcorc, Inc. 358 

71-9111 Model: CN6-80A,Chcm-Nuclear 358 

Systems, Inc, 

71-9113 Model: 7-100, Chem-Nuclcar 358 

Systems, Inc. 

71-9116 Modol: CN6-80B, Nuclear Packaging, 358 

Inc. 

71-9118 Model : 4 Inch Lead , Pro tcctive 3 5 8 3 

Packaging, Inc. 

71-9120 Model: TN-1 2, Transnuclear Corp. 359 

71-9121 Model: 1.25 Inch Lead, Protective 359 

Packaging, Inc, 

71-9129 Modol: UNI LA-50, Northeast Utilities 359 

71-9132 Model; T-3, Nuclear Packaging, Inc. 359 

71-9133 Model: C-10, Gamma Industries 359 

71-9134 Model: ETR Fuel Element Shipping 359 

Container, Energy, Dept, of 

71-9136 General Electric Co. 359 

71-9853 Model: ORNL-BNL-NBS Unirradiated 359 

Fuel Container, Energy, Dept, of 


xvii 




ALPHABETIC ARRANGEMENT OF DOCKET 50 ITEMS BY FACILITY NAME 
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Aero test Radiography & Research 

Reactor 

50-228 

33 

Allens Creek Nuclear Station, Unit 1 

50-466 

288 

Allens Creek Nuclear Station, Unit 2 

50-467 

292 

Alvin W. Vogtle Nuclear Plant, Unit 1 

50-424 

265 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50-425 

266 

Arkansas Nuclear One, Unit 1 

50-313 

138 

Arkansas Nuclear One, Unit 2 

50-368 

227 

Army Materials Research Reactor 

50-47 

15 

Babcock & Wilcox Co. Critical Facility 

50-13 

13 

Babcock & Wilcox Co. Critical Facility 

50-191 

23 

Babcock & Wilcox Tost Reactor 

50-99 

16 

Babcock & Wilcox Test Reactor 

50-200 

23 

Bagnac Nuclear Power Project, Philippines 

STN-50-574 

333 

Bailly Generating Station 

50-367 

226 

Barnwell Reprocessing Plant 

50-332 

185 

Battelle Memorial Institute Critical 

Facility 

50-360 

220 

Battelle Memorial Institute Research 
Reactor 

50-6 

10 

Beaver Valley Power Station, Unit 1 

50-334 

188 

Beaver Valley Power Station, Unit 2 

50-412 

259 

Bellefonte Nuclear Plant, Unit 1 

50-438 

267 

Bellefonte Nuclear Plant, Unit 2 

50-439 

269 

Bettis Critical Facility 

50-153 

19 

Big Rock Point Nuclear Power Plant 

50-155 

19 

Black Fox Station, Unit 1 

STN-50-556 

330 

Black Fox Station, Unit 2 

STN-50-557 

330 

Blue Hills Station, Unit 1 

50-510 

309 


Name 

Docket 

Page 

Blue Hills Station, Unit 2 

50-511 

309 

Braid wood Station, Unit 1 

50-456 

282 

Braidwood Station, Unit 2 

50-457 

284 

Bringham Young Univ. Research 

Reactor 

50-262 

60 

Browns Ferry Nuclear Power Station, 

Unit 1 

50-259 

54 

Browns Ferry Nuclear Power Station, 

Unit 2 

50-260 

56 

Browns Ferry Nuclear Power Station, 

Unit 3 

50-296 

116 

Brunswick Steam Electric Plant, Unit 1 

50-325 

170 

Brunswick Steam Electric Plant, Unit 2 

50-324 

167 

Byron Station, Unit 1 

50-454 

279 

Byron Station, Unit 2 

50-455 

281 

California State Polytechnic College 
Research Reactor 

50-394 

246 

Calloway Plant, Unit 1 

STN-50-483 

295 

Calloway Plant, Unit 2 

STN-50486 

298 

Calvert Cliffs Nuclear Power Plant, 

Unit 1 

50-317 

146 

Calvert Cliffs Nuclear Power Plant, 

Unit 2 

50-318 

149 

Carroll Facility I 

50-599 

336 

Carroll Facility II 

50-600 

337 

Catawba Nuclear Station, Unit 1 

50-413 

260 

Catawba Nuclear Station, Unit 2 

50414 

261 

Catholic Univ. of America Research 
Reactor 

50-77 

16 

CESSAR System 80 

STN-50-470 

292 

Cherokee Nuclear Station, Unit 1 

STN-50491 

301 

Cherokee Nuclear Station, Unit 2 

STN-5 0-492 

302 
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Docket 
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Docket 

Page 

Cherokee Nuclear Station, Unit 3 

STN-50493 

302 

Forked River Nuclear Station, 

50-363 

222 



Unit 1 



Chin-shan Power Reactor, Unit 1, Taiwan 

50-392 

246 

Fort Calhoun Station, Unit 1 

50-285 

95 

Clinch River Breeder Reactor 

50-537 

323 

Fort St. Vrain Nuclear Generating 

50-267 

66 

CLinton Power Station, Unit I 

50-461 

287 

Station 



Clinton Power Station, Unit 2 

50462 

287 

Fulton Generating Station, Unit 1 

50463 

288 

Comanche Peak Steam Electric Station, 

50445 

275 

Fulton Generating Station, Unit 2 

50464 

288 

Unit 1 



General Electric Co. Critical Experiment 

50-24 

13 

Comanche Peak Steam Electric Station, 

50446 

277 




Unit 2 



General Electric Test Reactor 

50-70 

15 

Cooper Nuclear Station 

50-298 

118 

General Electric Nuclear Test Reactor 

50-73 

16 

Crystal River Nuclear Plant, Unit 3 

50-302 

121 

Georgia Institute of Technology 

50-160 

22 



Research Reactor 



Davis-Besse Nuclear Power Station, 

50-346 

208 




Unit 1 



Georgia Institute of Technology 

50-276 

81 




Research Reactor 



Davis-Besse Nuclear Power Station, 

50-500 

307 




Unit 2 



- Grand Gulf Nuclear Station, Unit 1 

50416 

262 

Davis-Besse Nuclear Power Station, 

50-501 

307 

Grand Gulf Nuclear Station, Unit 2 

50417 

263 

Unit 3 



Greene Country Nuclear Power Plant 

50-549 

327 

Diablo Canyon Nuclear Power Plant, 

50-275 

80 

H.B. Robinson Plant, Unit 2 



Unit 1 



50-261 

57 

Diablo Canyon Nuclear Power Plant, 

50-323 

165 

Haddam Neck Plant 

50-213 

26 

Unit 2 



Hartsvillc Nuclear Plant, Unit 1 

STN-50-518 

311 

Donald C. Cook Nuclear Power Plant, 

50-315 

141 




Unit 1 



Hartsvillc Nuclear Plant, Unit 2 

STN-50-519 

313 

Donald C. Cook Nuclear Power Plant, 

50-316 

143 

llartsville Nuclear Plant, Unit 3 

STN-50-520 

314 

Unit 2 



Hartsvillc Nuclear Plant, Unit 4 

STN-50-521 

315 

Douglas Point Nuclear Station, Unit 1 

50448 

279 

Haven Nuclear Plant, Unit 1 

STN-50-502 

308 

Douglas Point Nuclear Station, Unit 2 

50449 

279 

Haven Nuclear Plant, Unit 2 

STN-50-503 

308 

Dow Chemical Co„ Research Reactor 

50-264 

62 

Hope Creek Nuclear Station, Unit 1 

50-354 

216 

Dresden Nuclear Power Station, Unit 1 

50-10 

10 

50-355 

217 

Hope Creek Nuclear Station, Unit 2 

Dresden Nuclear Power Station, Unit 2 

50-237 

33 





Humboldt Bay Power Plant, Unit 3 

50-133 

17 

Dresden Nuclear Power Station, Unit 3 

50-249 

43 

Idaho State Univ, Research Reactor 

50-284 

95 

Duane Arnold Energy Center 

50-331 

182 

Indian Point Station, Unit 1 

50-3 

8 

Edwin I. Hatch Nuclear Plant, Unit 1 

50-321 

162 

Indian Point Station, Unit 2 

50-247 

40 

Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

224 

Indian Point Station, Unit 3 

50-286 

97 

Enrico Fermi Atomic Power Plant, 

50-341 

203 




Unit 2 



Iowa State Unlv. Research Reactor 

50-116 

17 

Erie Nuclear Plant, Unit 1 

STN-5 0-580 

334 

James A. Fitzpatrick Nuclear Power 

50-333 

185 

Erie Nuclear Plant, Unit 2 

STN-50-581 

334 

Plant 



Floating Nuclear Plant 

STN-50437 

266 

Jamesport Nuclear Station, Unit 1 

STN-50-516 

311 


XX 



Name 

Docket 

Page 

Name 

Docket 

Page 

Jamesport Nuclear Station, Unit 2 

STN-50-517 

311 

NEP Nuclear, Unit 2 

STN-50-569 

333 

Joseph M. Farley Nuclear Plant, 

50-348 

212 

New Haven, Unit 1 

50-596 

335 

Unit 1 



New Haven, Unit 2 

50-597 

336 

Joseph M, Farley Nuclear Plant, 

50-364 

223 



30 

Unit 2 



Nine Mile Point Nuclear Station, 

50-220 




Unit 1 



Kansas State Univ. Research Reactor 

50-188 

23 

Nine Mile Point Nuclear Station, 

50410 

259 

Kewaunee Nuclear Power Plant 

50-305 

127 

Unit 2 



Koshkonong Nuclear Plant, Unit 1 

STN-50-504 

311 

North Anna Power Station, Unit 1 

50-338 

194 

Koshkonong Nuclear Plant, Unit 2 

STN-50-505 

313 

North Anna Power Station, Unit 2 

50-339 

199 

Koshkonong Nuclear Plant, Unit 3 

STN-50-506 

314 

North Anna Power Station, Unit 3 

50404 

254 

Koshkonong Nuclear Plant, Unit 4 

STN-50-507 

315 

North Anna Power Station, Unit 4 

50405 

255 

La Crosse Boiling Water Reactor 

50409 

256 

North Carolina State Univ. PULSTAR 

50-297 

118 




Reactor 



LaSalle County Station, Unit 1 

50-373 

232 

North Carolina State Univ. Research 

50-111 

17 

LaSalle County Station, Unit 2 

50-374 

233 

Reactor 



Lemoniz Nuclear Station, Unit 2, Spain 

50429 

2 66 

North Coast Nuclear Plant, Puerto Rico 

50-376 

235 

Limerick Generating Station, Unit 1 

50-352 

213 

Oconee Nuclear Station, Unit 1 

50-269 ’ 

67 

Limerick Generating Station, Unit 2 

50-353 

’215 

Oconco Nuclear Station, Unit 2 

50-270 

71 

Maine Yankee Atomic Power Plant 

50-309 

131 

Oconee Nuclcnr Station, Unit 3 

50-287 

99 

Manhattan College Research Reactor 

50-199 

23 

Ohio State Univ. Research Reactor 

50-150 

19 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

324 

Omaha Veterans Administration 

Hospital Research Reactor 

50-131 

17 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

325 

50-106 

16 

Oregon State Univ. 

Massachussetts Institute of Technology 

50-20 

13 



Research Reactor 



Oregon State Univ. Research Reactor 

50-243 

35 

Memphis State Univ. Research Reactor 

50-538 

323 

Oyster Creek Nuclear Power Plant 

50-219 

27 

Michigan State Univ. Research Reactor 

50-294 

112 

Palisades Nuclear Plant 

50-255 

51 

Midland Plant, Unit 1 

50-329 

178 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

320 

Midland Plant, Unit 2 

50-330 

180 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

321 

Millstone Nuclear Power Station, 

50-245 

37 

Palo Verdo Nuclear Station, Unit 3 

STN-50-530 

322 

Unit 1 






Palo Verde Nuclear Station, Unit 4 

STN-50-592 

335 

Millstone Nuclear Power Station, 

50-336 

192 



Unit 2 



Palo Verde Nuclear Station, Unit 5 

STN-50-593 

335 

Millstone Nuclear Power Station, 

Unit 3 

50423 

265 

Peach Bottom Atomic Power Station, 

50-277 

81 




Unit 2 



Monticcllo Nuclear Generating Plant 

50-263 

60 

Peach Bottom Atomic Power Station, 

50-278 

84 

National Bureau of Standards Reactor 

50-184 

22 

Unit 3 



National Naval Medical Center 

50-170 

22 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

310 

NEP Nuclear, Unit 1 

STN-5G-568 

332 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

310 
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Page 

Pennsylvania State Univ, Research 

50-5 

9 

Seabrook Nuclear Station, Unit 1 

50443 

273 

Reactor 









Seabrook Nuclear Station, Unit 2 

50444 

274 

Perkins Nuclear Station, Unit 1 

STN-50488 

300 







Sequoyah Nuclear Plant, Unit 1 

50-327 

173 

Perkins Nuclear Station, Unit 2 

STN-50489 

300 







Sequoyah Nuclear Plant, Unit 2 

50-328 

176 

Perkins Nuclear Station, Unit 3 

STN-50490 

301 







Shearon Harris Nuclear Power Plant, 

50400 

249 

Perry Nuclear Power Plant, Unit 1 

50440 

270 

Unit 1 



Perry Nuclear Power Plant , Unit 2 

50441 

271 

Shearon Harris Nuclear Power Plant, 

50401 

250 




Unit 2 



Phipps Bend Nuclear Plant, Unit 1 

STN-50-553 

327 







Shearon Harris Nuclear Power Plant, 

50402 

251 

Phipps Bend Nuclear Plant, Unit 2 

STN-50-554 

328 

Unit 3 



Pilgrim Nuclear Power Station, Unit 1 

50-293 

111 

Shearon Harris Nuclear Power Plant, 

50403 

253 




Unit 4 



Pilgrim Nuclear Power Station, Unit 2 

50471 

292 







Shorcham Nuclear Power Station 

50-322 

164 

Point Beach Nuclear Plant, Unit 1 

50-266 

64 







Skagit Nuclear Power Project, Unit 1 

STN-50-522 

316 

Point Beach Nuclear Plant, Unit 2 

50-301 

119 







Skagit Nuclear Powor Project, Unit 2 

STN-50-523 

318 

Prairie Island Nuclear Station, Unit 1 

50-282 

92 







South Texas Project, Unit 1 

STN-50498 

303 

Prairie Island Nuclear Station, Unit 2 

50-306 

128 




1 



South Texas Project, Unit 2 

STN-50499 

305 

Purdue Univ. Research Reactor 

50-182 

22 







Sterling Power Project, Nuclear, 

STN-50485 

297 

Quad-Cities Station, Unit 1 

50-254 

49 

Unit 1 



Quad-Cities Station, Unit 2 

50-265 

62 

St. Lucie Plant, Unit 1 

50-335 

190 

Rancho Seco Nuclear Generating 

50-312 

135 

St. Lucie Plant, Unit 2 

50-389 

242 

Station 









Surry Power Station, Unit 1 

50-280 

87 

Reed College Research Reactor 

50-288 

102 







Surry Power Station, Unit 2 

50-281 

90 

RESAR-3S 

STN-50-545 

324 







Surry Power Station, Unit 3 

50434 

266 

Rhode Island & Providence 

50-193 

23 




Plantations AEC 



Surry Power Station, Unit 4 

50435 

266 

River Bend Station, Unit 1 

50458 

285 

Susquehanna Steam Electric Station, 

50-387 

236 




Unit 1 



River Bend Station, Unit 2 

50459 

286 







Susquehanna Steam Electric Station, 

50-388 

239 

Robert Emmet Ginna Nuclear Plant, 

50-244 

35 

Unit 2 



Unit 1 









SWESSAR-P1 

STN-50495 

303 

RPI Critical Experiment 

50-225 

32 




' 



Tara pur Atomic Project, India 

50-226 

33 

Salem Nuclear Generating Station, 

50-272 

75 




Unit 1 



Texas A & M Univ. Research 

50-128 

17 




Reactor 



Salem Nuclear Generating Station, 

50-311 

133 







Three Mile Island Nuclear Station, 

50-289 

102 




Unit 1 




50-206 

23 







Three Mile Island Nuclear Station, 

50-320 

152 

, * 

50-361 

220 

Unit 2 



San Onofre Nuclear Station, Unit 3 

50-362 

221 

TRIGA MarkHI 

50-555 

329 

Saxton Nuclear Experimental Facility 

50-146 

19 

Trojan Nuclear Plant 

50-344 

204 
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Page 

Turkey Point Plant, Unit 3 

50-250 

45 

Washington State Univ. Research 

50-27 

13 




Reactor 



Turkey Point Plant, Unit 4 

50-251 

47 

Waterford Generating Station, 

50-382 

235 

Tuskegee Institute Research Reactor 

50406 

256 

Unit 3 



Tyrone Energy Park, Unit 1 

STN-50484 

297 

Watts Bar Nuclear Plant, Unit 1 

50-390 

243 

UCLA Training Reactor 

50442 

19 

Watts Bar Nuclear Plant, Unit 2 

50-391 

245 

UC-Santa Barbara Research Reactor 

50433 

266 

Westinghouse Critical Experiment 

50-87 

16 

Union Carbide Research Reactor 

50-54 

15 

Westinghousc Test Reactor 

50-22 

13 

Univ. of California Research Reactor 

50-84 

16 

West Valley Reprocessing Plant 

50-201 

23 

Univ. of California Research Reactor 

50-224 

32 

West Virginia Univ. Research Reactor 

50-129 

17 

Univ. of Florida Training Reactor 

50-83 

16 

William B. McGuire Nuclear Station, 

50-369 

229 




Unit 1 



Univ. of Illinois Research Reactor 

50-151 

19 

William B. McGuire Nuclear Station, 

50-370 

230 

Univ. of Illionis LOPRA Research 

50-356 

217 

Unit 2 



Reactor 



William H. Zimmer Nuclear Station, 

50-358 

218 

Univ, of Kansas Research Reactor 

50-148 

19 

Unitl 



Univ. of Michigan Research Reactor 

50-2 

8 

Wolf Creek Generating Station 

STN-504 82 

293 

Univ. of Missouri Research Reactor 

50-123 

17 

Worcester Polytech Institute Research 

50-134 

18 




Reactor 



Univ. of Missouri Research Reactor 

50-186 

23 

WPPSS Nuclear Project, Unit 1 

50460 

286 

Univ. of Utah Research Reactor 

50-72 

16 






WPPSS Nuclear Project, Unit 2 

50-397 

248 

Univ. of Utah Research Reactor 

50407 

256 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

308 

Univ. of Virginia Cavalier Reactor 

50-396 

248 

50-513 

309 

WPPSS Nuclear Project, Unit 4 

Univ. of Virginia Research Reactor 

59-62 

15 

STN-50-509 

309 

WPPSS Nuclear Project, Unit 5 

Univ. of Wisconsin Research Reactor 

50-156 

22 






Yankee Atomic Power Reactor 

50-34 

15 

U.S. Geological Survey Research 

50-274 

80 




Reactor 



Yankec-Rowe Nuclear Power 

50-29 

13 




Station 



Vallccitos Boiling Water Reactor 

50-18 

13 




Vermont Yankee Nuclear Power 

50-271 

74 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

331 

Station 



STN-50-567 

332 

Yellow Creek Nuclear Plant, Unit 2 

Virgil C. Summer Nuclear Station, 

50-395 

246 



Unit 1 



Zion Nuclear Power Station, Unit 1 

50-295 

113 

Virginia Polytech Institute Training 

50-124 

17 

Zion Nuclear Power Station, Unit 2 

50-304 

124 


Reactor 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 87-039 BHEFFIELD, !L. , NUCLEAR ENOINEERJNO CO. 


7910150001 Appeals initial FOIA decision denying request for documents 
r# issuance of shoo cause order. Documents established NRC 
position in proceedings. 

CONNERiT. B. Conner, Moore b Corber. 79/07/IB. 3pp. 


79101S0007 Supplements 790718 appeal of Initial FOIA decision denying 
request for documents re Issuance of show cause order. 

Justifies info not being withheld under Esemption 9. Response 
of 790629 failed to support exemption claim. 

CONNOR. T. D. Conner. Moore & Corber. 79/07/20. 3pp. 


7910090176 Order granting NRC 790727 request for extension until 
79081 3 to file response to Nuclear Engineering Cd. Inc 
790618 motion to supplement request for reconsideration. 

CHILKi B, J. Office of the Secretary of the Commission. 79/08/01. 
IP- 


7910110265 Raises no objection to intervenor State pf IL 790619 request 
for prehearing conference before Sept 1979. Amended , 
contentions put forth no new Issues Df fact which require 
ruling by AQLB. Cert 1 f ica te of Svc end. 

BRENNER, L. Branch 3. 79/0B/O3. 6pp. 


7910180478 Seeks denial of intervsnor Chicago Ssction ANS 790026 
request that ASLB compel NRC to file DEB & to study 
alternatives to suspension of operations, ABLB has no 
jurisdiction to define scope of NRC environ review. 

BINOER, L. N. Branch 4. 79/09/13. llpp. 


— 7910180464 Notice of appearance of LN Singer on behalf of NRC. 
Certificate of Svc end. 

BINOER, L. N. Branch 4. 79/09/13. 3pp. 


7910290339 Motion to file instanter, in reply to NRC response to 
Intervenor motion to compel production of DEB b study of 
reasonable alternatives re OL suspension. 

CANNON, J., WANAT, 8. W. American Nuclear Society. 79/09/23. Ip. 


--791O290346 Reply to NRC response, fi 1 ed in opposition to intervenor 
790S24 motions to compel production of DEB b study of 
reasonable alternatives re OL suspension. Environ evaluation 
is requlrad under NEPA. Cert i f ica te of Svc end. 

CANNON, J. , WANAT, S. W. American Nuclear Boclety. 79/09/23. 3pp. 


7910130003 Responds to appeal of Initial FOIA decision denying 
requested infD. Grant* appeal re Document* 6, SC, 8E b 9, Info 
wl thhald; prel Imi nary opinions iraf FOIA Exemption .3), 

CHILKrB. J. Office of the Secretary of the Commission. 79/10/il. 
3PP- 


DOCKET 27-047 BARNWELL, SC. , CHEM-NUCLEAR BVSTEMB 
1 

7910020796 Forwards corrected copy of Amend 18 to Matl License 
46-13336-01. Licsnse amended in entirety. 

DRAQQNETTE, K. B. Low Level Watte Licensing Branch. 79/08/28. Ip, 


—7910020797 Matl License 46-13336-01, Amend 16. License amended in 
entirety. 

DRAQQNETTE, K. B. Low Level Watte Licensing Branch. 79/00/28. 

7pp. 


7910040382 Summary of 790007 meeting w/Chem Nuclear By*, Inc re renewal 
of b amend* to Barnwell disposal site license, 

MIN98T, B. Low Level Waste Licensing Branch. 79/0B/3O. Ip. 


7910030049 Ac k receipt of Amend lb to Licenss 46-1 3336-01 . C ond udes 
Condition 14 of amend not workable due to inability to 
control vehicles parked outside receiving gate, Also request* 
that JS Corbett replace FP Beiarle on license. 

CORBETT. J. 8. Chem-Nuclear 8y»tem», Inc. 79/09/05. 2pp. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UNION CARBIDE CORP. 


7910030320 Forwards revisions to environ rep t, 1 ndi eating organisational 
changes. 

REKEMEYER, P. C. Union Carbide Corp. 79/0B/14. 4pp. 


7910160009 Submits Amend 12 to License 8UA-64B author! ling processing 
of U carbonate solution from facil i ty. Total yellawcake 
production rate is not to exceed 2,800 lb per day of 
U oxide. 

BCARANO, R. A, Uranium Recovery Licensing Branch. 79/08/27. Ip. 


— 7910160011 Discusses review of Union Carbide Corp 790329 amend request 
to process 1) carbonate solution from Maybell Co facility at 
Qa* Hill mi 1 1. Recommends approval of license amend. 

KPTSCH, J. L. Uranium Recovery Licensing Branch, 79/0B/27. Ip. 


7910110360 Forwards specs fOT const of 3-foot thick clay llntr. Const 
will start on 790901 under License 8UA-640. 

REKEMEYER, P. C. Union Carbide Corp. 79/00/28. 3pp. 


7910050517 Discusses clay type to be used in const of 3-ft thick clay 
liner on floor of A-9 pit. Properties of clay defined in 
Dames b Moore rept 00322-111-06. 

REKEMEYER, P. C. Union Carbide Corp. 79/09/14, ip. 


7910260072 Summary of 790918 meeting w/Union CaTbide Corp In Silver 
Spring.HD re proposed tailings disposal plan. 

KOTBCH. J. L. Uranium Recovery Licensing Branch, 79/10/02. 4pp. 


7910290410 Forwards specs for placement of clay linen inadvertently 
omitted from Bection 16, Exhibit 2 pf application for renewal 
of matl/byproduct license. 

JDHNSON, D. L. Union Carbide Corp. 79/10/03. ip. 


— 7910290421 8pec 223-11189-2 for placement of 3-ft compacted clay liner 
at A9 pit, inadvertently omitted from Section 16, Exhibit 2 of 
application for renewal of matl/byproduct license, 
e Union Carbide Corp, 79/09/20. 4pp. 


DOCKET 40-0672 NUCLEAR METALS, INC. 


7910110435 Ack receipt of 790619 Itr Informing NRC of corrective b 
preventive action* p»r IE Insp Rept 40-0672/79-01. 

MCCLINTOCK, R. 0, Region 1, Philadelphia, Office of the Director. 
79/09/20. ip. 


—79101 10439 Responds to NRC 790730 Itr re question* raised per IE Insp 
Rept 40-0672/79-01, A1 1 employees have been issued film 
badges h new equipment ha* increased ventilation flow In 
airborne radioactivity area. 

TUFFIN, W. B. Nuclear Metals, Inc. 79/09/07. 6pp. 


— 7910110443 Ack receipt of 790619 Itr confirming b defining action* fc 
understandings re IE Insp Rept 40-0672/79-01. 

MCCLINTOCK, R. □. Region 1, Philadelphia, Office of the Director. 
79/07/30. 2pp. 


—7910110430 Responds to NRC 790313 Itr h define* action* b 
understanding* resulting from IE In*p Rept 40-0672/79-01. 
Added emphasis has bean placed on personnel training, 
dosimetry b shielding, 

* Nuclear Met. Is, Inc. 79/06/19. 36pp, 


1 



2 


DOCKETED ITEMS 


— 7910110453 Discusses I£ Insp Rept 40-0672/79-01 on 790329. No 
none ompliance noted 

MCCLINTC3CK, R. 0. Region 1. Philadelphia. Office of tho Director. 
79/05/1 5. 2pp 


791-0050495 Forwards suppl matl re tailings area const & collapsible 
natls to be avoided in dike const. Matls submitted as 
addendum to App 3 of 0 ' Ap p o 1 oni a Engineers rept on tailings 
mg t sgs.OveTsiie drawing encl. 

BAKER, C.E, Energy Fuels Nuclear- Inc. 79/09/14. 1pp. 


DOCKET 40-1162 WESTERN NUCLEAR, INC. 


7910110035 Comments on DES re operation of f a c 1 1 i t y E * pT a sses concern 
to seepage front- tailings impoundment. 

MANCINl. A J. Wyoming . State of. 79/01/24. 3pp. 

7910030599 Submits trip rept for 790725 visit to Green Ntn plant t, tun 
heap loach facilities re ongoing NEI’A review. 

UNEHAN, J J Uranium Recovery Licensing Branch 79/00/17, 2pp 


7910110559 Submits const rept re raising tailings pond embankment to 
crest elevation of 6400 ft. Const completed 7B0616. Data i 1 s 
encl. 

SQGDEN, G. Western Nuclear. Inc. (subs. of Phelps Dodge Carp >, 
79/09/27, 4pp. 


7910050539 Recommends approving Western Nuclear 790625 Tequest for 
amend to temporarily reduce min freeboard requirement for 
split Rock mill tailings pond from ten ft to eight ft until 


791001. 
LINEMAN, J. J. 


Uranium Recovery Licensing Branch, 79/00/31 


l|i- 


— 7910050543 Responds to verbal request to evaluate licensee proposal 
to reduce available freeboard at tailings dam from ten ft 
to eight ft until 791001. Propose 1 acceptable 

BIVINS, W. S. Hydrology Meteorology Branch. 79/07/31. )p. 

79101601 18 Amend s License SUA- 56, Con d i t i on 22. Amend 4 temporarily 
modifies free-board requirement for Jeffrey City tailinys 
impoundment. A1 1 other conditions of license remain 
unchanged. 

SCARANO, R. A. Uranium Recovery Licensing Branch. 79/00/31. ip. 


79 100501 41 Forwards info to potential sites near EdgemontiSD-Util will 
evaluate Site 1-0- t, otheT sites identified by NRC. 

MILLS, L. M. Tennessee Valley Authority. 79/09/17. 5pp 


7910160297 Notification of 791025 mooting w/TVA, BF1NL t< SD Dept of Water 
& Natural Resources in Edgemant.SD to discuss tailings 
impoundmen t . 

TRACER, E. A. Uranium Recovery Licensing Branch. 79/09/21 ip. 


7910220267 Discusses acceptance Tevlout re conceptual decommissioning 
plan 6 supporting environ rep t. Documents are acceptable for 
detailed revisui- Foraarts FR notice of availability of 
environ rept & of intent to prepare DES. 

SCARANO, R. A. Uranium Recovery Licensing Branch 79/09/21 4pp. 


— 7910220272 Notice of availability of environ rept 6 of intent to 
prepare DES re decommissioning of Edgemunt U Mill, Fall 
River County. SD, 

MILLER, H. J. Uranium Recovery Licensing Branch. 79/09/21. 2pp. 


7910230622 Forwards under separate cover conceptual decommissioning 
plan L supporting environ rept pertaining to Edgemont U mill 
in Fall River County , SD. Plan submitted in response to NRC 
790921 Itr. 

MILLS, L. M. Tennessee Valley Authority. 79/09/2B 2pp. 


7910290446 Forwards affidavit certifying that on 791001 & 79 1003, c op i es 
of environ rept t, conceptual decommissioning plan were 
served upon individuals identified in attachment 
MILLS, L. M. Tennessee Valley Authority. 79/10/04 4pp. 


DOCKET 40—1571 INTER I OR, DEPT. OF, GEOLOGICAL SURVEY 


7910230707 Discusses error in Item III of const procedure submitted in 
790027 ltr. Field density testing program also discussed 
Results off relative density tests encl. 

BOQBEN, 0, Western Nuclear, Inc. (subs, of Phelps Dndgo Corp. ). 
79/09/20. 3pp. 


79 1 024Q69B Responds bo IE Bulletin 79-19, "Packaging of Low Level 
Radioactive Waste for Transport !< Burial.” 

TANNER, A. B 1 n tor i or. De p t. o f , Geological Survey. 79/10/05 16pp 


7910290433 Forwards tabulation of field density testing Tesults for 
previous raise of Jeffrey City., MV tailings pond. 

BOODEN, G. Western Nuclear, Inc. (subs of Phelps Dodge Carp ). 
79/10/02. 12pp. 


DOCKET 40-1341 EDBEMONT URANIUM MINE, TVA J< MINES DEVELOPMENT. 1NI7. 


7910050572 Recommends awarding contract for TVA Edgcmont U mill 
decommissioning project to Geotechnical Engineers, Inc f< 
forwards plan for decomrsiss ion i ng. 

TRACER. E. A, Uranium Recovery Licensing Branch- 79/08/20 Ip 


— 7910050574 Decommissioning Plan, for Edgomant Tailings Mgt Program. 

TRACER, E, A. Uranium Recovery Licensing Branch. 79/08/20 2pp. 


’’910020833 Forwards Semiannual Effluent Release Rept (3 re rads omic 1 i don 
-eleased to unrestricted areas adjacent to util U mill 
trough liquid 6 gaseous effluents, foT Jan- June 19/9. 

LLB, L . tt. Tennessee Valley Authority. 79/08/23. Ip. 


10020935 Semiannual Effluent Release Rept B, for Jan-Juni? 1979. 
* Tennessee Valley Authority. 79/00/31. 0pp. 


/10100046 Forwards aerial photos of Gito 8 E, area south *< southeast 
af City of Edgemont. '‘Engineering Analysis of Mill Facility 
Decommissioning h Long-Term Tailings Btob i 1 i ja t ion at Dcmoto 
Disposal Bite" encl. DTawl ng» available in Central Files. 

HILLS. L. M Tennessee Valley Authority. 79/09/11, Ip. 


-7910100050 ''Engineering Analysis of Mill Facility Decommissioning f< 
Long-Term Tailings Stabilization at Remote Disposal Site." 
Prepared fur TVA, 

* Ford Bacon U Davis Utah, Inc. 79/01/31. 250pp, 


7910080354 Forwards minutes of 770G29 meeting w/stato of f ic i al 5, ut i 1 ft 
EPA re decommissioning plan. 

MARTIN, J. B. Division of Waste Management. 79/09/14. 2pp, 


--79100SO-356 Summary of 790B29 meeting u/ufcil,EPA h state officials to 
discuss offsite remedial action program & agree upon 
alternative disposal sites. 

TRAGEfiiE. A. Uranium Recovery Licensing Branch - 79/09/12. 7pp. 


DOCKET 40-2061 WEST CHICAGO FACJLITV, KERR-MCGEE CORP. 


7909170313 Ack receipt of 790B13 ltr informing NRC of steps taken to 
correct violations noted in IE insp. 

DAVIS, A. n. Region 3, Chicago, Dffice of the Director. 79/09/20 
ip- 


— 7909170318 Responds to NRC 790802 ltr re violations noted in IE insp. 
Curr ec t i ve‘ ac t inns: Ind ividua is working in restricted areas 
instructed in precautions to minimise exposure to 
radioactive matls !* new employees will be proporly trained. 
HENNIQAN.G.R. Korr-McGee Chemical Corp. (subs, of Korr-McOeu 
Cnrp, ). 79/OB/ 1 5. 2pp. 


7909210436 Notifies that addl decontamination af facility under License 
STA-583 may commence per approved procerfuroa presented in 
790931 & 0023 ltr*. List of addl decontamination procedures 
encl . 

KEFPLER, J. G. Region 3, Chicago, Office of the Dirqctor. 79/08/29. 
4pp. 

7910110277 Notification of 790919 meeting ui/EPA, ANL ■!< state official# 
in Glen Ellyn, IL to discuss Keri — McGee s tab i 1 i lat ion plan 
for West Chicago site. 

NIXON, W. A, Division of Fuel Facility Materials Safety. 79/09/06. 
9pp. 

7910220521 Comments on Kerr-McGec Chemical Corp stabilization plan for 
decomrnlss i oning of facilit. Proposal examined to determine 
effects of wo rlc on public facilities. 

FOSTER. J. D Went Chicago. IL. 79/09/19. 2pp 


DOCKET 40-2259 PATHFINDER MINES CORP. 


7910250357 Forwards overslie map of general land use within 5-mile 
rad ius of f ac i 1 tty. 

NUOENTiE. L. Pathfinder Minos Corp, 79/00/31. ip. 


7910240060 Forwards application for amend of License SUA-672. 
NUGENT, E. L. Pathfinder Mines Corp, 79/09/13. Ip. 



DOCKETED ITEMS 


3 


— 7910240070 Application for amend of License SUA-672 authorijing 
replacement of existing solvent extraction circuit. 

NUGENT< E. L. Pathfinder Mines Corp. 79/09/11. 19pp. 


DOCKET 40-3392 ALLIED CHEMICAL CORP 


7910090644 Discusses 790322 8< 790615 submittals re plant emissions. 
Lists problems identified in solubility ana 1 y s i s . Fur th or 
analyses mill be conducted by DNWL. 

CROW. W. T Division of Fuel Cycle 6 Material Safety. 79/07/31 

2pp. 


7910030549 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwacte 
for Transport & Burial." Action required. 

KEPPLER.J. 0. Region 3, Chicago. Office of tho Director. 79/00/10 
Ip- 


7910030755 Discusses recent NRC site visit 6 efforts to bolster ongoing 
program & demonstrate compliance of Metropolis Works. 

NEWMAN, R. I. Allied Chemical Corp. 79/08/31. 2pp. 


DOCKET 40-3453 ATLAS MINERALS 


7910040212 Requests amend of License 8UA-917 re tailing dam, dikes 
around storage tanks S< ore feed area. Fee enc 1 . Forward s 
790024 Damos 6 Moore 1 tr transmitting plans 6 
specs for tailings embankment expansion proj. 

SWAN8Y, 0. T. Atlas Minerals. 79/00/23. 4 pp 


■7910040215 Contract 5pecs & Drawings for Tai2ings Embankment Eipansion 
Pro joc t, 12-Ft Raise," for Alias Mi nora 1 a, Moab , UT. 

« Dames 8< Moore. 79/0S/31. 34pp. 


7910100636 Forwards monitoring well data for 1976 through second 
quarter of 1979. Shows increase in radium content In wells. 

Data from second half of 1979 erratic due to flooding. 

6WANDY, 0. T. Atlas Minerals 79/00/20 22pp. 


7910020764 Summary of 790000 meeting w/Atlas Minerals in Silver Spring, 
MD re proposed dam raise U certain conditions to Atlas 
I i cense. 

GARCIA, P.J. Uranium Recovery Licensing Branch. 79/09/04. 2pp. 


7910160152 Responds to 790606 request for two documents referred to 
In Conditions 12 ?< 13 of renewed 1 lconse. Documents available 
for copying in NRC PDR. 

LINEMAN, J. J. Uranium Recovery Licensing Branch. 79/09/04 Ip, 


79101601 57 Discusses 79O0OB meeting w/Ablas Minerals In Silver Spring, 
MD re proposed dam raise 8< Conditions 21 , 25( d ), 36, 44 V 45 
of license. 

GARCIA, P.J, Uranium Recovery Licensing Branch, 79/09/04. 3pp. 


7910040525 Forwards 790914 ltr to Atlas Minerals presenting responses 
to P Garcias questions re proposed additions to Atlas mill 
tailings pond. 

BQQDYi J. R. Dames fc Moore. 79/09/14. 5pp. 


7910050255 Forwards 790024 ltr to Atlas Minerals transmitting plans 8, 
spec documents U reporting safety factors for slope 
stability analysis of ond-of-const conditions of Section 
C-C. Dames 6 Moore 790919 ltr to T Howard end 
DODDY, J, R. Dames 8, Moore. 79/09/19, 4pp. 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERS 


7910090700 Forwards addl supporting documentation of Tailing Pond 1 
seepage In response to 790B07 request' for info. 

SPI9AK, J. F. Federal American Partners. 79/09/19, 15pp. 


7910160040 Forwards 790101-0701 rept re water quality 8c air sampling. 
Air sampling data incomplete due to time lag from consulting 
lab. 

JACKSON, F. D. Federal American Partners (Mining ). 79/00/30. 13pp. 


7910220490 Forwards partial response tn 790807 requests re fnrtbcoming 
license renewal app 1 icat ion. Drawings end. 

SPI9AK, J. F. Federal American Partners (Mining). 79/09/07. 30pp. 


7910310501 Forwards partial response to NRC 790824 questions for info 
re below-grade tailings disposal plan, Eight oversiie 
drawings end. 

8PIBAK, J. F. Federal American Partners (Mining). 79/09/27. 21pp. 


DOCKET 40-6622 PATHFINDER MINES CORP. 


7910120017 Ack receipt of 790009 ltr informing NRC of steps taken to 
correct violations noted in IS Insp Rept 40-6622/79-01. 

BROWN, G. D Region 4, Dallas, Fuel Facility & Materials Safetu 

Branch. 79/08/20. Ip 


7910120020 Responds to NRC 790717 itr re violations noted in IE 1m, a 
Rept 40-6622/79-01. Correc tive ac t i ons : fur ther review of 
files produced results of wipe test surveys for fourth 
quarter 197S. Surveys end. 

RUSSELL. J. E. Lucky Me titanium Corp. 79/00/09. 6pp. 


— 7910120022 Forwards IE Insp Rapt 40-6622/79-01 on 790620-22 6 noticu ■> I 
violation. 

DROWN. S D Region 4, Dallas, Fuel Facility 8, Materials Bafotu 

Branch 79/07/17 2pp. V 


— 791 012002S Notice of violation from insp on 790620-22. 

* Region 4, Dallas, Fuel Facility 8, Materials Safety UTanch 
79/07/17. Ip. 


—7910120030 IE Insp Rept 40-6622/79-01 on 790620-22. None omp 1 ianc 0 MotmJ 
failure of most workers to either shower or monitor 
themselves prior to leaving restricted areas 

IWILBORN, L. , DROWN. G, D. , MUSTAIN.M.J. Region 4, Dallas, Fuel 

Facility !< Materials Safety Branch. 79/07/17. 7pp. 


DOCKET 40-6837 NATIONAL NAVAL MEDICAL CENTER 


7910260300 Forwards annual rept.Clct 1979. 
TYLER, P E, Army, Dept. of. 79/10/24 Ip. 


—7910260302 Annual rept. Oct 1979. 

« Army, Dept, of 79/09/30. 3pp. 


DOCKET 40-7097 MOLYCORP, INC 


791 0040654 Responds to IE Bulletin 79—19, No low level rad was t e 
generated. 

MASARKY, N. H, Mo ly corp, Inc. 79/09/10. Ip. 


DOCKET 40-7570 CABOT CORP. SATELLITE DIV. 


79101B0114 Responds to IE Bulletin 79-19 on behalf of License STU-Q994. 
No low level radwaste packaged for transport or burial. Lists 
quantities of scrap-solids 6 Ni-90 shipped to Besses Co In 
1978-79 for processing per License STD-1254. 

FORTHMAN, R. 0. Cabot Corp. Stellite Div. 79/09/10. Ip. 


DOCKET 40-7069 PLATEAU RESOURCES. LTD. 


7910250506 Summary of 790904 meeting w/DOI 6 Plateau Resources Ltd it) 
Silver Spring, MD re concerns about Bhootering Canyon U 
project not fully satisfied in NUREG-0S83. 

ROTHFLEISCN, J. E Uranium Recovery Licensing Branch. 79/09/21, 
2pp. 


DOCKET 40-7994 GEISINGER MEDICAL CENTER DANVILLE, PA 


7910180030 Submits results of 790001 Insp of activities conductor unitor 
Licenses 37-01421-01. 37-01421-04 8. SUB-977. No items of 
noncompliance observed. Area i nspoc ted : relat ionship of 
activities to radiation safety 8< compliance ui/regula tions, 

MCCL INT0CK, R. 0. Region 1, Philadelphia, Office of the Director. 
79/08/31. 2pp. 


DOCKET 40-8027 KERR-MCQEE CORP. 


7910090543 Notifies that License SUB-1010 is amended, mod i fy i ng environ 
monitoring program by reducing sampling frequency of 26 
stations. 

CHOW.W.T. Division of Fuel Cycle «< Material Safsty, 79/07/12. Ip, 


— 7910090559 Safety evaluation supporting Amend 5 to License SUD-IQIO, 
authorixiny reduction of sampling frequency of environ 
sampling stations. 

SOONGlA.L. Division of Fuel Cycle 8c Material Safety. 79/07/lf). 
4pp. 
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DOCKETED ITEMS 


79 1 0Q90S89 Confirm* 790731 telcon re currant NRC of a11 U 

fuel cycle facility compliance w/EPA 1 ‘ “ f or 

Protection Btds for Nuclear Powbt Operations. Roques 

?Rai.i n T° division of Fuel Cycle fc Material Safety. 79 / 03 / 01 . 

2pp. 

7910020792 Notifies that License SUB-1010, Amend 7 m accepted, 

authori ling const l< use of new ? 0 g^ t t 79 / 09 / 14 . ! 

CROW, W. T. Di vision of Fuel Cycle t, Material Safe y. 


-7910020793 SER supporting Amend 7 to License SUB-1010 authoriiing con., 

I< use of new liquid waste pond^ , , g . fstu 79/09/14. 

SOQNG.A. L Division of Fuel Cycle 6 Material Safety. 

2pp. 


7910230602 Act receipt of NRC 790901 ltr r, “ r ' f ' " r add ' ln, ° f ° T 

evaluation for compliance w/EPA Environ Radiation 
Protection Std for Nuclear Power Operation. Forward 

requested info. Forwards 43 oversiie paqes_ 

EKELLEY.W. J. Kerr-McOee Nuclear Corp. 79/09/21. 100pp. 


7910230149 Notifies of partial amend fee refund re 790627 application 
for amend to License SOB-iOlO „ 

MILLER, W O License Fee Management Branch. 79/10/02. p. 


DOCKET 40- SO 6 4 EXXON MINERALS CO. USA. EXXON CORP^ 

79101 10031 Notifies that Source Matl License SUA-1064 is amended w/modu 
^CARlNH 7 A rB ^ eS iranlum Recovery Licensing Branch. 79/00/15. 2fP. 


7910040372 Recommends that Enon Minerals Co amend reque 
License 31/A-1064 be grant e d deque s t would authorise R..D 
leachant excursion monitoring 6 verification procedure 


t to 


program changes. 
CQ0PERS7E1N, R 
6pp 


Uranium Recovery Licensing Branch. 79/09/11 


DOCKET 4O-BO04 LISBON MIME, RIO ALG0M CORP, 

791002069S Discusses necessity of licensee to submit amend to license 
before TLTJ requirement for personnel whole body monitoring 
can be waived. Badg es must be worn until such decision »s 

SCARAND. R, A, Uranium Recovery Licensing Branch 


79/09/16. 2pp 


DOCKET 40—0102 EXXON MINERALS CD. USA, EXXON CORP 


7910040372 Recommends that Exxon Minerals Co amend Toquest to 
License SUA-1064 be granted, Request would author! le R.,U 
leachant excursion monitoring &. verification procedure 
program changes. , , < n 0/n r 

CQOPERSTEINp R l/ranlum Recovery Licensing Hranch. Iff u, 

App, 


910240704 Responds to 790716 request for addl info in support of Jul 
197 B application for renewal of License SUA-l IB9. Provi d es 
info re radiation dose assessment. „« 

ORTLOFF, o. D. Exxon Minerals Co., USA. 79/09/.-7. 30pp. 


-7910240707 Forwards alternative to bioassay program described in 
"Staff Technical Pos i tt on. Fuel Processing t- Fabrication 
DTench. Dioassay at If Mills," June 1970, 

ORTLOFF. or. Exxon Minerals Co.. USA, 7B/07/14. 2pp. 


—7910240710 "Proposed Mod of U Mill Dioossay Program Described in 
’Staff Technical Position Fuel Processing flloassay at U 
Mills. 

« Exxon Minerals Co.. USA. 79/07/14, 9pp. 


meeting w/Exxon Minerals Co in Silver 
o about 
newal , 

-anch. 79/10/04. 2pp. 


so technical 

Tpp. 


DOCKET 40-0309 3M STATIC CONTROL SYS 


7910020009 Reports incident of leakage of 9 e " Bra 11 g . 1 ! b n f ^ Stat ‘ C 
eliminator in excess of 0.0005 uCi. Caused by breakage of 
end plugs followed by unauthorited mat nt. Now mount lng 
mechanism developed 






DOCKET 40-0390 ROCKY MOUNTAIN ENERGY CO. 


7910110173 Supplements 790731 semiannual effluent monitoring rept 
Discusses investigation into d i s C r epenc i e s re * ata alT 

particulate rad 1 onu c 1 id e s Corroc t s rept of radon gao 
concentrat 1 nns . Summari xes restoration e ^"T*- 


DOCKET 4Q-B406 PES5E8 CO. 


79 1011 0403 Ack receipt of 790006 Ur 


-7910110492 Responds to NRC 790716 ltr re violations noted in IE l.mp 
R B pt 40-040 79 -01. Corrective ac tion*; requlTod documents 

t, notices will be posted in glass-enclosed cane. 


—7910110495 Discusses IE Irvsp 40-B406/79-01 on 790531 6 forwards notice 

MCCLINTDCkLFLO. Region 1. Philadelphia, Office of the Director 

79/07/16. 2pp. 


-7910110499 Notice of violation from insp on 790531 Noncomp 1 iance noted 
ImprepoT posting of license doc umentat ion __ ... 

* Region 1, Philadelphia, Office of the Director. 79/07/16. 


7910160114 Responds to IE Bulletin 79-19 on behalf of I icense STD-0994 
Ho low level radwaste packaged for transport or buriaLL , ^ 
quantities of icrap-sol Ids 6 Ni-98 shipped to Passes Co in 
1970-79 for processing per License STD 1234. 




DOCKET 40-0452 BEAR CREEK URANIUM CD. 


7909290017 Forwards semiannual environ monitoring rept for Jan-Juno 
1979- 

BLOSSOM. J. N. Dear Creok Uranium Co. 79/0B/28. Ip. 

- -79092900 2 1 Semiannual environ moritoTing rept for Jan-June 11/9 
e Bear Creok Uranium Co, 79/06/30 9pp 

7910260145 Ack review of 790311 response t, requests addl info ™ 
survey results of lateral movement of installed embankment 6 
Paragraph 5.3 of Tech Spec C—l. 

LINE} (AN* J. J- Uranium Recovery Licensing Branch. 1 t/Q <u 


7910230606 Submits addl info requested by NRC 790409 ltr 6 790622 
te 1 con re mill expansion amend. Four °' /er *‘« B * gL' 




DOCKET 40-0477 THE BOEING CO. 


7910230346 Advises of requirement to submit ma Jf 1 t0 NIU ' 

whenever transfer of 1 g or more of contained U-233, U 2J5 or 
Pu in ENM, 1, OOO kg or more of U or thorium in source matl. 
or 1.000 Ci or more of tritium occurs, 

SPARKS. E. Technical Planning 6 Information Branch. 79/09/2/. 


DOCKET 40-0302 IRIGARV MINE, WYOMING MINING CORFT 


7910050601 Forwards notifications 
monitor wel 1 s, provld ed biweekly 
SC1IENDEL, K. R. Wyoming Mineral 


re excursion status of 
to State of WY. 

Corp. 79/00/ 14. 16pp. 


shal low 


7910240643 Forwards interim bloassay program for Irigaroy,WY drying & 
packaging facility. Reg Guide 8. 22 6 790923 r re fee end. 
SCHENDEL, K. R. Wyoming Mineral Corp . 79/00/17. Bpp. 



DOCKETED ITEMS 


6 


— 7910240699 "For Comment" issue of Rep Guido 0. 22, "Bioassay at U 
Mills. " 

* Office of Standards Development. 79/07/31. 5pp. 


— 7910240650 Forwards fee as part of 790817 transmittal re License 
SUA- 1341. 

SCHENDEL, K. R. Wyoming Mineral Corp. 79/09/28. Ip. 


7910160160 Forwards nonp ropr 1 e tar y environ evaluation in support of 
application for amend to License SUA-1341 re increased plant 
flow ra tes. Wi thdraws "Environ Evaluation - License 
SUA- 134 1," dtd 790629. 

SCHENDEL, K. R Wyoming Mineral Corp. 79/00/29. Ip. 


— 7910160165 "Environ Evaluation - License SUA-1341 
* Wyoming Mineral Corp. 79/08/29. 22pp. 


7910020619 Forwards "Discussion of Bhallow 2one Excursion at Irigaray," 
t< addl info in support of 790629 application to amend 
License BUA-1341. 

BCHENDEL, K. R. Wyoming Mineral Corp. 79/09/05. 2pp. 


— 7910020622 "Discussion of Shallow Zone Excursion at Irigaray, " Data ro 
proposed plant changes for 2000 ga 1 1 ons/m inute, current 
restoration plan, radon loss determination method, water 
quality t< oversize drawings end. 

BCHENDEL, K. R. Wyoming Mineral Carp. 79/09/09. 70pp 


7910240673 Forwards 790910 Itr from WY Dept of Environ Quality re 
weekly water quality analysis of shallow monitor rone. 

SCHENDEL, K.R Wyoming Mineral Corp. 79/09/10. 10pp. 


7910240633 Forwards 790917 Itr from UY Dept nf Environ Quality re 
biweekly notification of excursion well status. 

SCHENDEL, K. R, Wyoming Mineral Corp. 79/09/26. 13pp. 


DOCKET 4O-S504 UNION 76 MINERALS EXPLORATION CO. 


7910020844 Ack 790725 Itr notifying of current schedule for embankment 
const. Any change in schedule should bo passed on to AA 
DePh illlpe. 

LINEHAN, J. J. Uranium Recovery Licensing Branch. 79/09/10. Ip. 


DOCKET 40-0585 WYOMING MINERAL CORP. 


7910230627 Submits corporate info describing Weotinghouse technical 
qualifications in nuclear science 6 technology. 

DIPIAZZA, R. P. Wes tlnghouse Electric Corp. 79/09/26. 5pp 


DOCKET 40-0625 DRB. WOOD, HEWITT, HAUQAN 


7910260082 IE Insp Findings b Licensee Ack dtd 790913 of License 
SUB- 1303, Insp findings: current copy uf 10CFR2O, copy of 
license or copy of operating procedures not properly posted 
or made available. 

CAIN, C. L. . Region 4, Dallas, Office of the Director. 79/09/13. 

Ip. 


DOCKET 40-0675 ENERGY FUELS NUCLEAR. INC. 


7910190141 Forwards employee exposure rocords at Hanksville lab, 
analysis repts of law vol sampling sites b map showing 
sampling locations. Exposure records withheld per Privacy 
Act. 

ROBERTS, D. Energy Fuels Nuclear, Inc. 79/09/06. 6pp. 


DOCKET 40-0681 ENERGY FUELS NUCLEAR, INC. 


7910100630 Forwards "Review of Tailings Mgt Sys: White Mesa U Project, 
Energy Fuels Nuclear, Inc. " No insurmountable outstanding 
problems. 

NELSON, J, D. Colorado State Univ. 79/QB/23, lp. 


-7910100642 "Review of Proposed Tailings Mg t Bys: White Mesa U Project, 
Energy Fuels Nuclear, Inc. " 

NELSON, J. D. , AST. 8. R. , EDGAR, T. V. Colorado State Univ. 79/04/23. 
IBpp. 


7910220198 Informs of consultation w/UT Div of Wildlife Resources re 
specs fc extent of fencing. Forwards Itr approving plans. 

BAKERi-C. E. Energy Fuels Nuclear, Inc. .79/00/24. 2pp. 


7910050265 Supplements 790303 1 tr. Agreement signed w/o State Historic 
Preservation Officer signature May result in unnecessary 
site d l s turbance, prob 1 sm u/cempletion date h addl cost to 
developers Energy Fuels Nuc lear, Inc . Reques t s meeting. 

SMITH. M. T. Utah, State of. 79/09/12. 2pp 


7910050052 Submits addl copies of matls sent to NRC in 790911 Itrs. 
BAKER, C. E. Energy Fuels Nuclear, Inc. 79/09/13 lp 


— 7910050061 Submits rep t, "Quideline Specs for Ear thwor k . Li ner Matl. 
Liner Instal lation, Insp b Maint. Tai 1 Ings Mgt Sys for White 
Mesa Project," in accordance w/Condition 26 of License 
SUA-1358. 

BAKER, C. E. Energy Fuels Nuclear, Inc 79/09/11. lp. 


— 7910050067 "Guideline Specs for Earthwork, Liner Matl, Liner 
Insta 1 lation, Insp 5, Ma 1 nt. Ta 1 1 1 ng s Mgt Sys for White Mesa 
U Project. " 

* Energy Fuels Nuclear, Inc. 79/09/11. 35p p. 


— 7910050073 Submits 790903 Itr from UT Div of State History approving 
present layout of site haul road ». Overs i j e map indicating 
present haul Toad locations end. 

BAKER, C.E. Energy Fuels Nuclear, Inc. 79/09/1 1. 3pp. 


7910260196 Forwards addl documentation re hlstaric sites in project 
area. Includes DO I 790920 Itr 6 State of UT Dept of 
Development Svcs 790911 Itr. Dversiie map end. 

BAKER, C. E. Energy Fuels Nuclear, Inc. 79/09/27 9pp. 


791026019B Responds to NRC dam safety questions re White Mesa U 
Pro ject, Blandlngs UT. Includes Info re performance uf dike 
structures, NRC insp 8, documentation of const b protection 
against heavy storms. 

VINCELETTE. M. D. Energy Fuels Nuclear, Inc. 79/09/28. 12pp. 


7910240714 Forwards cultural resource inventory of northeast quarter of 
Section 33, T37S, R22E, prepared by UT Dept of Development 
Svcs. 

BAKER, C.E. Energy Fuels Nuclear, Inc. 79/10/03. 2Bpp. 


7910290425 Submits review of dam safety questions re White Mega U 
project tatlings impoundmen t , presented 790927 by D'Appulonia 
Consulting Eng ineers. Assuming drain & collection sys will be 
installed as described, a 1 1 questions adequately addressed. 
NELSON, J. D. Colorado State Univ. 79/10/04. lp. 


7910290479 Forwards Addendum 2, guideline spec »< re s u 1 1 i n g frnm 791009 
insp of tailings embankment foundations. Info describes 
initial treatment b fill placement on rock foundations of 
embankments. 

BAKER, C.E. Energy Fuels Nuclear. Inc. 79/10/10. 2pp. 


DOCKET 40-0609 PUERTO RICO, UNIV. OF 


791001012S IE Insp Findings ti Licensee Ack dtd 790003 of License 
SUD-1335. Insp f ind i ng s : Form AEC-3 not properly punted. 

WOODRUFF, R, L, Region 2, Atlanta. Office of the Director. 
79/00/03. lp. 


DOCKET 40-0692 COTTER CORP. 


7910040061 Forwards pages amending Tovised source matl license 
application per 790B30 c onfer enbe. Tnde x attached to each set 
of revised pages listing s oc t i on, tab 1 e 1< pages amended t, 
indicating nature of amends. 

SMITH, T. Cotter Corp. 79/09/06. 61pp. 


7910170079 License 306-1370, author 1 ling possession of 4,000 kg U to be 
used in form of U waste tailings for recovery of U from test 
pit ore. 

SCARAND, R. A. Division of Waste Management. 79/09/19. 3pp. 


7910220371 8af ety/envlrpn evaluation rept re Cotter Corp application 
for source matl license authorlilng R&D studies on U 
recovery using Holmes & Narver thin layer leaching process, 

In Johnson Countyi UY. Hoc o-mmends approval. 

ROTHFLEI SCH, J. E, SCARANO, R. A . Uranium Recovery Licensing Branch. 

79/09/19. 6pp. 


7910260325 Forwards License SUA-1370 Si safety/environ analysis rapt. 
License limits tailings mgt to onsite storage at standby 
tailings storage area followed by permanent disposal at Bear 
Creek U Project tailings pond.U/o and. 

SCARANO, R. A. Uranium Recovery Licensing Branch. 79/09/19. Bpp. 
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DOCKETED ITEMS 


DOCKET 40-0693 COLE PETROLEUM. IMG. 


79100307SB OuaTterly rept Tor pilot (H*D> in situ 
operation. May- Jul 1979. 

CATCH POLE i 0. J. Ogle Petroleum. Inc. 79/OB/ 2 1 /. 


U solution 
45pp. 


mining 


791O1GO405 Discusses notification of restoration 
re restoration prcce d ores, t ime schedules J, post 

monitoring. , n ...a.ia 

CATCHPOLE. 0. J. Ogle Petroleum, inc. 79/09/1B. 


activity Submi t s 
-restore t i on 

2pp 


in fa 


7910010539 Summary of 790S31 meeting u/Culf Mineral Resources Co in 
Denver, CO re ongoing work by Gulf Mineral Resources in 
response to NRC review comments on proposed tailings 
impoundment sys 

TRADER, E. A. Division of Waste Management. 79/09, 


3pp. 


7910320332 Notifies that byproduct matl license application !, 
supporting environ rept are acceptable for detailed rcvitu^ 
Forwards FR notice of environ rept avai labi 1 i tij 8. of intent 

to prepare DES. . _ -lo/no.oi 

SCARANOt R. A- Uranium Recovery Licensing Branch. /v/ov/c:i, 


4pp. 


7910250232 Forwards preliminary aquifer restoration rept or. B.son Uasin 
pilot in Situ U mining op e ra t ion. L i c ense SUA-1336. Requ e s ts 
review of rept i< ack of satisfactory aquifer restoration 

demonstration. _ 

CATCHPOLE. G. J. Ogle Petroleum. Inc. 79/09/20- 2pp. 


— 7910250235 "Preliminary Restoration dept, Sept 1 979 " 
* Ogle Petroleum, Inc. 79/09/20. 14pp 


DOCKET 40-8498 PLATEAU RESOURCES, LTD. 


7910230237 Notice of availability of environ 

prepare DES. 

MILLER. H. J. Uranium Recovery Licensing 


rept i of intent to 
Branch. 79/09/21. 3pp. 


DOCKET 40-B726 NEW MEXICO HEALTH - ENVIRONMENT DEPT^ 

7910290004 Forwards designer memorandum re groundwater collection 4 
evacuation sc h erne. g ene ra 1 design concepts for liquid waste 
disposal S< probable aa) precipitation *< 100-yr storm 
Impoundment vol & pool elevations. 

TOPP.A. A New Heilco, State of. 79/09/24. Ip. 


7910050222 Forwards 780500 app 1 1 c a t i on f or source 
including page revisions to application U page 
May 1978 environ rept. Check for fee end. 

NEWMAN, P. Plateau Resources. Ltd 79/09/11. 


mat 1 license, 
revisions to 

12pp. 


79 1 Q29O00B “Designer Memorandum 1 . Orounduiat er Collection Evacuation 

8c heme, " _ _. 

VOLPE, R. A. Affiliation Unknown. 79/09/07. 8pp. 


-7910050231 Forwards application for source matl 1 icenso. environ rept 
for proposed facility t< preliminary geotechnical engineering 
rept. 

HE IKS, R. L Plateau Resources, 


Ltd. 79/05/05. 3pp. 


—7910050239 Application for source matl 
3.000 lbs of U. 

HEIKS.R.L. Plateau Resources, Ltd. 


license to authoriie use of 
79/05/05. 8 App 


7910390010 "Designer Memorandum 2. General Design Concepts for Liquid 

Waste Disp osal “ 

» Affiliation Unknown. 79/09/17. I4pp 


7910290014 "Designer Memorandum 3, Probable Max Flood Series h 100 Vr 

Storm Impoundment Vol i Pool Elevations for Stage 1 Catchman 
Dam. 11 OvBrsite drawing enc 1 

FAITH, S. E. Science Applications, Inc. 79/09/20. 7pp 


7910030821 Forwards revised pages to May 8978 environ rept. 
SEWELL, R, n. Plateau Resources, Ltd. 79/09/04. 2App 


7910II0035 Forwards License SUA-1371 . Lie ense conditioned to require 
that licensee submit, for NRC ap prova 1 , copy of suTefcy 
arrangements J, supporting documentation showing mill site 

SCARANO.R-A Uranium Recovery Licensing Branch. 79/09/21. 2pp 


— 791011004 1 Matls license SUA-1371 for 
possession of byproduct mat! in form 
generated by milling operations. 
MILLER, V. L. Licensing Management 


Plateau Resourses Ltd 
of U waste tailings 

Branch. 79/09/21. 


author 1 1 »nq 


7pp. 


7910300026 Forwards documents related to app 1 lcat i on. Cine copy of each 
designer memo sent directly to JD Nolson.Ft Col l ins, CO. U/o 

TOPP.A A, New Mexico. State of. 79/09/28. Ip 


DOCKET 40-8727 KERR-MCGEE NUCLEAR CDRP. 


7910250457 Requests addl 
authoriie recovery of U 
exchange techniques. 
MILLER, H. J. Uranium 


info re application for source matl li 
From mine ua ter, ut i 1 i i ing ion 

Recovery Licensing Branch. 79/10/03. 


cense 

L’P p ■ 


to 


— 7910U0D48 Safety evaluation supporting Source Matl License SUA 1-1/t 
ROTHFLE I SCH, J. , CCARANO, R. A. Uranium Recovery Licensing Llranrh 

79/09/20. 23pp. 

7910240001 Forward s addl page revision to environ rept submi tted on 

7 8050 5. 

NEWMAN, P. Plateau Resources, Ltd. 79/09/27. 3pp. 


DOCKET 40-8729 PIONEER UflAVAN, INC. 


7910250092 Forwards ltr application far byproduct mall liconso, 
STEWART. R. B. Pioneer Uraran. Inc. 79/10/02. 2pp. 

—7910250095 Ltr application far byproduct matl licenoe. 
STEWART, n. B, Pioneer Uraran, Inc. 79/10/02, Ip. 


DOCKET 40-0721 ROCKY HOUNTAIM ENERGY CD. 


79102 302BA Comments an environ assessment rept for Nine Mile Lake 
In situ teach U mine i suggests measures to prevent spills 
of radua s te. pro t ec t water fowl t reclaim habitat. 

DEXTER, W D. Wyoming, State of. 79/09/03. 2pp. 


79I012O5I 3 Submits concerns re Nine Mile Lake U project in 
County, WY. Public lands tuithin project area not idcntifle 
indication rc use of public land. List of contract 
archeologists !i oversiie map of site end. 

BAKER, D. P, Interior, Dept, of. Bureau of Land Management, 
5pp. 


Natrona 
d. No 


79/09/19. 


DOCKET 40-8725 GULF MINERAL RESOURCES CO. 


—7910250098 Forward environ rept, “Rad inactive Matls License 
Application" *> "Investigation 8< Design Rept for Proposed 
Mill Waste Mg t Facilities." 

POLAK.R. J. Pioneer Uraran, Tnc. 79/09/10. ip. 


— 7910250101 "Radioactive Matls License App 1 icat ion. " W/supportlng 
technical documentation ft radiological health physics rept. 
Available in PDR. 

* Pioneer Uraran, Inc. 79/09/10. 100pp. 


— 7910250104 Environ rep t . Ava I lab 1 e in PDR 

* Pioneer Uraran, Inc. 79/09/10. 500pp. 


— 79I025010B "Investigation {< Design Rept for Proposed Hill Waste Mg t 
Facilities. " Available in PDR, 

DAVIDSON, L. K, Dames Kt Moore. 79/09/10. 500pp. 


7910020767 Summary of 790BI4 meeting w/Gulf Minerals Resources Co in 
Silver Spring, MD re work done by Gulf Minerals Resources in 
response to NSC review comments on tailings impoundment oys 
prop os ad fbT project. 

TRADER, E.A- Uranium Recovery Licensing Branch. 79/08/27, Jpp. 


DOCKET 40-8731 PHILLIPS URANIUM CORP. 


7910110473 Ack receipt of 790730 ltr requesting environ repts U 
application for source matl 1 icenso. Noti fies that changes 
are being made to rept. Upon completion of changes 
apprpriabe number of copies uill.be provided. 

VELASQUEZ, J. ft- Phillips Uranium Corp. 79/09/06. 2pp. 
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DOCKET 40-3746 DAWN MINING CO. 


7910110160 Application for renewal of Radioactive Natl License 
WN-1043-1. 

THOMPSON, J. E. Dawn Mining Co. 79/07/31, 115pp. 


— 7910110164 EIS re tailings disposal facilitg expansion project. 
« Dawn Mining Co 79/07/30. 100pp. 


7910230466 Comments on proposed p reop era t i ona 1 monitprlng program for 
proposed heap leach operation at Midnite Mine. Program 
contains all essential elements of comprehensive 
preoperat tonal monitoring program. 

SCARANQ, R A. Uranium Recovery Licensing Branch 79/10/04 2pp 


DOCKET 40-B747 EVEREST MINERALS CORP 


7910030130 Forwards application b permit licenses from TX Dept of Water 
Resources re in situ mining, area author i lat ion, aiT control 
b deep disposal well. 

MAYS, W, M. Everest Minerals Corp. 79/07/16. 120pp. 


7910040009 Forwards licensing matls originally sent to TX Dept of 
Health re application for radioactive matls license for U 
project. 

STOVER, D. E, Everest Minerals Corp. 79/07/20. 630pp. 


7910160402 Forwards info in response to request re industrial waste 
disposal well program in TX.List of consultants b consulting 
firms end. 

STEINGRABER, B. Texas, State of. 79/07/20. 62pp. 


7910050272 Discusses Hobson Mining Project injection woll.TX Dupt of 
Water Resources Permit WDW-168. Recommends NRC consider 
agreement w/TX to license injection of U process waste 
waters in TX. Considers risk minimal. 

WILLIAMS, R. E. Idaho, Univ. of. 79/07/30. 4pp, 


7910110482 Requests issuance of ma 1 1 /b y produc t license For possession 
% storage of ground wastes generated bg in situ solution 
mining at leach mining project near Hobson. TX. Submi ts 
supplemental info supporting issuance uf license 
MAYS, W. M, Everest Minerals Corp. 79/09/17. 4pp. 


7910250137 Notice of negative declaration re issuance nf ma 1 1 /by prod uc t 
license for Hobson project in Karnes County, IX. 

SCARANQ, R. A. Uranium Recovery Licensing Branch 79/09/26. 2pp 


— 7910250141 EIA supporting issuance of matl /byproduct license for Hobson 
projBCt in Karnes County, TX. 

KAUFMANN. R. S. Uranium Recovery Licensing Branch. 79/09/30. 

20p p . 


791026020! Forwards Matl /Byproduc t Liconse SUA-1372 b EIA, 

SCARAND, R, A, Uranium Recovery Licensing Branch. 79/09/20. Ip 


■7910260203 Ma t 1 /By produc t License SUA-1372 for Everest Minerals Corp, 
authoriilng possession of U waste tailings generated by 
licensee source matl extraction operations, Por use in 
dr 1 1 1 ing, cons t b operating underground waste injection well. 
3CARANO, R. A. Uranium Recovery Licensing Branch, 79/09/28. 

2pp. 


7910260207 Lists procedures b steps re review of matl/byproduct license 
application for U extraction project in Karnes County, TX. 

KAUFMANN, R. Uranium Recovery Licensing Branch. 79/09/28. ip. 


DOCKET 40-0740 CYPRUS MINES CORP., URANIUM DIV. 


7910310011 Environ rept for facility. 

* Cyprus Mines Corp. 79/06/30. 1260pp. 


■7910310013 Environ rept.app. 

« Cyprus Mines Corp, 79/06/30. 1260pp. 


7910110470 Forwards executive summary of project, to ho inserted in 
radioactive matls license application. 

THOMPSON, M. A. CypTus Mines Corp. 79/07/31, 8pp. 


7910110038 Forwards Info b data used by NRC in performing radiological 
impact evaluations for U milling operations, principal 
parameters for radiological assessments b Reg Guides b 
branch position papers. Describes 1 i censing. W/o end. 

MILLERiH. J. Uranium Recoverg Licensing Branch. 79/08/13. 2pp. 


7910100610 Summary of 790723 meeting w/CgpruE Mines Corp b WY Minurnl 
Corp in Silver Spring, MD re Hansen Project licensing. 

KRUG, M. E. Uranium Recovery Licensing Branch. 79/09/21. 2pp. 


7910260220 Forwards Hansen Project environ rapt to fulfill re q u i remorit „ 
of contract. 

KRUG, M E Uranium Recovery Licensing Branch NRC-02-79-036. 

79/09/23. Ip. 


7910290241 Discusses review of radioactive matls license application 6 
environ rep t. Requests field da ta, ha se 1 in e data & suretg 
agreements. Commencement of const prior to licensing 
conclusion is grounds for NRC denial. 

MONTGOMERY, J. L. Colorado, State of. 79/09/27. Ip. 


DOCKET 40-8749 EDLOW INTERNATIONAL CD. 


7910110433 Requests halt to processing of 790013 application fo,r liNM 
1 icense. Appl lea 1 1 on will be withdrawn b resubmitted; at 
future date to cover storage at different site 
PQDHURST, B. W. Edlow International Co. 79/09/14. Ip. 


DOCKET 40-8751 COTTER CORP 


7910220007 Forwards application for matl/byproduct license authoriilng 
Cotter Corp to dispose of 11.4 tons U mill tailings 
containing various compounds b Th-230. 

MCGRATH, E. J, McOrath, E. J. 79/09/ H. 2pp. 


— 7910220008 Application for matl/byproduct license authoriilng Cotter 
Corp to dispose of 11.4 tons U mill tailings containing 
various U compounds b Th-230, 

SMITH, T. C Cotter Corp. 79/09/10. 2pp. 


DOCKET 40-0752 PINAL MINERALS b MINING, LTD. 


7910220121 Forwards environ appra i sa 1 , supp 1 emen ta 1 environ b 
meteorological info b license documents. Requests necessary 
application forms for byproduc t/ma 1 1 s license. 

CLARY, T A. Pinal Minerals b Mining, Ltd. 79/09/06. 241pp. 


7910220115 Requests technical assistance to provide enviTon evaluation 
Forwards licensee file w/o insp repts. 

FITZRANDOLPH, L. Artiona, State of. 79/07/14 . 7pp. 


7910260211 Requests that AZ AEC provide addl info re EIS for Pinal 
Mining b Minerals heap leach operation at Lucky Dog Mine. 

MILLER, H. J. Uranium Recovery Licensing Branch. 79/10/05. IVpp 


--791026021 6 Ack receipt of 790906 request for matl/byproduct application 
form. NRC has no application form specifically For mill 
tailings as byproduct matl. Reg Guides 3, 5 b 3 0 b NRC branch 
technical position re U mill tailings mgt encl.U/o end. 

MILLERiH. J. Uranium Recovery Licensing Branch. 79/10/05. l*|i|i 


DOCKET 40-B7S3 CALIFORNIA, STATE OF 


7910250056 Responds to questions re operations b radiation safety 
program, resul ting from 790823 meeting. 

MARTIN, W. F. Martin-Trost Associates, 79/00/23. 8pp. 


7910)10436 Forwards operations plan of proposed upgrading of U are by 
Martin-Trost Associates. App 1 leant has been informed of 
deficiencies in appl icat ion. CA Dept of Health Bvc is 
reviewing proposal rc passible negative declaration. 

FEBB.K.B. California, State of. 79/08/S4. 43pp. 


DOCKET 40-0754 COLORADO DEPT. OF HEALTH 


7910190191 Forwards CO Dept of Health review of Keota project b 
comments from Div of Water Resources, CO Dept of Natural 
Resources. Requests comments. W/o end. 

MONTGOMERY, J. L. Colorado, State of. 79/09/10. Ip. 


•7910190156 Forwards radioactive matl license application b environ 
rept for WY Mineral Corp Keota project. Requests NRC review 
b comment re liquid waste control b preoperational onviron 
programs. 

HAZLE, A. J. Colorado, State of. 78/11/20. 2pp. 
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-7910190160 Forwards state license application for WY Mineral CcTp Keuta 
project. Listing of mine manager res p ons i b i 1 i ti es. i n fo re 
training of radiation protection officer fc radiation 
protection program end. 

HAZLE, A. J. Colorado. State of. 70/11 /20. 70pp. 


79101 BO 121 Petition Fot decommissioning of Unit 1 6 suspension of Units 
2 8. 3. Alleges that potential consequences of accident could 
be enormous due tu failure of util to c amp 1 y . w/b as i c safety 
r e q,u i t ement & . 

WEIS9.E. R. Union of Concerned Scientists. WEISS. E. R . Sheldon. 
Harmon Ueiss. 79/09/13 . 27pp. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 50-2 UNIV. OF MICHIGAN RESEARCH REACTOR 
J. Insurance & indemnity information 


•7910100141 Responds to 690902 1 tr. Advises that license mill not expire 
if renewal is filed before 691216. since technical matters 
cannot be resolved on proposed schedule. 

MORRIS. P. A. Atomic Energy Commission. Directorate of Licensing 
69/09/22. Ip. 


7910220306 Forwards executed Amend 11 to Indemnity Agreement E-25. 
modifying prefatory language re transportation t handling or 
temporary storage ef radioactive matl, 

STEHPLE. P- J. Michigan. Univ. of. 79/10/17. 2pp. 


Q. Inspection reports. 16 Bulletins & correspondence 


7910090508 Forwards IE Bulletin 79-19. "Packaging of Low Level Hadwoste 
for Transport t< Burial. '* Action required. 

KEPPLER,J.O. Region 3. Chicago. Office of the Director. /9/OB/Ui. 

Ip- 


7910050306 Forwards IE Info Notice 79-20. "NRC Enforcement Policy - 
NflC Licensed Ind i v i dua I s. ” No at t i on requ i rad. 

KEPPLER* -JO. Region 3. Chicago. Office of the Director. 79/00/ 1 1. 
Ip. 


—7910180150 Affidavit in support of petition for dec ommissiomnq of Unit 
1 6 suspension of Unit 263 operation. 

POLLARD. R. Q. Union of Concerned Scientists 79/09/13. 3p|> 

7910310137 Petition for review of part of ASLAB decision ALAQ-961. 
relating to seismic monitoring nstwor k. A1 leges ABLAB failed 
to give fair weight to NRC 6 State of NV testimonies. 

Certificate of Svc end 

FL61SCHAKER, 0. Citiiens Committee for Protection of the Environment. 
79/09/24 6pp. 


7910190020 Opposes UCS request that NRC issue order directing 
suspension of operation of Units 2636 decommissioning of 
Unit 1. Relief sought should be denied or alternatively be 
deemed request for rulemaking. 

BRANDENBURG, 0. L C o nso 1 1 dated Edison Co. of New York. 79/09/20 
5pp. 


791 0D2Q154 Forwards IE Info Notice 79-20, nevi slon 1. "NRC Enforcement 
Policy “ NRC Licensed Individuals " Notice reissued to 
correct uord omission 6 punctuation error which changed 
intent of s tafcement. Changed statement underlined in text. 

KEPPLER. J 0. Region 3. Chicago. Office of the Director. 79/09/0/. 

Ip- 


DOCKET 50-3 INDIAN POINT STATION, UNIT I 


7910240632 Motion for extension until 791109 to respond to NY Stats 
Energy Qfc & Citiiens Committee for Protection of Environ 
petitions requesting review of expansion of seismic network. 
SMITH, 0. If. Branch 2. 79/10/05. 27pp. 


■79 1 0240644 Affidavit attesting that seismic issues in proceeding have 
been disregarded for two years, making current review mure 
complex. Addl time will serve interest of publ i c Noti ce of 
appearance !« Certificate of Svc end. 

KNIGHT. J, P. Division of Systems Safety. 79/10/05 6pp. 


Q. Adjudicatory correspondence 


7910020023 Ack 790611 Itr w/petition requesting shutdown of reactors, 
Both forwarded to NRC headquarters. 

ABRAHAM, K. Region 1. Philadelphia. Office of the Director. 
79/07/25. Ip. 


— 7910020026 Opposes poweT plants for inept operation t< danger, Requests 
Info on NRC plans reTeactors. Petition by Housatonic liafe 
Energg Alliance end. 

DAVIS, R. Affiliation Unknown. 79/06/11. ip 


7910250230 Answer in oppostion to NY State Energy Ufc 790921 petition 
requesting Commission review of ALAB-436 ?< ALAB-561 . Pe t i t ion 
does not show pToper basis for review. ASLAB decision hao not 
been d 1 s puts d . Ce r fc i fi c ate of Svc end. 

DAVIS, UP. Consolidated Edison Co. of New York. 79/10/09. 2pp. 


7910250449 Answer in opposition to NY State Energy Ofc 790921 petition 
requesting Commission reveiu of ALAB-436 6 ALAB-561 Test of 
"clearly erroneous decision" has not been met. Cer t i f i cate 
of Svc end. 

FREYjT.R. PoweT Authority State of New York. 79/10/09. 11pp. 


-7910020029 Petition for shutdown of power plant. 

DAVIS. R. , BEfIKGY. B. • KERN, R. Housatonic Safe Energy Alliance 
79/06/10. 2pp 


7910190111 Notice of address change! os of 791001, will be at 1735 Eye 
Street, Suite 709, Washington. DC. 

FLE1SC HAKER . D. FI ei sc haler, D. S. 79/10/10. Ip 


7910030221 Order extending time until IS days after svc of supplemental 
majority opinion for filing petitions for review of seismic 
issues of ALAB-422 tt ALAB-436. T i me for NRC to grant 
petitions is extended to 30 days after filing of petitions 
CHILK.B. J. Office of the Secretory of the Commission. 79/00/23 
2pp. 


910030173 Forwards AS Rosenthal it JH Bock 790906 supplemental opinion 
in Seabrook proceeding 6 JH Bock t< LR Quarles 790606 
supplemental opinion in Indian Point proceeding CJ Bishop 
790906 memo t» amend to MC FaTtar 790803 opinion encl 
BiBHOP.C.J. Atomic Safety and Licensing Appeal Panel. 79/09/06. 

2pp. 


•7910030170 Supplemental opinion in response to MC Farrar 790803 
dissenting opinion on seismic Issues in ALAB-422. 

ROSENTHAL, A. S. > BUCK, J. H. Atomic Safety and Licensing Appeal 
Panel. 79/09/06. 19pp. 


-7910030183 Supplemental opinion in response to MC Farrar 790B03 
dissenting opinion on seismic issues in ALAB-436. 

BUCK, J. H. ! QUARLES, L, R. Atomic SaFefcy and Licensing Appeal Panol. 
79/09/06. 4pp. 

-7910030169 Amend to MC FaTrar 790003 dissenting opinion to avoid 
possible confusion between two different areas of 
conssrva fcl sm. 

FARRARjH.C., B1SHDP.C.J. Atomic Safety and Licensing Appeal Panel, 
79/09/06. 3pp. 


7910220427 Order granting extension until 79110B for NRC to respond tn 
MY State Energy Ofc t< Citiiens' Committee for Protection of 
Environ petitions to intervene. Good causa shown. 

CHILK.B, J. Office of the Secretary of the Commission. 79/10/10. 

Ip- 


H. General correspondence 


7910030654 Updates info re access of NRC Region I personnel to util 
faci 1 i ties. JR Johnson, NRC Badge D--0241. is to be added to 
Encl I 8, delete from Encl 2 of NRC 790702 ltr. 

GRIER, B. H. Region I. Philadelphia. Dffice of the Director. 
79/08/31. Ip. 


P. Operating license stage documents 6 correspondence 


790914D043 Requests that review of potential for inadvertent reactor 
scrams & safety injection sys actuations be submitted to 
NRC within 30 days. 

EISENHUTj D. Q. Division of Operating Reactors 79/06/26. 2pp. 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear powBr plants. Amend defers 
Imp 1 ementa tion of physical search requirements from 790001 
to 791101. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/08/10. 49pp, 


7910030638 Responds to IE Bulletin 79-17. Unit 1 has been shut down & in 
in defueled < ond 1 1 ion. Resell ts of examinations of Unit 2 
piping have revealed no signs of cracking in stagnant, 
oxygenated, borated water saf e ty-re lated sys. 

CAHILLxW.J. Commonwealth Edison Co. 79/00/24. 5pp. 
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7910100633 FOI A request for sequel to WASH-BS, documents re 1952-53 
ACRS proceedings, documents submitted to ACRS during 1953 
concerning proposed reactor site U documents referenced in 
WASH-89. 

VELLINiJ. Massachusetts Institute of Technology. 79/09/04 2pp. 


79100301B2 Forwards Amends 27 & 59 to Licenses DPR-5 & DPR-26, 
r aspect ively, safe ty evaluation fe notice of issuance t 
avai lability. 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 791030) 79/09/18. 

3pp. 


-7910030190 Amends 27 !< 59 to Licenses DPR-5 & DPR-26i respec t i ve ) y . 
revising TbcIi Specs re operating or ganiiatl on, reporting 
requirements for Unit 1 t< qualifications of chemistry !< 
radiation safety director. 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 791030) 
79/09/18. 24pp. 


— 7910030197 Safety evaluation supporting Amends 27 & 59 to Licenses 
DPR-5 J< DPR-26, respectively. 

* Office of Nuclear RoactoT Regulation. 79/09/18. 3pp. 


— 7910030200 Notice of issuance !< availability of Amends 27 Si 59 to 
Licenses DPR-5 & DPR-26. respec t i vo 1 y . 

SCHWENCER. A, Operating Reactors Branch 1 (Pre 791030). 
79/09/18. 2pp. 


7910100613 Partially responds bo FD1A request for sequel to WASH-08, 
documents re 1952-53 ACRS proceedings. documents submitted 
to ACRB during 1953 concerning proposed reactor site h 
documents ref in WASH-00 

MCCAULEY, W. R. Energg. Dept. of. 79/09/20, 3pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging U venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 dags. 

EIBENHUT, D. G. Division of Operating Reactors. 79/09/37. 3pp. 


7910260341 Request addl info re adequacy of offsite power sus 

BCHWENCER. A Operating Reactors Branch 1 (Pre 791030), 79/10/01 

3pp. 


7910100619 Responds to FOIA request for sequel to WASH-QH documents 
re 1952-53 ACRS proceedings, documents submitted to ACRS 
during 1953 concerning proposed reactor site & documents 
ref in WABH-BB, Unab 1 e to locate documents. 

FELTON, J. M. Division of Rules and Records. 79/10/05. Ip. 


7910220348 Forwards response to NRC 790727 h 0800 requests for addl 
info re degraded grid voltage l< adequacy of station 
Blectrical distribution sys vol tages. Ex tens ive computer 
analyses required will be completed by 800301. 

CAHILL, W. J. Consol Ida ted Edison Co. of New York. 79/10/16. 0pp 


0. Inspection reports, IE Bulletins fc correspondence 


7910020097 Forwards IE Info Notice 79-30, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct ward omission ti punctuation error which changed 
intent of statement. Changed statement underlined in text. 

GRIER, D.H. Region i, Philadelphia, Office of the Director, 
79/09/07. ip. 


7910020516 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingorsol I-Rand Pump Impellers." No action required 
ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/09/13. ip. 


7910160272 Responds to IE Bulletin 79-21. Unit 1 shut down while util 
decides whether to install ECC8. Di scusses review results far 
Unit 2 level indication U control signals for each steam 
generator. 

CAHILL, W. J, Consolidated Edison Co. of New York. 79/09/17. 5pp. 


7910300082 Forwards IE Info Notice 79-22, "Qualification of Control 
Sgs, " Westinghouse 790830 1 tr t< Public Bvc Electric & Gas 
Co 790910 Itr re potential unreviewad safety question, Action 
required within 20 days. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 


7910230561 Forwards NRC 790626 ltr ra multiple equipment failures t< 
surveillance testing errors, which was incorrectly 
d is tr ibuted. A1 so forwards IE Insp Repts 50-295/79-13 & 
50-304/79-12 Action required. 

EIBENHUT, D. 0. Division of Operating Reactors. 79/09/21. 49pp. 


7910090570 Forwards IE Circular 79-30, "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7305 Catalog 5U12-11-AC w/120 Vo 1 1 ac 
Coil." No action required. 

GRIER. BH. Region I, Ph 1 1 ade 1 p h ia , Office of the Director 
79/09/34. Ip. 


7910040094 Forwards IE Info Notice 79-23. "Emergency Diesel Generator 
Lube Oil Coolers." No action required. 

GRIER, BH. Region 1, Ph i 1 ade 1 p h ia , Office of the Director 
79/09/36 4pp. 


79101001 1 B Forwards IE Bulletin 79-34, "Froien Lines." Action required 
GRIER, D.H. Region 1, Philadelphia, Office of the Director 
79/09/27. ip. 


7910160517 Forwards IE Info Notice 79-25, "Reactor Trips at Furled 
Point Units 3 l< 4. " No action required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
79/10/01 Ip. 


7910170505 Forwards IE Info Notice 79-24, "0 verpr essur i za t i on of 
Containment of PWR Plant After Main Steam Line Break." No 
action required. 

GRIER, D.H. Region 1, Philadelphia, Office of tho Director 
79/10/01 ip. 


79I01I0339 Responds to 790917 ltr re potential interaction between 
nonsafety-grade 5, safety-grade sys addressed in IE Info 
Notice 79-22. Info will be provided if affirmative decision 
reached to return Unit 1 to svc. 

CAHILL, W. J. Commonwealth Edison Co. 79/10/09. ip. 


R. Periodic operating reports Si related correspondence 


7910020385 Forwards Quarterly Rept 16 for seismic monitoring program 
for Mar-May 1979. 

CAHILL, W. J. Consolidated Edison Co. of New York. 79/09/19. Ip 

— 79 1 002038B Quarterly Rept 16 for seismic monitoring program fur him • fl u 
1979. 

* Woodward-Clyde Consultants. 79/09/07, 42p p 


7910120241 Forwards fish impingement data for Sept 1979. 

MDNT 1 1 W. A, Consolidated Edison Co. of New York. 79/iO/H). I6pp 


7910220395 Forwards tabulation of dally record of fish collections for 
Sept 1979. 

CAHILL, W. J. Consolidated Edison Co. of New York. 79/10/12. 4pp 


U, Congressional /Executive Correspondence 


7910310056 Requests response to end Holden 79O03B ltr re possible 
facility safety problems. 

PEYSER, P. A. Houso of Rep. 79/09/17. 2pp. 


7910260442 Expresses dismay w/de facto secret meetings conducted by 
NRC on 790925-26 re upgrading of inadequate emergency 
preparedness planning. Requests rescheduling opening of 
mooting for pub! ic. 

FISH, H. House of Rep. 79/10/09. Ip. 


DOCKET 50-5 PENNSYLVANIA STATE UNIV, RESEARCH REACTOR 


Q. Inspection reports, IE Dulletlns t correspondence 


7910020074 Forwards IE Infe Notice 79-20, Revxs Ion 1, "NRC Enforcement 
Policy - NRC Licensed Individuals," Notice reissued to 
correct word omission Si punctuation error which changed 
intent of statement, Changed statement underlined in text. 

QRIERiE.H. Region 1, Philadelphia, Office of the Director. 
79/09/07. ip. 


7910310079 Forwards IE Insp Repts 50-005/79-02,70-0113/79-02, 
70-0144/79-02 J, 70-0242/79-02 on 79090B-ll.No noncompliance 
noted. 

MARTIN, W. Q. Region 1, Philadelphia, Safeguards Branch. 79/09/0/ 

2pp. 


—7910310086 IE Insp Repts 50-005/79-02, 70-01 13/79-03, 70-0144 / 79-02 f, 
70-0242/79-02 on 79050B-ll.No none amp 1 ionce noted. Major 
areas inspected: nuclear matl control Sr accounting, 

ZIDULSKYiH. Region 1, Philadelphia, Office of the Director, 
JOYNER, U. H. Region 1, Philadelphia, Safeguards Branch. 

79/0B/20. 8pp. 



to 


DOCKETED ITEMS 


DOCKET 50-6 BATTELLE MEMDfl I AL JUST. RESEARCH REACTOR 


0. Inspection reports. IE Bulletins 6 correspondence 


7910110191 Forwards IE Insp Repts 30-05728/79-05. 0Q-006/79-0 1 U 
70-0008/79-04 on 790807-10 No n oncomp 1 i anc e noted 

DAVIS A. B Region 3. Chicago, Fuel Facility J< Materials Safety 

Branch. 79/08 /S9. 2pp 


— 7910110190 Notice of deviation from insp on 790B07-10. 

* Region 3, Chicago. Office of the Director. 79/08/24 Ip. 


■7910110206 IE In s p Rapt 30-05728/79-03.50-006/79-01 ?< 70-0003/79-04 
on 79-0B07-10.no noncompliance noted. Major areas inspected: 
facility changes 0 mod operations reviewed fc internal/ 
external eiposure review 

PECK. C. C. . MILLER. 0. E. . GREGEfl . L.R. Region 3, Chicago. Office ol 
the Director. 79/00/24 6pp. 


7910120043 Acb receipt of 790912 ltr informing NRC of steps taken to 
correct deviation, noted in 790B29 ltr S. IE insp repts. 

DAVIS. A. B. Region 3, Chicago. Fuel Facility t< Materials Safety 

Branch 79/09/21. Ip. 


■7910120046 Responds to NRC 790B29 ltr re deviation noted in IE. insp on 
790807. Correc t ive actions:new stack monitoring sys installed 
at hot ceil 

TOY. H L Dattelle Memorial Institute. Columbus Lah orator > e s 
79/09/17. Ip 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emergency t. fire protection plans 


7910230231 Discusses status of review of incomplete items re mods t» 
emergency condenser valves, makeup supply & level indication 
to provide safe shutdown capability in event of fire. 

Forwards status summary sheet. W/o enr 1. 

LAI NAS. G. Plant Systems Branch <Pre 7910301. 79/09/28. ii'pp 


7910110363 Forwards Revision 3 of interim security plan Plan withheld 
(ref 10CFR2. 7901. 

PEOPLES. D. L. Commonwealth Edison Co. 79/10/04. ip 


791025043? Discusses review of 790831 ltr re incomplete items of 
fire protection safety eva 1 uat ion Approves deferral of 
util evaluation re emergency condenser mods until SEP 
comp let ion. NRC position on safe shutdown capability enc 1 
ZIEMANN.D.L. Operating Reactors Branch 2 (Pre 791030) 79/10/11 

9pp. 


G. Adjudicatory correspondence 


7910010364 Discusses t eorg an i xa t i on of d es i gn. op era t i ons S< licensing 
activities. 

REED. C. C ommmHuBa 1 1 h Edison Co. 79/09/21. Ip 


7910030309 Notifies of internal r ©organ i ra t i on of nuclear activities. 
All correspondence re licensing should be directed to 
DL Peoples. 

REED. C, Commonwealth Edison Co. 79/09/21 2pp 


7910220094 Responds to 790723 ltr expressing concern re chemical 
d ec on tarn ina t i on of f ac i 1 i ty Forwar ds safety evaluation. 

Occupational exposure of workers is being min i mi z ed . Was t e 
will he solidified. 

VQLLMERiR.H Assistant Director for Systematic Evaluation Program 
(Pre 791030 > . 79/10/05. 3pp. 

— 7910220101 Safety evaluation supporting authori xati on to chemically 
decontaminate primary cooling sys 

« Office of Nuclear Reactor Regulation. 75/12/09. 3pp 


— 7910220105 Expresses concern re proposed chemical decontamination of 
facility. Requests info re occupational exposure during 
d e c ontam i nat i on. m i gra t i on of rnatl after exposure to solvent 
& danger to future plant operations. 

SANKEN. I. J. Affiliation Unknown. 79/07/23. Ip. 


7910250375 Responds to ltr expressing concern re chemical 
decontamination of facility. Describes process to be used. 

Review indicates no EIS required. 

VQLLMERiR.H Assistant Director for Systematic Evaluation Program 
(Pre 791030V. 79/10/06. 4pp. 


7910250379 Expresses concern re chemical decontamination of facility 
Flushing w/chemleals would increase leakage from burial 
trenches. Demands full EIS. 

KEMPIN. K. Affil iation Unknown. 79/07/15. Ip 


79102503B9 Responds to 790724 ltr expressing concern re chemical 
dec on tarn in a t ion of fa ciltiy. Describes process to be used 
Review indicates no EIS required Decontamination will 
Increase plant safety. 

VDLLMER, R H. Assistant Director for Systematic Evaluation Program 
(Pro 7910301 . 79/10/06. 4pp. 


— 7910250394 Expresses concern re chemical decontamination of facility 
Request preparation of full EIS. 

BAUMQARTEN, R. J. Illinois. Univ. of. at Chicago Circle. 79/07/24. 

Ip 


7910250410 Responds to 79071B ltr requesting EIS prior to chemical 
decontamination of fac i 1 i ty . Rovi ew indicates no EIS 
r equ ired. Decontamination will increase plant safety 
VDLLMER, R. H. Assistant Director for Systematic Evaluation Program 
(Pre 791030k. 79/10/06. 4pp. 


7910090608 Submits questions re proc e d ural . f i nanc la 1 '■ technical faith 
concerning facil i ty. Focuses on concerns re radiation effects 
on present U future generations 

DEUTSCH. S. , DEUTSCH, D. Af f i I iation Unknown. 79/08/16. Ip 


H General correspondence 


7910010122 Opposes proposed decontamination of fac i 1 i ty . Procedur e is 
experimental w/no guarantee for success Lack of EIS. mystery 
surrounding NB-l f< excessive coat add to suspicions. 

SHURTS.W. Affiliation Unlnoun. 79/07/30. 2pp. 


10030129 Requests info re decontamination process at plant site 
including process cost, disposal me thods, contamination 
possibilities, evacua t i on plan l< environ effects. 

DEDT6CH.D J, Af f i l i a t i on Un k nown. 79/08/16. Ip. 


79JOIIOI57 Responds to ltr requesting info re chemical decontamination 
of facility. Not experimental procedure. Cost to be *30-40 
mi 1 lion. Corrosive solution contains Dow Chemical NB-l f. 
chelating agents. 

DENTDN.H.R Office of Nuclear Reactor Regulation. 79/09/14. 3pp 


— 7910110167 Requests info on Nov chemical decontamination of facility. re 
experimental nature of procedure, cos ts i< liability for 
expenses. presence of Dow Chemical NS-1 or chelating agents 
in corrosive solution & possible harm to environ. 

DEUTSCH. D. J. Affiliation Unknown. 79/09/14. Ip. 


7910220250 Responds to AJ Berk 790008 ltr requesting that EIS be 
prepared pT ior to chemical decontamination. Current ly 
reviewing need for EIS. Forwards response to K Drey N 
790409 FR notice. 

EISENHUTx D. 0, Division of Operating Reactors. 79/09/17, 2pp. 


— 7910250413 Expresses concern re chemical decontamina ti on of facility. 
Suggests need for EIS. 

LANG. A. Affiliation Unknown. 79/07/10. Ip. 


7910250416 Responds to 790723 ltr expressing concern re chemical 
decontamination of facility. Do scribes process to be used. 

Review indicates no EIS requ iro d . Dec ont ami na t i on will 
increase plant safety. 

VDLLMER. R. H. Assistant Director fOT Systematic Evaluation Program 
(Pre 791030k. 79/10/06. 4pp. 


— 7910250427 Expresses concern re chemical decontamination of foci lily. 
Urges full EIS be prepared. 

BURNS. D. J. Aff 1 ! iation Unknown. 79/07/23. 2pp. 


791023027B Forwards add! detailed info ro util resources & technical 
capabilities available to handle unusual events. 

JANECEK, R . F. Commonwealth Edison Co. 79/10/16. 240pp. 


F. Operating license stage documents 6 correspondence 


7910040031 Forwards NUREG-O560. ”8taff Rept on Generic Assessment Of 
Feedwater Transients in PWRs Designed by B&W. " W/o oriel, 

GRIMES. B.K. Assistant Director for Systems Engineering (Pre 
791030k. 79/06/11. 12pp, 


7910090241 Forwards Ffl notice of amend to 10CFR73, 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementa t ion of physical search requirements from 79080J 
to 791101. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/08/10. 49|ip 
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7910110235 Forwards NUREG/CR-0727, "BWR Offgas Sys Evaluation. " Sys 
provides reasonable assurance that potential for e sternal 
offgas explosion is minimi ied. W/d encl. 

GAMMILLiW.P Assistant Director for Operating Reactor Proiects (Pro 
791030). 79/00/22. 29pp. 


7910030007 Forwards minutes of Regulatory Requirement Review Committee 
Meetings 1-02 & "For Comment" issue of of draft Reg Guide. 
"Qualifications of QA Program Audit Personnel for Nuclear 
Power Plants. 11 

ZIEMANN, D. L. Operating Reactors Branch 2 (Pre 791030). 79/08/20 

2pp. 


•7910030008 Summary of Regulatory Requirement Review Committee Meetings 
1-02 < 740429-790223 ) . 

CASE. E. G. Office of Nuclear Reactor Regulation. 79/00/28 150pp. 


7910010128 Notification of cancellation of 790924 meeting w/util re 
Comm Ed proposed approach to resolving SEP Topic 111-5. A. 

"Pipe Brek Inside Containment. " 

0 'CONNOR, P. W. Operating Reactors Branch 2 {Pre 791030). 79/00/31 

lp- 


7910090577 Forwards results of review of atmospheric dispersion factors 
for 13 p lants. Request s confirmation of accuracy of exclusion 
area boundaries. 

HULMAN, L. G. Hydrology Meteorology Branch. 79/09/04. 13pp. 


— 7910090594 Forwards for approval abstracts of "Estimation of 
Concentrations for Dvorwater Receptors From Land-Based 
Source," to be submitted to Second Conference on Coastal 
Meteorology. 

GOLL, J. T. Hydrology Meteorology Branch. 79/07/09. lp 


•7910090599 "Estimation of Concentrations for Overwater Receptors From 
Land-Based Source," Abstract onl y. Descrip t ion of Conference 
one 1 . 

GOLL, J, T Hydrology Meteorology Branch. 79/07/09. 4pp. 


7910190162 Requests that all drawings & schematics submitted in support 
of SEP topic review be prepared in sets of six or as set of 
aperture cards. 

Z 1EMANN, D. L. Operating Reactors Branch 2 (Pre 791030). 79/09/06 

2pp. 


7910030593 Responds to 790723 1 fcr requesting Info re facility chemical 
decon taminat Ion. Di scusses leakage rates, temp & burial. 

Forwards safety evaluation 8, Annual Rept 1978. W/o encl. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/07. 4pp. 


•7910030596 Requests Info on facility chemical decontamination. 
OANASZAK, L. J. Washington, (Jniv, of 79/07/23. 3pp. 


7910010901 Notification of 790921 meeting w/util In Bothesda.MD to 
discuss util approach to SEP Topic 111-5. A, "Pipe Break 
Inside Containment. 1 ’ 

O'CONNOR, P. W. Operating Reactars Branch 2 (Pre 791030). 79/09/11, 

IP 


7910020151 Notification of 790912 meeting w/SEP owners group in 
Betheada,MD to discuss phi Iosophy, schedule & objectives of 
SEP & draft LLL-TERA rept on site specific spectra. 

O'CONNOR, P. W. Operating Reactors Branch 2 (Pro 791030). 79/09/11 

lp- 


7910090571 Informs of NRC acceptance of Revisions B t 9 to Comm Ed 
QA Topical Rept CE-l-A, "Cnmm Ed Co QA Program for Nuclear 
Generating Stations. " 

HAASB, W. Quail tg Assurance Branch. 79/09/1 1. lp. 


7910150166 Responds to 790630 1 tr re preparation of EI8 prior to 
chemical decontamination of plant. Review onder 
consideration. Plant will not be decontaminated until 
question of E1S resolved. 

EISENHUT, D. 0, Division of Operating Reactors. 79/09/11. 7pp. 


■7910150170 Requests info re chemical decontamination of plant, EIS 
should ba prepared prior to chemical decontamination. 

SHURT8, D. G. Affiliation Unknown. 79/06/30. 2pp. 


7910050165 Forwards request for addl Info based on T Dunning 790425 
trip rept re reactor protection sys mods. Licensee has been 
advised to respond promptly. 

LAINA8, 0. Plant Systems Branch (Pre 791030). 79/09/12. Bpp. 


7910020673 Notification of 790920 meeting w/utll & OE in Rockville, MB 
to discuss util-proposed redesign of low pressure core spray 
rates in all fuel channels. 

NOWICKIiS. J. Operating Reactors Branch 2 (Pre 791030), 79/09/14. 

lp. 


7910030816 Notification of 790921 meeting w/util in Be th e sda , MD to 
discuss proposed approach to resolving SEP Topic III-S. A, 

"Pipe Break Inside Containment." 

O'CONNOR, P. W. Operating Reactors Branch 2 (Pre 791030). 79/09/14 

2pp 


7910020733 Notification of 790921 meeting w/util to discuss App K 
evaluation 

NQMICKIiS. J. Operating Reactors Branch 2 (Pre 791030). 79/09/IQ 

lp. 


7910090605 Responds to 790020 1 tr requesting E1S prior to chemical 
decontamination of facllity.as result of K Drey 790310 
petition Forwards NRC response to Drag it FR notice. 
Decontamination will not start until need far EIS resolved. 
DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/18. 1 


•7910090609 Calls for EIS prior to chemical d ec ontam i nat i on of facility 
BOWMAN. U. Illinois, State of. 79/08/20. lp. 


7910040576 Notification of 791011 meeting u/utll to discuss seismic 
Teview. 

LEVIN, H. A. Systematic Evaluation Program Branch (Pre 791030) 
79/09/25. 2pp. 


7910220312 Requests addl Info re loss of offsite power on 780122 it 
0304, to aid in review of offsite power sys adequacy. 

Requests response within 90 days 

ZIEMANN, D, L. Operating Reactors Branch 2 (Pre 791030). 79/09/29 

3pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging fc venting during normal eperat i on. Reques t& 
commitment to implement valve qualification program within 
30 days. 

EISENHUT. D. G. Division of Operating Reactors, 79/09/27. 3pp. 


7910160323 Forwards Amend 31 to License DPR-2, safety evaluation t, 
notice of issuance & availability. 

ZIEMANN, D, L. Operating Reactors Branch 2 (Pre 7910301, 79/09/28. 

3pp. 


■7910160340 Amend 31 to License DPR-2, r e vi s 1 ng Tech Specs by replacing 
inservicc insp requirements u/program complying 
W/10CFH50. 55a(g). 

ZIEMANN, D. L. Office of Nuclear Reactor Regulation. 79/09/20, 

6pp. 


— 7910160352 Safety evaluation supporting Amend 31 to License DPR-2 
* Office of Nuclear Reactor Regulation. .79/09/29. 1 6p p 


•7910160363 Notice of issuance J< availability of Amend 31 to Licwnnu 
DPR-2. 

WAMBACH, T. V. Office of Nuclear Reactor Regulation. 79/09/20. 

3pp. 


7910110380 Responds to 790730,0820 i 0907 requests for add 1 info re 
containment purge {< venting sys at faci 1 i ties. Forwards 
outlined question {< answer format to NRC for review in 
response to roqueot. 

PEOPLES, D. L. Commonwealth Edison Cu. 79/10/04. Bpp. 


7910110269 Forwards "Evaluation of Interactions Between Non so fe ty-Grade 
Sys L Safety-Grade Sys for Zion Station" 6 "Evaluation of 
Interaction Between Nonsafety-Grade Bys U Safety-Grade Sys 
for Dresden {< Quad-Cities Stations." 

PEOPLES, D. L. Commonwealth Edison Ca. 79/10/05. 2pp. 


■7910110283 "Evaluation of Interactions Between Nonsaf et y-Qrad b Sys t, 
Safety-Grade Sys for Zion Station. " 

* Commonwealth Edison Co. 79/10/05. 24pp. 


■7910110289 "Evaluation of Interaction Between Nonsaf ety-Oradc By* t, 
Safety-Grade Sys for Dresden & Quad-Citios Stations. " 

* Commonwealth Edison Co, 79/10/03. 10pp. 


7910240022 Ack receipt of 790924 1 tr discussing util plans re 
performance of containment local leak rate tests. 

NRC concurs w/planned util actions. 

HEI8HMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/10/05. lp. 


•7910240023 Discusses util Interpretation that local leak rata teste ore 
not required because of current shutdown for extended 
refueling/chemical cleaning outage. Required surveillance 
will be completed prior to refueling !< unit startup. 

STEPHENSON, B. B. Commonwealth Edison Co. 79/09/24. Ip. 
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7910220327 Forwards addl info re methodology for determining degraded 
voltage c end i ti on*, i n response to 790917 request. Rept re 
review of adequacy of electric distributing sys voltages 
will be submitted by 791101 

JANECEK.R. F. Commonwealth Edison Co. 79/10/09. 9pp. 


7910250435 Forwards request for addl info re reactor protection sys 6 
HPCI sys design. 

7 IEMANN, D. L. Operating ReactOTS Branch 2 CPre 791030), 79/10/11. 

9pp 


7910230442 Summary of 790920 meeting w/util & CE in Rockville. MD re 
proposed redesign of LPCS. 

NOWTCKJ.S.J, Operating Reactors Branch 2 (Pro 791030). 79/10/12. 

39pp 


7910230305 Forwards commitments to meet TMI-2 Lessons Learned ?• 
Emergency Preparedness Task Force requirements re Enc 1 s 6 & 

7 of NRC 790913 ] tr. Demonstrat i on of compliance for Dresden 
Unit 1 will be sent in Nov 1900. 

REED, C. Commonwealth Edison Co. 79/10/18. 19pp. 


7910300417 Responds to 790723 ltr tb decontamination of wastes, harards 
posed bg waste disposal methods ?< classification of high & 

1 ow level wastes. 

VOLLMER, R. H. Assistant Director for Systematic Evaluation Program 
(Pre 791030). 79/10/18 4pp. 


0. Inspection, reports, IE Bulletins U correspondence 


7910090921 Forwards IE Bulletin 79-19. "Packaging of Low Level Radwaotu 
for Transport & Burial, " Action required. 

KEPPLER. J. G Region 3, Chicago. OFfice of the Director. 79/00/10. 

If. 


7910050209 Act receipt of 790706 ltr informing NRC of steps taken tu 
correct violations noted In IE Insp Hepts 50-010/79-52. 
50-237/79-15 «< 50-249/79-13 

HEISHMAN. R. F. Region 3. Chicago. Reactor Operations Nuclear 

8upport Branch. 79/0B/13. Ip. 


— 7910Q502I6 Responds to NRC 790615 ltr re violations noted in IP. Insp 
Repts 50-010/79-12,50-237/79-15 t 50-249/79-13. C orrec t i ve 
ac tlons: 250-vol t dc HCC 3 batteries opened S' removed, 
restoring sgs to normal lineup. 

REED, C. Commonwealth Edison Co. 79/07/06. 3pp. 


7910090153 Forwards IE Bulletin 79-2:1, "Temp Effects on Level 
Measorements. " Action required 

KEPPLER, J. 0. Region 3. Chicago. Office of the Director. 79/00/13, 
lp- 


7910110476 Notifies that IE Circular 79-15. "Bursting of High Pressure 
Hose 6 Malfunction of Relief Valve 'O' Ring in Certain 
Self-Contained Breathing Apparatus." was sent to listed 
licensees on 790B08. 

PAPPAS. H. Region 3. Chicago. Pffice of the Director. 79/0B/13. 
3pp. 


T9100S0392 Forwards IE Info Notice 79-20, "NRC Enforcement policy - 
NRC Licensed Individuals. " No action required 

KEPPLER. J. 0. Region 3, Chicago, Office of the Director. 79/08/14. 
Ip. 


7910DS0455 Forward* IE Circular 79-17. "Contact Problem jr> SSB~i2 
Switches on CE Metalclad Circuit Breakers. " No action 
required. 

KEPPLER. J. 0, Region 3, Chicago, Office of the Director. 79/00/14 
IP. 


7910010239 Forwards IE Insp Repts 50-010/79-S 4, 50-237/79-1B 6 
50-249/79-16 on 790710-30. Mo none Omp I la n c e noted, 

HEIBHRAM, R. F. Region 3, Chicago. Reactor Operations Nuclear 

Support Branch. 79/OB/iB. 2pp, 


—791001024B IE Insp Repts 50-010/79-14.50-237/79-18 6 50-249/79-16 on 
790710-30. No noncomp 1 lance noted. Major areas Inspected: 
nialnti plant operations, physical protection (security 
organ! lotion! t, physical protection (access control). 

BARKER, J. L. . SPESSARD, R. L. Region 3, Chicago. Office of the 
Director. 79/03/17. 6pp. 


7910030795 Forwards IE Bulletin 79-02. Revi sion I.Suppl 1. "Pipe Support 
Base Plate Designs Using Concrete Eipansion Anchor Bolts. 11 
Action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of tha Director. 79/08/20. 

Ip 


7910030125 Forwards response to EE Bulletin 79-15, "Deep Draft Pump 
Def ic i enc las. " 

REED. C. Commonwealth Edison Co. 79/09/05. 20pp. 


7910020176 Forwards IE Info Notice 79-20, Revi a i an 1, "NRC Enforcement 
Pulley - NRC Licensed Individuals." Notice reissued to 
correct word omission ?, punctuation error which changed 
Intent of statement. Changed s ta temen t underlined in t e* t. 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director. 79/09/07 
ip. 


7910030220 Forwards IE Circular 79-19, "Loose Locking Devices on 
I nger s ol 1-Rand Pump Impellers." No action required. 

KEPPLER, 3.0. Region 3, Chicago, Office of the Director. 79/09/13. 

Ip 


7910230240 Forwards IE Insp Repts SO-0 1 0/79- 1 7, 90-237/79-20 & 
50-249/79- 1 8 on 790B01-31 U notice of violation. 

HEIBHMAM, R. F. Region 3. Chicago. Reactor Operations NucleaT 

SuppOTt Branch. 79/09/13. 2pp. 


— 7910230247 Notice of violation from Insp on 790001-31. 

» Region 3, Chicago, Office of the Director. 79/09/13. Ip. 


—7910230262 IE Insp Repts 50-010/79-17,50-237/79-20 t< 50-249/79-18 on 
790001-31 . Noncomp llanee noted : fai Jure to follow procedures 
re ventilation control sys. 

DARKER , %J. L. , SPESSARD. R. L. Region 3, Chicago, Office of the 
Director. 79/09/13. 0pp. 


7910240664 Forwards IE Insp Rept 50-010/79-16 on 790830-31. No 
noncomp 11a nee noted. 

F10RELLI.G. Region 3, Chicago. Reactor Construction 6 Engineering 

Support Branch, 79/09/14. 2pp. 


— 7910240668 IE Insp Rept 50-010/79-16 on 790830-31. No noncompliance 
noted. Major areas i nspee t ed : s p ec s & procedures, personnel 
qualifications U work activities for HPCI sys additions. 

KEY.H. J. . DANIELSON, D. H. Region 3, Chicago, Reactor 

Construction & Engineering Support Branch. 79/09/13, 4pp. 


7910300082 Forwards IE Info Notice 79-22. "(luali f i cat i on of Control 
Bys, " Weatinghouse 790830 ltr 6 Public Svc Electric t, Oao 
Co 790910 ltr re potential unreviewed safety ques t i on, Ac lion 
required within 20 days. W/o encl. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/09/17. 4Dpp. 


7910110287 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys." No action required. 

PAPPAS, H. Region 3, Chicago, Office of the Director. 79/09/20. 
2pp. 


7910340080 Responds to IE Bulletin 79-1B. "Audibility Problem 
Encountered on Evacuation of Personnel from High Noise 
Areas." Mods issued to Install addl evacuation sirens at 
several outside locations. 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/20. 4pp. 


7910160021 Responds to IE Bulletin 79-19 re packaging & disposal of low 
level rad was to. All requirements followed. 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/21. 3pp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures 8, 
5Urve illance testing errors, which was incorrectly 
dlstr i butod. A1 so forwards IE Insp Repts 50-295/79-13 6 
50-304/79-12. Ac t ion required. 

EISENHUT. D. G. Division of Operating Reactors, 79/09/21. 49pp. 


7910110111 Forwards IE Circular 79—20, "Failure of OTE Sylvania Relay, 
Type PM Bulletin 7305. Catalog 5U12-U-AC w/120 Volt ac 
Coil." No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/24. 
IP- 


7910240066 Forwards IE Insp Repts 50-010/79-13,50-237/79-19 I< 
30-249/79-17 on 79082B-31 & notice of violation. 

DAVIG, A. EL Region 3, Chicago, Fuel Facility 8, Materials Safety 

Branch. 79/09/24. 2pp , 


—7910240074 Notice of violation from insp on 790828-31. 

* Region 3, Chicago, Office of the Director. 79/09/20. Ip. 


—7910240009 IE Insp Repts 50-010/79-15.50-237/79-19 * 50-249/79-17 
on 790828-31 . None omp 1 i anc e no ted: fai lure to have approved 
cal i br procedure for Units 2 fc 3 liquid effluent monitor. 

HIATT, J. W. , OREGER, L. ft. Region 3, Chicago. Office of the 
Direc tor, 79/09/20. Bpp. 
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7910040195 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required 

KEPPLER, J. G Region 3, Chicago, OFftce of the Director. 79/09/2 6 
Ip- 


7910040034 Forwards IE Info Notice 79-24, "Frozen Lines. " No action 
required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/27 
Ip- 


7910100070 Notifies that IE Dulletin 79-24, "Froien Lines," was sent to 
listed licensees on 790927. 

PAPPAS, H. Region 3, Chicago, Office of the Director. 79/09/28 

2pp. 


7910170241 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 t< 4. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/01 
lp. 


79101B0598 Forwards IE Info Notice 79-24, "Overp res sur i za t i on Df 
Containment of PUR Plant After Main Stoam Line Break. 11 No 
action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/01 
lp. 


7910170267 Advises that on 791001, IE Bulletin 79-25, "Reactor Trips at 
Turkey Point Units 3 t, 4," was sent to listed utils. 

PAPPAS, H. Region 3, Chicago, Office of the Director. 79/10/02. 

2pp. 


7910220303 Forwards IE Info Notice 79-24, "Qverpressur i cat ion of 
Containment of PUR Plant After Main Steam Line l)reak" I, 
lists licensees to whom notice was sent. 

PAPPAS, H. Region 3, Chicago, Office of the Director. 79/10/02. 
5pp. 


7910260376 Approves request for time extension re completion of insps 
required by IE Bulletins 79-21,79-13 S< 79-14. 

KEPPLER, J, G. Region 3, Chicago, Office of the Director. 79/10/04 
ip. 


7910310379 Forwards Revision 2 to IE Dulletin 79-13, "Cracking in 
Feedwater Sys Piping.” No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/19 
IP- 


7910310139 Ack receipt of 791010 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/79-15, 
50-237/79-19 t< 50-249/79-17. 

DAVIS, A. D. Region 3, Chicago, Fuel Facility i Materials Safety 

Branch, 79/10/22. lp. 


--7910310143 Responds to NRC 790924 ltr re violations noted in IE Insu 
Repts 50-010/79-13,30-237/77-19 i, 30-249/79- 1 7. Corr ec t lve 
ac 1 1 on s : Sp ec la 1 Operating Procedure SQP-415 was successfully 
Utilized to calibr Units 2 & 3 liquid effluent monitors. 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/10. 2pp. 


R. Periodic operating reports U related correspondence 


7910160515 Forwards monthly operating rept for Sept 1979. 
STEPHENSON, B. D. Commonwealth Edison Co. 79/10/11. lp. 


—7910160521 Monthly operating rept for Sept 1979. 

CIEBZKIEWICZ. S. Commonwealth Edison Co, 79/10/02, 19pp, 


DOCKET 50-13 BABCOCK U WILCOX CO, CRITICAL FACILITY 


J. Insuraneo !< indemnity Information 


7910300337 Forwards executed Amend 20 to Indemnity Agreement B-8 8, 
Amend 2 to Indemnity Agreement 0-2. 

OLGEN, A. F. Babcock 8, Wilcox Co, 79/10/26, lp. 


DOCKET 50-18 VALLECITOB BOILINQ WATER REACTOR 
J. Insurance & indemnity Information 


7910230403 Executed Amend 21 to Indemnity Agreement D-l 1, mod 1 f y Ing 
prefatory language re transportation. handl lng & temporary 
storage of radioactive matl. 

SALTZMAN, J. Antitrust & Indemnity Group. DARMITZIL, R, W. General 
Electric Co. 79/10/17. lp. 


DOCKET 50-20 MASSACHUSETTS INST. DF TECH. RES. REACTOR 


B, Inspection reports, IE Bulletins & correspondence 


7910120252 Respondj to 790905 tolcon re disregard of radiation 
protection procedures during 790829-31 insp . Lie ensec must 
implement program of admonition 8, retraining w/emphasls on 
radiation safety precautions 6 submit written rept thereon. 
GRIER, B. H. Region I, Philadelphia, Office of the Director 
79/09/07. 2pp. 


7910150700 Responds to IE Bulletin 79-19. Items 1-8 will be camplotoil by 
79100S. Low level radwaste shipments were previously reported 
in Section H of annual rept. 

CLARK, L. Massachusetts Institute of Technology. 79/09/21 lp 


DOCKET 50-22 WESTINGHOUSE TEST REACTOR 


J. Insurance 8* indemnity information 


7910230192 Forwards Amend 20 to Indemnity Agreement D— 18. 

SALTZMAN. J. Antitrust 6 Indemnity Group 79/10/10. 2pp. 


DOCKET 50-24 GENERAL ELECTRIC CO. CRITICAL EXPERIMENT 


J. Insurance & indemnity information 


7910230403 Executed Amend 21 to Indemnity Agreement B- 1 1 , mod 1 f y i ng 
prefatory language re transpor tat i on, hand 1 i ng & temporary 
storage of radioactive matl. 

SALTZMAN, J. Antitrust U Indemnity Qroup. DARMITZIL, RW. Onneral 
Electric Co. 79/10/17. lp. 


DOCKET 50-27 WASHINGTON STATE UN1V. RESEARCH REACTOR 


F. Security, medical, emergency J, fire protection plans 


7910190436 Requests draft copy of model emergency plan conforming to 
requirements of Reg Guide 2.6. 

WILSONiW, E. Washington State Univ. 79/10/09 lp. 


J. Insurance Z< I ndemnl ty information 


7910290334 Executed Amend 13 to Indemnity Agreement E-3S. 

SALTZMAN, J. Antitrust t, Indemnity Group. HAMEL, J. Washington 
State Univ. 79/10/19. Ip. 


DOCKET 50-29 VANKEE-RGWE NUCLEAR POWER STATION 


F. Security, medical, omcrgoncy l< fire protection plans 


7910170619 Forwards NRC position on safe shutdown capability, to help 
licensee prepare response to safety evaluation for firo 
protection. 

ZIEMANNiD. L. Operating Reactors Drench 2 (Pre 791030). 79/09/14. 

2pp. 


7910130543 Submits addl info re fire protection sys Z< mods to existing 
fire protection nys design, for NRC review. 

MOODY, D. E. Yankee Atomic Electric Co. 79/10/09, 4pp. 


J. Insurance $« indemnity information 


7910160442 Forwards Endorsements 90 b 76 to ANI & MAELU Policies NP-76 
ti MF-26, re sp ec t i vely . 

NESBITT, J. C, Yankee Atomic Electric Ce. 79/10/03. 3pp. 


7910230306 Forwards executed Amend 13 to Indemnity Agreement B-17. 
SOUCY, A. R. Yankee Atomic Electric Co. 79/10/19. 2pp 


P. Operating license stage documents U correspondence 


7910040031 Forwards NUREG-0560, "Staff Rept an Generic Assessment of 
Feedwater Transients in PWRs Designed by B(iW, " W/o encl, 

GRIMES, B. K. Assistant Director for Systems Engineering (Pro 
7910301. 79/06/11. 12pp. 


7910090241 Forwards FR notice of amend to 10CFH73. 33 re requ Ir erne ntn 
for physical protection of nuclear power plants. Amend defers 
Implementation of physical search requirements from 790BO1 
to 791101. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/06/10. 49|ip, 
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DOCKETED ITEMS 


7910020701 Provides update info ro access of NRC Region 1 personnel to 
plant. CJ Going i 1 1 has "L" clearance * hg.» completed security 
train! ng» emergency response b rad i o 1 o g i c a 1 protection 
i ndoc tr i na t ion. 

QRIER, B.H. Region I. Ph i la d e lp h ie, Office of the Director. 

79/00/24 lp. 


7910030679 Responds to IE Bulletin 79— 17. Welds were examined 
volume tr i c a 1 1 y . Wo evidence of cracking in safety-related 
stainless steel piping sys. Plant will shut down for one uik 
beginning 79090B fcp perform visual weld tests. 

QRQCE.R.H. Yankee Atomic Electric Co. 79/0B/24. 4pp. 


791G19025B Ack receipt of 790531 Itr indicating that licensed operator 
requal i f kcation program will be completed by BOOI31 
COLLINS; P. F. Operator Licensing Branch 79/00/31. 2pp. 


7910090577 Forwards results uf review of atmospheric dispersion factors 
for 13 plants Requests confirmation of accuracy of exclusion 
area boundaries. 

HULMAN, L. 0. Hydrology Meteorology Branch. 79/09/04 J3pp 


7910160136 Forwards request for addl info for Wes t i nghnu 5 e & C-E plants 
that are not equipped ui/top discharge devices or steam 
generator feedwater spargers. Need further assurance re steam 
generator water hammer. 

LAIMAS. Q. Plant Systems Branch CPre 791030). 79/09/04. 5pp 


7910220366 Requests that sic sets of drawings b schema tic s. or one set 
of aperture cards.be submitted in future for NRC review of 
BEP topics, together ui/lnde« update, Supersedes IMf? C 790626 
1 tr. 

ZIEMANN. D. L. Operating Reactors Branch 2 (Pre 791030). 79/09/06, 

2pp. 


7910020131 No-b 1 f i ca 1 1 on of 790912 meeting w/SEP owners group in 
Bethesda.MD to discuss p h i 1 oso phy . s c h ed u 1 e tr objectives ol 
BEP U draft LLL-TERA rept on site specific spectra 
O'CONNOR. F. W. Operating Reactors Branch 2 (Pre 7910301. 79/09/11 

lp. 


7910040403 Forwards request for addl info re prevention of steam 
generator water hammer. Response will dictate whether plant 
mods arc re qui red Re quests reply within 60 days 

ZIEMANN, D. L. Operating Reactors Branch 2 (Pre 771030J 79/09/12 

3pp. 


7910020669 Notification of 790920 meeting w/util in Bethesrta.MO to 
discuss Flooding at site. 

O'-CONNORc P, W, Operating Reactors Oranch 2 (Pre 791030), 79/09/14. 

1 P- 


79 1 0040147 Forwards Amend 59 to License DPR -3, saf e ty evaluation s< 
notice of issuance 4, availability. 

ZIEMANN. D. L. Operating Reactors Branch 2 (Pre 79(0301 79/09/14 

app. 


•7910040160 Amend 59 to License DPR— 3. incorporating limiting conditions 
*. surveillance requirements for proper operation of RCti 
ovbt pressure protection sys. 

ZIEMANN.D.L. Operating Reactors Branch 2 fPro 791030). 79/09/14 

23pp. 


-791004Q166 Safety evaluation supporting Amend S9 to License DRR-J. 
» Office of Nuclear Reactor Regulation. 79/09/14 25pp. 


•7910040173 Notice of issuance I. availability of Amend 59 to License 
DPR-3. 

WAMBACH. T. V. Operating Reactors Branch 2 (Pre 791030). 79/09/14. 

2pp. 


791Q040380 Summary of 790917 meeting w/util at site re high energy linn 
break Inside containment. 

JABBOUR, K. Systematic Evaluation Program Branch (Pro 791030) , 
79/09/25. 7pp. 


79101001.16 Responds to 760726 Itr. Reactor cavity seal ring will be 
removed from normal operation no later than next refueling 
outage. Outage is scheduled for May-June 19BO. 

VANDENDURGH, D Yankee Atomic Electric Co. 79/09/27. 2pp 


79J0220413 Forwards guidelines for valve operability re containment 
pUTjlng * venting during normal opera t Ion. Request s 
commitment to implement valva qualification program within 
30 days. 

EJEENHUT, D. 0. Division of Operating Reactors. 79/09/27, Upp. 


7910050277 Responds to NRC 790626 Itr re surveillance procedures. 
Surveillance procedures reviewed by mgt & found adequate, 
tn 19-yr operating history few challenges to reactor trip 6 
safeguards sys occurred 

VANDERBURGH. D E Yankee Atomic Electric Co. 79/09/2B. 2pp. 


7910100376 Forwards SSP-01-001. “Smoke Simulation Prototype Test 
Conducted at Yankee Rowe Nuclear Plant," prepared hy NUTECH. 
Rept responds to NRC 790315 1 tr. 

MOODY.D E. Yankee Atomic Electric Cu 79/10/03 2pp. 


--791O1Q03S2 “Smoke Simulation Prototype Tost Conducted at Yankee Hawns 
Nuclear Plant," prepared for BGbE, Comm Ed.FL Power It Light 
Co, Northeast Utils Co St Yankee Atomic Electric Co. 

MARTIN. T. D. ■ FUNO.F. C. Nutech.lnc. 79/10/03. B7pp. 


7910110426 Responds to NRC 790917 Itr re potential unreviewed safety 
question concerning safety function interactions 
w/non safety -grad e sys. No environmentally induced failure 
would alter conclusions of OL. 

VANBENBURGH, D. E Yankee Atomic Electric Co. 79/10/09. 2pp 


— 7910110431 "Rept on Failure Effects of Equipment Not Qualified for 
Accident Related Environs “ 

» Yankee Atomic Electric Co. 79/10/09. 29pp. 


7910240611 Commits to implement requirements of NUREG-057B for followup 
actions to TMI— 2 ac c i den t . Forward s description of 
commi tments, sta t us of implementation b anticipated problem 
areas. 

MOODY, D. £. Yankee Atomic Electric Co. 79/10/10. 10pp. 


7910290260 Notifies of implementation of administrative proceduryu 
consistent w/Reg Guide 1 . 1 1 4, R ev i s i on 1, "Guidance an Being 
Operator at Controls of Nuclear Power Plant. " 

GROCE, R H. Yankee Atomic Electric Co. 79/10/22. lp 


Q. Inspection reports, IE Bulletins b correspondence 


7910020129 Forwards IE Info Notice 79-20. Revi sion 1. “NRC 'Enforcement 
Policy — NRC Licensed Individuals. “ Notice reissued to 
correct word omission b punctuation oTror which changed 
intent of statement. Changed statement underlined in text. 

GRIER, B. H. Region 1. Philadelphia, Office of the Director 
79/09/07. lp. 


7910030265 Responds to 790706 Itr re item of noncamp 1 i anc a noted m 11. 
Insp Rept 50-029/79-03. Uti 1 position is that Tech Spec does 
not apply to valve DW-V— 60B because valve posibion 
15 normally locked open. 

BRUNNER. E. J. Region 1, Philadelphia, Reactor Operations NuclonT 

Support Branch. 79/09/07. lp. 


--7910030279 Responds to NRC 790621 Itr re violations noted in Hi Im,p 
nept 50-029/79-05 Requests withdrawal of alleged violation. 

Tech Spec does not apply to valve DW-V-600 because valve 
position is normally locked open. 

MOODY, D. E Yankee Atomic Electric Co. 79/07/06. 2pp. 


— 791003Q2B6 Forwards IE Insp Rept 50-029/79-05 on 790501-04 b 00-11 h 
notice uf violation. 

BRUNNER. E. U. Region 1, Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/06/21. 2pp. 


— 7910030293 Notice of violation from insp on 790501-04 b 00-11. 

* Region 1, Philadelphia, Office of the Director, 79/06/IH. 
Ip. 


— 7910030290 IE Insp Rept 50-029/79-05 on 790501-04 b 00-1 1 . Noncomp I i anr* 
noted: valve DW-V-600 in emergency boiler feedwater sys flow 
path is nut being cycled every 15 days as required. 

BAUNACK, P. H. , LAZARUS, W. J. Region 1. Ph i lade 1 ph ia. Office of tin, 
Director. KISTER.H. B. Region 1. Philadelphia, Reactor 

Operations Nuclear Support Branch. 79/06/18. lp. 


7910040432 Responds to IE Bulletin 79-03. Seam welded A312 pipe was not 
used at fac i 1 i t y. 

GROCE, R. H. Yankee Atomic Electric Co. 79/09/07. lp. 


791002055B Formants IE Circular 79-19, "Loose Locking Devices on 
Ingersotl-Rand Pump Impellers." No action required. 

GRIER, B. H. Region 1. Ph t lad e 1 p h ia, Office of the Director. 
79/09/13, lp. 


7910100149 Responds to IE Bulletin 79-06C. Procedures have been rovioed 
to assure manual tripping of reactor coolant pumps upon 
reactor trip b to assure presence of licensed operators in 
control room at all times. 

GRDCE.R.H. Yankee Atomic Electric Co. 79/09/14. 3pp. 



DOCKETED ITEMS 


IB 


7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys. " Westinghouse 790030 ltr J, Public Svc Electric & Gas 
Co 790910 ltr re potential unreviewed safety q ue s 1 1 on. Ac t i on 
required within 20 days. W/o enc 1 

DENTON, H. R. Office of Nuclear Reactor Regulation 79/09/17. 48pp 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures & 
surveillance testing errors, which was incorrectly 
distributed. Also forwards IE Insp Repts 50-295/79-13 h 
50-304/79-12 Action required 

EISENHUT, D. G. Division of Operating Reactors. 79/09/21 49pp. 


7910090619 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PH Bulletin 7305 Catalog 5U12-U-AC w/120 Volt ac: 

Coil." No action required. 

GRIER, D. H. Region 1» Philadelphia, Office of the Director. 
79/09/24. Ip. 


7910040153 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers “ No action required. 

GRIER, 0. H. Region 1, Philadelphia, Office of the Director. 
79/09/26. ip. 


79101B0201 Forwards IE Bulletin 79-24, "Froien Lines," Action required 
DRIER, B. H. Region 1, Philadelphia, Office of the Director, 
79/09/27. ip. 


7910160567 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 Sc 4 " No action required. 

GRIER, B. H. Region 1, Ph i lad a i ph i a, Office of the Director. 

79/ 10/01. Ip. 


7910170655 Forwards IE Info Notice 79-24. "Overpres sur i I a t i o n of 
Containment of PWR Plant After Main Steam Line Break " No 
action required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/10/01. ip. 


7910310256 Responds to IE Bulletin 79-13, "Cracking in Feedwater Sys 
Piping," Item 6. All deficient welds repaired or replaced, 
then rad iographed. Feedwater no i I le- tD-e lbaw wolds will he 
rad i ograph i cal 1 g examined at next refueling outage. 

GROCE. R. H. Yankee Atomic Electric Co. 79/10/10 2pp. 


R Periodic operating reports ?< related correspondence 


7910160374 Forwards monthly operating rept for Sept 19/9 
MOODY. D. E. Yankee Atomic Electric Co. 79/10/12. ip. 


— 7910160375 Monthly operating rept for Bept 1979. 

SJOGREN, R. M. Yankee Atomic Electric Co. 79/10/12 4pp 


S. Reportable occurrences, LEHs Sc related correspondence 


7910190174 RQ-50-29/79-2! during volumetric examination of steam 
generator feedwater noirle areas, unaccop tab le welds were 
found. Wolds will bo corrected before plant startup. 

AUT1 0, H. A. Yankee Atomic Electric Co 79/09/11. Ip. 


7910110331 Forwards LER 79-022/03L-0. 

AUTIO.H A. Yankee Atomic Electric Co. 79/10/00. Ip. 


•7910110333 LER 79-022/03L-0: an 790900, c h 1 or i d e concentration in steam 
generators 3 & 4 was greater than 0.5 ppm. Caused by steam 
generator chemical h ideout. Steam generator blowdown Tate 
was increased S< steam generators drained U refilled 
MAY, E. L, Yankee Atomic Electric Co. 79/10/00. Ip. 


DOCKET 50-34 YANKEE ATOMIC POWER REACTOR 


J. Insurance S< indemnity information 


7910230192 Forwards Amend 20 to Indemnity Agreement B-1S. 

SALTZMAN, J. Ant 1 trust {< Indemni ty Group. 79/10/10. 2pp. 


DOCKET 50-47 ARMY MATERIALS RESEARCH REACTOR 


J. Insurance U indemnity information 


7910230502 Forwards executed Amend 12 to Indemnity Agreement 11-7. 
O'KEEFErA.J. Army, Dept, of, Matls, & Mechanics Research Center. 
79/10/16. 2pp. 


DOCKET 50-54 UNION CARBIDE RESEARCH REACTOR 


F Security, medical, emergency S< fire protection plans 


7910190372 Notifies NRC that Union Carbide Cnrp may be affected by 
upgrade rule A that facility may fall under Category I 
Provides estimated economic impact if present criteria are 
changed. 

GEORGE, K D Union Carbide Corp. 79/09/25. 2pp 


Q. Inspection reports, IE Bulletins tc correspondence 


7910290131 Ack receipt of 790911 ltr informing NRC of steps taken til 
correct violations noted in IE Insp Rept 50-054/79-02. 

SMITH, G. H. Region I, Philadelphia, Fuel Facility S< Materials 

Safety Branch. 79/10/03. 2pp. 


--7910290I32 Responds to NRC 790815 ltr ie violations noted in IK limp 
Rept 50-054/79 -02. CorTec t i ve actions: no gaps in exposure 
record will be permitted for any unusual length of time. 

Estimate of exposure based on dally dosimeter readings. 

MCGOVERN, J. J. Union Carbide Corp. 79/09/11. 2pp 


— 7910290134 Forwards IE Insp Rept 30-054/79-02 on 790313-15 t< not ten nl 
vl olat i on 

SMITH, G. H. .Region 1, Philadelphia, Fuel Facility t, Ma t or ui I ii 

Safety Branch. 79/00/15. 2pp. 


— 7910290136 Notice of violation from insp on 790313—15. 

* Region 1, Philadelphia, Office of the Director. 79/00/ If) 

2pp. 


--7910290139 IE Insp Rept 50-054/79-02 on 790313“ 1 5. Nancnmp 1 i once licit ml 
failure to label radioactive matls container, to rape off 
contaminated area tc to maintain complete exposure records 
DONALDSON, D. , STDHR, J. P. Region 1, Philadelphia, Office oi Hue 
Director. 79/00/10 i2pp. 


DOCKET 50-62 UNIV OF VIRGINIA RESEARCH REACTOR 


G Inspection reports, IE Bulletins & correspondence 


7910030650 Ack receipt of 790906 ltr informing NRC of steps taken tci 
correct violations noted in IE Insp Repts 50-062/79-01 t< 

50-396/79-01 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Huppnr* 

Branch. 79/09/14. ip 


•7910030655 Responds to NRC 790016 ltr re violations noted in It. in>i|> 
Repts 50-062/79-01 t< 50-396/79-0 1 . Co r rec t ive actions: 
weekly heat balance colibr were performed at 1007. power. 

BHRIVER, B. L. Virginia, Uni v. of. 79/09/06. 2p p 


—7910030657 Forwards IE Insp Repts 50-062/79-01 8< 50-396/79-01 cm 
790712-13 Sc notice of violation, 

LEWIS, R. C. Region 2, Atlanta, Fuel Facility tc Material o ildlolcj 

Branch. 79/00/ 16. 2pp. 


■7910030664 Notice of violation from insp on 790712-13. 

* Region 3, Chicago, Office of the Director. 79/00/09. ip 


—7910030668 It Insp Repts 50-062/79-01 l< 50-396/79-01 on 790712-1 3 
Noncomp lianco noted: failure to place in effect procedure 
for periodic surveillance of reactor instrumentation. 

WEBOTER, E. H. Region 2, Atlanta. Reactor Operations Nuclear 

9upport Branch. KELLQQGiP.J Region 2, Atlanta, Office of the 
Director. 79/OB/09. Ip. 


DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


A. Appl ication/construc t ion stage documents S< correspondence 


791002060B Summary of 790B22 meeting w/GE re NRC review of GtcIH ttuisrnii 
concerns. 

NELSON, C. Operating Reactors Branch 4 (Pre 791030). 79/09/13 

50pp. 


O. Adjudicatory correspondence 


7910220437 Memorandum Sc order permitting Congressmen Dellums.,F l Hurt cm 6 
JL Burton to continue in tervent 1 on. P 1 ead in g s tc related 
matters should be signed by congressmen or authnriied 
attys. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel, 79/10/09 
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DOCKETED ITEMS 


j. Insurance <# indemnity information 


79102304Q3 Executed Amend 21 to Indemnity Agreement 13-JI , mod i ty i ns 
prefatory language re irons portat i on. hand 1 i ng ■.* temporary 
storage of radioactive matl, 

SALT2MAN.J. Antitrust t Indemnity Group. 

Electric Co. 79/10/17. Ip 


DARMITZIL, R 


DOCKET 50-77 CATHOLIC UNIV. OF AMERICA RESEARCH REACTOR 
J. Insurance U indemnity information 


7910190365 Forwards Amend 10 to Indemnity Agreement E-2. amend i ng 
Article 1 , Paragraph 4. 

WEBB.C.U. Catholic Univ 79/10/17. 2pp. 


P. Operating license stage documents. & correspondence 


P, Operating license stage documents 8# correspondence 


7910150323 Forwards UBQS 790905 ltr lr rept 
aspects of 3ETR- 

REIO. R. W. Operating Reactors Branch 4 

2IPP- 


re geo 1 ng ic I# 
(Pre 791030), 


seismic 

79/09/06 


7910290320 Forwards Geosciences Br 
Si te/Va 1 1 eel tos Nuclear Ctr. 
BENTON# H. R. Office of Nuclear fl 


aneh 790906 SER Input re GF.TR 
eactor Regulation. 79/09/27. 


2pp 


--791(3290323 Safety evaluation input for show cause proceeding re 
geologic faulting near QETR. 

• Geosciences Branch. 79/09/06. 33pp. 


7910110339 Forwards "Reactor Restart Rept. " 
JORDAN. E D. Catholic Univ. 79/09/2B. Ip 


— 7910110364 "Reactor Restart Rept." 

EBERT# D. D. # KEENE, W. E. . JORDAN, E. D. Catholic Univ. 
19pp 


79/0B/09. 


7910100321 Forwards allegations made by K Fi t xpatr i c k , un i v studBnt.to 
ED Pellegrino, President of univ re security !# safety 
poTC edur es near reactor. 

JORDAN, E. D. Catholic Univ. 79/10/04. 6pp. 


— 7910290327 9uinmari»es conclusions re potential for surface faulting .it 
GETR site. „• 

SLEMMONS, D, B. Af f i I i at ion Un k nouin. 79/QB/OB. Jpp. 

— 7910290334 Comments on methodology 6 data used in rept, i "Probability 
Ana lysis of Surface Rupture Offset Beneath Reactor Llldq# 

SLEMMONS. D. B Af f i t i a 1 1 on Unk noun. 79/0B/O9, 4pp. 


DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR 
J. Insurance & indemnity Information 

791026024B Forwards executed Amend 10 to Indemnity Agreement E-H3. 
modifying prefatory language re transportation of radioative 
mat). 

ELHPRE. W. E. Florida. Univ. of# Gainesville 79/10/23. 2pp. 


7910220462 Forwards corrected Page 31 to Geosciences Branch safety 

REID.R.W. Operating Reactors Branch 4 IPre 791030) 79/10/05 

3pp. 


7910300)86 Notifies Commission of decision to discontinue review of 
QETR as currently designed ?< analyied by OE. Sei mo ) ogy 6 
geology evaluation end. 

DENTQN.H. R. Office of Nuclear Reactor Regulation 


79/10/ IB 


ipp 


DOCKET 50-72 UNIV. OF UTAH RESEARCH REACTOR 
J. Insurance l< indemnity information 


7910230441 Executed Amend II to Indemnity Agreement E-31 • mod i fy i nil 
prefatory language re transportation, hand) inp t# temporary 
storage of radioactive matl, 

SALTZMAN# J Antitrust 8# Indemnity Group. EDWARDS# A. F Utah# 
Univ. of. 79/10/17. Ip. 


0. Inspection reports, IE Bulletins It correspondonc e 


DOCKET 50-04 liNIV. OF CALIFORNIA RESEARCH REACTOR 
J. Insurance I# indemnity information 


7910300330 Forwards executed Amend 14 to Indemnity Agreement E-15, 
MOSER# W. E. California# Univ. of# Berkeley. 79/10/23. 2pp. 


DOCKET 30-87 WEST I NQHOU BE CRITICAL EXPERIMENT 
0. Inspection reports# IE Bulletins &# correspondence 


7910050562 Forwards IE Bulletin 79-19# "Packaging of Low Level Radunntw 
for Transport Burial. " Action required. 

KEPPLER, J. G. Region 3# Chicago# Office of the Director. 79/00/10. 
ip. 


79 1 0050376 Forwards IE Info Notice 79-20# "NRC Enforcement Policy - 
NRC Licensed Individuals. " No action required. 

KEPPLER# J. G, Region 3. Chicago# Office of the Director. 79/0Q/14 
ip. 


7910020254 Forwards IE Info Notice 79-20. Revls ion 1. "NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued to 
correct word omission U punctuation orror which changed 
intent of statement. Changed statement underlined in text. 

SEVFRIT.K, V, Region 4, Dallas# OFMce of the Director. 79/09/07 

•f. 


7910020135 Forwards IE info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued to 
correct word omission *< punctuation error which changed 
intent of statement. Changed statement underlined in text. 

KEPPLER. J. <3. Region 3, Chicago, Dffice Df the Director. 79/09/07. 
ip. 


4ET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


Insurance Si indemnity Information 


7910230403 Executed Amend 21 to Indemnity Agreement fl-i 1 , mod if y inn 
prefatory language re transportation# hand) ing tr temporary 
storage of radioactive mail, 

SALTZMAN, J. Antitrust t# Indemnity Group. 79/10/17. Ip 


P. Operating license stage documents * correspondence 


7910250252 Responds to request for Info re Teactor behavior following 
seismic event- Describe* several passible event sequences 
from two minutes after event to final reactor state. 

Transient analyses are extremely conoervat i ve. 

CUNNINGHAM, 0. E. Genera 1 Electric Co., Nuclear Energy Products Div. 
79/10/ 1 B. 5pp, 


DOCKET 50-99 BABCOCK t, WILCOX TEST REACTOR 


J. I ns u ran c e h Indemnity inf erma t i on 


7910300337 Forwards executed Amend 20 to Indemnity Agreement B-0 6 
Amend 2 to In damn ity Agreement G-2. 

QLBEN# A. F. Babcock t# Wilcox Cn. 79/10/26. Ip. 


DOCKET 50-106 DR EGON STATE UNIV. 


P. Operating license stage documents fc correspondence 


7910250404 3ubmi ts info re impact of complying w/physlcal protection 
requirements of 10CFF173. 47 & safeguards upgrade rule. 

Describes necessary mods to facility layout. estimated costs 
b staff changes, 

WANG# C.H, Oregon State Univ, 79/09/12. Bpp, 
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DOCKET 50-111 NORTH CAROLINA STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents J, correspondence 


7910040644 Forwards QA plan for shipment of R-3 f ue 1 . I ne 1 ud e s comments 
from internal reviews, NC State Univ Radiation Protection 
Council U others. 

SAXE. R. F. North Carolina State Univ. 79/09/17. ip. 


~ -7910040645 "QA Plan for Shipment of R-3 Fuel. 11 
* North Carolina State Univ. 79/09/11. lOpp. 


DOCKET 90-116 IOWA STATE UNIV. RESEARCH REACTOR 


J. Insurance U indemnity information 


7910220249 Executed Amend 10 to Indemnity Agreement E-5. mod i f tj j ng 
prefatory language re transportation. handling or temporary 
storage of radioactive matl 

SALT ZM AN, J. Antitrust L Indemnity Group. HABBRDQK, R E. Iowa 

State Univ. 79/10/17. Ip. 


P. Operating license stage documents Si correspondence 


7910150909 Informs of postponement until 791130 for filing updated 
safety rept. Per sonne 1 engaged in full-time effort in 
restoring reactor to normal operation. 

BURNET. G. Iowa State Univ. 79/10/09. Ip. 


0 Inspection reports. IE Bulletins & correspondence 


7910090499 Forwards IE Bulletin 79-19. "Packaging of Low Level Hadwaoto 
for Transport t< Burial. 1 ' Action required, 

KEPPLER.U.G. Region 3. Chicago. Office of the Director. 79/OB/ 1 0. 
IP- 


7910050377 Forwards IE Info Notice 79-20. "NRC Enforcement Policy - 
NRC Licensed Individuals " No action required. 

KEPPLER. J. 0. Region 3. Chicago. Office of thB Director. 79/0B/14. 
Ip. 


7910020130 Forwards IE Info Notice 79-20. Rev i s i on I. "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission & punctuation error which changed 
intent of s tatement. Changed statement underlined in text. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/09/07. 

Ip 


DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


7910220341 Notifies of forthcoming application to renew License R-79. 
EDWARDS, D. R. Hissouri, Univ. of, atRolla. 79/10/IB. !p. 


Q. Inspection reports, IE Bulletins It correspondence 


7910090912 Forwards IE Oulletin 79-19, “Packaging of Low Level Radwaste 
for Transport U Burial. " Action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/0B/10. 
ip. 


7910050307 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals." No action required. 

KEPPLER, J. G. Region 3, Chicago. Office of the Director. 79/09/14. 
Ip. 


7910020157 Forwards IE Info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
eorroct word omission h punctuation error which changed 
intent of statement. Changed statement underlined in text. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/09/07. 
Ip. 


7910220001 Responds to IE Dulletln 79-19 re packaging & disposal of low 
level radwaste. Forwards JH Tolan 79091B ltr to NRC. 

EDWARDS, D. R. Missouri, Univ. of, atRolla. 79/10/02. Ip. 


— 7910220002 Responds to IE Bulletin 79-19 re packaging t, disposal of loui 
level redwaste. Four sh ipments, containing 15.5 Ci radwaste, 
were made from Jan 197B-June 1979. 

TOLAN, J. H. Missouri, Univ. of, at Rolla. 79/09/10. 2pp. 


DOCKET 50-124 VIRGINIA POLYTECH INST. TRAINING REACTOR 


F Security, medical , emergency U fire protection plans 


7910190392 Responds to NRC 790730 ltr re impact of safeguards upgrade 
rule on nuclear reactor fat 1 1 i ty, Provides info on site of 
academic staff, student enrollment & economic impact. 

PARKINSON, T. F. Vi rg in i a Tec h . 79/09/21. 3pp. 


J. Insurance & indemnity information 


7910230436 Executed Amend 13 to Indemnity Agreement E-50. mod i f y ing 
prefatory language re transp or ta fc i on , hand 1 ing t, temporary 
storage of radioactive matl. 

8ALTZMAN, J. Antitrust t, Indemnity Qroup. » Virginia Tech. 
79/10/15. Ip. 


DOCKET 50-12B TEXAS ALM UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


7910310374 Forwards FR notice of proposed renewal of amended License 
R-03. Ex 1 s tl ng license will not expire until final 
determination made on application. 

REID, R. W. Operating Reactors Branch 4 (Pro 791030). 79/10/10. 

2pp. 


— 7910310301 Notice of proposed renewal of amended License R-B3. 

CONNER. E. L. Operating Reactors Branch 4 (Pre 7910301. 79/iO/ID. 

4pp. 


R. Periodic operating reports 8, related correspondence 


7910300392 Submits info re impact of pending safeguards upgrade rule, 
on continued operation. A] so forwards Annual Operating Rept 
197B. 

RANDALL, J. D. Texas Aid Univ. 79/09/07. 9pp. 


--7910300356 Annual Operating Rept 1978. 

DATES, E. F. , FELTZ, D, E. , HARRIS, C. E. Texas Ath Univ. 79/06/30. 
lBpp. 


DOCKET 90-129 UE8T VIRGINIA UNIV. RESEARCH REACTOR 


J. Insurance !< indemnity information 


7910190460 Amend 10 to Indemnity Agreement E-27, d ef 1 nl ng "in course 
of transportation. " 

SALTZMAN. J. Antitrust *, Indemnity Group. 79/10/13. Ip. 


P. Operating license stage documents I, correspondence 


7910100379 Requests that NRC authortxe univ to dismantle reactor 
according to dismantling p 1 an, t amp orar i ly store reactor fuel 
t, graphite reflector elements at reactor site t, dispose of 
all reactor hardware w/o further restrictions. 

DLACKSHAW. 0. L. West Virginia Univ. 79/09/27. 11pp. 


DOCKET 90-131 OMAHA VET. ADMIN. HQSP. RESEARCH REACTOR 


J. Insurance t< Indemnity information 


7910230429 Executed Amend 9 to Indemnity Agreement D-B, modify ing 
prefatory language re transpor tot ion, hand 1 ing & temporary 
storage of radioactive matl. 

BALT Z HAN. J. Antitrust U Indemnity Group. NULLON, T. P, Veterans 

Admi n is tra t ion. 79/10/17. ip. 


DOCKET 50-133 HUMBOLDT DAY POWER PLANT, UNIT 3 


0. Ad j udicatory correspondence 


7910300433 Motion to hold proceedings in abeyance until 001002. Add! 
time granted per A3LB 790907 order was not sufficient for 
completion of geologic & seismic analysis & Investigation. 
Certificate of Svc and, 

LOCKE, R.F,, MORRISSEY. J. C. , FUR BUSH. M. H. Pacific Gas !, Electric Co. 
79/09/27. 5pp. 


-7910300434 "Scopa of Work , Oeol o g i cal & Seismolog 1 cal Studies, Humboldt 
Day Region. 11 

* Woodward-Clyde Consultants. 79/09/01. 27pp. 
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7910260320 Responds to 790402 1 1 p on „ „ s i , 

nuclear i ndu s t ry . Dc 1 ay in r«,p Dn « d , 1 L 1 ?' ° f '■•sdon* H i 1 it« fry 
aftermath Every effort is being made ° - evBr,t 

protection of public health t< safetu ensure continued 

DENTON, H. H. Office of Nuclear Fl PJ ,riL„ n 

neactor Regulation. 79/10/02. Ip 


7910040019 Forwards IE Circular 79-19, "Loose Locking Devices on 
lug erso 1 1-Rand Pump Imp oilers. Jl No action required 
ENGELKEN. R. H. Region 5, San Francisto, Office of the Director 
79/09/13. Ip. 


-7910260323 Opposes lack of responslbi 1 itu hi, 
concern re nuclear safety, ’ v 

01 IIQS i ft. Affiliation Unknown . 79/04/02 


nuclear 

2pp 


industry. Expresses 


7910110300 Forward s IE Info Notice 79-22. "Qualification of Control 
Sys. " No action required. 

ENGELKEN, R. H. Region 3, San Francisco. Office of the Director 
79/09/17. Ip. 


791 026036 1 Notice of re c a n s ti t u t i on oF aei n rk i 

chairman, replac lily E Luton, • RM Lato is appointed 

LAZO. H. K Atomic Safety and Lire„.*i r . n n. 

v anu ciisnslng Board Panel. 79/10/17. Ip. 

7910260362 Order granting eitension 'until 791101 for Nllr ► „ , 

licensee motion to hold proceodlnos in „ “ J,C tD Tes P°"<l to 

has boor shown P ( " S6 ** ante. Good cause 

LAZOi R, M. Atomic iloPetij vmd Litentinn r. _ . „ 

4 Uic^n&mg Doard fanpi. 79/10/17 lp. 


** c ^re S p 0tl(jme 


79103000B2 Forwards IE Info Notice 79-22. "Qua 1 i f i c at i on of Control 
Sys, " Westinghouse 790830 Itr S< Public Svc Electric t, Gas 
Co 790910 ltr re potential unr evi etoed safety q ues t i on. Ac t i on 
required within 20 days.H/o enc 1. 

DENTON, H. R Office of Nuclear Reactor Regulation. 79/09/17 4Bpp. 


7910250403 Forwards IE Insp Rept SO- 1 33/79-02 on 790814-17 No 
noncompl lance noted 

G REUS i J, L, Regio-n 5/ San Franc iscoi Reactor Operations Nuclear 

Support Branch 79/09/31. 2pp. 


^For^Jsic^i^roUcUon^rnucl^r^pouer ttend J e ^ lTPfT,ents 

implemontatun of physical search requirements from 79090!“ 

DENTON, U. fl. Offlco of Nuclear Reactor Regulation. 79/09/10. 49pp. 


7910030393 Requests registration as 
CflANE, I*. A. Pacific Gas (, Electric 


user of Models D3-I f, 6144 
Co 79/OB/15. Ip 


79102204 13 Forwards guidelines for uaiu. , 

purging „ venting during i Z ^ — ‘ 

ao^dayr'' 1 t0 ,mplDn " ,l,t va!ve <iual»f icatlan program, wi th in 
ElOCNHUT, 0. G. Division of Operating Reactors. 79/09/27. 3 pp 


»«POT»I* fc« ltr re potential unreviewed safety 

question on noxnaf oty-gr nde V safety-grade sys. Currently 
79MI5 S ,r,tDraCtlon of Results mill i> e submitted by 

CRANE. P. A Pacific Quo 6 Electric Co. 79/lO/OB. ip. 


7910.730911 Commits tn meet certain requirements re TMI-2 followup 
-actlaf is* in res|U)niH> to 79C713 r Gq lig q t „ WUREC-O 570 
requirements will bo next conformance oubj For DHR owners 
group Imp l amenta!! on criteria, 

CRANE, P. A Pacific Ons t Electric Co. 7*7/10/19. ip 


791 0250406 IE Insp Rept 50-133/79-02 on 790B14-17. No none omp 1 i anc e 
noted. Major areas Inspected: OA program annual review, 
procurement, surve 11 tanco, fol louiup on LER s, b u 1 1 e t i ns & 
circulars & independent insp. 

STERNBERG, D. , CARLSON. J.D. Region 5, Ban Francisco, Ufflce of 
the Director. MORRILL, P. J. Region 5. San Francisco. Reactor 

Operations Nuclear Support Branch. 79/09/21. 6pp 


7910120203 Forwards IE Circular 79-20. "Failure of OTE Sylvania Relay. 
Type PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ac 
Coil. " No action required. 

ENGELKEN, R.K Region 5, Ean Francisco, Office of the Director 
79/09/24. Ip. 


7910110190 Forwards IE Info Notice 79-23, " 
Lube Oil Coolers . " No action required 
ENGELKEN, R.H. Region 5, San Francisco, 
79/09/26. ip. 


'Emergency Diesel Generator 
Office of the Director. 


79101800S7 Forwards 
ENGELKEN, R H 
79/09/27. Ip. 


IE Bulletin 79-24, "Froren Lines." Action required. 
Region 5, 9ar> Francisco, Office of the Director. 


7910170336 Forwards IE Info Notice 79-25, "Reactor Trips at Turkoil 
Point Units 3 5. 4. " No action required. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director, 


Q Inspection reports, IK Bulletins i, correspondence 


7904130350 PN0-79-67I' : s ummar y of Info ro nuclear Incident as of 790409 
Describes plant status f, environ status. Including dose rates 
measured 79G4QI3 

JORDAN, El.. Office of Inspection Z< enforcement, Office of the 
Director. 79/04/09, 3pp 


7910050122 Responds to IE Bulletin 79-09. No <3E Type AH-2 circuit 
brsakars used at plant. 

CHANE. P. A Pacific Ons !v Electric Co 79/05/14, ip. 

'10020613 Respond I to IE Bulletin 79-10. Provides 1978-79 
aqua 1 1 f 1 cation training program statistics. 

RANE. P.A, Pacific Gas ), Electric Co. 79/05/25. 7pp. 


7910190214 Forwards IE Info Notice 79-24, "Overpr ossur i ia t i on of 
Containment of PUR Plant After Main Steam Line Break. " Nn 
action, required 

ENOELKEN, R. H. Region 5. San Francisco, Office of the Director, 
79/ 3 0/01, ip* 


"Cracking in 


7910310433 Forwards Revision 2 to IE Bulletin 79-13, 

Feedwater Sys Piping. " No action required. 

ENGELKEN, R.H. Region 5. San Franc isco, Office of the Director. 
7t/ lO/ i 7. ip. 


R Periodic operating reports t related correspondence 


7910100250 Forwards monthly operating Tept for Sept 1979 
WEEKS. ED. Pacific Gas 6 Electric Co. 79/10/03. Ip. 


)G206!0 Responds tu IE Bulletin 79-12: "Short Period Scrams at BUR 
" ^pernting procedures. »< control rod notch-step 
rlthdrawal procedures r ovlewed. H i 1 l take precautions re 
s 1 tuat ions lending tn high notch worths. 

CRANE, P, A. Pocific Go# ?, Electric Co. 79/07/30. 4pp. 


79 1 01 5033 1 Rnsponds to IE Bulletin 79-14. "Seismic Analysis for 
As-Built Safety-Related Piping Sys. " Schedule for submission 
of Info will be forwarded after currant plant seismic issues 
have been rosotved. 

CRANE, PA Pacific On s h Electric Cn 79/07/30. Ip 


7910050170 Forwards response to IE Bulletin 79-15. Info un 
manufac turor, model cap ae 1 ty , p 1 an t appl icotlon, ovetiII 
dlmens i on* t< long oat continuous operation ot or near rated 
flow attached, 

CRANE. P. A. Pacific Oas U Electric Co. 79/03/31. 7pp. 


791002029° Forwards IE Info Notice 79-20. Revision 1. "NRC Enforcement 
I olicy - fjRC Licgnsod Individuals. ” Notice reissued to 
corroct word omission Z, punctuation error which charged 
intent of statement. Changed statement underlined in test. 

ENGELKEN, R. H. Region 5, Ban Francisco, Office of the Director. 


7910100257 Monthly operating rept for Sept 1979. 

GETTY, B. C. Pacific Gas 6 Electric Co. 79/10/03. 4 pp, 


DOCKET 50-134 WORCESTER POLYTECH INST. RESEARCH REACTOR 
I. Financial information 




being revised 6 de lay ed, pending NHC consolation pur 
790906 telcon. 

WILBUR, L. C. Worcester Polytechnic Inst. 79/09/27. 




19pp 


J. Insurance it indemnity information 

7910300160 Forwards executed Amend 10 to Indemnity Agreement E-36, in 
response to 791010 ltr. 

LLOYD, D. E. Worcester Polytechnic Inst. 79/10/26. Ip. 
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K. Utility Final Safety Analysis Report ( FSAR ) 8, amends 


7910050530 ElA for f ac j 1 1 ty BAR , r eac tor facility da ta i part ia 1 list of 
typical experiments, fiscal statement. radiation regulations 
Sf operator requalification program end 
* Worcester Polytechnic Inst 79/07/20. 3pp. 


—7910050532 FSAR for facility 

* Worcester Polytechnic Inst. 79/09/25 M2pp. 


0. Inspection reports. IE Bulletins 8, correspondence 


7910020079 Forwards IE Info Notice 79-20. Rev i s i on 1, " NRC Enforcement 

Policy — NRC Licensed Individuals. " Notice reissued to 
correct word omission 8< punctuation error which changed 
intent of statement. Changed statement underlined in text 
GRIER. H.H Region 1, Philadelphia, Office of the Director 
79/09/07. lp 


DOCKET 50-142 UCLA TRAINING REACTOR 

P. Operating license stage documents 8, correspondence 


7910300294 Forwards announcement re increase in occupancy of roof area 
downwind from reactor room ventilation exhaust, 

EVRAETS, J, C . California, Univ. of, Los Angeles. 79/10/24. Ip. 


7910300297 Advises of increase in occupancy of roof area occasionally 
downwind from reactor room ventilation exhaust. Ar-41 below 
max permissible concentration for 100/i occupancy of roof 
area 

OBTRANDER, N. C. California. Univ. of. Las Angeles. 79/10/23. 2pp. 


S. Reportable occurrences, LERs !< related correspondence 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 
Q Inspection reports. IE Bulletins & correspondence 


7910050381 Forwards IE Info Notice 79-20. "NRC Enforcement Pol 
NRC Licensed Ind i viduals. “ No action required. 

KEPPLER, J. G. Region 3. Chicago. Office of the Director. 


icy - 
79/OB/ 14 


/viuu^uisa norwards it Info Notice 79-20, Rev i s i on 


Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission A punctuation error which changed 
intent of statement. Changed statement underlined in text. 
KEPPLERrU.G. Region 3, Chicago, Office of the Director 
lp 


mnw deforcement 


79/09/07. 


DOCKET 50-151 UNIV. OF ILLINOIS RESEARCH REACTOR 
0— Inspection reports, IE Bulletins h correspondence 


rnwrajw rorwams it Bulletin 79-19. 


racKaging Of low Level Radwaste 


for Transport 8, Burial." Action required. 

KEPPLER, J. G Region 3. Chicago. Office of the Director 79/08/10 
If 


79 K.S? 5 . D:,a4 ' r ° ruj f rds !E l"f° Notice 79-20, "NRC Enforcement Policy - 
NflC Licensed Individuals. " No action required, 

KEPPLER, U. S. Region 3, Chicago, Office of the Director. 79/0B/I4. 


rorwars a it info Notice 79-20, Revision 


Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission 8, punctuation error which changed 
intent of statement. Changed statement underlined in text 
KEPPLER, J G. Region 3, Chicago, Office of the Director 
lp. 


itnw turu r k bit x. 


79/09/07 


7910180519 PN0-V-79-002: on 791 003, UCLA-b ased group , C omrmi t tee to Bridge 
Gap, is holding press conference to demand shutdown of 
fac i I i ty. Central issue involves excessive radiation 
exposures allegedly being received bg persons in area. 

BAIRD, J. D. , WEN6LDWSK I , F. A Office of Inspection !, Enforcement, 
Office of the Director. 79/10/03. lp. 


DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITV 
Q. Inspection reports. IE Bulletins 8, correspondence 


7910090766 Confirms 790920 insp. No objection to presence of nows media 
representatives at insp so long as Invited by util 8< 
presence does not interfere w/tnsp. Media not notified of 
insp date by NRC. 

SMITH, G. H, Region I, Philadelphia, Fuel Facility 8, Materials 

Safety Branch. 79/09/12. lp. 


S. Reportable occurrences, LERs & related correspondence 


7910180311 PNQ-I-79-002, updating PNO-79-433: on 790920-32, c 1 eanup of 
contaminated soil outside restricted area was conducted, 

Cs-137 & Cs-134 along w/Co-60 were present in soil. No other 
c on tami na t i on was found. 

3TQHR, J. P. , SMITH, H. Office of Inspection 8, Enforcement, Office of 
the Director. 79/09/25. 2pp. 


DOCKET 50-153 BETTIS CRITICAL FACILITV 
J. Insurance 8, indomnitg information 


7910230192 Forwards Amend 20 to Indemnity Agreement B-I8. 

SALTZMAN, J. Antitrust U Indemnity Group. 79/10/10 2pp. 


DOCKET 50-155 BIO ROCK POINT NUCLEAR PLANT 

0— NfIC Draft/Final Environmental Statements, suppls 8< correspondence 


7910100644 Responds to 790704 Itr re plant storage of spent fuel 8 NRC 
consideration of energy alternatives to nuclear power 
Forwards oxcorpt from NUREG-0S29 re NRC evaluation of 
alternative energy sources in DE8 of each nuclear plant. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/09/07. 30pp. 


F, Security, medical, emergency 8, fire protection plans 


7910100507 Forwards request for add 1 info re contingency plan to 
facilitate review. Request withheld tref 10CFR2.790I. 

Z IEMANN, D. L. Operating Reactors Branch 2 (Pro 7910301. 79/09/07. 


DOCKET 50-148 UNIV. OF KANSAS RESEARCH REACTOR 


P. Operating license stage documents 8, correspondence 


7910290330 Notifies of failure of pump which circulates water from 
reactor tank through demineral i xer. Temporary pump installed 
8, original pump will bo returned to sve after repairs. 

MEBLER, R. B. Kansas, Univ. of. 79/10/16. lp, 


7910020841 Forwards supplemental safety evaluation of fire brigade siio 
originally left as open issue. 

LAINAS, G. Plant Systems Branch {Pro 791030). 79/09/24, 2pp. 

7910020842 Safety evaluation suppl tb proponed slie of fire brigade. 
Util proposal is unac cep tab 1 e. La c k of provisions for fires 
burning beyond Incipient stage & heavy reliance on offsite 
response are reasons for deficient rating. 

* Plant Systems Branch (Pre 7910301. 79/09/24. 4pp. 


0. Inspection reports, IE Bulletins S< correspondence 


7910290061 Forwards IE Insp Rept 50-148/79-01 on 790926-27, No 
noncompl ianco noted. 

MADSEN, G. L, Region 4, Dallas, Reactor Operations Nuclear Support 

Branch. 79/10/15. 2pp. 


7910290063 IE Insp Rept 50-148/79-01 on 790926-27. No noncompliance 
noted. Major areas inspoc ted: securi ty plan, secur 1 ty 
organl lation, access control alarm sys, keys, lock s 8, hardware 
Details withheld 1 re f 10CFR2. 790 > . 

CALDWELL, R. A. Region 4, Dallas, Office of the Director. 
MADSEN, Q.L. Region 4, Dallas, Reactor Operations Nuclear 

Support Branch. 79/JO/12, lp. 


7910300209 Requests prompt notification of NRC decision re 790B24 
request for delay in implementation of alternate shutdown 
panel . 

DIXEL, D. A. Consumers Power Co. 79/10/25. 2pp. 


G. Adjudicatory correspondence 


7910010687 Confirms, per 790709 telcon w/V Stra sma, 1 nten t i on of citizens 
group to file petition to intervene 8, formally request 
public hearings on util proposal for Increase in spent fuel 
storage factl 1 ties. 

LEI1 HAUSER, J. Energy Resources Group. 79/08/10. Ip. 
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7910020182 Confirms 790709 phone call stating intention of Energy 
Resources Group to file petition to intervene fc *** >‘ e 

hoar ings re increase in util spent fuel storage facilities. 
LEITHAUSER, J. Affiliation Unknown. 79/OB/ 10. Ip 


79 1011 023 5 Forwards NUREG/CR-0727, "HUH Offgas Sys Evaluation. " Sys 
provides reasonable assurance that potential for external 
offgas explosion Is mi nimi ied. W/o end. 

GAMMILL. W. P. Assistant Director for Operating Reactor Projects (Pro 
791030). 79/09/22. 29pp. 


7910050740 Petition to intervene or behalf of 24 citliens li g 
50-mile radius of f ac i lit y . E« pro s s as concerns over long-term 
effects of high level radiation it long-term storage of spent 

rtARIA B C°^CODUIN,D. J. , MILLS, J. E. Af f i 1 i at i on Un k noun 79/08/22 
2pp. 


7910030143 Forwards request for add! info on 790423 & Qh26 submittals 
tq proposed expansion of storage capacity at spent fuel 

ZIEMANN. D. L. Operating Reactors Dranch 2 {Pre 791030), 79/09/04 

3pp. 


7910110094 Requests to intervene in proceeding re expansion 
storage capacity. Resides within 50 miles of p lent, Research 
on safety of low level radiation is no c one 1 us i ve. Incr e ased 
radiation would pose danger. 

O'NEILL, J. P. Affiliation Unknown. 79/08/22. Ip. 


7910220362 Requests that *li sets of drawings fc schematics, or one sot 
of aperture cards be submitted in future for NRC Review of 
SEP topics, together ip/index update. Sup ers e des NRC 790626 
1 t r . 

ZIEMANN. D.L. Operating Reactors Branch 2 (Pro 791030) 79/09/06. 

2pp. 


-7910110102 Affidavit of petitioner JP O'Neill re 790822 petition to 
O'NEILL, J. P, Affiliation Unknown. 79/08/22 lp- 


7910090 117 Establishment of ASLB to preside In proceeding per ABLD 
790723 order, re proposed issuance of amend to facility uw. 

Will rule on petitions to Intervene 6 requests for hearing. 

Members are H Grossman, OH Paris U FJ Sh&n n 

LAZO, FI. H. Atomic Safety and Licensing Board Panel. 79/08/31 *-PP 


7910180237 Requests that amends be proposed to Licenses DPH-6 t, DI’H-UO 
change min site of fire brigade contained in Tech Specs 
within 30 days of Itr recelp t. Forwards 790608 safety 
evaluation of min fire brigade shift siie. 

EISENHUT, D. 0, Division of Operating Reactors. 79/09/07. 3pp. 


— 7910160242 Safety evaluation of min fire brigade shift siie. 
* Division of Operating Reactors. 79/06/OB. 33pp. 


7910 1 501 94 Answers to petitions to i nt e rvene. P e t i 1 1 on s of J O'Neill U 
24 persons living within 50 miles of facility demonstrate 
interest. Northwest Coalition 6; J Lelthauser petitions should 
be denied. Notices of appearance U Certificate of Svc encl_ 

STEPTOE.F. Duke Power Co. STEPTOE. P. Isham, Lincoln t, Beale 
79/09/04. 12pp. 


7910320050 Forwards 20 copies of NRC 790911 rosponse to petitions to 
intervene 6 motion to consolidate 24 pe ti ti oners. Response 
should be distributed to all petitioners, 

HULKEY, M. E. Branch 2. 79/09/11. Ip. 


7910020151 notification of 790912 meeting w/SEP owners group in 
Deth«sda,hlD to d i sc u » s ph i 1 osop h y , sc h ed u 1 e 6 objectives of 
SEP *, draft LLL-TERA rept on site specific spectra. 

□ 'CQNN3R. P W. Operating Reactors Branch 2 IPre 791030). 79/09/11. 

it* 


7910050060 Notification of 790917 meeting w/util in Jackson, MI 
to review methodology used in physics analysis of plant 
c ore, 

SILVER, R. 0. Operating Reactors Branch 2 (Pre 791030). 79/09/13. 

Ip. 


— 791 0320050 Response to petitions to intervene by J O'Neill. .-4 residents 
of area it JA Leithauser of Northwest Coa I 1 1 ion. Pe 1 1 1 i on o 
adequate accept Northwest Coal it ion. Urges consolidation of 
petitions. Notices of appearance 6 Certificate of Svc and. 

MOORE, J E. Branch 2. 79/09/1 1. 18pp. 


7910260336 Advises of appearances on behalf of Chr i s t a-Mar i a & of 
possible consolidation of 24 persons who filed petitions to 
intervene. Certi ficate of Svc f< thne notices of appearance 

SHELDON, A. P. Sheldon. Harmon 6 Weiss. 79/09/24. 5pp. 


7910220442 Order advising of 79SU4 special prehearing conference at 
PetoskeyiHI re intervention petitions U i s s ues , 0 r an ts 
opportunity fOT oral 6 written limited appearance 
statements. 

GROSSMAN, H. Atomic Safety and Licensing Beard Panel, 79/10/11. 
3pp. 


7910300333 Forwards ASLB 79IOU order setting special 
conference for 791114-15. 

SMITH. H. Operating Reactors Branch 2 {Pro 791030). 


prehearing 

79/10/17. 


2pp. 


7910300308 Order setting special prehearing conference For 791114-15 re 
proposed amend to OL DPR-6, auth or l t i ng addition of three 
racks w/close ctr-to-ctr spacing of spent fuel assemblies to 
spent fuel pool. 

GROSSMAN, H. Atomic Safety and Licensing Hoard Panel. 79/10/11. 

3pp. 


H. General correspondence 


7910010611 Believes that full-time resident inspectors would improve 
safety of plant opera t ion. Regret s rejection of request for 
full-time inspector at p I ant, Supports measures at federal 
level which would require full-time plant inspectors. 
hlLLIKEN, W. G. Maine, State of. 79/00/24. Ip. 


7910050065 Notification of 790920 meeting u/util in Char levo 1 x, Ml 
to discuss NRC Initial review of emergency plan. 

51LVER, R- D. Dp ora t i ng Reactors Branch 2 IPre 791030) 79/09/13. 

Ip. 

7910220310 Requests addl info re loss of offsite power on 7201 25. 7D04 i !l 
6 7B0417 to aid in review of offsito poiUBr sys adequacy. 

Requests response within 90 days. 

ZIEMANN, O. L. Operating Reactors Branch 2 (Pre 791030). 79/09/25. 

3pp. 


7910180364 Provides followup to 790914 te 1 c on. Oufcl i net concerns re 
electric & instrumentation design which should be forwarded 
to 1 icensoa. 

CRUTCHFIELD, D. M Systematic Evaluation Program Branch (Pro 7910,101. 
79/09/26 2pp. 


7910090630 Requests payment of two Class III amend fees re 701113 L 
790312 applications proposing radiological effluent Tech 
Spec changes. 

MILLER, W. 0. Licens e Fee Management Branch. 79/09/27 2pp. 


7910220413 Forwards guidelines far valve operability re containment 
purging It venting during normal op erat ion. Request s 
commitment to implement valve qualification program within 
30 days. 

EI8ENHUT, D. 0. Division of Operating Reactors. 79/09/37. Jpp. 

7910020396 Forwards proposed change to Tech Specs for License DPR-6 to 
preclude decreases in reactor vessel water level. 
niXEL, D. A. Consumers Power Co. 79/09/28. 2pp. 


-7910020402 Proposed Tech Spec change request to add requirements to 
preclude potential decreases in reactor vessel water level 6 
to specify actions re safety limit violation if reactor 
vessel water level decreases below safety sys setpoint. 

HOWELL, 8. H. Consumers Power Co. 79/09/28. 2pp. 


P, Operating license stage documents 6 correspondence 


7910040031 Forwards NUREG-0560, "Staff Rept on Generic Assessment of 
Feedwater Transients in PWRs Designed by !38<W. " W/o end. 

GRIMES, B. K. Assistant Director for System* Engineering (Pro 
791030). 79/06/t 1 . 12pp. 


791G090241 Forwards FR notice of amend to 10CFR73, 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
Implementation of physical search requirements from 790B01 
to 791101. 

DENTOH.H.R. Office of Nuclear Reactor Regulation. 79/08/10. 49pp. 


* 7910040224 Ac k receipt of NRC 790817 ltr b forwards addl info ro 
expansion of spent fuel storage capacity. 

B I XEL, D, A. Consumer a Power Co. 79/10/01. 17pp. 

7910310321 Inform* of expansion of resident lnsp program. Two resident 
inspectors assigned to facility. 

HENORIE. J. M. Commission. 79/10/04. Ip. 


■7910310323 Urges appointment of resident inspector at site. 
M1LLIKEN, W. 0. Michigan, State of. 79/08/24. Ip. 
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7910240653 Forwards revised safety assessment of Topic V-12 A. "Water 
Purity of BWR Primary Conlanti " to be used as input to 
integrated review of plant. 

ZIEMANN, D. L. Operating Reactors Branch 2 (Pro 791030). 79/10/09. 

2pp. 


~-79 10240657 Revised "Topic V-12. A - Water PuTifcy of BUR Primary 
Coolant. " 

* Operating Reactors Branch 2 <Pre 791030), 79/10/09. llpp 


7910090163 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. " Action required. 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director. 79/0B/13. 
ip 


7910050404 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRG Licensed Individuals. 11 No action required. 

KEPPLER, JO. Region 3, Chicago, Office of the Director. 79/06/14. 
ip. 


7910260347 Forwards revised safety assessment of SEP Topic IU-1.A, 
“Operation W/Less Than All Loops in Svc. 11 Assessment will be 
used as input to integrated facility review. 

ZIEMANN, D. L. Operating Reactors Branch 2 (Pre 791030). 79/10/09. 

12pp. 


7910050476 Forwards IE Circular 79-17, "Contact Problem in 9D-12 
Switches on OE Metatclad Circuit Breakers." No action 
r equ 1 red. 

KEPPLER, JO Region 3, Chicago, Of Pica of the Director. 79/00/14. 
Lp. 


7910300522 Safety assessment of Topic V-10. A, "Residual Heat Removal 
Sys Heat Exchanger Tube Failure." 

* Operating Reactors Branch 2 (Pre 791030). 79/10/09. 4pp. 


7910300540 Requests addl info re review of SEP Topic 1 1 1 — 1 0. A, "Thermal 
Overload Protection," including limit switch development for 
all valve in Drawing 30103. 

ZIEMANN, D. L. Operating Reactors Branch 2 (Pre 791030). 79/10/09 

2pp. 


7910220273 Forwards addl info re SEP Topic VIII-1, "Onsite Emergency 
Power Sys, Diesel Generators," in response to 790920 Tcquost. 

BIXEL, D. A. Consumers Power Co. 79/10/16. 3pp. 


7910300021 Forwards request for addl info re plant containment purge 
sys,EGt<G interim ropt, "Technical Evaluation Rept of Plant 
Containment Isolation Sys" U criteria for evaluation of 
containment purge sys electrical design. 

ZIEMANN.D.L, Operating Reactors Branch 2 (Pro 791030), 79/10/16. 

3pp. 


■7910300024 "Code Assessment b Applications Program. Tec hn i c a 1 Evaluation 
Rept of Plant Containment Isolation Sys," interim rept. 

CLEVELAND, C. J. EQ !, 0, Inc. FIN A-62S6. RE-A-79-045. 79/02/23. 

9pp. 


791019039S Act receipt of NRC 790913 request that util implement 
recommendations in NUREQ-0576 re installation of containment 
wateT 1 evel, pressure t< hydrogen monitoring sys. Util agrees 
to mods & will submit list of intended actions by 791026. 

BIXEL, D. A. Consumers Fewer Co. 79/10/17. 2pp. 


7910300361 Ack receipt of 79092Q application for proposed Tech Specs re 
reactor vessel water level. Class 111 fee for review uf 
license amend is required b should be submitted promptly. 

MILLER, W, 0. License Fee Management Branch. 79/10/17. lp. 


7910220330 Requests 30-day extension to propose Tech Spec amends re 
fire brigade siie. 

HOFFMAN, D. P. Consumers Power Co. 79/10/19. ip. 


7910240616 Forwards addl info re proposed Tech Spec change for 
expansion of spent fuel storage facility, in response to 
790904 request. 

HOFFMAN, D. P. Consumers Power Co. 79/10/19. 15pp. 


7910290262 Forwards request for change to License DPR-6 t< App A Tech 
Specs. Draft of proposed page change & fee end. 

BIXEL, D. A. Consumers Power Co. 79/10/23. lp. 


•7910290264 Request for change to Tech Specs re sensor trip device, ts, 
trip device b scram setting l< tolerance. Draft of proposed 
page change end. 

* Consumers Power Co. 79/10/23. 4pp. 


7910300123 Forwards NUS Drawing S14BM2001 providing design details of 
proposed new spent fuel storage racks. Drawing withheld (ref 
10CFR2. 7901. Affidavit and. 

DIXEL, D. A. Consumers Power Co. 79/10/25. 3p p. 


7910310279 Forwards Class III fee for 790929 Tech Spec change re 
790502 lass of feedwater event. Di sputes fee determination. 
Requests exemption from fee per 10CFR170.il. 

DEWITT, R. B. Consumers Power Co. 79/10/29. 2pp. 


0. Inspection reports, IE Bulletins b correspondence 


7910090525 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwasto 
for Transport b Burial. " Action required, 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/03/10. 
IP- 


7910050610 Forwards IE Insp Rept 50-155/79-12 on 790B20-22. No 
noncomp iiance noted. 

FIDRELLI. Q. Region 3, Chicago, Reactor Construction b Engineering 

Support Branch. 79/08/27. 2pp. 


— 79100S06U IE Insp Ropt 50-155/79-12 on 790B20-22. No none omp 1 i anc « 
noted. Major areas insp ec ted ; record s Ik work activities 
relative to repair of control rod housing. 

LEE.E, W. , DANIELSON, D, M. Region 3. Chicago, Office of the 
Director. 79/09/27. 3pp. 


7910050324 Forwards response to Item 2 in IE Bulletin 79-14, "Seismic 
Analyses for As-Built Safety-Re latod Piping By s " Minor 
discrepancies discovered include loose nuts 8, bolts b 
inability to locate drawings far some supports 
HOFFMAN, D. P. Consumers Power Co. 79/08/31. 2pp. 


7910020192 Forwards IE Info Notice 79-20, Re v i s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission 6 punctuation error which changed 
intent of statement. Changed statement underlined in text. 

KEPPLER. J. G. Region 3, Chicago, Office of the Director. 79/09/07. 
lp. 


7910030009 Responds to IE Bulletin 79-15, “Deop Draft Pump 
Deficiencies" b provides info on number of pumps, mfg b 
model , ovaral 1 dimensions of pumps b summary of startup 
testing & routine maint. 

BIXEL, D A. Consumers Pnwer Co. 79/09/10, 3pp. 


7910030617 Forwards response to IE Bulletin 79-16, "Vital Area Access 
Control." Response withheld (ref I0CFR2. 790). 

HOFFMAN, D. P. Consumers Power Co. 79/09/11. ip. 


7910030249 Forwards IE Circular 79-19, "Loose Locking Devices on 
I nger sol 1-Rand Pump Impellers." No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/09/13. 
IP- 


7910300092 Forwards IE Info Notice 79-22, "Guali f i cat i on of Control 
Sys» " Uestinghouse 790930 ltr b Public Svc Electric b Gao 
Ca 790910 1 tr re potential unreviewed safety question. Ac tlDn 
required within 20 days. H/o end. 

DENTON, M R. Office of Nuclear Reactor Regulation. 79/09/17 4Bpp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures b 
surve i 1 lance testing errors, which was Income tly 
d i s tr ihuted. Also forwards IE Insp Repts 50-295/79-13 b 
50-304/79-12. Ac t ion required. 

erSENHDT, D, 0, Division of Operating Reactors. 79/09/21. 49pp. 


7910090042 Forwards IE Circular 79-20, '"Failure of OTE 8yl vania Relay, 
Type PM Bulletin 7303. Catalog 5UI2-11-AC w/!20 Volt ac 
Coil. “ No action required. 

KEPPLER, J. O. Region 3, Chicago, Office of tho Director. 79/09/24. 
lp. 


7910130699 Responds to IE Bulletin 79-19 re packaging IB disposal ef low 
1 evel radwasto. Current licenses from burial states 
maintained. Training b retraining programs will be completed 
by B00201. 

BIXEL, D. A. Consumers Power Co. 79/09/25. 3pp. 


7910040234 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers." No action required. 

KEPPLER, J, G. Region 3, Chicago, Office of tho Director. 79/09/26 
ip. 


7910040042 Forwards IE Info Notice 79-24, "Fraaen Lines." No action 
required. 

KEPPLER, J. 0. Region 3, Chicago, DfFlce of tho Director. 79/09/27, 
if- 
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7910230268 Responds to IE Bulletin 79-10. "Audibility Problem 
Encountered on Evacuation of Personnel from High Noise 
Areas. " Both units are currently in outage 6 further 
responses will be submitted within 30 days of startup. 

QIXEL, 0. A Consumers Power Co. 79/09/29. Ip, 


7910170245 Forwards IE Info Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 6 4 •’ No action required 

KEPPLER, J, G. Region 3. Chicago. Office of the Director. 79/10/01. 
Ip- 

7910190615 Forwards IE Info Notice 79-24. "Over p ressur i rat i on of 
Containment of PHR Plant After Main Steam Line Break. " No 
action required 

KEPPLER, J.C. Region 3, Chicago, Office of the Director. 79/10/01. 
IP- 

7910110310 Forwards matrii of possible effects nf non-safety grade 
equipment failures & explanatory notes in response to NRC 
790917 ltr 6 IE Info Notice 79-22. 

BIXEL. D. A. Consumers Power Co. 79/10/09. 10pp 


791 0310393 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sys Piping." Fa action required. 

KEPPLER, J.G. Region 3. Chicago, Office of the Director. 79/10/19 
ip. 


S Reportable occurrences, LERs & related correspondence 


791010035(1 Forwards U9 Air Force 790726 ltr to util re 790705 incident 
of USAF B-52 flying too low over plant. Requests 
investigation into incident. 

YOUNQDAHL. R. C. Consumers Power Co. 79/07/06. 2pp. 


79101 50504 Forwards LER 79-023/03L-0. 

HOFFMAN, D P. Consumers Power Co, 79/10/10. Ip 


--79 101 50511 LER 79-023/03L-0: on 790911, automatic isolation valve CV/4027 
exhibited leakage in excess of Tech Spec limit. Caused by 
disc contact area on seating surface not providing tight 
shutoff eapab i ) i ty. Sea t was machined 6 valve was retested. 

» Consumers Power Co. 79/10/10. Ip. 


7910150517 Forwards LER 79-024/03L-0. 

HOFFMAN. D. P. Consumers Power Co. 79/10/10. Ip. 


— 7910150325 LER 79-024/03L-0: on 790913, net points for pressure switches 
on reactor depressur ii 1 ng sys pump discharge drifted below 
Tech Spec requirement. Cause not k nown. Pr c s sure switches were 
reset to trip at 105 psig. 

* Consumers Power Co, 79/10/10. ip. 


DOCKET 50-1S6 UHIV. OF WISCONSIN RESEARCH REACTOR 


J, Insurance 6 indemnity information 


7910220235 Executed Amend 13 to Indemnity Agreement E-37, mod i Tying 
prefatory language re transp or tati on, hand 1 i ng or temporary 
storage of radioactive matl. 

ALTZMAN. V. Antitrust S> Indemnity Orcup. LORENZ, Ft, A. Wisconsin, 
iv. of. Madison. 79/10/17. kp. 


inspection reports, IE Bulletins 6 correspondence 


090514 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwastc 
ir Transport t. Burial. " Action required. 
icPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/00/10. 
If- 


.0050390 Forwards IE Info Mot Ice 79-20, "NRC Enforcement Policy - 
IRC Licensed Individuals." Nd action required. 

lEPPLER, J. 0, Region 3, Chicago, Office of the Director. 79/CB/14. 
Ip. 


09210336 Responds to IE Bulletin 79-19, "Packaging of Lou) Level 
Radwaste for Transport U Burial." All solid raducaste is 
submitted to Univ Health Physics Qfc which then disposes 
of matl through commercial waste disposal svc. 

CASH WELL, R. J. Wisconsin, Univ. of, Madison 79/08/20. Ip. 


10110316 Forwards IE tnsp Repts 50-156/79-02 «, 70-0134/79-01 on 
79073 1—0002. No noncompliance noted, 

DAVIS, A. B. Region 3, Chicago, Fuel Facility {. Materials Safety 
“ranch. 79/08/27. 2pp. 


— 79 101 10320 IE I nsp Repts 50-156/79-02 & 70-0134/79-01 on 790731-0902. 
No none amp liance noted. Major areas inspectediaudits, 
radiation protection procedures, training, instruments, 
exposure con trol , surveys, qual if teat i ons S< effluent controls. 

GREQER, L. R. , DUDRY, N. E. Region 3, Chicago, Office of the 
Director. 79/08/24, 8pp 


7910020162 Forwards IE Info Notice 79-20, R ev i s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct wo-rd omission & punctuation error which changed 
intent of statement. Changed statement underlined in text. 

KEPPLER, 0. 0. Region 3, Chicago, Office of the Director. 79/09/07. 
Ip. 


7910230271 Forwards IE Insp Rept 90-156/79-03 on 790814. No 
none omp I lance noted. 

HEISHMAN, R, F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/11. 2pp. 


— 7910230231 IE Insp Rapt 50-156/79-03 on 790814. No nunc omp 1 i anc o noted. 
Major aTeas i nsp « c ted : mn i nt surveillance 6 retraining. 

DROWN, C. H. , DANIELS, F. T. , BOYD, D. C. Region 3, Chicago, Office of 
the Director. 79/09/10. 2pp. 


DOCKET 30-160 GEORGIA INST. OF TECH, RESEARCH REACTOR 


J. Insurance U indemnity information 


7910290266 Forwards executed Amend 13 to Indemnity Agreement E-30 
WILGON.J, U. Georgia Institute of Technology. 79/10/24. 2pp. 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


J. Insurance St indemnity information 


7910190450 Forwards Amend 10 to Indemnity Agreement D-2, in response tu 
NRC 791010 ltr. 

TYLER, P. E. Defense. Dept, of, Defense Nuclear Agency. 79/10/16. !>|ip, 


P. Operating license stage documents & correspondence 


7910180431 Forwards proposed changes to Tech 9pecs for License R-84 
TYLER, P. E. Defense, Dept. of. 79/10/15. Ip, 


— 7910180437 Proposed changes to Tech Specs for License R-B4 covering 
staff qualification !« training. * 

■* Defense, Dept. of. 79/10/15. 4pp. 


DOCKET 50-IB2 PURDUE UNIV. RESEARCH REACTOR 


G. Inspection reports, IE Bulletins & correspondence 


7910090304 Forwards IE Bulletin 79-19, "Packaging of Lou, Level Raduiastci 
for Transport 6 Burial. '■ Action required. 

KEPPLER. V. 0. Region 3, Chicago, Office of the Director. 79/00/10. 

lr 


7910050382 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals." No action required. 

KEPPLER. vl. G, Region 3, Chicago, Office of the Director, 79/08/14. 

ip. 


7910020150 Forwards IE Info Notice 79-20, Rev i sion 1, "NRC Enforcement 
Policy - NRC Licensed I ndl vlduals. " Nntico reissued to 
correct word omission *< punctuation error which changed 
Intent of sta lemon fc. Cha ng ed statement underlined in text. 

KEPPLER, vf. 0. Region 3, Chicago, Office of the Director. 79/09/07, 
lp. 


DOCKET 50-104 NATIONAL BUREAU OF STANDARDS REACTOR 


J, Insurance & indemnity Information 


7910260297 Forwards executed copy of Amend 12 to Indemnity Agreement 
D-9. 

AMBLER. E. Commerc e, De p t. o f , National Bureau of Standards. 79/10/19. 

2pp. 
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DOCKET 50-1B6 UNIV. OF MISSOURI RESEARCH REACTOR 


P. Operating license stage documents t< correspondence 


7910030377 RO: on 790827, during monthly load test. emergency generator 
failed to s tart. Cause probably due to insufficient fuel in 
day tank. Generator inspected ?< satisfactorily retested 
MCKIBBEN, J. C Missouri. Univ of. Columbia. 79/09/27. 2pp 


Q. Inspection reports. IE Bulletins 6 correspondence 


7910090913 Forwards IE Bulletin 79-19. "Packaging of Low Level Itadwacte 
for Transport !i Burial." Action required. 

KEPPLER. J. G. RHgion 3, Chicago. Office of the Director. 79/00/10. 

Ip 


7910050309 Forwards IE Info Notice 79-20. "NRC Enforcement Policy - 
NRC Licensed Individuals." No action required. 

KEPPLER. J. G. Region 3, Chicago. Dffice of the Director. 79/0B/14 

Ip- 


7910020160 Forwards IE Info Notice 79-20. Rev i s i on 1. "NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued to 
correct word omission t, punctuation error which changed 
intent of statement. Changed statement underlined in text. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/09/07. 
Ip. 


/910240343 Forwards IE Insp Rept 50-106/79-05 on 790822-24 No 
noncompliance noted. 

HEI8HMAN. R. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/18 2pp. 


--7910240356 IE Insp Rept 50-106/79-05 on 790822-24. No noncompliance 
noted. Major areas inspected ; operational exper ienc e, main t . 
survei 1 lane e, opera tor r equa 1 i f t ca t i on. aud i t l< review. 

DROWN. C. H. . DOYDi D. C. Region 3. Chicago. Office of the Director 
’ 79/09/17. 3pp. 


DOCKET 50-100 KANSAS STATE UNIV. RESEARCH REACTOR 


J. Insurance 6 indemnity information 


7910260277 Forwards executed Amend 12 to Idemnity Agreement E-l 
modifying prefatory language re transportation of 
radioactive matl. 

HOFFMAN. W.C, Kansas State Univ. 79/10/23. 2pp. 


Q Inspection reports. IE Bulletins 6 correspondence 


7910020249 Forwards IE Info Notice 79-20. Re vi si on 1. "NRC Enforcement 
Policy — NRC Licensed Individuals. " Notice reissued to 
correct word omission *c punctuation error which changed 
intent of statement. Changed statement underlined in text. 

SEYFRIT.K, V. Region 4, Dallas, Office of the Director. 79/09/07. 
Ip. 


7910290052 Forwards IE Insp Rept 50-100/79-02 on 790925-26 No 
noncomp lianco noted. 

MADSEN. G. L Region 4. Dallas, Reactor Qperations Nuclear Suppurt 

Branch. 79/10/11. 2pp. 


--7910290055 tE Insp Rept 50-100/79-02 on 790925-26. No noncomp I iancs 
noted. Major areas inspected: security organ! ration, access 
control, alarm sys.key locks, hardware, common! cat inns & 
surveillance. Details withheld (ref 10CFR2. 790). 

CALDWELL. R. A Region 4, Dallas, Office of the Director. 

MADSEN, Q. L. Region 4. Dallas. Reactor Operations Nuclear 

Support Branch. 79/10/10. Ip. 


DOCKET 30-191 BABCOCK & WILCOX COMPANY CRITICAL FACILITY 


J. Insurance & indemnity information 


7910300337 Forwards executed Amend 20 to Indemnity Agreement D-H t< 
Amend 2 to Indemnity Agreement Q-2. 

OLSEN, A. F. Babcock t< Wilcox Co. 79/10/26. Ip. 


DOCKET SO-193 RHODE ISLAND & PROVIDENCE PLANTATIONS 'AEC 


J. Insurance It indemnity information 


7910230510 Forwards execution Amend 12 to Indemnity Agreement E-25. 
DEBEK, A. J. Texas, Univ. of. 79/10/17. 2pp. 


7910300321 Forwards executed Amend 10 to Indemnity Agreement E-43 Now 
chairman of R I AEC is G Seidel nf Brown Univ. 

DIMEGLIO, A. F. Rhode Island, State, of. Atomic Energy Commission 
79/10/26 2pp. 


Q. Inspection reports, IE Bulletins & correspondence 


7910020125 Forwards IE Info Notice 79-20, R evi s i D n l, "NRC En f or c omen t 
Policy - NRC Licensed Individuals. " Notice reissued to 
correct word omission i< punctuation error which changed 
intent of sta tement. Changed statement underlined in text. 

GR 1ER.B.H. Region 1, Philadelphia, Office of the Director 
79/09/07. Ip. 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


Q Inspection reports, IE Bulletins i correspondence 


7909240759 Responds to IE Bulletin 79-19 re disposal of radwaste. No 
radwastfj produced. 

KQPLIK. D. Manhattan College. 79/OB/19 ip 


DOCKET 50-200 DRW TEST REACTOR 


J. Insurance N indemnity information 


7910300337 Forwards executed Amend 20 to Indemnity Agreement D-8 It 
Amend 2 to Indemnity Agreement Q-2. 

OLSEN, A. F. Babcock U Wilcox Co. 79/10/26. Ip. 


DOCKET 50-201 WEST VALLEY REPROCESSING PLANT 


P. Operating license stage documents & correspondence 


7910090367 Summary of 790029 meeting w/USGB in Heston, VA to discuss 
hydrologic it geologic investigations undertaken by NRC 
contrae tar s . 

HAUQHNEY, C. J. Office of Nuclear Material Safety it Safeguards 
79/09/ 1 1 . 3pp. 


DOCKET 50-206 BAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


7910300307 Forwards addl design info ra fire protection program review 
in response to NRC 790914 Itr. Revised plan for safe shutdown 
following fire deferred pending completion of integrated 
assessment of BEP mods. 

BABKIN, K. P. Southern California Edison Co. 79/10/23- 40pp 


J. Insurance t< indemnity information 


7910300326 Forwards executed Amend 13 to Indemnity Agreement B-31. 
ROCCQi *J. Southern California Edison Co. 79/10/25. 2pp. 


P. Operating license stage documents tx correspondence 


7910040031 Forwards NUREG-0560, "Staff Rept on Generic Assessment of 
Feedwater Transients in PURS Designed 6y 0&W. “ W/o end 
GRIMES, B. K, Assistant Director for Systems Engineering {Pro 
791030). 79/06/11. 12pp. 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790001 
to 791101. 

DENTON, H, R. Office of Nuclear Reactor Regulation. 79/00/10. 49pp. 


7910160025 Forwards 790413 request for addl into re safe shutdown of 
f ac i 1 1 ty. 

LA I NAS, O. Plant Bystems Branch (Pre 791030). 79/0B/27. 3pp, 


— -7910160029 Discusses licensee 791115 ltr re fire protection alternate 
offsite power so urc e. Roques t s design mods which will assure 
safe shutdown using onsite power source. 

LAIMAS, 0. Plant Systems Branch (Pre 791030). 79/04/13, 2pp. 


7910160136 Forwards request for addl info for Westinghouse Si C-E plants 
that are not equipped w/top discharge devices on steam 
generator feeduiateT sparger*. Need further assurance re steam 
generator water hammer. 

LAINA8, 0, Plant System* Branch (Pro 791030). 79/09/04. 5pp. 
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7910170130 Requests that all (trainings & schematics submitted in support 
of SEP topic review be prepared in sets of six or as one 
set of aperture cards. 

ZIEMANN. D. L. Operating Reactors Branch 2 (Pto 791030-), 79/09/06 

2pp. 


7910100655 FOIA request for info re shipments of 210 tons of spent fuel 
rods from fac 1 1 1 tg to temporary storage faci 1 itg. Request 
includes Info on routes. departure time b date of each 
shipment, insp schedul e, exposure records 1* accident history. 

ZAR8KI. M. Affiliation Unknown. 79/09/07. Ip. 


7910020151 Notification of 790912 meeting w/6EP owners group in 
flethesda, MO to discuss phllosup hy, schedul e 6 objectives of 
6EP t draft LLL-TERA rept on site specific spectra. 

0 'CONNOR, P, W. Operating Reactors Branch 2 iPre 791030). 79/09/11. 

Ip. 


7910110200 FOIA request for fui 1 - disclosure of process used in 
determining routes to be used far shipping spent fuel rods 
from facility to temporary storage site in Morris. IL. 

ZARBK1. M Aff i i lotion Unknown. 79/09/11. ip. 


7910040413 Forward’s request for adit info re prevention of steam 
generator water hammer , FI pspons e will dictate whether plant 
mads are required. Requests reply within 6.0 days. 

ZIEMANN, D.L Operating Reactors Branch 2 tPre 7910301. 79/09/12. 

3pp. 


7910170592 Forwards NRC position on safe shutdown capab 1 1 i ty . to help 
licensee prepare response to safety evaluation for fire 
protection. Requests schedule for submittal of revised safe 
shutdown plan within 30 days. 

ZIEMANN, D. L. Operating Reactors Branch 2 (Pro 7910301. 79/09/14. 

3pp. 


7910020846 Notification of 790926 b 27 meetings u/utils in San Onofro. 
CA & Ban Clemen t e. CA to discuss issues re control room b 
initial NRC review of emergency plan, 

ROOD.H, Light Water Reactors Branch 2. 79/09/IB. 3pp. 


7910Q906B3 Forwards safety evaluation re no anticipation of fatigue 
failures due to charging pump operation in discharge or 
- suction side piping ays. 

ZIEMANN. D. L. Operating Reactors Branch 2 (Pre 791030). 79/09/25. 

3pp. 


--7910090626 Safety evaluation re charging pump vibrations. Fat i gue 
failures due tu pump operation not anticipated In discharge 
or suction side piping sys. 

* Office of Nuclear Reactor Regulation. 79/09/23, 2pp. 


7910220394 Requests add! info re loss of offsito power on 730607 to 
aid in review of offsite power sys adequacy. Requests 
response within 90 days. 

ZIEMANN. 0. L. Operating Reactors Branch 2 (Pre 791030). 79/09/23. 

3pp. 


— 7910310093 Notice af issuance b availability of Amend 46 to License 
DPR- 1 3. 

WAMBACH, T.V. Operating Reactors Branch 2 (Pre 791030). 79/09/26, 

3pp. 


7910160309 Forwards revised package containing pump & valve testing 
programs far plant, W/o end, 

WANQ, A. Plant Systems Branch (Pre 791030). 79/09/27. Ip. 


7910220413 Forwards guidelines for valve operability re containment 
purging b venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 days 

E I SENHUT. D. O. Division of Operating Reactors. 79/09/27. 3p p. 


7910110400 Forwards Amend 05 to License DPR-13. Amend incorporates 
proposed Change 81 to ETS.App 0. re thermal measurements. 

Amend fee enc 1 . 

DRAKE, J. H. Southern California Edison Co. 79/10/02. Ip. 


— 7910I1041B Application for Amend B5 to License DPR-13 incorporating 
proposed Change 01 to ETS.App B, re thermal measurements. 
Description of proposed chang e, environ analysis b 
Certificate of five end. 

DRAKE, J. H, Southern California Edison Co. 79/10/02. 11pp. 


7910100666 Responds to 790907 FOIA request for Info re shipments of 
irradiated reactor fuel from facility to temporary storage 
f ac i 1 i ty. Forward* two documents per request. Info partially 
withheld (ref FOIA Exemption 4). 

FELTON. J. M. Division of Rules and Records. 79/10/04, 2pp. 


■7910100669 Requests route approval for shipments of spent fuel ta 
storage f a c i 1 i t y . Subml ts shipping route info. Info withheld 
(ref 10CFR2. 790). 

SEAMAN, W. H. Southern California Edison Co. 79/07/13. 7pp. 


■7910100673 Draft 1 tr responding to 790713 1 tr seeking approval of 
routes for shipments of spent fuel from facility to GE 
storage facility in IL. Request dented. proposed routes pass 
through heavily populated areas. 

MCCGRKLE, G. W. LI c ens i ng Manag ement Branc h . 79/08/14, Ip. 


7910220322 Forwards comments on NRC draft evaluation of SEP Topic 
1II-10.D re pump flywheel Integrity. 

HAYNES, J. G, Southern California Edison Co. 79/10/03. 2pp. 


7910220320 Responds to 790010 request for info an SEP Topic IX—I re 
fuel storage. 

HAYNES, J. O. Southern California Edison Co. 79/10/05. 40pp, 


7910110205 Responds to FOIA request for full disclosure of process used 
in determining routes to be used for shipping spent fual 
rods from facility to temporary storage site in Morris. II-. 

Info previously sent. NUREO-0561 avilable from NTIS. 

FELTON. J. M. Division of Rules and Records. 79/10/09. 3pp. 


7910010016 Responds to- FOIA request for documents re transport routes 
for irradiated reactor fuel. Forwards requested info. Info 
partially withheld (ref FD 1 A Exemption 4). 

FELTON. J. K. Division of Rules and Records. 79/09/26. 4pp. 


7910010030 Forwards Info re shipping route approval request, Info 
partially withheld (ref FOIA Exemption 4). 

BEAMAN, W, )f. Sou them California Edison Co. 79/07/13. 7pp. 


3160353 Summary of 790919 meet ing w/utll in Bethesda, MD re high 
.nergy line break inside con tal nment . BEP Topic 1 1 1-5. A. 

JABBDUR.K. Systematic Evaluation Program Branch (Pre 791030). 
79/09/26. 14pp. 


7910310087 Forwards Amend 46 to License DPR-13, sa fe ty evaluation b 
notice of Issuance b aval labi 11 ty. 

ZIEMANN, D.L. Operating ReaetuTs Branch 2 fPre 791030). 79/09/26. 

3pp. 


•79103100B9 Amend 4 to License BPR-13.ro inseTvicB imp requirements. 
ZIEMANN.D.L. Operating Reactors Branch 2 (Pre 791030). 79/09/26. 

2pp. 


— 7910310092 Revised Page 4.7 of Tech Specs re inservice insp 
requirements. 

* Office gf Nuclear Reactor Regulation. 79/09/26. Ip. 


•7910310094 Safety evaluation supporting Amend 46 to License DPR-13. 
» Office of Nuclear Reactor Regulation. 79/09/26. 12pp. 


791030032 8 Forwards operating Procedure S-3-3. 27. Revi s 1 on 7. 
"Earthquake. " 

CURRAN. J. M. Southern California Edison Co. 79/10/10. Ip. 


”“7910300331 Operating Procedure S— 3— 5. 27. Revision 7. “Earthquake, " 
BRUNET. R, R. Southern California Edison Co. 79/01/22. 3pp 


7910240568 Forwards responses to NRC post-TMl requirements re design -b 
ana 1 y s i a , opera t i nns, RCS high point vents, emergency 
preparedness b I n a trumB nta t i on to monitor containment 
cond lti-ons. 

HAYNES, J. 0. Southern California Edison Co. 79/10/22. 67pp, 


Q. Inspection reports. IE Bulletins & correspondence 


7910090033 Responds to IE Bulletin 79-06A, Revi s i on 1. Placing 
pressurlier low level blstables In trip does not render them 
Inoperab 1 e. Tech Spec* have not been violated b no mods are 
required. 

HEAD. J. Southern California Edison Co. 79/05/23, 2pp. 


7910050230 Responds to IE Bulletin 79-02, Revi s ion 1, "Pipe Support UaBO 
Plate Designs Using Concrete Expansion Anchor Bolts." 

Test b insp program results will be forwarded by 790813. 

HEAD, J. Southern California Edison Co. 79/00/01. 2pp. 


7910100497 Forwards response to IE Bulletin 79-14, "Seismic Analyaio 
-For As-Built Safety-Related Piping Bys." Discusses status 
of record search for soelmic design documents needed for- 
verification of Installed piping ays. 

HEAD. J. T. Southern California Edison Co. 79/08/10. 7pp. 
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7910030902 Responds to IE Bulletin 79-02. Re Vi s i on 1 . Op erab 1 1 i ty of all 
safety-related piping outside containment Is assured in 
event of design basis earthquake 

ARENA!., A. Southern California Edison Co. 79/OB/15. 2pp. 


7910090223 Responds to IE Bulletin 79-17 re pipe cracks in boratad 
uiater sgs. Results of ultrasonic examinations indicate all 
melds acceptab le. 

HEAD, J. Southern California Edison Co. 79/00/24. 11pp. 


7910020616 Responds to IE Bulletin 79-06c; "Nuclear Incident at TM1 - 
Buppl . " Presently in compliance w/sh or t-term requirements. 

Will submit design for automatic tripping of operating 
reactor coolant pumps 

ARENAL, A. Southern California Edison Co. 79/03/29. 5pp. 


7910050275 Respnnds to IE Bulletin 79-06A t< 79-0&A, He vl s i on t 
Outstanding Items 417 require plant-specific Input from 
Westing house prior to completion. Procedure changes for Items 
9 8< 10 are in final review stage. Tables end. 

HEAD, J. T. Southern California Edison Co. 79/OB/3I. 3pp. 


7910090620 Responds to IE Bulletin 79-06A Revision 1, Items 4 t< 7 
require .plant-specific input from Westinghouse prior to 
comp let 1 on. Schedules for items extended to reflect recent 
Westinghouse proposal s. Outstand ing action items list end. 

HEAD, J. Southern California Edison Co. 79/00/31, 6pp. 


7910160133 Forwards IE Insp Ropt 90-206/79-11 on 790723-27. No 
noncompliance noted. 

BOOK, H. E. Region 9, San Francisco, Fuel Facility ?, Materials 

Safety Branch. 79/09/09. 2pp. 

—7910160106 IE Insp Rept 90-206/79-11 an 790723-25. Ne non c amp 1 ian ce 
noted. Major aroas Inspected: status, or ganijat jo nal changes, 
training f, qualification, & procedural guidance of 
radiation protection program 

CURTIBiJ. R Region 5, San Francisco, Office of the Director. 
BOOK, H E. Region 5, Son Francisco, Fuel Facility S< Materials 

Safety Branch. 79/09/05. 7pp. 


7910030007 Responds to 790711 8. 10 Itro 6 IE Bulletin 79-1 5. Di seus ses 
number, manufacturer , mode 1 , capac i ty & plant application of 
deep draft pumps. 

HEAD, J. Southern California Edison Co. 79/09/06. 4pp. 


7910190326 Responds to IE Bulletin 79-14. Addl time needed to complete 
compilation of design documents t, insp elements re seismic 
analyses for safety -re la ted piping sys, Required info will bo 
submitted by 790910. 

HEAD, J. T. Southern California Edison Co. 79/09/06. 2pp. 


7910020297 Forwards IE Info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - Nnc Licensed Individuals." Notice reissued to 
correct word omission fa punctuation error which changed 
intent of statement, Changed statement underlined in text 
ENQELKEN, R. H. Region 9, San Francisco, Office of the Director. 
79/09/07. Ip 


7910040091 Ack rocolpt of 790021 1 tr informing NRC of steps taken to 
corroct violations noted In IE Insp Rept 50-206/79-09. 

CREWS, J. L. ' Region 9, Son Francisco, Reactor Operations Nuclear 
Support Branch. 79/09/10. Ip. 


— 7910040097 Responds to NRC 790001 ltr re violations noted in IE In3p 
Ropt 90-206/79-09. Corrective actions; sys of test compliance 
review fa importance of proper review of revised procedures 
stressed. 

ARENAL, A. Southern California Edison Co. 79/0B/21. 3pp. 


— 7910040102 Forwards IE Insp Rept 50-206/79-09 on 790620-22 l< noticn of 
violation. 

CREWS, J, L. Region 5, 0an Francisco, Reactor Operations Nuclear 

Support Branch. 79/03/01. 2pp. 

— 7910040106 Notice of violation from insp on 790620-22. 

* Region 5, San Francisco, Office of the Director. 79/00/01. 

Ip. 

— 7910040107 IE Insp Rept 90-206/79-09 on 790620-22. Noncomp 1 i anco noted: 
failure to perform daily surveillance teat It changing 
procedures w/o obtaining appropriate reviews, 

CANTER, H. L. , BAOAOLIO, M. Region 9, Ban Francisco, Office of thu 
Director. FAULKENBERRY, 0. Region 9, Ban Francisco, Reactor 

Operations Nuclear Support Branch. 79/07/30. 6pp. 

7910040021 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ing er so 1 1— Rand Pump Impellers." No action required. 

ENOELKEN, R. H. Region 5, Ban Francisco, Office of the Director. 
79/09/13. Ip. 


7910110306 Forwards IE Info Notice 79-22, "Qualification of Control 
By s. " No action, required. 

ENQELKEN. R.H Region 5, Ban Francisco, Office of the Director. 

79/09/14. ip. 


7910300002 Forwards IE Info Notice 79-22, "Oua I i f 1 cn t i on of Control 
Sys, " Westinghouse 790030 ltr 6 Public Bvc Electric fa Oas 
Co 790910 ltr re potential unreviewed safety que e t ion. Ac 1 1 on 
required within 20 days. W/o encl. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 4Upp 


7910230561 Forwards NRC 790626 Hr re multiple equipment failures fa 
surveillance testing or r or s . wh 1 eh was Incorrectly 
d 1 s tr 1 b uto it. A 1 s o forwards IE Inep Ropts 50-295/79-13 fa 
50-304/79-12. Ac t ion required. 

EISENHUT. D <3. Division of Operating Reactors. 79/09/21. 49pp. 


7910120206 Forwards IE Circular 79-20. "Failure of QTE Bylvania Relay, 
Type PM Bulletin 7305,Cotaluq 5U12-11-AC w/120 Volt me 
Coll." No action required 

ENQELKEN, R.H, Region 5, Ban Francisco. Office of the Director, 
79/09/24. Ip. 


7910110195 Forwards IE Info Notice 79-23, “Emergency Dloso) Generalov 
Lube Oil Coolers. " No action required. 

ENQELKEN. n, H, Region 5, Ban Francisco. Office of the Director. 
79/09/36. Ip- 


7910100060 Forwards IE Bulletin 79-24, "Froion Lines." Action required, 
ENOELKEN. R, M, Region 3, Ban Francisco. Offlco of the Director, 
79/09/27. Ip. 


7910170541 Forwards IE Info Notice 79-25, “Reactor Trips at Turkey 
Point Units 3 fa 4. " No action required. 

ENQELKEN. R, H, Region 5. Ban FTanclsco. Office of the Director, 
79/10/01. Ip. 


7910190210 Forwards IE Info Notice 79-24, “Overpr essur I m t i on of 
Containment of PWR Plant After Mein Btonm Line llrout," Nn 
action required, 

ENOELKEN, R. IT. Region 3, Ren Francisco, Office of the Director 
79/10/01. ip. 


7910170370 Forward* Info re potential Interaction botwuon gafoty- fa 
nonsafety-grada ays, in response to NRC 790917 ltr, 

D ASK I N, K. P . Booth orn California Edigon Co. 79/10/09. llpp. 


7910310272 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feodwator Bys Piping." Action required. 

ENQELKEN. R. H. Region 3. Ban Francisco, Office of the Director. 
79/10/17. Ip. 


R. Periodic operating reports fa related correspondence 


7910170214 Forwards monthly operating rept for Bopt 1979. 

CURRAN, d.M. South Carolina Electric fa Oas Co. 79/10/10. ip, 


7910170220 Monthly operating rept foT Sept 1979 

MORAN.fi.G. South Car o l i na E 1 «c tr 1 C fating Co. 79/10/10. llpp. 


Q. Repor tab le occurrences, LEKs & related cor reepondoncu 


7910100473 Discusses LER 70-013 re failure of feedwater flow 
straightener at p lant, Consider* 1 1 on should 6a given to 
possible consequences of Internal appurtenance dislodged 
fay blowdown flow Si possible steam generator damage. 

IIICHELDONi C. ACnB - Advisory Committee on Reactor Oafeyuards 
79/06/13. 2pp. 


7910040299 Forwards LER 79-014/03L-Q. 

DRAKE, J. H. Bouthern California Edison Co, 79/09/2(1. 2pp. 

— 7910040303 LER 79-O14/03L-0: on 790029. erra tic behavior of one of two 
subchannels of sequencer 2 was observed. Caused by failure 
of voltage regulating transistor in power supp ly . Iteac t or 
brought to subcrltlcal condition fa pnwsr supply replaced. 

CURRAN. J. H. flnuthorn California Edison Co. 79/09/2U. Ip. 


7910150492 Forwards update to LERs 79-013/01 X~1 fa 79-016/01 T-0 fa uptfatik 
rept re IE Dulletin 79-17. 1 

DRAKE, J, H, Bouthern California Edison Co. 79/10/03. 2pp. 


—7910150453 LER 79-013/01 X- 1 : pn 790914. noted Increase In number fa/or ' 
tilt of cracks In two welds at reported In LER 79-013/01 X-0. 

Cant* under love sblg a t Ion. Probab 1 e cause is chloride stress 
corrosion. Pipes will be replaced. 

CURRAN. -J. H. Bouthern California Edison Co. 79/10/09. Ip, 
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— 79101 50460 LEfl 79-0 1 6/Q1T-0 : an 7909 1 5, dur i n g piping i nsj> , c rac k- 1 i ke 
indication found on inside d iame t or. Cause under 
investigation. Piping being replaced 

CURRAN, J. M Southern California Edison Co. 79710/05. Ip 


— 791015Q463 Update Tept on IE Bulletin 79-17 re insp of stainless steel 
safety -related piping containing stagnant oxygenated P orated 
water 

» Southern California Edison Co. 79/10/05. iOpp 


79101 505SA Forwards LEFt 79-0 1 5/01 T-O. 

HEAD. J. T. Southern California Edison Co 79/10/09. 8pp. 


— 7910130580 LER 79-0 1 5/QlT-O: on 790925, lnadve r tan t short-term breach nf 
containment integrity occurred while performing 
investigative malnt on containment personnel air loci. Caused 
b y failed timing cam roller die due to ove rtor q u i ng. 

« Southern California Edison Co. 79/10/09, Jp. 


DOCKET 50-213 HADDAM NECK PLANT 


7910160294 Responds to IE Bulletin 79-19. Number of 1 ou lovel rndwaste 
shipments is reported per Tech Specs. Training £, retraining 
programs for personnel involved in sh i pp ing . packag ing t< 
transport of raduaste will be instituted. 

COUNSlLiH. 0. Connecticut Yankee Atomic Power Co. 79/09/17 Mpp. 


F. Security, medical, emergency !« fire protection plans 


7910040630 Discusses min fire brigade shift aiie at nuclear powoT 
plants. NRC is preparing 10CFR50 charge to require li-man 
brigade s 1 1 e. Forward s evaluation of min shift siie 
position re min fire brigade training 

EI0ENHUT, 0. G. Division of Operating Reactors. 79/09/07. 3pp 


7910100016 Forwards NBC position on safe shutdown capabi 1 ity, tn help 
licensee prepare response to safety evaluation for fire 
protection. 

ZIEMANM, D. L. Operating Reactors Drench 2 <Pve 7910301 79/09/14. 

2pp. 


7910040306 Reviews reguest to proposed amends to specify min of five 
members foT fire brigades 6 finds Tech Upecs specifying 
3-man fire brigade appropriate. Forward s '‘Justification for 
3-lian Fire Brigade." 

C0UNS1L, U. G. Northeast Uti 1 i ties 79/09/27. 2pp. 


— 7910040307 " Just i f ic a t i on for 3-Man Fire Brigade 
« Northeast Utilities 79/09/30. 60pp. 


7910160359 Forwards add) info re fire pT o t ec t i on , to resolve Suction 3 
concerns of 700919.26 ?, 1003 1 trs. Imp 1 emontat i on uf hardware 
(nods In progress. ’ 

COUNSTL. W. 0. Northeast Utilities. 79/J0/09 22pp. 


J Insurance 6 Indemnity information 


7910320231 Executed Amend 14 to Indemnity Agreement D- 33» *>Ddi fifing 
prefatory language re transportation. hand ling or temporary 
storage of radioactive matl. 

SALTZMAN.J. Antitrust 6 Indemnity Group. CCUNSIL,W. Cnnnect i cut 
Yankee Atomic Power Co. 79/10/16 Ip 


Operating license stage documents t, correspondenco 


7910040031 Forwards NUflEG-0560. "Staff Rept on Generic Assessment oi 
Feedwater Transients in PURS Designed by B5tW. " H/ a err). 

GRIMES, □. K Assistant Director far Systems Engineering <Pre 
791030). 79/06/Ll. 12pp. 


7910090241 Forwards FR notico of amend to 10CFR73. 55 re roquir emonts 
for physical protection of nuclear powct plants. Amend defers 
implementation nf physical anarch requirements from 790001 
tn 791101. 

DENTON, H. R, Office of Nuclear Reactor Regulation. 79/00/10. 49pp 


7910040562 Forwards list of design documents which were sources of 
info for seismic analyses, in response to IE Bulletin 79-14, 
Revision i t< 79-14, Suppl. 

COUNEIL.W. G. Connecticut Yankee Atomic Power Co. 79/08/31. 7pp. 


7910160136 Forwards request for add! info for Ues t i ngheu s e & C-E plants 
that are not equipped w/ top discharge devices on steam 
generator feedwater spargers. Need further assurance re steam 
generator water hammer. 

LAINAS, G. Plant Systems Branch iPre 7910301, 79/09/04. 5-pp 


7910190177 Requests that all drawings t> schematics submitted in support 
o f SEP topic review be prepared in sets of six or as set of 
apertOTs cards. 

ZIEMANN, D. L. Operating Reactors Dranch 2 (Pre 791030). 79/09/06. 

Spp- 


7910020151 Notification of 790912 meeting w/SEP owners group in 
Oethesda.MD to discuss ph i 1 o sop hy, sc h edu 1 e h objectives of 
SEP 6 draft LLL-TERA rept on site specific spectra. 

O'CDNNDR, P H. Operating Reactors Dranch 2 (Pro 791030). 79/09/11 

lp 


7910040415 Forwards request for addl info re measures to prevent steam 
generator water ha mmer . Re sp onse will dictate whether plant 
mods aro r eq u i red . Requ es t s reply within 60 days. 

ZIEMANN, 0, L. Operating Reactors Dranch 2 (Pre 791030). 79/09/12. 

3pp. 


7910010209 Forwards proposed amend to License DPR-61 , r evi s ing Tech 
Specs Section 4. 4, re surveillance requirements for 
containment personnel hatch assembly. 

COUNS1L, 14. 0. Connecticut Yankee Atomic PoweT Co. 79/09/21. 3pp. 


— 7910010215 Proposed revisions to Tech Specs Section 4. 4, re survui 3 lance 
requirements for containment personnel hatch assembly. 

*■ Connecticut Yankee Atomic Power Co, 79/09/30. 4pp. 


7910030296 Informs of insufficient jus ti f i cat ion for proposal to amend 
License DPR-61 re secondary water chemistry monitoring t < 
control program, despite HRC 7907123 request. 

CCDM5IL, W, G Connecticut Yankee Atomic Power Co. 79/09/21. 8pp. 


7910030275 Forwards addl info re effects of degraded grid volt a go on 
emergency power sys, in response to NRC 790724 request. 

CCn/NBIL, W, 0. Connect 1 c ut Yankee Atomic Power Co 79/09/24 Opp, 


7910220314 Requests addl info re loss of offsite power on 680487, 
680715,740119 t> 760626 to aid In review of offsito pouigr sys 
adoquae y , Roques ts response within 90 days. 

ZIEMANN. DL Operating Reactors Branch 2 (Pre 791030), 79/09/25. 

3pp 


7910100202 Summary of 790G29 meeting w/util in Berlin, CT re util 
seismic re-evaluation program. List of attendees end. 

SHEA, J. J. Operating Reactors Branch 2 (Pre 791030). 79/09/26. 4pp. 


7910020367 Notifies that info re adequacy of station olectTic 
distribution sys va 3 ta g es. r oques ted by NRC 790808 ltr,will 
be delayed until 791115. Delay discussed in 790926 tolrori 
w/NRC. 

C0UM3IL, W. G. Northeast Utilities. 79/09/27, 8pp. 


7910230413 Forwards guidelines for valve operability re containment 
purging 6 venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 days. 

E ISENHUT, D. G. Division of Operating Reactors. 79/09/27. 3pp, 


79L0040295 Forwards corrections to certain erroneous statements 
Identified in draft evaluation ef SEP tb safe shutdown sys 
Provides clarification of Table 3. 1 t« other tables contained 
in draft document. 

CDUNBILjW.G. Connecticut Yankee Atomic Power Co. 79/09/20. 10pp. 


7910100325 Responds to issue of interaction between nonsaf ety-grade t, - 
safety-grade sys addressed In IE Info Notice 79-22 8, NRC 
7909 17 1 tr Sys reviewed in light of high energy steam line 
braa k s. Suggest s priority sys for TMI-related issues, 

COUNSTL, W Q Connecticut Yankee Atomic Rawer Co. 79/10/05. 14pp. 


791024-0513 Forwards response to 790913 request for commitmunt to 
comply ui/requiroments of NUREQ-0578. Optimum method of 
addressing concern, in recognition of plant-unique features, 
p roposed. 

CQUNS1L.W. 0. Northeast Utilities. 79/10/10. 49pp 


7910260143 Responds to 790626 request. Forwards info re ability to 
respond to inadvertent reactor scram U safety injection 
during monthly survel 11 once tests of aafeguards oys, 
including potential For multiple equipment failures, 

COUNSIL, W. G. Northeas t Utilities. 79/10/19. 9pp. 


G. Inspection reports, IE Bulletins ti correspondence 


7910090006 Forwards IE Insp Rept 50-213/79-14 on 790619-22 8( notice of 
v 1 olati on. 

BRUNNER, E. -J. Region 1, Philadelphia, Reactor Operations Nuclear 

SuppoTt Dranch. 79/08/14. 2pp. 



DOCKETED ITEMS 


27 


— 7910090000 Notice Df violation from insp on 790619-22. 

* Region 1, Philadelphia. Office of the Director 79/00/03 
IP 


—7910090011 IE Insp Rept 50-213/79-19 on 7906 1 9-22. None omp 1 i anc e noted: 
residual chlorine discharged to river in excess of Tech Spec 
limit. 

LAZARUS. W. J. Region 1, Philadelphia. Office of the Director. 

KEIHIC. R. R. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/00/03. 6pp 


7910030070 Submits response to IE Bulletin 79-17. "Pipe Cracks in 
Stagnant Derated Water Sgs at PWR Plants." Stagnant piping 
defined as being flushed less than once per month Discusses 
examination program 

COUNSIL, W. G Connecticut Yankee Atomic Power Co 79/00/24. 14pp. 

7910030823 Responds to IE Bulletin 79-06C re reactor coolant pump 
operation under transient c ond 1 1 i ons. Op era tor s instructed 
to trip all coolant pumps upon reactor trip 6 initiation 
of high pressure sys injection 

COUNSIL. W. 0. Connecticut Yankee Atomic Power Co. 79/00/29. Jpp, 

7910020089 Forwards IE Irifo Notice 79-20. Re vi s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued to 
correct word omission S. punctuation error which changed 
intent of statement. Changed statement underlined in text. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director 
79/09/07. Ip. 


7910040095 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required 

GRIER, B.H. Region 1, Philadelphia. Office of tho Olrector 
79/09/26. 4pp. 


7910100119 Forwards IE Bulletin 79-24, "Frpren Lines " Action required 
GRIER. B.H. Region 1, Philadelphia. Office of the Director 

79/09/27. ip. 


7910160530 Forwards IE Info Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 & 4 " No action required 

DRIER. B.H. Region 1. Philadelphia, Office of the Director 
79/10/01, ip. 


7910170590 Forwards IE Info Notice 79-24, "Over p r ess ur i la t i on of 
Containment of PWR Plant After Main Steam Line Break " No 
ac tion requ i red. 

GRIERpC.H, Re-gion 1> Pfi i ladelph i-a ► Office of the Director 
79/ 1 0/0 J . lp 


7910300059 Responds to IE Bulletin 79-21, "Tamp Effects of Level 
Measurements. " Forwards replacement pages to Tables 2-6 of 
util 790917 ltr. Correction will be applied to lower 
indicated water level. 

COUNSIL. II G. Connecticut Yankee Atomic Power Co 79/10/09. 7pp. 


fl Periodic operating reports fc related correspondence 


7910220195 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies. " Identifies deep draft pumps at fac l li ty . Add t 
info available at site. No comparison of wearing surface 
replacement frequency w/rated life was performed. 

COUNSIL, II. G. Connecticut Yankee Atomic Power Co. 79/09/10 6pp 


7910020517 Forwards IE Circular 79-19, "Loose Locking Devices on 
I ng or so 1 1-Rand Pump Impellers. " No action required. 

GRIER, B. H. Region 1, Philadelphia, Office of tho Director 
79/09/13. Ip. 


7910100109 Forwards responses to IE Bulletin 79-21 re review of liquid 
level measuring sgs within c on tainmont. No safety actuation 
signal setpoint necessary. No credit for low steam generator 1 
level/flou mismatch trip during transients. 

COUNSIL. W. G. Connecticut Yankee Atomic Power Co 79/09/17 I3pp 


7910300082 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys. 11 Meetinghouse 790S30 ltr l Public Svc Electric 8. Gaii 
Co 790910 ltr re potential unroviewed safety quest ion. Ac t i on 
required within 20 days, N/o onel. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/09/17 40pp 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures 
surveillance testing errors. which was incorrectly 
distributed Also forwards IE Insp Repts 50-295/79-13 1, 
50-304/79-12. Action required. 

E1SENHUT, D. 0. Division of Operating Reactors. 79/09/21. 49pp 


7910300499 Responds to IE Bulletin 79-18. Discusses planned efforts to 
determine audibility of current alarm ?< evacuation 
announcement Gys throughout entire facility. 

COUNSIL, M. Q, . FEE. II. F. Connecticut Yankee Atomic Power Co. 

79/09/21. 2pp 


7910100423 Forwards monthly operating rept for Sept 1979. 
GRADES, R. H. Connecticut Yankee Atomic Power Co. 79/10/11 


-7910100434 Monthly operating rept for Sept 1979. 

« Connecticut Yankee Atomic Power Co. 79/10/11. Vpp 


S Reportable occurrences, LERs b related cor rosp ondence 


79 10100329 RD 79-ll/lPiuihile performing insp of Seismic Category l 
piping ays. 18 supports were found missing from three 
containment air recirculation fan coolor return lines 
Replacements to be I ns ta 1 1 ed Re p t follows in 14 days. 

GRAVES, R. H. Connecticut Yankee Atomic Power Co. 79/10/04 Ip 

7910220297 Forwards LER 79-01 1 /Oi T-0. 

GRAVES, R.H. Connecticut Y'ankee Atomic Power Co. 79/10/ IB Ip 

7910220300 LER 79-0 1 1 /Ol T-0. on 791004,18 seismic-type restraints found 
missing from three svc water return linos from con tainmen t 
air recirculation fan c ool ors. Ca us ed by obscure design 
no ta 1 1 on. Modified rostraints installed. 

THOMAS, R.H Connecticut Yankee Atomic Power Co. 79/10/18 2yp. 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 
F. Security, medical, emergency *< fire protection plana 


7910170179 Requests delay in implementing certain fire protection mods 
described in safety eval uation forwarded w/Amenri 29 to 
License DPR— ! 6. New schedule end 

FINFRQCK, I. R. Jersey Central Power J, Light Co 79/10/12. 4pu 


7910090573 Forwards IE Circular 79-20. "Failure of GTE By 1 vanin Relay, 
Type PM Bulletin 7305 Catalog 5U12-I1-AC w/120 Vnlt ae 
Coil." No action required 

GRIER, B. Hi Region 1, Ph i 1 ad o 1 p h ia, Office of tho Director. 
79/09/34. Ip. 


7910090756 Ack receipt of 790B30 ltr informing NRC D f steps taken to 
correct violations noted in IE Insp Rept 50-313/79-12. Ut i 1 
ltr withheld (ref 10CFR2. 790). 

MARTIN. W. 0. Region 1, Philadelphia, Safeguards Branch. 79/09/34. 

lp. 


■7910090757 Forwards IE Insp Rept 50-213/79-13 on 790409-13 S. notice of 
violation Notice of violation withheld (ref 10CFR2. 790>. 

MARTIN, W, G. Region 1, Philadelphia, Safeguards Branch. 

79/00/00. 2pp. 


7910090759 IE Insp Rept 50-213/79-12 on 790409-12. Noncomp 1 lane e noted: 
violation re physical barriers, detection aids, locks, keys & 
comb inati one, record o ?< rep ts. Do tal Is withheld 
(ref 10CFR2. 790). 

DAILEY, R. J, Region 1, Philadelphia, Office of the Director. 
DEVLIN. J. W. Region 1, Philadelphia, Safeguards Branch. 

79/08/06. lp. 


H. General correspondence 


7910310140 Responds tn 790816 resolution re Congressional authority fur 
independent aguncy to monitor f ac 111 ty. Institution of 
independent insp agency would be redundant !< unnecessary 
exp ease. 

DENTON. H.R. Office of Nucleat Reactor Regulation 79/10/17 4pp 


F, Operating license stage documents (t correspondence 


7910040031 Forwards NUREG-OS6B, "Staff Rept on Generic Assessment of 
Feedwater Transients In PWRs Designed by B&W. " W/o end 
GRIMES, BK. Assistant Director for Systems Engineering <Pve 
791030). 79/06/11. 12pp. 


7910090241 Forwards FR notice of amend to 10CF1173. 55 re requirements, 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 79D0O1 
to 791101. 

DENTDN.H.R. Office of Nuclear Reac t or Regulat ion, 79/0B/10. 49pp 


7910110235 Forwards NUREG/CR-0727, "OWR Offgas 8ys Evaluation." Sy s 
provides r easonah 1 c assurance that potential for ei terna 1 
offgas explosion is minimiled, H/o enc 1. 

QAMMILL.W. P, Assistant Director for Operating Reactor Projects (Pro 
7910301. 79/08/23 . 29pp, 
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7910190194 Requests that all drawings It schematics submitted in support 
in support of SEP topic review be prepared in sets of sie of 
or as ana set of aperture cards. 

Z IEMANN, D. L. Operating Reactors Branch 2 <Pre 791030). 79/09706. 

2pp. 


7910020151 Notification of 790912 meeting w/SEP owners group in 
Bethesda.MD to discuss philosophy, schedule A objectives of 
SEP A draft LLL-TERA rept on site specific spectra 

O'CONNOR, P. W. Operating Reactors Branch 2 fPre 791030). 79/09/11. 

IP- 


7910020394 Summary uf 790115-16 meeting w/util A General Public Utils 
Svc Corp re safety analysis for reloading of facility. 

ROSENTHAL, J. E. , MGLEN. H. V. Reactor Safety Branch IPre 791030!. 
79/09/11. 9pp. 


7910180097 Ac It receipt of 790425 1 tr requesting withdrawal of backshift 
Tadiation protection for eman. Approves request, providing 
effectiveness of radiation protection program will not bo 
compromised by action. 

ALLAN, J. M. Region 1, Philadelphia, Office of the Director. 

79/09/13 ip. 


79100300BP Forwards Amend 41 to License OPR-16, saf e t y evaluation 4, 
notice of Issuance A aval labil 1 tg. Safety evaluation withheld 
(ref I0CFR2. 790). 

ZIEHANN. D. L. Operating Reactors Branch 2 (Pre 791030>. 79/09/14. 

3pp. 


7910090224 Notifies that response to NRC 790B08 request to review 
electric distribution sys voltages will be submitted by 
791 101. 

FINFROCK. 1 . fl. Jersey Central Power A Light Co. 79/10/02. Ip 


7910090219 Forwards Tech Specs Change Request 77 to change fracture 
toughness requirements in Section 3.3 of App A, 

FINFROCK, 1. 1). Jersey Central Power A Light Co. 79/10/03. 2pp. 


--7910090222 Tech Spec Change Request 77 to change fracture toughness 
requirements in Section 3.3 of App A. Cer t i f lea t e of Svc 
enc 1 . 

FINFROCK, I . R. Jersey Central Power A Light Co. 79/10/03. 6pp. 

7910220223 Summary of 790906 meeting w/util in flBthesda.MD re status of 
operational BA plan. 

NQHICKI , S. J, Operating Reactors Branch 2 (Pro 791030). 79/10/04. 

3pp. 

7910100097 Forwards Info re potential interaction between nonaafety 
grade ays A safety grade sys In response to NRC 790917 
raques t. Eva 1 uat ion has not identified any adverse impact. 

FINFROCK, I . R. Jersey Central Power A Light Co. 79/10/05. 6pp. 


7910160301 Forwards drawings re elevation A location of equipment 
listed in Attachment 6 to NRC 790904 Itr 

NA0A1.V. Jersey Central Powar A Light Co. 79/10/11. tp. 


— 7910030086 Amend 41 to License DPR-16, Incor porat i ng facility physical 
plan into license. 

ZIEMANN, D. L. Operating Reactors Branch 2 fPre 791030 J. 79/09/14. 
2pp. 


--7910160395 "Owner Controlled Area A Protected Area (Zone Locations). 
» Jersey Central Power A Light Co. 79/10/11. 1 p . 


--7910160387 "General 
a Jersey Central 


Arrangement : Reac tor Bldg." Sheet 1 
Power A Light Co. 79/10/11. ip. 


— 7910030097 Notice of issuance A availability of Amend 41 to Licence 
DPR- 1 6. 

HAMBACH, T. V. Operating Reactors Branch 2 (Pro 7910301 79/09/14 

2pp. 


— 7910160380 "General 
» Jersey Contra 1 


Ar rangement : Reac tor Bldg." Sheet 2 
Power A Light Co. 79/10/11. Ip. 


7910020370 Forwards Tech Spec Change Request 74 for License UPft-16, App 
A, re revised requirements for draining torus. Class III fee 
end. 

F INFROCK, 1. R. Jersey Central Power A Light Co 79/09/24. ip. 


— 7910160389 "General 
« Jersey Centra 1 


Arrangement : Reac tor Bldg. 11 Sheet 3 
Power A Light Co. 79/10/11. Ip 


—7910160391 "General 
* Jersey Central 


Arrangement : Reac tor Bldg." Sheet 4 
Power A Light Co. 79/10/11. 1 p . 


— 7910020386 Tech Bpec Change Request 74 for License OPR -16, Ap p A, 
revising Sections 3. 4. A. 10 A 3, 5. A. 2 re draining of torus. 
CortifUate of Svc A 790924 forwarding Itr to Mayor of Lacey 
Township, HJ enc). 

FINFRDCK, I. R. Jersey Central Power A Light Co. 79/09/24. Upp 


7910160143 Notification of 790926 meeting w/(1ark I owners in Bethesrio, 
HD to discuss pool swelling compressibility effects A 
downcomer c on dens a 1 1 on loads. 

GRIMES, C. I. Plant Systems Branch (Pre 791030). 79/09/24. Ip, 


—7910160392 "General 
* Jersey Centra 1 


Arrangement : Reac tar Bldg." Sheet 5 
Power A Light Co. 79/10/11, ip. 


—7910160393 "General 
« Jersey Central 


Ar rangement : Turb ine Bldg - Operating Floor Plan." 
Power A Light Co. 79/10/11. Ip. 


— 7910160399 "General 
* Jersey Central 


Arrangement: Turb ine Bldg - Monanine Floor Plan." 
Power A Light Co. 79/10/11. Ip. 


79(0150626 Forwards request for add] info re loss of offsite power A 
facility offsite gr Ind . Reques ts response within 90 days. 

ZIEMANN, D.L. Operating Reactors Branch 2 iPre 791030). 79/09/23. 

3pp. 


7910170010 Discusses need for addl confirmatory full scale tents to 
establish uncertainty in load magnitudes re condensation 
'scillaticn load dofinittan procedures. Draft Itr to Mark I 
ills re test program end. 

lIMESiB.K. Assistant Blrector for Systems Engineering (Pre 
) 1 0 30 > . 79/09/25. 4pp. 


1010382 Comments on 790B3O notice re abnormal occurrence at 
•tc i 1 i ty. Per sonal discussion w/operators at another BUR 
plant Indicates that operators do not know which instruments 
read which specific parameters. 

REHKKiF. J. Pennsylvania State Ifniv, 79/09/26. 9pp. 


—7910160396 "General 
* Jersey Central 


Arrangement: Turb Ine Bldg - Basement Floor Plan. 
Power A Light Co. 79/10/11. Ip. 


— 7910160398 "General 
* Jersey Central 


Arrangement : Turb ino Bldg - Sections. 
Power A Light Co. 79/10/11. Ip. 


Sheet 1 


—7910160402 "General 
* Jersey Central 


Arrangement : Turb ine Bldg - Sections. 
Power A Light Co. 79/10/11. lp. 


Shuet 2 


—7910160403 "General 
* Jersey Central 


Arrangement : Turbine Bldg - Sections. 
Power A Light Co. 79/10/11. lp. 


Sheet 3 


— 7910160400 "Intake Btruc ture. Plan at Centerline of Recirculation 
Tunnc I . " 

* Jersey Central Power A Light Co. 79/10/11. lp. 


7910170006 Discusses resolution of potential problem re Nark I 
containment identified in 790031 memo. Addl Info re response 
characteristics of downcomer-vent header sys shows 
sufficient structural fatigue margins bi i st. Evaluation end. 

DENTON, H R. Office of Nuclear Reactor Regulation, 79/09/26- 2pp. 


7910220413 Forwards guidelines for valve operability re con ta inmant 
purging h venting during normal operation. Requests 

’.ve qualification program within 

'•'-ration Reactors, 79/09/27. 3pp. 


In Befchesda, MD re 
atui of review 
bml ttal. 

(Pre 791030). 79/09/28. 


—7910160410 "Intake Structure , Sec tin n. " 

» Jersey Centra) Power A Light Co. 79/10/11. ip. 


7910310142 Forwards resolution seeking congressional action to provide 
independent monitoring of nuclear generating station. 

KINO. A. F. Ocean County, NJ. 79/0B/21. 2pp. 


7910230288 Forwards electrical drawings DMB-302B-12 A D-3033 showing 
125 sys requested on 79 1004. Sch etna t i cs on safety sys motor 
operated valves will be transmi tted as soon as available. 

Two overs tie drawl ngs available in Central Files only. 

NAGAt,V. Jersey Central Power -A Light Co. 79/10/10. ip. 
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7910230322 Forwards util positions re implementation of requirements t, 
schedule of NUREQ-0570. Lists enceptions necessary to 
Implementation schedule resulting from conflicts w/800105 
refueling outage & SEP. 

FINFRDCK, I . R. Jersey Central Power 6 Light Co. 79/10/19. 6pp. 


7910250260 Responds to 791004 meeting request Submits list of actions 
planned or taken as result of SEP rev i ews. Descr i b es addl 
analyses & plant insps. 

* Jersey Central Power t< Light Co. 79/10/19. 2pp. 


Q. Inspection reports, IE Bulletins t< correspondence 


7910010774 Forwards IE Insp Rcpt 50-219/79-12 on 790606. No 
none omp ltance noted 

BRUNNER i E. J. Region 1, Philadelphia. Reactor Operations Nuclear 

Support Branch 79 /OB/OB 2pp. 


— 79100107B2 IE Insp Rept 50-219/79-12 on 790606. No noncomp 1 i anc o notori. 
Major areas 1 nsp o c t ed : d eg rad ed ECCS bus voltage condition & 
chemistry & stack release analysis programs during startup 
DRIOOSi L.E. Raglan 1. Philadelphia. Office of the Director, 
MCCABE. E. C. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/0B/06. 4pp. 


7910110552 Forwards IE Insp Rept 50-219/79-14 on 790626-29. No 
none omp liance noted. 

BRUNNER. E.J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/00/27. 2pp. 


•7910110557 IE Insp Ropt 50-219/79-14 on 790626-29. No noncompliance 
noted. Major areas inspected; IE bulletin 6 LER followup. 

BRIGGS, L.E. Region 1. Philadelphia. Office of tho Director. 
MCCABE. E.C. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/00/22. 6pp. 


7910160170 Forwards Insp rept in accordance u/IE Bulletin 79-14 ?■ 
79-14. Revision 1. Of 295 items Inspected. 34 none om forma nc e s 
were identified. A1 1 noncomformances have been corrected &/or 
found not to effect sys design requirements. 

ROSS. D. A. Jersey Central Power 6 Light Co. 79/00/31. 2pp. 


— 7910160177 Ropt of insp conducted at facility in accordance ui/ IE 
Bulletin 79-14 

» Jersey Central Power 6 Ligtyt Co. 79/00/31. 10pp. 


7910020092 Forwards IE Info Notice 79-20. Revi sion 1. "NRC Enforcement' 
Policy - NRC Licensed Individuals.’ 1 Notice reissued to 
correct word omission Sc punctuation error which changed 
intent of statement. Changed statement underlined in tout. 

GRIER, B H Region 1. Philadelphia. Office of the Director. 
79/09/07. Ip. 


7910020522 Forwards IE Circular 79-19. "Loose Locking Devices on 
Jngersol 1-Rand Pump Impellers." No action required. 

GRIER. B. H Region 1, Phi lade lph la, Office of the Director. 
79/09/13. Ip. 


7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys,” Wastinghause 790B30 ltr S< Public Svc Electric S< Gas 
Co 790910 ltr ro po tent 1 a l . unrev i ewed safety que s t i on. Ac l i or. 
required within 20 days, W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 4Bpp. 


7910160133 Ack receipt of 790B30 ltr informing NRC of steps taken to 
correct violations noted In Insp Rept 50-219/79-11. 

BRUNNER, E.J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/09/19. Ip. 


-7910160142 Responds to NRC 790B08 ltr re violations noted in IE Insp 
Ropt 50-219/79-1 1 . Correc tive ac t Ions; valves wptb locked S. 

Procedure 308 changed to require that valves be lockid. 

ROSS. D. A. Jersey Central Power 6 Light Co. 79/08/30, 2pp. 


-7910160150 Forwards IE Insp Rept 50-219/79-11 on 790507-11 k 14 t 
notice of violation. 

BRUNNER. E. J. Region 1, Ph 1 1 adn 1 p h 1 a, Reactor Operations Nuclear 

Support Branch, 79/00/00. 2pp. 


—7910160155 Notice of violation from Insp on 790507-11 ?< 14 

# Region 1, Philadelphia, ' Off ice of the Director. 79/0B/08. 
Ip. ' 


-7910160163 IE Insp Rept 50-219/79-11 on 790507-11 & 14. Noncompli ance 
noted: three valves not locked as required. 

MCCABE, E, Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch. BRIGGB. L. , KEHOE, D. Region 1, Philadelphia. 
Office of the Director. 79/00/07. 26pp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures i 
surveillance testing errors, which was incorrectly 
d istr 1 buted. A 1 so forwards IE Insp Repts 50-295/79-13 & 
50-304/79-12 Action required. 

EI8ENHUT, D. 0. Division of Operating Reactors. 79/09/21. 49pp 


7910300495 Responds to IE Bulletin 79-1B Forwards results of evaluation 
re audibility problems encountered an evacuation of 
personnel from high noise area. Also forwards corrective 
actions, w/ scheduled comp lotion dates. 

ROSE, D. A. General Public Utilities - GPU Service, Carp. 79/09/21. 

8pp. 


7910090579 Forwards IE Circular 79-20, "Failure of GTE Sy! vania Relay. 
Type PM Bulletin 7305 Catalog 5U12-H-AC w/130 Jolt ac 
Coil, " No action required. 

GRIER, B. H. Region 1. Philadelphia, Office of the Direct or. 
79/09/24. tp. 


7910310210 Responds to IE Bulletin 79-19. Liquid low level radwastus 
were generated. Process using urea formaldehyde is presently 
used to solidify filter sludge 6 evaporator bottoms. 

F1NFROCK. 1. R. Jersey Central Power 6 Light Co. 79/09/24 4pp. 


7910110203 Forwards IE Info Notice 79-23. "Emergency Diesel Generator 
Lube Gil Coolers. " No action required. 

CRIER. □. K. Region 1. Philadelphia. Office of the Director. 
79/09/26 ip. 


791 01 BOl 30 Forwards IE Bulletin 79-24, "Fi-oien Lines. " Action required. 
QRIER, 0, H. Region 1. Philadelphia. Office of the Director. 
79/09/27. ip. 


7910160525 Forwards IE Info Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 6 4." No action required. 

GRIER. Q. H. Region I. Philadelphia. Office of the Direct or. 
79/10/01. Ip. 


7910170604 Forwards IE Info Notice 79-24, "Qverpr ossur i ja t i on of 
Containment of PWR Plant After Main Steam Line Break, " No 
ac t i on required. 

GRIER, B.H. Region 1, Philadelphia. Office of the Director. 
79/10/01. Ip. 


791030 0360 Responds to IE Bulletin 79-OB, "Events Relevant to BWRs 
Identified During TM1 Incident.” Provides 300 Series 
checkoff sheet t< revision signoff. 

ROSS. D. A. Jersey Central Power U Light Co. 79/10/01. 6pp 


R, PoTiudic operating reports 6 related correspondence 


7910110326 Forwards "Woodborer Study, 17th Quarterly Progress Rept for 
790505-0000. " 

FINFRGCKi I. R. Jersey Central Power 6 Light Co 79/10/05. Ip, 


— 7910110327 "Woodborer Study. 17th Quarterly Progress Rep t, 790505-0900. 
RICHARDS, B. fl. , DELMORE, Cl., HILLMAN, R. E. Batlolle Memorial 
Institute, Columbus Laboratories. 79/09/15. 23pp, 


7910220200 Forwards monthly operating rept for Sept 1979. 

FINFflOCK, I. R, Jersey Central Power 8. Light Co. 79/10/15. Ip. 


— 791 0220206 Monthly operating rept for Sept 1979. 

MCCLAIN, C. M, Jersey Central Power 6 Light Co. 79/10/15. 0pp 


S. Reportable occurrences, LERs 6 related correspondence 


7910040266 Forwards revised attachment to LER 79-030/03L-0 on 790B12. 
ROSS. D, A, Jersey Central Power 6 Light Co. 79/09/24. Ip 


— 7910040260 Revised attachment to LER 79-030/03L-0: on 790B12. control 
rod drive pump A removed from svc for ropair of pump vent 
p Ip log. Pip 1 ng cracked at bushing at entry to pump casing. 

Caused by operator carelessness. Bush lug replaced. 

■* Jetsey Central Power 6 Light Co. 79/09/24. 2pp. 


7910030372 Forwards LER 79-031/03L-0. 

ROBB. D. A, Jersey Central Power 6 Light Co. 79/09/26. Ip. 


— 791O0303B2 LER 79-031 /03L-0; on 790B29,soal water piping found cracked 
on short pipe nipple section where threaded into seal 
cor Sr Idge. Caused by operator using half- Inch piping as foot 
support. Pipe nipple replaced. 

ROBS, D. A. Jersey Central Power 6 Light Co. 79/09/28. 3pp. 


7910170311 Forwards RQ 50-219/79/34- IP, 

CARROLL, J. T. Jersey Central Power 6 Light Co, 79/10/09. Ip. 
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79101703^3 RO 50-21 9/79/34-1 P: on 791009. both personnel access airlock 
doors in northeast corner of reactor bldg were open 
simultaneously. Caused by contractors using passage 
Corrective action to be determined, 

H1NH1CHS.C. Jersey Central Power 8 Light Co. 79/10/09, 3pp. 


7910260453 RO 50-2 19/79-34- 1 P : on 79100B. both personnel access airlock 
doors In northeast coirneT of reactor bldg discovered 
simultaneously open. Caused by contractors using passaoe. 

Corrective action to be determined. 

HINRICHS.G. Jersey Central PouteT & Light Co. 79/10/09. 2pp 


79101 B0401 Forwards LER 79-032/03L-0. 
flQS5, D. A. Jersey Central Power & Light Co. 79/10/10 ip. 


DOCKET 50-aaO HINE MILE POINT NUCLEAR STATION, UNIT 1 


7910020494 Requests NRC expand evaluation n f prnuosal 

IrtiVcU™ sin 01 <,Cner ° t0r 10:3 r. 

DtBE, 1), P Niagara Mohawk F’nwur Corp. 79/09/27 i p 


to com I dec 
f i ro 




training l qualification plan roviow t, approval % lan 
transmitted 790B17 per Ltconso uPR-60 P °'" > 1 1 
HILLER. M. I) L i c eus q Poo Management Branch 


79/09/27 Ip. 


-7410180419 LER 79-032/03L-0: on 790914, leaks discovered ip both 
containment spray sys. Caused by corrosion accelerated by 
att i°n.Matl change in nipple recommended. 

ROSS, D. A Jersey Central Power *, Light Co. 79/10/10 3pp. 


791 01 BO 441 Forwards LER 79-033/03L-0 
ROSS., D. A. Jersey Central Power l< Light Co,. 


79/10/10 ip 


"7910100446 LER 79-033/ 03L-G: on 79091 7, e] et t ronat i c relief valve 
switch 1A83A tripped at pressure in excess of 
limit. Caused by defective high pressure murosuitch 
Replacement switch installed. 

ROSS, D. A. Jersey Central Power 6 Light Co. 79/10/10. 3pp. 

7910180404 Forward's RO re adequacy of station electric distribution 
CARROLL, J. T. Jersey Central Power * Light Co. 79/10/12. ]p. 

--79101&041I fW : on 791 011 . ana 1 y s 1 s performed demonstrating that 
.mo r 01 ^ 9 ' C0n ‘ , ' tl0n could »»>»* on 460-volt safety bus 
rr^r ae , t0ndl i° nS C — d h « startup transformer load 
» J„r,e r J ? f Facilit '> > " shutdown condition. 

Jersey Central Power ** Light Ca. 79/10/J2. Ip. 


7910190450 Forwards RO. 

CARROLL. J. T. Jersey Cen tral Pouist l. Light Co. 


79/10/12. Ip 


» Jersey CentraL Power k Light Co. 79/10/12. ip 


7910220348 Forwards RO 50-219/79-7. 

FiNFflQCK. 1 R. Jersey Central Power 8, Light Co 


79/10/10. Ip 


7910260238 Forwards LER 79-034 /OlT-0 
ROSS, D. A Jersey Central Power f. Light Co 79/10/22 Ip, 

—7910260242 LER 79-034/01 T-0 on 791AAR 

M°cont^cw t0r 611,9 — nan^u.sy^p ” 1 ,^^ 59 ^ * Ml 

ROSS, D A. Jersey Central Power 6 Light Co. 79/10/22, 3pp 

79103103*0 Forwards LER 79-035/03L-0 
HDSS.D.a. Jersey Central Power t Light Co. 79/10/25. ip. 



™ nit ar. Setpoint reset to Ie ro 9alnt of amplifier 

flOSS.D A, Jersey Central Power ti Light Co. 


79/10/25. 3pp. 


Cong re ssl oral /Executive Correspondence 


7910260367 Forwards 790SOI ie- u., n _ 

Freeholders containing resolution*!™! noTs^ n ° ard ° f 
continuous radioloairai asking US Congress to fund 

FORSYTHE E a monitoring at facility. 

M&YJHE.E.B. House of Rep 79/09/10. Ip, 

N8, A. p. Ocean County, FJJ. 79/00/21. !p. 


7910190265 Ac k receipt nf 790927 Itr e, , , 

HARTL ETT^ J** C Nil ‘T; 1 *"? S Rubrication Inua 1 *' “ ' 0r 
BARTLETT, J Niagara Mohawk Power Corp 79/10/12 


2pp 


0, Adjudicatory correspondence 


79L01 5066 1 Ack receipt of 790907 Itr >< check („li 

monetary pemaltleo Imp u nod by 790021 or dor 1 pa " ,nonl of c| vil 

STELLO.V, Office nf Inspection «, Enforcement Dff.r « 

Director. 79/09/27. l r comont, Office of the 


J. Insurance k indemnity Information 


7910240430 Forwards Endin' uon.ent 67 to Mil JA Pnlim nf hi 
RUS HMORE, J. 11. Niagara Huh, -nek F>nwer Corp 79/10/17. ;‘ pp 

7910290261 Forwards orocutod Amoml u 
RUBHMORE, J. W Niagara Mohawk Power “oz^" 6 


P. Operating license stage documents h 


c o r r e o p o n d o n <: o 


7910090241 Forward® F : F1 notice of amend In mrrii'n nn 

DENTON, H R (Iffico nf Nuclear Koactur Regulation. 79/0fl/10 49pp 

7910110235 Forwards NUFIEO/CR-O /M7, "Hl-JR . . 

provide, re a i Uriah l e assurance that l ? ^ rn I' ’ 

u*l°' i0 V minim, .ed.W/o end ««to,nal 

791030 1'! ' 7'9/l>B/;Vl. l0l a9pp D<r * Ctl>r f< ’ r 0p * rafc » n <l Reac tor F’rojec 1 1 (Irm 

7910100044 Forward t evaluation* ronueutod 79090*1 of ill 
previously usm, pl pa analyses hased on , D ’ 

limits 0 ‘-'iniquos.A. / stres’:^ ^tM n“ l 

BCHHE.NCEfi, a Operating Reactors Branch 1 ((‘re 791030). 79/09/10 

7 ?? 4 ? 7 ? OHai Uro " opurU, "l Fo.ults of serinir 
(latter resolved ti«i >-0111 ant piping pur IF. Hullo tin 79-07 
RCHuFWrJn pv «*'(ation end. 

79/03/22 ' Ip l, P*Fflt»no Reactors Branch 1 (Pro 7910301. 

"" 7 ^?J?nS 5 J.f * I r l Dw • * 1 *• i « reuna lysis of reactor reel ant 

« Of F i r b 7 (-0/ .Requirements aakisfieil. 

te of Nuclear Roactur Regulation 79/05/22 Ip 

reac tor^coplan^n l ltr6 roporting rostrlto of seiamlc re.inaJyiib of 
resolved fiSieu Pll "''r It Hull e tin 79-07. Matter 
ilf*nuBu??o. ** 0v » Iu 4tton oriel. 

79/07/03 ' ft ;ip p c, - p 0 1 1 n o Roacters Branch 1 (Pre 791030). 

pipln^orr^lF 6 !! l ^ r ° aci5 mic reanalysia of reactor coolaxt 

» nSJifJ J D “ 79-07. Requirements satisfied. 

ICO of Nuclear Reactor Regulation. 79/07/05 lp. 

7? !? l iati.p^°ri f '"a th " t roa P° ,,8t ' requirements of IE Bulletin 79-0/ 
o f comcuteu rna P ° r p “ ,lffr 'P t ion of power opera tl on. Comp 1 et ion 
□^computer code . ver I f ica t ion required. Safety evaluation 

IP POL I TO, T. A. 

79/06/19, 2 PP 


Operating Reactors Branch 1 (Pre 791030). 


Plptne^Ber 4 !? 6 ,! fy ul,ja kt-OH re seismic roanalysis of reactor ceDlant 
J *! Dulletin 79-07. Requirements satisfied for 

Info ! SI , power opera t ton, provl ded code verification 
J SfifeS n, 1 2» d 1 wltMn 30 d «'J«i of Startup. 

« of Nuclear Reactor Reflulotion. 79/06/19. 3pp. 
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—7910100009 Responds to 79043-1. 0501 2, 0620 ltrs reporting results at 
seismic reanalysis of reactor coolant piping per 1(1 Bulletin 
79-07 Matter r e so 1 ved . Sa f e ty evaluation end. 

SCHWENCER, A. Operating Reactors Branch 1 (Pro 791030) 

79/06/32. 2pp. 


•7910100093 Safety evaluation re seismic reanalysis of reactor coolant 
piping por IE Bulletin 79-07. Re qu i remen ts satisfied. 

* Office of Nuclear Reactor Regulation 79/06/22 Ip. 


—7910100100 Responds tD 790424,0515,21.22,29 t, 0604 ltrs reporting 
results of seismic reanalysis of reactor coolant piping per 
IE Bulletin 79-07 Mods discussed on 790604 are required 
before resumption of op era ti on. Code verification needed. 

I PPOL I TO, T. A Operating Reactors Branch 3 (PrB 791030) 
79/06/07. 2pp. 


•7910100110 Safety evalustinn re seismic reanalysis of reactor coolant 
piping per IE Bulletin 79-07. Requi rements satisfactory sub i 
to completion of mods discussed 790604 Must satisfy code 
verification r e qu i r anion is . 

* Office of Nuclear Reactor Regulation 79/06/07. 3pp. 


7910220310 Requests addl info re lnss of offsite power on 731117 to a i il 
In review of offsite power sys adequacy, Requests response 
within 90 days. 

IPPOLITO, T. A Operating Reactors Branch 3 (Pre 791030) 79/09/18 

3pp. 


7910090670 Notification of cancellation of 790925 meeting u/util to 
review electrical f. mechanical design of containment purge 
valves. 

POLKiP. J. Operating Reactors Branch 3 (Pro 791030). 79/09/19. 


7910090679 Notification of 790925 meeting w/util to review electrical 
t< mechanical design nf containment purge valves. 

POLK, P .J Operating Reactors Branch 3 (Pre 791030) 79/09/19 

2pp. 


7910030261 Forwards corrected summary data pages for reactor 
containment bldg integrated leak rato tost final ropt.App A. 
LEMPQES, T. E. Niagara Mohawk Power Corp. 79/09/20. Lipp 


7910100219 Provides update info re access of NRC Region 1 personnel tu 
fac i I i ti es. Requests that names of PH Costello & OP Yulias 
be added to Region 1 personnel list. Ltr dtd 790/02 end 
GRIER, B. H. Region 1, Philadelphia, Office of the Director 
79/09/21 lp. 


7910160145 Notification of 790926 meeting w/Mark I owners in Nethesda, 
MO to discuss pool swelling compressibility effects ?, 
downcomor condensation loads. 

GRIMES, C. I. Plant Systems Branch (Pre 791030) 79/09/24 1 jj 


7910170010 Discusses need Por addl confirmatory full scale tests 
establish uncertainty in load magnitudes re condensation 
oscillation load definition proc educes. Draft ltr to Hark ( 
utils re test program end. 

GRIMES, B. K. Assistant Director for Systems Engineering (Pro 
791030). 79/09/25. 4pp. 


7910170006 Discusses resolution of potential problem re Mark I 
containment identified in 790031 memo. Addl info re response 
characteristics of downcomer-vent header 3 ys shows 
sufficient structural fatigue margins ex is t . Eva] ua t i on end, 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/26. 2p() 


79)011 0340 Responds to 790800 request for analysis of electric power 
sys & testing of adequacy of onsite distribution sys ?< 
offsite grid. Analysis has been provided. Test will be 
performed in Spring 19B1 t< results submitted within 90 days. 

DISE. D P. Niagara Mohawk Power Corp. 79/10/03. Ip. 


7910120306 Forwards util assessment re potential breaks, in response ta 
NRC 790917 request. Na instances which would increase 
consequences of any safety analysis rept events uetp 
idont i f ied. 

DISE. D P. Niagara Mohawk Power Corp. 79/10/09. 8pp 

7910290197 Forwards Amend 35 to License DPR-63, EPA 790B14 ltr to util & 
notice of issuance t< availability 

IPPOLITO, T. A Operating Reactors Branch 3 (Pre 791030). 79/10/09 

3pp 


—7910290202 Amend 35 to License DPR-63, r evi s ing provisions to authorim 
use of biocides in maTn condenser cooling water or sve water 
t*ys for tost period. 

IPPOLITO, T. A Operating Reactors Branch 3 (Pro 791030). 

79/10/09 10pp. 


7910'290205 Notice of issuance U availability ef Amend 35 to License 
DPR— 63, 

IPPOLITO, T. A Operating Reactors Branch 3 (Pre 791030) 
79/10/09. 2pp. 


7910310173 Confirms 79)016 corporate mgt meeting in Syracuse, NY to 
discuss insp findings re radiation protection program. 

GRIER, B.H Region 1, Philadelphia, Office of the Director 
79/10/09. lp 


7910230334 Notification of 791015 meeting w/util in Bethosda.HD to 
discuss electrical ?, mechanical design of containment 
p urg e va Ives. 

POLK, P.J. Operating Reactors Branch 3 (Pre 793030). 79/10/10 

2pp. 


79 1 0170307 Responds to NRC 790706 request far proposed amend to lech 
Specs requiring all core alterations to be supervised hy 
senior reactor operator. Amend will be submitted by Jan 1900 
DISE. 0. P. Niagara Mohawk Power r Corp. 79/10/11. lp 


7910230343 Forwards info re commitment to meet NUREQ-05/0 requirements 
*< near-term emergency preparedness implementation scbodule, 
in response to 790913 request. 

RHODE, G. K. Niagara Mohawk Power Corp. 79/10/10. 25|ip. 


7910300200 Responds to 790917 request to demonstrate conformance to 
40CFR19Q EPA U fuel cycle std. Section 2.4 of ETS, App 0 to 
DPR-63 provides conformance 

DISE, D P, Niagara Mohawk Power Carp. 79/10/23. lp 


7930310203 Responds to request for Info re verification of modeling 
techniques for seismic calculations on safety-related 
piping sys. Forwards description of method used by ADLPII'E 
code & verification analysis of TMRSAP code. 

RHODE. G. K. Niagara Mohawk Power Corp 79/10/26. bpu 


■7910310290 "TMRSAP Verification Analysis, Ofc of Nuclear Reactor 
Regulation Donchmar k Prob l ems. " Books 1 7, 2. 

* Toledync Engineering Services. 79/09/21. 400pp. 


O. Inspection reports, IE Bulletins h correspondence 


7910220413 Forwards guidelines for valve operability re containment 
purging & venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 days. 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910310513 Ac k receipt of 790907 ltr forwarding payment of civil 
monetary penalty. 

STELLD. V. Office of Inspection t, Enforcement, Office of thu 
Director. 79/09/27. lp. 


79101001S0 Forwards results nf 40-h Daphnia Pulox LCSO lest using 
Nalsperse 7340 it 7300, required by NY Dept of Environ 
Conservation. 

DISE, D. P. Niagara Mohawk Power Corp. 79/10/01. Ip. 


—7910100154 "Forty-Eight Hour Daphnia Pulex LCSO Test Using Nalsperse 
7348 t< 7300. " 

CARPENTER, G. Hazolton Environmental Sciences Corp. 79/09/12, 

9pp. 


7910030834 Forwards IE Insp Rept 50-220/79-16 on 790514-13 No 
noncompliance noted. 

BRUNNER, E. J. Region I, Philadelphia, Reactor Operations Nuclear 
Support Branch. 79/0B/06. 2pp. 


7910030038 IE Insp Rept 50-220/79—16 on 790514- IB. No none ump 1 i aoca 
noted. Major areas 1 nsp oc ted : OA program implementation in 
aroa of design changes or mods £< independent inspector 
effort, 

NAPUDA, G. Region I, Philadelphia, Office of the Director. 
KISTER, H. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 79/00/02 5pp. 


7910020442 Forwards IE Insp Rept 50-220/79-19 on 790530-31 & 0601. Nn 
noncompl 1 anco noted. 

CARLSON, R. T. Region 1, Philadelphia, Reactor Construction f. 
Engineering Support Brunch. 79/08/09. 2pp, 


■7910020445 IE Insp Rept 50-220/79-19 on 790330-31 ?< 0601. No 
noncamp liance noted.Major areas inspected: seismi c stress 
analysis of safety-related piping. 

MCBREARTY, R. A. , COLLINS, W, J. Region 1, Philadelphia, Office of 
the Director. TRIPP, L. E. Region I, Ph I lade 1 pli la , Reactor 
Construction ?< Engineering Support Branch. 79/08/03. 5pp. 
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7910040226 Forwards IE Irisp Rept 50-320/79-12 on 79041 7-20. No 
no non compliance noted. 

CARLSON, R, T. Region Ji Ph i 1 a 4 e lph i a , Reactor Construction t, 

Engineering Support Branch 79/08/09. 2pp. 


— 7910040231 IE Insp Bept 50-220/79-12 on 790417-20. No noncompliance 
noted. Major areas Inspec ted: ana 1 og transmitter trip unit 
sys S mod to reactor protection sys. 

PAOLINO, R. J. Region 1. Philadelphia, Office of the Director. 
EBNETER, S. D. Region 1. Philadelphia, Reactor Construction U 

Engineering Support Branch. 79/08/07. 7pp. 


7910090802 Forwards suppi to 790706 response to IE Bulletin 79-02 re 
pipe support baseplate designs using concrete expansion 
anchor bolts. Shear/tension Interaction corves developed, 
anchor bolts tested It analytical technique devised. 

SCHNEIDER, R. R Niagara Mohawk Power Cotp 79/09/04. 4pp 


S. Reportable occurrences, LER s Si related correspondence 


79102901 53 JRO : on 790910, noted that one seismic constraint on 
c ontainment opr ay sys not installed as required by const 
drawings. Caused by failure to install sys during const. 
Initiated design & order to install constraint. 

» Niagara Mohawk Power Corp. 79/09/19, Ip. 


7910050339 Forwards LER 79-01 3/03L- 1 . 

BCHNEI DER. R, R, Niagara Mohawk Power Corp, 79/09/27. ip 


— 7910050345 LER 79-01 3/03L-1 : 0 n 790325, dur 1 ng refuelling outage, throe 
instrument surveillance procedures were implemented before 
requ 1 red temporary procedure-change signatures were 
ob ta ined. Cause not stated. 

OUDA, E. Niagara Mohawk Power Corp. 79/09/19. 2pp 


7910020103 Forwards JE Info Notice 79-20. Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals " Notice reissued to 
correct word omission 6 punctuation error which changed 
Intent of sta t ement . C h ang ed statement underlined in text. 

GRIER. D.H. Region 1, Philadelphia, Office of the Director, 
79/09/07. Ip. 


7910220069 Responds to IE Bulletin 79-01A, "Environ Qualification of 
Class IE Equipment. " Capability for safe shutdown does not 
depend on coils in ASCD solenoid valves which have Class U 
insula t ion. Long-term plan for coil upgrade being developed. 

DI0E«D, P. Niagara Mohawk Power Corp. 79/09/i2, Ip. 


7910100375 Forwards LER 79-022/OIT-O. 

SCHNEIDER, R, R. Niagara Mohawk Power Corp. 79/10/01. 4p 


■7910100384 LER 79-022/0 1T-0: a n 790918, noted failure to install seismic 
constraint on containment spray sys outside primary 
containment per const d raw i ng s . Tni t ia ted dosign & order to 
instal 1 constraint. Containment spray loop inoperable 
SUN, L. B. Niagara Mohawk Power Carp. 79/10/01. Ip. 


DOCKET 30-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


7910030532 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers." No action required. 

CRIER. B. H. Region 1, Philadelphia, Office of the Director. 
79/09/13. Ip. 


79I03000B2 Forwards IE Info Notice 79-22, "0 ua 1 t t 1 c at i on of Control 
Sys, " Westlnghouce 790830 ltr ti Public Svc Electric t, Oas 
Co 790910 ltr re potential unreviewed safety quos t Ion. Ac t ion 
required within 20 days, W/o encl. 

DENTON, W. R. Office of Nuclear Reactor Regulation. 79/09/17, 4Bp|i 


7910160321 Forward* response to IE Bulletin 79-19. Util is developing 
procedures for transf er, pac kag 1 ng transport of Inw level 

radwaste. Formal training program will be developed t 
training records maintained for NRC tnsp. 

L6MP0ES, T. E. Niagara Mohawk Power Corp. 79/09/21. 4pp. 


0. Adjudicatory correspondence 


7910020860 Ac k receipt of 790000 
request to Buspend al 1 reactor 
Univ of CA. NRC has received no 
DENTON, H. R. Office of Nuclear 


H General correspondence 


ltr endorsing Friends of the Earth 
activity at Etchverry Hall, 
such request. 

Reactor Regulation. 79/09/17. ip. 


7910110322 informs NRC of change in administrative assignments. 
SR Kaplan is reactor admi ni stra tor for research reactor. 
SCIIflOCKi V, E. Cali Fornta, Univ. of, Berkeley. 79/10/05 ip. 


J Insurance f, indemnity information 


7910230561 Forwards HRC 790626 ltr re multiple equipment failures t. 
surveillance testing errors. which uiap incorrectly 
d tstribu ted. Al so forwards IE Insp Repts 50-295/79-13 8, 
30-304/79-12. Action required 

EISENHUT, D. Q. Division of Operating Reactors. 79/09/21. 49pp. 


7910300330 Forwards executed Amend 14 to Indemnity Agreement E-l 3. 
MQEER, W. E. California, Univ. of, Berkeley. 79/10/23. 2pp. 

P, Op era ting license stage documents 8 correspondence 


7910090595 Forwards IE Circular 79-20, "Failure of GTE By I van id Rel/iy, 
Type Ph Bulletin 7305 Catalog 5U13-1 l-AC w/120 Volt ac 
Coil. ” Nb action required. 

GRIER, B. 41. Region 1. Phi lade lphla, Office of tho Director. 
79/09/24. Ip. 


040133 Forwards IE Info Notice 79-23, "Emergency Diuse 1 Generator 
be Oil Coolers. 11 No action required. 

IER, B. H. Region I, Philadelphia, Office of the Director. 

/Q9/26. 4pp. 


/TOlBOlSi Forwards IE Bulletin 79-24, "Froien Linos. 11 Action required, 
GRIER, B.H, Region 1, Philadelphia. Office of the Director. 

79/09/27. ip. 


791016053B Forwards IE Info Notice 79-23, "Reactor Trips at Turkey 
Point Units 3 & 4. “ No action required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 

7 9/1 0/0 J. ip. 


7910170620 Forwards IE Info Notice 79-24, "Overp r es sur i rat ion of 
Containment of PHR Plant After Main Steam Line Break. " Nn 
action required. 

GRIER, B. H. Region l, Philadelphia, Office of tho Di rector. 
79/10/01. Ip. 


7910250421 Forwards Amend 2 to License R-101, safety evaluation 8 notice 
of issuance 8 availability. 

REID, R. W. Operating Reactors Branch 4 {Pre 791030), 79/09/3B. 

3pp. 


— 7910830428 Amend 2 to License R- 101 , ok tend ing expiration date 8 
incorporating revised Tech Spots. 

GAMM1LL.WP, Assistant Director for Operating Reactor Projects 
<Pre 791030). 79/09/20 . 3pp. 


-*r79102 50426 Tech Specs Amend 2. 

a Assistant Director for Operating Reactor Projects (Pro 791030). 
79/09/2B. 4 1 p p , 


-—7910230430 Bafety evaluation supporting Amend 2 to License R-101. 
« Office of No clear Reac tor Regulation. 79/09/28. 8pp. 


— 7910230432 Notice of issuance t« availability of Amend 2 to License 
R-101. 

REID, R. H. Operating Reaclnrs Dranch 4 (Pre 791030). 79/09/88. 

3pp. 


7910260 1 85 Submits NRC interpretation of Tech Spec 4.3 re internal 
insp of fuel elements. 

REID, R. W. Operating Reactors Branch 4 (Pre 791030), 79/10/12. 

2pp. 


R. Periodic operating reports t< related correspondence 


7910170234 Forwards monthly operating rept for Sept 1979. 
BCHNEIDER, H. fl, Niagara Mohawk Power Corp, 79/10/09, Ip. 

— 79101 70237 Monthly operating rept for Bept 1979. 

PERKINS, 7. J. Niagara Mohawk Power CqTp. 79/1 D/09. 4pp, 


DOCKET 50-323 RPI CRITICAL EXPERIMENT 


J, Insurance Si 1 nd emu tty Information 


7910230421 Executed Amend 10 to Indemnity Agreement E-42, mod i f y ing . 
prefatory language ro t r an spar tat i on, handling & temporary 
a tor eg a of radioactive ma 1 1 . 

BALT2MAN, V. Antitrust Si Indemnity Group. JUDEL, G. Rensselaer 
Polytechnic Inst, 79/10/19. tp. 
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P. Dp Bra ting license stage documents U correspondence 


7910310395 Forwards FR notice of proposed renewal of amended 
License CX-22. License will not aspire until final 
determination made on application. 

RE1D.R.W. Operating Reactors Branch 4 (Pre 791030) 79/iO/lB 
3pp. 


— 7910310400 Notice of proposed renewal of amended License CX-22. 
ERICKSQNi P. 0 Operating Reactors Branch 4 (Pre 791030) 

79/10/10. 4pp. 


7910110235 Ferwards NUREG/CR-0727, "DWR Offgas Sgs Evaluation." Sgs 
provides reasonable assurance that potential for external 
offgas explosions is m i n imi t ed . W/o end. 

791 * 030 ^”^ 79 / director for Operating Reactor Projects 


(Pre 


7910030734 Notifies of suspension of review work on submittals re 
containment air dilution sgs & deinerting until NRC acts on 
recommendations of TrtI-2 Lessons Learned Task Group. 

-xwwvxn'i' W Assistant Director for Operating Reactor Projects (Pre 
7/1030), 79/00/27, c?pp 


Q. Inspection reports. IE Bulletins & correspondence 


7910020076 Forwards IE Info Notice 79-20. R evi s i on 1, "NRC Enforcement 
Policg - NRC Licensed Individuals." Notice reissued to 
correct wOTd omission U punctuation error which changed 
intent of statement. Changed statement underlined in text, 

DRIER, B. H. Region 1. Philadelphia. Office of the Director 
79/09/07, lp. 


DOCKET 50-226 TARAPUR ATOMIC PROJECT 


A. Application/construction stage documents *< correspondence 


7910290405 Forwards OE 791001 l tr re proposed export of six neutron 
detectors to India for use in Tarapur reactor. 

PETERSON. M. R. Assistant Director for E xpor t/ Imp or t !< International 
Safeguards. 79/ 10/10. 1 p. 


DOCKET 50-220 AEROTEST RADI OGRAPHV !, RESEARCH REACTOR 
J. Insurance & Indemnity information 


7910260294 Forwards executed copy of Indemnity Agreement B-2. Amend 10 
NEWACHECK, R. L. Aerotest Operations. 79/10/15. 2pp 


7910030007 Forwards minutes of Regulatory Requirement Review Committee 
Meetings 1-E2 fc "For Comment" issue of of draft Reg Guide, 
"Qualifications of QA Program Audit Personnel for Nuclear 
Power Plants. 11 

ZIEMANN, D.L Operating Reactors Branch 2 (Pre 791030). 79/0B/2B 


7910030000 Summary of Regulatory Requirement Review Committee Neetinna 
1-82 (740429-790223). 

CASE. E. G. Office of Nuclear Reactor Regulation. 79/OS/20 ISOpp. 


79 1 00 1 0 1 28 Notification of cancellation nf 790924 meeting w/util re 
Comm Ed propased appraach to resolving SEP Topic 111-5. A. 

"Pipe Grek Inside Containment. " 

0 "CONNOR, P. W. Operating Reactors Branch 2 (Pre 791030). 79/00/31. 


7910190162 Requests that all drawings t, schematics submitted in support 
of SEP topic review be prepared in sets of six or as set of 
aperture cards. 

ZIEMANN, DL. Operating Reactors Branch 2 CPre 791030). 79/09/06. 


7910010501 Notification of 790921 meeting w/util in Bethesda, MD to 
discuss util approach to SEP Topic 1 1 1-5. A. "Pipe Break 
Inside Containment. " 

O'CONNOR, P. IJ. Operating Reactnrs Branch 2 (Pro 791030). 79/09/11 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION. UNIT 0 
F. Security, medical, emergency t, fire protection plans 


7910110365 Forwards Revision 3 of interim security plan. Plan withhold 
(ref 10CFR2. 790). 

PEOPLES, D. L. Commonwealth Edison Ce. 79/10/04. lp. 


0. Adjudicatory correspondence 


791009006s Notice of reconstitution of ASLB in proceed ing. JF' Uol f will 
replace E Luton as Chairman of Board 

LAZOiR.M. Atomic Safety and Licensing Board Panel. 79/07/30. lp 

7910220410 Notice of appearance on behalf of NRDC. Cor t i f icn to of Svc 
end. 

FLEI8CHAKER, D. Natural Resources Defense Council. FLEISCHAKER, D 
F 1 e 1 schaker, D. S. 79/09/27. 3pp. 


H. Oenorol correspondence 


7910010364 Discusses r eorg an i xat i on of desl gn, opera ti ons t Hcensinq 
activities. 

REED, C. Commonwealth Edison Co, 79/09/21. lp. 


7910030509 Notifios of internal reorgani xation of nuclear activities, 
All correspondence re licensing should be directed to 
DL Peoples. 

REED, C. Commonwealth Edison Co. 79/09/21. 2pp 


791023027B Forwards addl detailed info re util resources & technical 
capabilities available to handle unusual events. 

JANECEK, R. F. Commonwealth Edison Co. 79/10/16. 240pp. 


P. Operating license stage documents & correspondence 


7910040031 Forwards NUREG-Q560, "Staff Rept on Generic Assessment Of 
Feedwater Transients in PURs Designed bg Q&W. *' W/o end. 

GRIMES, B. K. Assistant Director for Systems Engineering (Pre 
791030). 79/06/11. 12 PP . 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
Implementation of physical search requirements from 790BQI 
to 791101. 

DENTON, H, R. Office of Nuclear Reactor Regulation. 79/00/10. 49 pp. 


7910020151 Notification of 790912 meeting w/SEP owners group in 
□ ethesda, MD to discuss p h i I 0 s ophy , schedu 1 e .«< objectives of 
SEP tt draft LLL-TERA rept on site specific spectra. 

0 'CONNOR, P . W. Operating Reactors Branch 2 (Pto 791030). 79/09/11. 


7910090571 Informs of NRC acceptance of Revisions 0 9 to Comm Ed 

GA Topical Rept CE— 1— A, "Comm Ed Co QA Program for Nuclear 
Generating Stations. " 

HAASS, W, Quality Assurance Branch. 79/09/11. lp. 


7910030016 Notification of 790921 meeting w/util in Bethesda.MD to 
discuss proposed approach to Tosolving SEP Topic III-5. A, 

"Pipe Break Inside Containment." 

0 'CONNOR, P. W. Operating floactors Branch S (Pre 791030) 79 / 09/14 

2pp. 


7910160145 Notification of 790926 meeting ui/Mark I owners in Dethesda, 
MD to discuss pool swelling compressibility effects 6 
downcomer condensation loads. 

OR IMEB, C, 1. Plant Systems Branch (Pre 791030). 79/09/24, lp. 

7910D40576 Notification of 7910U meeting w/util to discuss seismic 
revi ew. 

LEVIN, H. A. Systematic Evaluation Program Branch (Pre 791030) 
79/09/25. 2pp. , 


7910050394 Forwards Reload 4, Cycle 7 repts: "Startup Test l:Core 
Loading Verification," "Startup Test 2:Control Rod 
operability t, SubcritUaJ Check" fc "Startup Test 3: Transient 
In-Core Probe Bys Symmetry. . . £< Total Uncertainty." 

JANACEK, R. F. Commonwealth Edison Co. 79/09/25. lp. 


— 7910050401 "Startup Test l:Core Loading Verification." 
* Commonwealth Edison Co. 79/09/25. lp. 


-7910050405 "Startup Test 2:Control Rod Operability & Subcritical 
Check. " 

* Commonwealth Edison Co. 79/09/25. lp. 

-7910050416 "Startup Test 3: Transient In-Cora Probe Bys Symmetry, 
Reproducibility t< Total Uncertainty." 

* Commonwealth Edison Co. 79/09/25. 2pp. 


■7910050421 "Startup Test 4: Initial Criticality Comparison. " 
» Commonwealth Edison Co. 79/09/25. 3 pp. 
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79101 70010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty in load magnitudes re condensation 
oscillation 1 oad definition procedures, Draft ltr to Mark l 
utils re test program encl 

GRIMES. B. K. Assistant Director for Systems Engineering fPre 
791030). 79/09/25. 4pp. 


7910170006 Discusses resolution of potential problem re Hark I 
containment Identified in 79083 1 memo. Add! info re response 
characteristics of douncomor-vent header sys shnuis 
sufficient structural fatigue margins exist Evaluation encl. 
DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/26. 


7910320413 Forwards guidelines for valve operability re containment 
purging U venting during norma) op era t i on. Reg u es t s 
commitment to implement valve qua 1 i f i ca 1 1 on program within 
30 dags. 

EISENHUT.D G. Division of Operating Reactors. 79/09/27. 3pp 

,’910090340 ForwaTds corrected revised pages to Tech Specs for Amends 44 
9 39 to Licenses DPR-19 6 UPfi-25. r esp Cd t i ve ly, f or Dresden 
Units 3 J 3 6 Amends 53 t< 30 to Licenses DT-R-29 U UPI1-30, 
respectively, for Quad-Cities Units l t 2 
JANECEK.fi. F. Commonwealth Edison Co. 79/10/02. 2 pp. 


— 7910090350 Corrected revised pages to Tech Specs for Amends 44 & 39 to 
Licenses DPR-19 6 DPR-25. r esp ect i vuly. f or Dresden Units 2 I. 

3 U Amends 53 & SO to Licenses DPfl-29 t, DPH-30 . r espo c t i ve 1 u , 
for Quad-Cities Units 1 t .2. 

* Commonwealth Edison Ca 79/10/02 Rpp 


7910120216 Submits Class III fee re integrated primary containment leak 
rate test. Fee inadvertently omitted from 790907 ltr, 

JANECEK, R. F. Commonwealth Edison Co. 79/10/02. 2pp 


7910J 10380 Responds to 790730.0020 S< 0907 requests for addl info re 
containment purge 6 venting sys at f a c 1 1 i t i e 5 . KoruiaTdr. 
outlined question 6 answer format to NRC for review in 
response to request 

PEOPLES. D. L. Commonwealth Edison Cn 79/10/04 0pp 


7 9 1 Q 1 1 024 9 Forwards "Evaluation of Interactions Between Nonsafety -Gradr 
Sys !, Safety-Grado Bys for lion Station" h "Evaluation of 
Interaction Between Nonsafety-Grade Sgs !c Safety-Grade Sys 
for Dresden *. Quad-Cities Stations.” 

PEOPLES, D L. Commonwealth Edi3on Co. 79/10/05. lipp. 


•7910110209 "Evaluation nf Interaction Dctwsen Nonsaf e t y-Qrad p Flys i- 
Safetq-Orade Sys for Dresden 6 Quad-Cities Stations " 

» Commonuioai th Edison Co. 79/10/05 IBpp. 


7910090153 Forwards IE Bulletin 79-21. "Temp Effects on Level 
Measurements. 11 Action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79 /OB/ 13. 
Ip. 


7910050392 Forwards IE Tnfo Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals. " No action required 

KEPPLER . J. 0. Region 3, Chicago, Office of the Director. 79/08/14. 

Ip 


7910030455 Forwards IE Circular 79-17, "Contact Problem in S0-12 
Switches on GE Metalclad Circuit Breakers." No action 
required . 

KEPPLER, J. G. Region 3. Chicago, Office of the Director 79/08/14 

Ip. 


7910010239 Forwards TE tnsp Repts 50-010/79-14,50-237/79-10 !< 
50-249/79-16 on 790710-30. No n o nc omp 1 1 anc e noted: 

HEI 5HMAN, R. F . Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/08/ IB. 2pp. 


•791001024B IE Insp Repts 50-010/79-14,50-237/79-10 ?< 50-249/79-16 oil 
790710-30. No noncomp 1 lane e noted, Major areas inspected: 
ma int.pl ant operations. physical protection (security 
organization) h physical protection (access control). 

DARKER, J. L. , SPESSAR.D, R. L . Region 3. Chicago. Office of thu 
Director. 79/08/17. 6pp. 


7910030795 Forwards IE Qulletin 79-02, fie vi s i on l.Buppl 1, "Pipe Support 
Base Plate Designs Using Concrete Expansion Anchor Dolts." 

Action required. 

KEPPLER, 3.0 Region 3, Chicago, Dffire of thu Director. 79/00/20 

lp 


7910030125 Forwards response to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies. " 

REED, C. Commonwealth Edison Co. 79/09/05 20pp 


7910020015 Forwards request for addl info re containment purge ays 6 
containment venting sys foT continuation of review of 
justification for unlimited purging. 

I PPOL I TO, T A. Operating Reactors Branch 3 (Pre 791030). 79/09/07 

3pp. 


7910020176 Forwards IE Tnfo Notice 79-20, Revi s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals.' 1 Notice reissued to 
correct word amission 6 punctuation error which changed 
intent of statement. Changed statement underlined in text. 

KEPPLER, J. a. Region 3, Chicago, Office of the Director. 79/09/07. 

Ip 


7910220327 Forwards addl info re methodology for determining degraded 
voltage c onditions , in response to 790917 request. Rep t re 
review of adequacy of electric distributing sys voltages 
will be submitted by 791101 

JANECEK, R. F , Commonwealth Edison Co, 79/10/09. 9pp 


7910230305 Forwards commitments to meet TMI-2 Lessons Learned », 
Emergency Preparedness Task- Force requl remonts re Ends 6 t 
7 of NRC 790913 ltr. Demonstration of compliance for Dresden 
Unit i will bo sent In Ndv 1900. 

REED.C. Commonwealth Edison Co. 79/10/18. 19pp 


7910160190 Submits status rept in response to TE Bulletin 79-14, 
"Seismic Analyses for As-Built Safety-Related Piping Sys. " 
Describes sc op e , p rog'r e ss. manpower ti complotlon schedule for 
accessible & inaccessible insps. 

PEOPLES, D L. Commonweal th Edison Co. 79/09/11. 3pp 


7910190343 Responds to IE Du) lot ins 79-02,79-13 l 79-14 re pipe support 
base plate de s i gns, crac k ing in feedwater sgs piping It 
seismic analy ses. Teepee Lively . Request s addl time to complete 
i nsps . Ex t e ns i on will have no adverse effects. 

PEOPLES, D, L. Commonweal th Edison Co. 79/09/1 1 . 4pp 


D. Inspection reports, IE Bulletins it correspondence 


7909130067 Discusses TVA responses to IE Bulletin 79-01 re envirun 
qualification of stem-mounted limit switches on main steam 
line isolation valves. Lists conditions to be met for 
unqualified switches. 

LAINAS, G. Plant Systems Branch (Pre 791030). 79/06/06. 2pp. 


7910090521 Forwards TE Bulletin 79-19, "Packaging of Low Level Radwaal 
for Transport I, Burial." Action required. 

KEPPLER, J. Q. Region 3, Chicago, Office of the Director. 79/OB/H 
1 P- 


7910050209 Ack receipt of 790706 ltr informing NRt of stops taken to 

Bn r £!U^-, Violati0n * notei< 1,1 IC lisp Repts 50-010/79-12, 

50-237/79-15 S, 50-249/79-13 

HEIBHMAN, R. F Region 3, Chicago. Reactor Operations Nuclear 

Support Branch. 79/00/13 )p 


7910190351 Submits status rept per Jul 1979 discussion. in response to 
IE Bulletin 79-02. re pipe support base plate designs using 
concrete expansion anchor b o 1 1 s. Descr ibes scope, progress i, 
manpower tp anchor assemblies through 790910. 

PEOPLES, D. L Comrnonwea 1th Edison Co, 79/09/1 1. 3pp, 


7910030220 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersal 1-Rand Pump Impellers. " No action required 

KEPPLER. J. 0 Region 3, Chicago, Office of the Director. 79/09/13 
Ip. 


7910230240 Forwards IE Insp Repts 50-010/79-17,50-237/79-20 & 
50-249/79-10 on 790BQ1-31 It notice of violation. 

KEISHHAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Dranch. 79/09/13. 2pp. 


■7910230247 Notice of violation from insp on 790801-31. 

* Region 3, Chicago, Office of the Director. 79/09/13. Ip. 


NRC 7906,5 Ur rB violations noted in IE In 
Repts 50-010/79-12,50-237/79-15 6 50-249/79-1 3. Correc t i ve 
ac tions: 2 50- volt dc MCC 3 batteries opened & removed, 
restoring sys to normal lineup 

REED, C, G ommanuea l th Edison Cn. 79/07/06. 3pp. 


-7910230262 IE Insp Repts 50-010/79-17,50-237/79-20 it 50-249/79-18 on 
790B0 1 — 31 . None omp llance noted: failure to follow procedures 
re von 1 1 la t lor control sys. 

BARKER . J. L , , SFE5SARD, R. L. Region 3, Chicago, Office of thu 
Director. 79/09/13. 0pp. 
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7910300082 Forwards IE Info Notice 79-22, "Qualification of ContTo] 
Sys, 1 Uestinghouse 790030 ltr i, Public Svc Electric b Gas 
Ca 790910 ltr re potential unroviewed safety question. Action 
required within 20 days W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17 40pp 


79102410080 Responds to IE Bulletin 79-18, " Aud S b 1 1 i ty Prob 1 em 

Encountered on Evacuation of Personnel from High Noise 
Areas. " Mods issued to install add! evacuation sirens at 
several outside locations. 

PEOPLES. D. L Commonwealth Edison Co. 79/09/20. 4pp. 


7910160021 Responds to IE Bulletin 79-19 re packaging & disposal of low 
level radwaste. All requirements followed. 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/21. 3 pp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures !, 
surveillance testing errors, wh ich was incorrectly 
distributed. Also forwards IE Insp Repts 50-295/79-13 {< 

50-304/79- 1 2. Ac t i on required 

ESSENHUT, D. G. Division of Operating Reactors. 79/09/21. 49pp. 


7930110111 Forwards IE Circular 79-20, "Failure of OTE Sylvania Relay, 
Type PH Bulletin 7305, Catalog 5U12-11-AC w/120 Vult ac 
Coil." No action required. 

KEPPLER.J.G. Region 3, Chicago, Office of the Director. 79/09/24 

Ip. ' 


7910240066 Forwards IE Insp Repts 50-010/79-15,50-237/79-19 ?< 
30-249/79-17 on 790B28-31 b notice of violation 

DAVIS. A. B. Region 3, Chicago, Fuel Facility 8< Materials Safety 

Branch. 79/09/24. 2pp. 


— 7910240074 Notice of violation from insp on 790B2B-31 

* Region 3, Chicago, Office of the Director. 79/09/20. Ip. 


— 79 102400 89 IE Insp Repts 50-010/79-15,50-237/79-19 S, 50-249/79-17 
on 790928-31 . Noncomp 1 lane e no ted : f a i 1 ure to have approved 
callbr procedure for Units 2 U 3 liquid effluent monitor. 

HIATT, J. W. » GREGER, L. R. Region 3, Chicago- Office of the 
Director. 79/09/20. Bpp 


7910040195 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coalers. " No action required 

KEPPLER. J. 0. Region 3, Chicago, Office of the Director. 79/09/26 
4 P ■ 


7910040034 Forwards IE Info Notice 79-24. "Froion Lines. 11 No action 
requl red. 

KEPPLER. J. 0. Region 3, Chicago, Office of the Director. 79/09/27 
Ip- 


7910230239 Responds to IE Bulletin 79-14, "Seismic Analysis fur 
As— Built Safety-Related Piping Sys. " Anticipates completion 
□f walk-down phase by 791014. 

PEOPLES. D, L. Commonwealth Edison Co. 79/09/20. 2pp. 


7910170241 Forwards IE Info Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 6 4. " No action required. 

KEPPLER. J. Q, Region 3, Chicago, Office of the Director. 79/10/01 
iP- 


7910180598 Forwards IE Info Notice 79-24, "Qverp res sur i /a t x on of 
Containment of PWR Plant After Main Steam Line Break, " No 
action required. 

KEPPLER, J. <5. Region 3, Chicago, Office of the Director. 79/10/01 
ip- 


7910260376 Approves request for time extension re completion of insps 
required by IE Bulletins 79-21,79-13 & 79-14. 

KEPPLER, J. 0. Region 3, Chicago- Office of the Director. 79/10/04 

Ip- 


7910260022 Forwards description of computer programs l< verification 
procedures for seismic analysis of piping, in response to 
IE Bulletin 79-07. 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/12. 7pp. 


7910310379 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
, Feedwater Sys Piping." No action required. 

KEPPLER. J. e. Region 3, Chicago, Office of the Director. 79/10/19. 
Ip. 


7910310139 Ack receipt of 791010 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/79-15, 
50-237/79-19 6 50-249/79-17. 

DAVIS, A. B. Region 3, Chicago, Fuel Facility 5 Materials Safety 

Branch. 79710/22. lp. 


7910310143 Responds to NRC 790924 ltr re violations noted in IE Insp 
Repts 50-010/79-15.50-237/79-19 & 50-249/79-1 7 . Cor roc t ive 
ac t i ons: Spec ia 1 Operating Procedure SOP-4 15 was successfully 
utlliied to callbr Units 2 !, 3 liquid effluent monitors. 

PEOPLES, D. L. Commonweal th Edison Co. 79/10/10. 2pp. 


S. Reportable occurrences, LERs 6 related correspondence 


7910160494 Forwards LER 79-048/03L-0. 

STEPHENSON, B. B. Commonwealth Edison Co. 79/09/25. lp. 


7910160503 LER 79-O40/O3L-O: on 790903, w/unit at steady state condition, 
c h imney samplings sys lost flow for 10 minutes Caused by 
stack gas sample pump seising after natural deterioration. 

Pump will be replaced. 

BADRAN, S Commonwealth Edison Co. 79/09/26. Ip 


79101B0371 Forwards LER 79-049/03L-0. 

STEPHENSON, B . B. Commonwealth Edison Co. 79/10/10. lp. 


•791O1BQ3B0 LER 79-049/03L— 0; on 79091B, noted that diesel generator fuel 
oil samples were not taken Apr 1979 as required. Caused by 
personnel error. Appropr la to individuals instructed as to 
Importance of monthly surveillance. 

AMMAR, A. A. Commonweal th Edison Co. 79/10/10 lp. 


7910230464 Forwards LER 79-050/03L-0. 

LONG, 0. Commonwealth Edison Co. 79/10/12. lp. 


791 0230466 LER 79-050/031-0: on 790919, reactor bldg overhead crane gro- 
use surveillance procedure started but not completed prior 
to lifting of restricted load. Caused by personnel error 6 
lack of procedural controls. 

LONC. D. Commonweal th Ed i s on Co. 79/10/12. 2p p 


7910290236 Forwards LER 79-052/03L-0. 

STEPHENSON, B. B. Commonwealth Edison Co. 79/10/17. lp. 


— 7910290240 LER 79-052/03L-0 : on 79100 1, diesel generator declared 
inoperab le. Caused by entry of fire sys water into diesel 
generator control cabinet through room duct. Room ducts were 
sealed to prevent recurrence 

AMMAR, A. A. Commonwealth Edison Co. 79/10/10. ap 


7910300209 Forwards LER 79-056 /Q3L-0.. 

STEPHENSON, U. B. Commonwealth Edison Co, 79/ l 0/23. Ip. 


-7910300214 LER 79-056/03L-0: on 791004, fuses for normal L reserve pownT 
to relief va lve b 1 ew, render 1 ng relief valve inoperable. 

Caused by socket shorting while changing closed indication 
light bulb for 2-0 e 1 ec tr oma t i c relief valve. 

DUNBAR, J Commonwealth Edison Co. 79/10/23 ip 


7910300216 Forwards LER 79-051 /03L-0. 

STEPHENSON, B. B. Commonwealth Edison Co. 79/10/23. lp 


— 7910300219 LER 79-05 1 /03L-0 : on 790925, during monthly surveillance, 
pressure switch 2-1632 D-i tripped at 56.2 inches water 
i ncreasing . Caused by instrument drift, Pressure swithc Teset 
to 52 1 inches water 

SMITH, 0. L. Commonwealth Edison Co. 79/10/23. lp. 


DOCKET 50-243 OREGON STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents L correspondence 


7910100430 Responds to tutcon ui/QS Visaing re clarification of answer 
to Question 10 in 790817 ltr. re margin of safety for most 
critical parameter. Fuel temp will be Increased if new 
instrumentation sys is installed. 

WANG. C . H, Oregon State UniV. 79/10/10. 9pp. 


DOCKET 50-244 ROBERT EMMET OINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency 1< fire protection plans 


7910170509 Forwards NRC position on safe shutdown capability to help 
licensee prepare response to safety evaluation for fire 
protect 1 on. 

ZIEMANNjD.L. Operating Reactors Branch 2 (Pre 791030). 79/09/14. 

2pp. 


791 005040B Forwards addl Info required by 790214 fire protection 
safety evaluation. 

WHITE, L. D. Rochester Oas l. Electric Corp. 79/09/28. 4pp. 
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Item 3 I 0],t8,1s * urvtil 800101 for implementation of 

requiresthafc . protection safety aval nation. I tem 

• ■2in.t h«Ird p p,ns serv,cln! ' bB protected 
WHITE, t. D. Rochester Ojs u Electric Carp. 79/10723. Ip. 

* ta 0 8 documents & correspondence 

^^rL^’cIr^ I*? ""-‘"B* * «h«matic*,or one sot 

HEP .* ?! a uhiTLi t tad in. fiitur* for NRC review of 

J tr p c*. together w/ index update. Supersedes NRC 790626 

dEMANN, 0. L. Operating Reactors Branch 2 <Pro 791030). 79/09/06. 


— 7910030301 “Main Steam Support MK-MB0. " 

* Rochester Gas & Electric Corp. 79/10/01, lp. 

•—7910030303 "Main Steam Support MK-MS9. " 

* Rochester Gas 4 Electric Corp. 79/10/01. lp. 

— 7910050305 "Main Steam Support MK-MSIO. " 

* Rochester Gas & Electric Corp. 79/10/01. lp. 

— 7910050309 "Residual Heat Support MK RH-t, " 

* Rochester Das U Electric Corp. 79/10/01. lp. 


7910010031 forwards NURE0-05A0, "Staff 

SS ' D . K . Assistant Director for 

7910301. 79/06/ [ 1 . ia pp . 


Rept on 
by BLW. 
Systems 


Generic Assessment 
" H7o end. 

Eng i user ing (Pre 


of 


--79 10050310 "Residual Heat Support MK RH-2. " 

• Rochester Oas 8< Electric Corp 79/10/01. lp. 


— 7910050311 "Residual Heat Support MK RH-3. “ 

» Rochester Oas *. Electric Corp. 79/10/01. lp. 


cf - men,f t0 J«CFR73-55 re reguir emen t. 

? “f nu£lear P< JUJeT ' plants. Amend defers 
to P 79U0l U f Pt " ,Sl ‘ :al ,earch requirements from 790B01 

DENTON, H. R. Office of Nuclear Reactor Regulation, 79/00/10. 19pp 


hS 1 at i0n ‘’V? 0913 «■■«»> w/8EP owners grou 
SEP r In i m Philosophy, schedule 4 objectives 0 

n-rnSunn n‘u LLL n TERA rept on Elte *pscific spectra. 

C) CONNOR. P W CpprAtinij flBacturs Branch 2 <Pr& 791 530). 

1 p. 


i n 

79J09/U 


-- *7910050313 '’Residual Heat Support MK RH-4> " 

* Rochester Gas S, Electric Carp. 79/10/01. lp. 

791005031 5 "Residual Heat Support MK RH-5. " 

* Rochester Gas 4 Electric Corp. 79/10/01. lp. 

—7910050316 "Residual Heat Support MK RH-&. " 

* Rochester Oas & Electric Corp. 79/10/01. Ip. 


791 0020503 Summary of 790B3O meeting uj/util 8< Gilbert 
seismic DDE review. 

oo/no'/l^ 1 Sy* temati c Evaluation Program Branch 
79/09/19. Ip.p. 


Associates re 
(Pro 791030). 


7910050317 "Residual Heat Support MK RH-7. " Shoot 11. 
* Rochester Oas * Electric Corp. 79/10/01. lp. 


— 7910050319 "'Residual Heat Support MK RH-7," Sheet 12. 
* Rochester Gas tr Electric Corp. 79/10/01. lp. 


7910090580 Forward s safety evaluation of GA 
term OL application. 

ZIEMANNrD.L. Operating Reactors Branch 2 

app. 


program, Revi ston 6, of full- 
fPre 791030). 79/09/17. 


—7910050322 "Residual Heat Bupport MK RH-B. " 

* Rochester Gas & Electric Corp. 79/10/01. lp. 


— 79I0QS05BI Bafety evaluation endorsing QA program for 
* Operating Reactors Branch a IRre 7910301. 79/09/ 


f ul 1-term OL. 
17. 6pp. 


7910110021 Responds to 790907 ltr indicating pi 
Paragraph 17 1 of Revision 1 of BRP in design 
storage f nc 1 1 Ity. PI nns acceptable. 

HAABB, W. P. Division of Project Management, 


ans to consider 
of new record 

79/09/19. lp. 


791G040203 Ac* receipt of 790317 ltr transmi t t 1 ng 
qualification plan.. Class III fee & application 
reqo ired. 

MILlERi H. O, License Fee Management Branch. 


util training 
for approval 

79/09/24., Ip. 


4 


79101*0125 Forwards request for addl info re Joes of offsite power ! 
t?bu!u.. V oPf * Ua grid. Request response within 90 days. 

ZIEMANN, D. L. aperating Reactors Branch 2 (Pre 7910301. 79/09/25 

3pp. 


7910050323 "Residual Heat Support MK RH-9. " 

» Rochester Gas I, Electric Corp 79/10/01. lp. 


--7910050326 "Residual Heat Support MK RH-31. " 

* Rochester Gas 8, Electric Corp. 79/10/01. lp. 


79 101004 1 S Forwards info re potential unreviewed safety question on 
interaction between nonsafety-grade ays & safety-grade sys. 

In response to NRC 790917 ltr. No scenarios considered 
constitute haiard to public or basis to mod i f y /r e vok e OL. 

AMISH. K. W, Rochester Gas 4, Eloctric Corp. 79/10/05. 9pp. 


79 10120205 Responds to 790S03 ltr re adequacy of station electric 
distribution sys vol tayes. Submi ts sys model & acceptance 
criteria for use w/pr op r i ot ary code PTI-PSS/E to verify 
offsite power capab i 1 i ty. Fi nal rept submitted in 60 days. 
SADDOCK.H.G. Rochester Gas 4 Electric Corp. 79/10/08. Bpp. 


7910030450 Act 790723 request that util propose license condition rn 
lecondary water chemistry ntoni tori ng. Due to work load, 
including responses to IE bull a tins, SEP !< TMI-ralated tasks, 
response cannot be submitted for At least 60 days. 

WHITE, L. D. Rochester Gas 8< Electric Corp. 79/09/27. lp. 


79 100403 18 Explains reasons for requesting that portions of info 
iupptiod In response to NRC undervoj tags protection 
quel tipns be withhold from disclosure (ref 10CFR2. 790) . Ma tl 
contains confidential trade secrets 8c commercial info. 

WHITE, L. D. , Rochester Gas 4, Eloctric Corp. 79/09/27. lp, 


7910220309 Forwards review fee for training 8r qualification plan. 
WHITE, L. D. Rochester Gas 8, Electric Carp. 79/10/16. 2pp. 


7910220351 Forwards followup actions resulting from NRC review of TUT 
accident, in response to 790913 request. 

WHITE, L. D. Rochester Gas 4 Electric Corp. 79/10/17. 40pp. 


7910240570 Discusses 791008-13 tendon insp & lift-off verification 
tests. Results Indicated agreement between predicted 4 actual 
rate of loss. Procedure for tendons being developed to bring 
tendans back within Tech Specs limits. 

WHITE. L. D, Rochester Oas *< Electric Corp, 79/10/18. 3pp. 


7910220413 Forward* guidelines for valve nperahilfty re containment 
purging U venting during normal opera t ion. Requests * 

Commitment to implement valve qualification program within 
30 days. 

EIEENHUT, D. Q, Division of Operating Reactor*. 79/D9/S7. 3pp. 


7710030844, Forward* as-bullt piping orthographies, i sometric s & pipe 
support drawings for B-main steam V A-RHR piping inside 
containment. Sir oversite drawing* end. availab 1 a In Central 
Files only. 

WHITE, L. D. Rochester Oas. t> Electric Corp. 79 / 10 / 01 . 2pp. 


•79100SQ297 "Main. Steam Support MK-MS6. " 

* Rochester Gas 8, Electric Corp. 79/10/01. Ip. 


7910310437 Responds to 790824 request re schedule for completion of 
pressure shielding steel diaphragm walls proposed for 
control bldg V diesel generetor anneit.Mods will be completed 
by Mar 1980. 

WHITE, L. D, Rochester Gas 8, Electric Corp. 79/10/26. tp. 


0. Inspection reports, IE Bulletin* J, correspondence 


7910020416 Forwards IE Insp Rept 50-244/79-09 on 790626-29 No 
n one amp 1 lance no trd. 

BRUNNER. E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/0B/07. 2pp. 


”7910050296 “Main Steam Support M'K-MS7. « 

*• Rochester Oat & Electric Carp. 79/10/01. Ip. 
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.-7910020419 IE Ins? Rept S0-244/79-09 on 790626-2?. No none omp 1 lane . 
not.d. Major areas ins p e c te d : c ore thermal power, shutdown 
margin & incore/excore detector calibr. 

BETTENWAUSENi L. t QRAHAMtP.D, Region li Philadelphia! Office of 

the Doctor. CAPHTGN. D. U. Region 1 , PhlladdShU Reactor 

Operations Nuclear Support Branch, 79/00/03. Upp. 

7<?I0030590 Forwards 30-day response to IE Bulletin 79-17 No leaks 
found in safety-related stainless steel piping sys 
UH1TE. L. 0. Rochester Oas 6 Electric Corp. 79/00/24 6 pp, 

7910010500 Responds to IE Bulletin 79-06C, -Nuclear Incident at TMI - 
Suppl.'* Instructed operators to trip reactor coolant pumps 
after LOCA fc provided for two operators on duty in control 
room at all t imes. 

WHITE. L. D. Rochester Gas & Electric Corp. 79/00/29. 3 pp . 


7910300501 Responds to IE Bulletin 79-10, "Audibility Problem 
Evac ua t ion of Personnel from High Noise 
, Identifies addl high noise level areas not provided 

u/addl warning sys, 

WHITE, L. D. Rochester Oat {. Electric Carp. 79/09/21. 4 p p . 

79100906 1 2 Forwards IE Circular 79-20, "Failure of GTE n„i 

Coil tv'’"'', 1 * 7303 CatalD 9 5U12-U-AC w/120 Volt at ^ 

Coil. No action required 

7?Jw 24 H lp V’* 110 " *■ Philadelphia, Office of the Director. 

. — Generator 

?9^o?/ 26 H ' 4pp n ° 9i0n *' PhilfljBl i> hla ' Office of the Director. 


7 Analysis for As-Dullt Safety-Related'pipi^g Sy!. 1 '" 1 " 79_M ' ' 9eisnU,: ^OR ier * ,E BuHetin 79 ~ a ^' “Froien Lines." Action required 

WHITE, L. D. Rochester Gas {, Electric Corp, 79/00/31. lp. 7V/09/27 H lp RBBion *' ph i e Iph ia. Office of the Director. 


7910030066 "Bi sty-Day Response to IE Bullotin 79-14, 

for As-Oullt Safety-Related Piping Sys. 

* Rochester Gas & Electric Corp. 79/00/31. 10pp. 


Seismic Analysis 


"~'' 79 12 0 ? 0910 " Pipin » *• Piping Analysis Drawing List." Attachment 1 to 
60-day response to IE Bulletin 79-14, 

* Rochester Gas & Electric Corp. EUR 2512. 79/00/31, 25 pp 

7 <? p2??ri 23 NSr^ da 16 a , ?';.* , ?! ie r 79 “ 20 'R B v*»‘°" 1 , " NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word amission & punctuation error which changed 
Intent of statement. Changed statement underlined in text 

. fieDion I, Philadelphia, Office of the Director 
7*7/09/07, Ip, 

791:0080354 Forward. IE Circular 79-19, "Loose Locking Devices on 
i^S B I 8 2^A~ PaT '^ Pum P Impellers " No action required. 

Roglon 1( p hi ladelphia, Office of the Director. 


GRIER, B. H 
79/09/13. 


lp. 


7910170081 Forwards response to IE Bulletin 79-21. Review of liquid 
level measurement sys has been undertaken. Bteam generator 
U pTessuriier lovel measurement sys were investi gated. Tab! es 
a nc 1 . 

WHITE, L.D. Rochester Gas 6 Electric Corp. 79/09/14. 15pp. 

7910300002 Forwards IE Info Notice 79-22. "Ouall f i cat ion of Control 
S gS ;L,£’A t ! nSh0USC 790030 ‘tr * Public Svc Electric 6 Oas 
Co- 770710 Itr ro potential unmviewed safety question Action 
required within 20 days.W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 40 pp . 

7910150054 Ack receipt of 790S2G Itr informing NRC of steps taken to 
correct violations noted in IE ln*p Root 50-244/79-00 
BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 79/09/19. lp, r 

““^Raot^™/^"™ NRC J <? 0B07 i tr ra v “»<*tions noted In IE Insp 
Hept 50 244/79-0a. Corroc tl ve ac 1 1 ons : Free edures 16A t, A-52 2 
have been revised to require valve 070E be locked open 
during operation. 

WHITE, L. D. Rochester Gas k Electric Corp. 79/00/28. 3 pp. 

7t7, O15°O6 0 Forwards IE Insp Rept 50-244/79-08 on 790501-10 t, notice of 
vi oiatl on. 

BRUNNER, L.D. Region 1, Philadelphia, Reactor Operations Nuclear 
Bupport Branch. 79/00/07. 2 pp. 


7 ' ? Po!nt 3 fln 1 t C,, 'n a ra J E U I " ,# Noti ” 7, - a3 ' ""■■cfeor Trips at Turkey 
Point Units 3 k 4. No action required. * 


GRIER, B. H. 
79/ i 0 / 01 . 


IP 


Region 1 , Philadelphia. Dfflce of tho Director 


7910170631 Forwards IE Info Notice 79-24, "Overt) 

Containment of PWR Plant After Main Steam Line 
action required. 

79/10/01 H ' tp R0 ' 9iO,, *• Ph ‘l*'lelphia, Office »P the Director. 


roe suri ration of 
Brea k. " No 


rB P° rt * * related correspondence 

79 «wnu°n 9 i F °rwards monthly operating rept for Sept 1979. 

SNOW, fl. A. Rochester Gas & Eloctric Cnrp. 79/10/10, lp. 

--7910160394 Monthly operating rept for Bept 1979. 

MCNAMARA. A, E. Rochester Oas t, Electric Corp. 79/10/10 5pp. 

ncBUTr ‘ anCBS ' «-«• «■ related correspondence 

7<? CDnta?nL F, 19 7 r/ 1 h 0,1 790031 : cfl eml ca l analysis indicated tank A 
contained 13.1/, by weight boric acid solution & tan* 0 
contained 13, 2X. contra r<j to Tech Specs. Order! y load 

smt/rr C srr e : d V*"* 8 rB9tt,red required spec level. 

BNum. B. A. Roches ter Gas 6 Electric Corp. 79/0B/31. Ip. 

7910170244 Forwards LER 79-O10/O3L-O. 

9A0D0CH, H. G. Rochester Gas 6 Electric Corp, 79/10/10. lp, 

79 ‘°‘ 70330 LE0 79-01 0/O3L-O: on 790913, output breaker to bus 16 did not 
C lose. Caused by overcurrent relay contact lacking 
continuity. Relay inspected & actuated. 

EDGAR, E. O. Rochester Gas 6 Electric Corp. 79/10/10. lp. 


7910220347 Froward* LER 79-019/03L-0. 

WHITE, L. D. Rochester Gas S< Electric Corp. 79/10/19, 


Ip. 


~~ 79 fnun!? 3S4 L f R 79 ' 019/03L - 0 - 0 '* 790919, loose nuts on anchor bolts were 
found an pipe support® & on *vc water piping to standby 
au diary feedwater pump. Caused by nuts working loose durinq 

er 1 Mau?«, t V , I' N “£* L,8rB tBr R l, * d to current requirement. 
tT MARTIN.*/. T. Rochester Oas It Electric Carp. 79/10/19. Ip. 


" 7 910150070 Notice of violation from insp on 790301-10. 

* Region 1, Philadelphia, Office of the Director. 79/00/03 
8pp. 

' 79 ^iH° 073 s IE ,n ? P ” Bpt s °- 2 ‘’ 4779 -°B 790301-10. Noncompliance noted- 

inadequate review of nurveilUnc* test results & inadequate 
ei startup procedure. 

Dir«tnr“‘ A KPrM?n E n' R u fli0 " 1( Philadelphia, Office of the 

Director. KEIMIO, R. R. Region 1, Philadelphia, Reactor 
operation* Nuclear Support Drench* 79/00/03, A9pp. 

9 »??vd?i«nr r T d I, NRC 790626 Ur r> mu I biple equipment failures k 
UrvalUanc* testing errors* which was incorrectly 

forwards IE Insp Repts 30-295/79-13 U 
0-304/79-12. Action required. 

TSENHUT, D. 0. Division of 0perating Reactors. 79/09/21, 49pp. 


DOCKET 50-245 MILLSTONE NUCLEAR POWER BTAT1DN, UNIT 1 

19 ’ _H’ ei,lta 1 ' eracr 9 BT " : « *< fire protection plans 

7910170629 Forward. NRC position on safe shutdown capability, to help 
licensee prepare response to safety evaluation for fire 
protection. 

ZIEMANNiD. L. Operating Reactors Branch 2 (Pre 791030). 79/09/14 

2pp. 

7910040306 Reviews request to proposed amends to specify min of five 
members for fir* brigades 6 find. Tech Specs specifying 
3-man fire brigade appropriate. Forwards "Justification for 
□-Man Firs Drigad#. " < 

CQUNB1L, W. O. Northeast Utilities. 79/09/27, 2pp. 

7910040307 "Justification for 3-Man Fir# Brigade " 

* Northeast Utilities. 79/09/30, 60pp. 
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7910160359 Forwards add 1 Info re fire pr a tec t ion, to resolve Section 3 
concerns of 730919,26 tr 1003 1 tr s . Imp 1 ementat 1 on of hardware 
mods in progress. 

C0UN5 IL. W. G. Northeast Utilities. 79/10/09. 22pp. 


P. Operating license stage documents & correspondence 


7910040031 Forwards NUREG-0560, "Staff Rept on Generic Assessment of 
Feedwater Transients in PUfls Designed by BhW " H/o end. 

GRIMES, 8. K, Assistant Director for Systems Engineering (Pre 
791030). 79/06/ 1 1 . 12pp. 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection uf nuclear power plants Amend defers 
implementation of physical search requirements from 790901 
to 791101. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/10. 4?pp 


79101 10235 Forwards NUREG/CR-0727. "BUR Offgas Sys Eva 1 ua ti o n. '’Sys 
provided reasonable assurance that potential for eiternal 
offgas explosions is minlmiaed. W/o end. 

QAMMILLiH. P. Assistant Director for Operating Reactor Projects (Pre 
791030). 79/0B/22. 29pp. 


7910030757 Notifies of suspension of review work on submittals re 
containment air dilution sys tr deinerting until NflC acts on 
recommendations of TMI-2 Lessons Learned Task Group. 

CAMMILL. H. Assistant Director for Operating Reactor Projects (Pre 
791030). 79/06/27. 2pp. 


7910050004 Provides add 1 info in response to IE Bulletin 79-14 ro 
seismic analysis for as-built safety-related piping sys, 
Addresses progress in normally accessible areas. provides 
results of insp t> schedule for completing remaining work. 
CQUNSIL. W. Q. Northeast Uti lit i es. 79/03/31. 10pp. 


7910220357 Requests that sic sets of drawings *< schema t i c s. or one set 
of aperture cards be submitted In future For MHC review of 
SEP topic s, togeth er w/lnd*x update. Supers edes MRC 790626 
llr. 

ZIEMANN, D. L. Operating Reactors Branch 2 (Pre 791030). 79/09/06. 

2pp. 


79100S034B Forwards list of plants requiring micr of ieh ing of up-to- 
date FSARs in Central Fi 1 es. Requests action as soon as 
pos s ib !e. 

GRIMES. B. K. Assistant Director faT Systems Engineering (Pre 
791030). 79/09/10. 4pp. 


7910020151 Notification of 790912 meeting ur/SEP owners group in 
Bethesria.MD to discuss ph i 1 osoph y, sc hedu 1 e & objectives oF 
SEP ■!< draft LLL-TEftA rept on site specific spectra. 

O'CONNOR, P. W. Operating Reactors Branch 2 (Pre 791030). 79/09/11. 

IP- 


7910030239 Forwards Amend 64 to License DPR— 21, safety evaluation & 
notice of issuance t< aval lab i 1 i ty . 

ZIEMANN. D. L. Operating Reactors Branch 2 (Pre 791030). 79/09/19. 

2pp. 


— 7910030247 Amend 64 to License DPR-21, changing Tech Specs by replacing 
current inservice insp & testing w/program that meets 
requirements of 10CFR50. 55a. 

ZIEMANN, D. L. Operating Reactors Branch 2 (Pre 791030). 79/09/19. 

19pp. 


— 7910030253 Safety evaluation suppo-rting Amend 64 to License DPR-21. 
* Office of Nuclear Reactor Regulation. 79/09/19. 23pp. 


— 7910030259 Notice of issuance & availability of Amend 64 to License 
DPR-21. 

ZIEMANN. D. L. Operating Reactors Branch Z (Pre 791030). 79/09/19. 

3pp. 


79101B0224 Ack receipt of 790723 Itr providing results of leak rate 
tests t< advising that drywell airlock will he tested once 
every sic months at 43 psig. 

BRUNNER. E. 0. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch, 79/09/21. Ip. 


•79I01B0231 Informs of successful completion nf personnel air lock test 
at 43 pslg during refueling outage. Fac i 1 ity will propose 
revisions to Tech Spec* to locally leak rate test drywell 
air lock at 43 pslg once every six months. 

COUNSIL. W. 0. Northeast Util i ties. 79/07/23. Ip, 


7910010206 Proposes amend to Provisional License DPH-2 1 . Forward s 
proposed changes to Tech Specs re method for adjusting 
average power range monitor scram & rod block settings for 
p ower ascensions U max peaking factor for Bx8 retrofit fuel. 
CDUNSIL, W. 0. Northeast Utilities. 79/09/24. 12pp. 


7910160145 Notification of 790926 meeting u/Mark I owners in Dethesda. 
MD to discuss pool swelling compressibility effects & 
downcomer condensation loads 

GRIMES, C. I. Plant Systems Branch (Pre 791030). 79/09/24. Ip 


7910040651 Forwards draft evaluation of SEP Topic V— 12. A, "Water Purity 
of BUR Primary Coolant. " 

ZIEMANN. D. L. Operating Reactors Branch 2 (Pre 791030). 79/09/25. 

13pp. 


7910050568 Summary of 79002S & 29 meeting w/util in Berlin, CT re 
info requirements to de ter mi no seismic resistance capability 
of facility. 

SHEA. J. J. Operating Reactors Branch 2 (Pre 791-030 ) . 79/09/25. 

56pp. 


79101S0653 Forwards request for add 1 info re loss of offsite pouior 5 
facility offsite gr i d . fieques ts response within 90 days. 

ZIEMANN, D-. L. Operating Reactors Branch 2 (Pre 791030). 79/09/25. 

3pp. 


7910170010 Discusses need for addl confirmatory full scale teats to 
establish uncertainty in load magn i tudes re condensation 
oscillation load definition p roc e d u ros. Draf t ltr to Mark I 
utils ro test program end. 

GRIMES, B. Vr. Assistant Director far Systems Engineering (Pro 
791030). 79/09/23. 4pp 


7910170006 Discusses resolution of potential problem re Mark 1 
containment Identified in 790G31 memo. Addl info ro response 
cbarac t eristics of d ownc omer-vent header sys shows 
sufficient structural fatigue margins e x 1st. Eval ua t i on end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/26. 2pp. 


7910020367 Notifies that info re adequacy of station electric 
distribution sys vo 1 tages, requested by NRC 790B06 ltr, will 
be delayed until 791115. Delay discussed in 790926 telcon 
w/NRC. 

CQUNSIL. W. G. Northeast Utilities. 79/09/27. 2pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging 6 venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 day s 

E J SENMUT, D. G. Division of Operating Reactors. 79/09/27. 3pp. 


7910100326 Forwards procedure for qualification of computer programs. 
SULLIVAN, P. J. Northeast Utilities,. 79/10/02. ip. 


— 7910100330 Util generation engineering dept Procedure GED 3.09, 
Computer Program Documentation 6 Ou al 1 f i ca t i on. 

» Northeast Utilities 79/OB/Ol. llpp 


7910160262 Requests docketing of NEDO-24612, "Vent Header Deflector 
Load Definition. " 

COUNSIL, W. G. Northeast Utilities. 79/10/09. Ip. 


79102405 J 5 Forwards response to 790913 request for commitment to 
Lvmply w/requ i reme n ts of NUREQ-0570. dp t imum method of 
addressing concern, In recognition of plant— unique features, 
proposed. 

COUNSIL, W. Q. Northeast Utilities. 79/10/10. 49pp. 


G. Inspection reports, IE Bulletins {< correspondence 


7910020446 Forwards IE Insp Rept 50-245/79-16 on 790610-19. No 
noncomp 1 iance noted . 

BRUNNER, E. J, Region 1, Philadelphia, Reactor Dp era t Ians Nuclear 

Support Branch, 79/0B/O9. 2pp. 


—791002045 1 IE Insp Rept 30-245/79-16 on 790618-19. No noncompliance 
noted. Major areas Inspected: pipe support surveillance ti 
inservico Insp program. 

FOLEV.T. Region 1, Philadelphia, Office of the Director. 

CAPHTON, D. L. Region I, Philadelphia, Roac tor Operations Nue 1 ear 

Support Branch. 79/0B/08. 4pp. 


7910020773 Forwards IE Insp Rept 30-245/79-14 on 790519-21. No 
nomcomp 1 lance noted. 

BRUNNER, E. J, Region 1, Philadelphia, Roactor Construe 1 1 on 5 
Engineering Support Branch. 79/00/15. 2pp. 
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—7910020775 IE Insp Rapt 50-245/79-14 on 790519-21 . No noncomp li arc o 
noted, Major areas i ns p ec ta d : pr epara 1 1 on far refueling 
activities ?< refueling associated procedures, 

JULIAN. C. A. , MARTIN, fl. D. Region 1, Philadelphia. Reactor 

Construction & Engineering Support Branch. 79/09/15. 3 p p . 


7910090644 Ac! receipt of 790905 ltr informing NRC of steps taken to 
90^36/79* j^ tion5 nDfc<?c} in IE Insp Rep-ts 30-245/79-11 «< 

SM1 TH ,G^ H . Region 1 , Ph i lad o lp h ia. Fuel Facility 6 Materials 

Safety Branch. 79/09/21 lp. 


79101603SO Forwards IE Insp Repts 50-245/79-09 4 50-336/79-09 on 
790317-0430 t< notice of violation. 

BRUNNER. E. J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/00/23. 2pp. 


-7910160356 Notice of violation from insp on 790317-0430. 

* Region 1, Philadelphia, Office of the Director. 79/08/23 
»P. 


-7910160358 IE Insp Repts 50-245/79-09 S< 50-336/79-09 on 790317-0430. 
Noncompliance no t ed: f a i 1 ur e to wear fresh air supplied hoods 
& label air sampler per radiation work permit requirements. 
SHEDLOSKY, J. T, , MCCABE, E. C. Region 1, Philadelphia, Reactor 

Operations Nuclear Support Branch. 79/08/22. IBpp. 


7910020097 Forwards IE Info Notice 79-20, Re v i 9 i on 1, "NRC Enforcemont 
Policy NRC Licensed Individuals." Notice reissued to 
correct word omission U punctuation error which changed 
intent of statement. Changed statement underlined in text. 

GRIER, n.H. Region 1, Philadelphia, Office of the Director 
79/09/07. lp, 


-7910090647 Responds to NRC 790814 ltr r« violations noted in IE tnsp 
Repts 50-245/79-11 & 50-336/79-1 4. Cor rec t i ve actions; head 
bolts posted, area access restricted $, addl instruction given 
to personnel. 

^o^S rL ' W ° Northeast Nuclear Energy Co. (Northeast Utilities) 
79/09/05, 2pp. 


7910090449 Forwards IE Insp Repts 50-245/79-11 & 50-336/79-14 on 
790430-0504 {< notice of violation. 

SMITH, O H Region 1. Philadelphia. Fool Facility t. Materials 

Safety Branch. 79/08/14. 2pp. 


7910090651 Notice of violation from insp on 790430-0504. 

* Region 1, Ph i lade Iph ia, Fuel Facility 6 Materials Safetu 
Branch. 79/08/14. lp. M 


ffiuu7uod*t ic. insp Kept 


None omp I i a Tice noted: failure to perform surveys, 

CROCKER, H, W. Region I, Philadelphia, Fuel Facility t, Materials 
Safety Branch. THANUS, L. H. Region 1, Philadelphia, Office of 
the Director, 79/08/08. 6pp. 




7910220222 Responds to IE Bulletin 79-15, "Doap Draft Pump 
Deficiencies." Identifies deep draft pumps. Addl Info 
available at s i t e. Compar i son of wearing surface replacement 
frequency w/rated life not performed. 

COUNSI L, W. Q, Northeast Utilities. 79/09/10. 15pp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures 8, 
surveillance testing errors, which was incorrectly 
distributed. Also forwards IE Insp Repts 50-295/79-13 *, 
50-304/79-12. Action required. 

E1SENHUT, D. O, Division of Operating Reactors. 79/09/21. 49pp. 


7910020530 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers." No action required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
79/09/13. Ip. 


7910170459 Ac k receipt of 790810 ltr informing NRC of steps taken tc 
correct violations noted in IE Insp Repts 50-245/79-06 & 
50-336/79-06. 

SMITH, 0. H. Region 1, Philadelphia, Fuel Facility 8, Materials 

8afety Branch. 79/09/13. Ip. 


7910090539 Forwards IE Circular 79-20, "Failure of QTE Bulvnni* 
Typo PM Bulletin 7305 Catalog 5U12-U-AC w/120 Volt ac 
Coil." No action required. 

GRIER, B. H. Region J, Philadelphia, Office of the Director 
79/09/24. lp. 


Relay. 


7910300267 Ac k receipt of 790903 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-245/79-15 
BRUNNER, E. J. Region 1, Ph i 1 ado 1 ph ia. Reactor -Operations Nuclear 

Support Branch, 79/09/25. lp. 


-7910170468 Responds to NRC 790719 ltr re violations noted in IE Insp 
Repts 50-245/79-06 {< 50-336/79-06. Correc t i ve actions: 
collection of oyster samples from proper location & 
separation of serene wash mail. 

Cai/NSIL, W, G. , FEE, W. F. Northeast Nuclear Energy Co. (Northeaot 
Utilities). 79/08/10. 3pp. 


7910300271 Responds to NRC 790813 ltr re violations noted in IE Insp 
Rept 50-245/79-15 Corrective ac t i ons: p roc edure changed on 
790710 to eliminate requirements to record fluid level 
befora removing snubber for functional testing. 

CQUN5IL.W.G. Northeast Nuclear Energy Co. (Northeast Utilities), 
79/09/03, 3pp. 


•7910170475 Forwards IE Insp Repts 50-245/79-06 h 50-336/79-06 on 
790312-16 J, notice of violation. 

SMITH, G.H. Region i, Ph i ! ad e 1 p h i a . Fuel Facility t< Materials} 

Safety Branch. 79/07/19. 2pp 


—7910300275 Forward 
violation. 
BRUNNER, E. J. 
Support Branch. 


s IE Insp Rept 50-249/79-15 on 790606-00 8, notice of 

Region 1, Phi ladolphia, Reactur Operations Nuclear 
79/0B/09. 2pp. 


•7910170480 Notice of violation from insp on 790312-16. 

* Region 1, Philadelphia, Office of the Director. 79/07/19 
2pp. 


•79101 704BB IE Insp Repts 50-245/79-06 i, 50-336/79-06 on 790312-16 
Noncomp I iancu noted: failure to collect 8, analyte oyster 
samp I es , inae c ura t e sampling of fish impingement' monitoring i< 
exceeding of discharge temp rate of change. 

8HANBAKY, M. M. Region 1, Philadelphia, Office of the Director 
8T0NR, J. P. Region 1, Philadelphia, Fuel Facility t, Materials 

Safety Branch. 79/07/17. 11pp. 


7910300276 Notice of violation from insp on 7906Q6-0B. 

* Region 1, Ph i 1 ad e 1 ph i a, Office of the Diroctor. 79/08/09. 


•7910300279 IE Insp Rept 50-245/79-15 on 790606-0B. Non comp lianco noted 
fluid levels U piston rod emergence were not recorded during 
functional testing of hydraulic snubbers. 

FDLEY, T. , DURR, J. Region 1, Philadelphia! Office of tbo 
Director. CAPMTQN, D.L. Region I, Philadelphia, Reactor 
Operations Nuclear Support Branch. 79/09/08. 7pp. 


7910190225 Responds to IE Bulletin 79~lB.Plant design change* wore 
initiated to upgrade both page 6 siren sy s. Up grad i ng 
included 25 addl speakers !< ono siren in effort to correct 
deficiencies. 

C0UN3IL, W. G. Northeast Utilities. 79/09/17. 2pp. 


7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
Gys. " Wootinghouse 790830 ltr & Public 9vc Electric S< Gas 
Co 790910 ltr re potential unreviowod safety quest Ion. Ac 1 1 on 
requirod within 20 days. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, 79/09/17. 40pp, 


7910290413 Responds to IE Bulletin 79-19, "Packaging of Low-Level 
Radioactive Waste for Transport 6 Burial." Discusses 
administrative control procedures 6 program for training 
personnel re waste burial license requirements, 

COUNSIL, W. G. , FEE, W. F. Northeast Utilities. 79/09/19. 3 pp. 


emergency Diesel Generator 


/Yiuuwiw forwards IE Info Notice 79-23, 

Luho Oil Coolers." No action required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
79/09/26. 4pp. 


7910180140 Forwards IE 
GRIER, B. H. Region 
79/09/27. lp. 


Bulletin 79-24, "Frozen 
1, Philadelphia, Office 


Lines." Action required, 
of the Director. 


7910290103 Responds to IE Bulletin 79-14 w/update of program to verify 
accuracy of input info for seismic analysis of safety- 
related piping. Investigating 21 piping sys,u/17 to he 
verified shortly. Found 4 sys unaccessible. 

COUNSIL, W. G, I FEE, W. F. Northeast Utilities. 79/09/20. 5 pp, 


m Mviuvuuy I VH UJdi U iJ 






Point Units 3 & 4. " No action required 
ORIERiB, K Region 1, Ph i lad e 1 ph i a, Office of the Director 
79/ 10/01 . lp. 
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79 1 0170614 Forward* IE Info Notice 79-24, "Overpressur i i a t i on of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

CRIER, B. H. Region 1, Philadelphia. Office of the Director. 
79/10/01. Ip. 


7910100260 Responds to 790917 Itr re potential unraviewed safety 
question on interaction between nansaf e ty-grade sys L 
safety-grade sy». Outline of completed IE Tnfo Notice 79-22 
evaluations end. 

COUNSIL, W. O. Northeast Utilities. 79/10/05. 6pp. 


79 1 0390043 Ack receipt of 790923 ltr informing NRG of steps taken to 
correct violations noted In IE Insp Rnpt 50-245/79-19. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/10/10. Ip. 


—7910290047 Responds to NRC 790904 ltr re violations noted In IE Insp 
Rept 50-245/79-19 Corrective actions: Tech Spec change is 
being processed to allow use of inserted electrical signal 
for functional demonstration. 

COUNSIL, W. Q. Northeast Nuclear Energy Co. (Northeast Utilities). 
79/09/25. 2pp. 


791029004a Forwards IE Insp Rept 50-245/79-19 on 790625-29 U notice of 

violation. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/00/30 2pp. 


—•—•7910290050 Notice of violation from insp on 790625-29. 

* Region 1, Philadelphia, Reactor Operations Nuclear Support 
Branch. 79/06/14. ip. 


— —79 10290053 IE Insp Rept 50-245/79-19 on 790625-29. Noncomp 1 i a nee noted: 
acceptance criteria an specified on data sheets were not 
met as required re surveillance test program review. 

SHAFER, U. 0. Region 3, Chicago, Office of the Director. 

BHEDLOSKV, J. T. , WHITT, K. Region 1, Philadelphia, Office of the 
Director. 79/00/14. 7pp. 


R Periodic operating reports & related correspondence 


7910230599 Forwards monthly operating rept for Sept 1979. 
OPERA, J. F. Northeast Utilities. 79/10/16. Ip. 


7910230603 Monthly operating rept for Sept 1979. 

YOUNG, R. Northeast Utilities. 79/10/10. 6pp. 


7910310423 Forwards monthly operating rept for Sept 1979. 
OPEKA, J. F. Northeast Utilities. 79/10/19. Ip. 


——7910310429 Monthly operating rept for Sept 1979. 
YOUNG, R. Northeast Utilities. 79/10/17. 2pp. 


S- Reportable occurrences, LERs & related correspondence 


7910240713 RO 79-25/ IP: on 790913, noted that total peaking factOT limit 
for recent reload fuel differed from previous reload & that 
Tieuj**t reload peaking factor limit was inadvertently omitted 
front current cycle licensed submi ttal. Procedure* revised. 

OPEKA, J. F. Northeast Utilities. 79/09/14. Ip 


7910010354 Forwards LER 79-027/03L-660. 

OPEKA. J. F. Northeast Nuclear Energy Co. (Northea*t Utilities), 
79/09/25. 2pp. 


— 7910010356 LER 79-027/03L-0: on 790B27, semiannual functional tost of 
vault smoke detection sys was overlooked. Caused by omission 
from vendor computer k unit surveillance schedules. 

Surveillance was accomplished fc added to schedules. 

YOUNG, R.H. Northeast Nuclear Energy Co, (Northeast Utilities) 
79/09/24. Ip. 


79 10010358 Forwards LER 79-025/01T-0. 

79/09/25 F 3 North * J * t Nuclear Energy Co. (Northeast Utilities). 


7910010361 LER 79-025/0 1T-0: on 790913, total peaking factor limit for 
current reload fuel was more conservative than Tech Spec 
limit for standard 8*0 fuel type. Caused by apparent 
oversight. Operating procedure fc Tech Spec* revised 
79 /no/ R ' H ' Nuclear Energy Co. (Northeast Utilities). 


7910010409 Forwards LER 79-02B/03L-0. 

DP£KA, J, F, Northeast Utilities. 79/09/25. 2pp, 


— 7910010415 LER 79-02B/03L-0: on 790B2B. after venting pressure 
suppression chamh er, vent bypass valve failed to close. Caused 
by rust scale contamination in pivot mechanism of main valve 
prevent! ng va lveplug from rotating completely closed, 
YOUNO.R. H. Northeast Utilities. 79/09/25. Ip. 


7910100292 Forwards LER 79-023/01 T-O. 

OPEKA, J. F. Northeast Utilities. 79/09/23. 2pp. 


— 79JO10O297 LER 79-025/0 1T-0: on 790913, noted that total peaking factor 
limit for current reload fuel was more conservative than 
Tech Bpocs. Causa unstated. Adequate margins existed between 
operating values U present limit. 

YOUNG, R. H. Northeast Utilities. 79/09/25. Ip. 


7910030436 Furuards LER 79-026/01 T-O. 

□PEKA.J.F, Northeast Utilities. 79/09/27. 2pp. 


— 7910030441 LER 79-026/0 i T-O: on 790914, d i scovered that loss of power to 
ECCB electrical buses could occur w/o being sensed by loss 
of normal power initiation logic. Caused by design oversight. 

Logic changed. 

YOUNG, R. H. Northeast Utilities. 79/09/27. Ip. 


7910100314 Forwards LER 79-029/O3L-0 . 

DPEKA.J.F. Northeast Utilities. 79/10/04. Ip. 


— 7910100324 LER 79-029/03L-0: on 790904. during surveillance of 
containment isolation valves, Isolation condenser inboard 
steam supply valve failed to class. Caused by faulty 
micro-switches. Swi tehes replaced t, adjusted. 

* Northeast Utilities 79/10/04. 3pp. 


7910170297 Forwards RDs 50-245/79-01 4, 50-336/79-01. 
OPEKA, J. F. Northeast Utilities. 79/10/10. ip. 


—7910170298 RDs 50-245/79-01 t, 50-336/79-01 : on 790B24, 1 eve 1 s of Ag-1 10m 
activity observed in third quarter samplo of oysters within 
500 ft of d i scharge. Caused by inability to maintain oyster 
trays at location due to startup of Unit 2. 

* Northeast Utilities, 79/10/10. 2pp, 


791OIB0425 RO: on 790B24 Ag-1 10m activity was observed in third quarter 
sample of oysters within 500 ft of d ischarge. Caused by 
Increased liquid discharge l< location of sample within 
boundaries of quarry w/o any near field dilution factors, 

* Northeast Utilities. 79/10/10. 2pp, 


7910300134 Forwards NEDE-25 194, p ropr i e tary version, as followup rept to 
RO 79-1 /IT re cracking discovered In cleanup sys return lino 
on 790106. Rept withheld (ref 10CFR2. 790). 

OPEKA, J. F. Northeast Utilities. 79/10/16. ip. 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 


7910030832 Notification of 790925 meeting w/util in Buchanan, NY to 
discuss emergency planning. 

0L9HAN, L. Operating Reactors Branch 1 (Pre 791030). 79/09/19. 

If. 


7910250542 Summary of 790925-26 meeting w/utils at plant site re 
emergency preparedness. 

OLEHAN, L. N. Operating Reactors Branch 1 <Pre 791030). 79/10/18, 

3pp. 


G, Adjudicatory correspondence 


7910020023 Ack 790611 ltr w/petltion requesting shutdown of reactors. 
Both forwarded to NRC h eadquar tare . 

ABRAHAM, K. Region 1, Philadelphia, Office of the Director. 
79/07/25. Ip. 


•7910020026 Opposes power plant* for inept operation & danger. Requests 
info on NRC plans rereacturs. Petition by Hausatonlc Safe 
Energy Alliance end. 

DAVIS, R. Affiliation Unknown. 79/06/11, Ip. 


•7910020029 Petition For shutdown of power plant, 

DAVIS, R. , HERKEY,B. , KERN, R. Houeatonic Safe Energy Alliance. 
79/06/10. 2pp, 
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791 0030221 Order extending time until 15 days afteT sve of supplemental 
majority opinion for filing petitions for review of seismic 
issues of ALAB-422 & ALAB-436. T ime for NRC to grant 
petitions is extended to 30 days after filing of petitions. 

CHILK.S.J. Office of the Secretary of the Commission. 79/00/23 
2pp. 


7910030173 Forwards AS Rosenthal 8< JH Such 790906 supplemental opinion 
in Seabrook proceeding & JH Buck & LR Quarles 790606 
supplemental opinion in Indian Point proc co d i ng . C J Bishop 
790906 memo re amend to MC Farrar 790903 opinion end. 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 79/09/06 

2pp. 


■7910030179 Supplemental opinion in response to MC Farrar 790003 
dissenting opinion on seismic issues in ALAB-422. 

ROSENTHAL# A.S.# BUCK, J. H. Atomic Safety and Licensing Appeal 
Panel. 79/09/06. 19pp. 


■7910030183 Supplemental opinion in response to MC Farrar 790003 
dissenting opinion on seismic issues in ALAU-436. 

BUCK, J H. , QUARLES, L. R. Atomic Safety and Licensing Appeal Panol. 
79/09/06. 4pp. 


■79100301B9 Amend to MC Farrar 790003 dissenting opinion to avoid 
possible confusion between two dlfferont areas of 
conservatism. 

FARRAR, M, C. . BISHOP# C. J. Atomic Safety and Licensing Appeal Panel. 
79/09/06. 3pp, 


79101 BO 121 Petition for decommissioning of Unit 1 8, suspension of Unit!! 
2 & 3. Alleges that potential consequences of accident could 
bo enormous due to failure of util to comply u/bastc safety 
requirements. 

WEISS, ER Union of Concerned Scientists. WEISS. E. 11. Sheldon. 
Harmon & Weiss. 79/09/13. 27pp. 


■7910180141 Responds to 690902 ltr. Advises that license will not expire 
if renewal is filed before 691216. since technical matters 
cannot be resolved on proposed schedule. 

MORRIS, P. A. Atomic Energy Commission. Directorate of Licensing 
69/09/22. Ip. 


•7910100150 Affidavit in support of petition for decommissioning of Unit 
i & suspension of Unit 2 !< 3 operation. 

POLLARD, no. Union of Concerned Scientists. 79/09/13. 3pp. 


7910310137 Petition for review of part of ASLAB decision ALAR-561, 
relating to seismic monitoring networ k. A1 legos ASLAB failed 
to give fair weight to NRC & State of NV testimonies. 

Certificate of 3vc end. 

FLEI SCHAtiER, D. Citizens Committee for Protection of the Environment 
79/09/24. 6pp. 


7910190020 Opposes UC6 request that NRC issue order directing 
suspension of operation of Units 2 8< 3 8< decommissioning of 
Unit 1. Relief sought should he denied or alternatively be 
deemed request for rulemaking. 

BRANDENBURG, B. L Consolidated Edison Co. of New York. 79/09/211 
5pp. 


7910240632 Motion for extension until 791109 to respond to NY State 
Energy Ofc & Citiiena Committee for protection of Environ 
petitions requesting review of expansion nf seismic network. 
SMITH, B. H. Branch 2. 79/10/05. 27pp. 


7910240644 Affidavit attesting that seismic issues in proceeding have 
been disregarded for two years. mak ing current review more 
complex. Addl time will serve interest of pub 1 ic. Notice of 
appearance 8< Certificate of Sve end. 

KNIOHT. J. P. Division of Systems Safety. 79/10/05. 6pp. 


7910250230 Answer in oppostion to NV State Energy Dfc 790921 petition 
requesting Commission review of ALAB-436- & ALAB-561. Pet i ti on 
does not show proper basis for review. ASLAB decision has not 
been d i sputed. Certi f i cate of Bvc end. 

DAVIS, J. F. Consolidated Edison Co. of New York. 79/10/09. 2pp. 


7910250449 Answer In opposition to NV State Energy Ofc 790921 petition 
requesting Commission revoiw of ALAB-436 & ALAB-561. Tost of 
"dearly erroneous decision" has not been me t. Cert i flea te 
of Bvc end. 

FREY, T. R. Power Authority State of New York. 79710/09. Upp. 


7910190111 Notice of address changeias of 791001. will be at 1735 Eye 
Street, Suite 709, Wash ington, DC. 

FLEI8CHAKER. D. Fleischflker, D. 0 . 79/10/10, Ip. 


7910220427 Order granting extension until 79110B for NRC to respond to 
NY State Energy Ofc 8. Citizens' Committee for Protection nf 
Environ petitions to intervene Good cause shown. 

CHILK.S.J. Office of the Secretary of the Commission. 79/10/10 
IP 


H General correspondence 


7910030654 Updates info re access of NRC Region I personnel to util 
facilities JR Johnson, NRC Badge 0-0241, is to be added to 
End I «. delete from End 2 of NRC 790702 ItT. 

GR IER, □ . H. Region 1. Philadelphia, Dffico of the Director 

79/00/31 lp. 


P. Operating license stage documents 8. correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements Priim 790001 
to 791101. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/08/10. 49pp, 


7910030630 Responds to IE Bulletin 79~17.Unit 1 has been shut down 8, ia 
In defueled c ond i 1 1 on. Resu 1 ts of examinations of Unit 2 
piping have revealed no signs of cracking in stagnant, 
oxygenated, bora tnd water safety-related sys. 

CAHILL, W. J. Commonwealth Edison Co. 79/0B/24. 5pp. 


7910090577 Forwards results of review of atmospheric dispersion factors 
for 13 p lants. Requests confirmation of accuracy of exclusion 
area boundaries. 

HULMAN, L. 0. Hydrology Moteorolngy Branch, 79/09/04. 13pp. 

7910100623 F0IA request for sequel to UASH-BB, documents re 1952-53 
ACR5 proceedings, documents submitted to ACRB during 1953 
concerning proposed reactor site 8c documents referenced in 
WASH-BB. 

YELLIN, J. Massachusetts Institute of Technolngy. 79/09/04, 2pp 


7910020615 Forwards Amend 58 to License DPR-26, saf e ty evaluation !c 
notice of Issuance 8, availability 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 791030). 79/09/07 

2pp. 


7910020617 Amend 58 to License DPR-26, requ i r i ng insp of steam 
generators by 010501. 

SCHWENCER, A. Operating Reactors Branch 1 {Pre 7910301. 
79/09/07. 2pp. 


— 7910020620 Safety evaluation supporting Amend 5B to License DPH-26 
# Office of Nuclear Reactor Regulation. 79/09/07. 6pp. 


— 7910020624 Notice of issuance !< availability of Amend 50 to Licenoe 
DPR-26. 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 7910301. 

79/09/07. 2pp. 


7910020710 Notifies that util response to NRC 730202 ltr re potential 
for reactor cavity annulus seal ring to become destructive 
missile during LQCA acceptably resolves problem. 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 791030). 79/09/1B 

2pp. 


7910030182 Forwards Amends 27 8, 59 to Licenses DPR-5 8, DPR-26, 
respec t ively, safety evaluation 6 notice of issuance 8, 
aval labil 1 ty. 

SCHWENCER, A. Operating Reactors Branch 1 <Pre 791030). 79/09/IB 

2pp. 


—7910030190 Amends 27 8, 59 to Licenses DPR-5 ti DPR— 26, respec t ivel y, 
revising Tech Specs re operating or jan i ja t i o n, re port 1 ng 
requirements for Unit l 8, qualifications of chemistry 8, 
radiation safety director. 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 7910301, 
79/09/10, 24pp. 


■7910030197 Safety evaluation supporting Amends 27 6 59 to Licenses. 
DPR-5 & DPR-26, respectively. 

* Office of Nuclear Reactor Regulation. 79/09/10. 3pp. 


•7910030200 Notice of Issuance 8; availability of Amends 27 & 59 to 
Licenses DPR-5 8, DPR-26, rospec t ive 1 y. 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 791030). 
79/09/10. 2pp. 
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7910100613 Partially responds to FBIA Tequest for 
<1 oc ijrrmnt a re i?52-53 ACRS pr oc e 9 d ing 5 1 rf ac s 

to ACRS during 1953 concerning proponed reactor 
documents ref In WASH-08. 

MCCAULEY. W. R. Ene r gy, De p fc. of . 79/09/20. 2pp. 


sequel to WASH-99, 
submi tted 
site A 


7910190054 Act receipt of 790907 application for Tech Spee amend to 
allow expand on of spent fuel pool . Submi tta 1 has 
insufficient technical info to permit review. Appl ica ti on is 
suspended pending submittal of adequate info. 

5CKWENCER, A. Operating Reactors Branch 1 <Pre 7910301. 79/09/34, 


— 79102900B4 IE Insp Rept 50-247/79-OB on 790401-29. No noncomp 1 i anc b 
noted. Mo jor areas inspected: plant operations, physical 
security & radwaqte cask con tam 1 na t ion. 

REBELOWSKI. T. Region 1 . Philadelphia. Office of the Director. 
KEIMIO.R.H. Region 1, Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/11. 10pp. 


79102900B6 Forwards IE Insp 
noneomp liance noted. 
BRUNNER. E. U. Region 1, 

Support Branch. 79/09/13. 


Rept 50-247/79-10 on 790307-29. No 
Philadelphia. Reactor Operations Nuclear 

2pp. 


7910030203 Forwards application for amend to License DPR -36 re 
“ ater chemistry monitoring program, in response to 
NRC 790 BO 1 request. Safety evaluation A affidavit of svc 
enc 1 . 

CAHILL. W, J. Consolidated Edison Co, of Neui York. 79/10/01. 9 pp, 


R *4U9»t addl info Te adequacy of offsite power sys. 
SCHUENCER, A. Operating Reactors Branch 1 CPre 791030). 79/10/01 

3PP. 


7910100619 Responds to FOIA request for sequel to WASH- 8 B documents 
re 1932-33 ACRS pr oc ee d 1 ngq, d oc union t S submitted to ACRS 
during 1933 concerning proposed reactor site A documents 
ref in WASH-0B. Unab le to locate documents. 

FELTON, J. M. Division of Rules and Records. 79/10/05. Ip, 


7910220340 Forwards response to NRC 790727 A OBOB requests for addl 
i n Fo re degraded grid voltago ft adequacy of station 
electrical distribution sys vol t ages. Ei tens i ve computer 
analyses required will be completed by B00301. 

CAHILL. W. J. Consolidated Edison Co. of New York. 79/10/16. 8 pp. 


79 . l ,fln 22 938 f6rw * rd * to meet requirements specified in 

NUn EQ-0570, "TH1-2 Lessons Learned Task Force Status Rent ft 
Short-Term Recommendations. “ 

ZARAKABrP. Consolidated Edison Co. of New York. 79/10/17. 54pp. 


0 Inspection reports, IE Bulletins A correspondence 


7910030602 Forwards supplemental response to IE Bulletin 79-13 Mo 
evidence of cracking In main feedwater 1 Ines. Vol urn, trie 
testing of remaining plpewelds has been scheduled. 

ZARAKA9, P. Commonwealth Edison Co. 79/00/ 17 \ 3 pp. 


7910170631 Forwards IE Insp Rept SO-247/79-13 on 790717-19 No 
noncompllance noted. 

BRUNNER , E, J. Region l, Philadelphia, Raac tor Con s true t i on 

Engineer ing Support Drench, 79/00/24, 2pp. 


•79102900BB IE Insp Rapt 50-247/79-10 nn 790507-29. No noncompliance 
noted. Major areas 1 nip e c ted : opera tor tra 1 ni ng, va 1 vo breakor. 
switch alignment procedures of engineered safety features A 
surveillance test results. 

REBELOWSKI, T. Region 1, Philadelphia, Office of the Director. 
KEIMIQ.R. R. Region i. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/U. 10pp, 


7910160272 Responds to IE Bulletin 79-21. Unit 1 shut down while util 
decides whether to install ECC8. Di sc us s e s review results for 
Unit 2 level indication A control signals for each steam 
generator. 

CAHILL, W, J. Consolidated Edison Co. of New York. 79/09/17, 5 pp. 


7910190219 Responds to IE Bulletin 79-02. Revi s 1 on 1. Field verification 
program for anchor bolts in support plates of seismic 
Category 1 piping sys was performed by Ebasco during 
refueling nalnt outage. 

CAHILL, W, J. Commonwealth Edison Co. 79/09/17. 7pp. 


7910230561 Forwards NRC 790626 Itr re multiple equipment failures A 
surveillance testing errors. which was incorrectly 
dl stri butod. Also forwards IE Insp Repts 30-295/79-13 *, 
50-304/79-12. Actlun required. 

EISENHUT, 0, G. Division of Operating Reactors. 79/09/21. 49pp. 


roTwaras it uircujar 


Type PH Bulletin 7305 Catalog 5U12-11-AC w/120 Volt ac 
Coil. u No action required. 

DRIER, B. H. Region 1, Philadelphia, Office of the Director 
79/09/24. Ip. 


wy i y smi *0 


7910040094 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lub 0 Oil Coolers. H No action re-quired. 

GRIER, D.H. Region 1, Philadelphia, Office of the Director 
79/09/26, 4pp. 


79IO10OUB Forwards IE 
GRIER, B. H, Region 
79/09/27. Ip, 


Bulletin 79-24. "Fro»en 
i, Philadelphia, Office 


Linas." Action required, 
of the Director. 


-7910170643 IE Jnsp Rept 50-247/79-13 on 790717-19. No none on p H ant f> 
noted. Major areas Inspec ted: T e fuel Ing ac 1 1 vl t ies. ou t age 
mairvt. Integrated leak rate test procedure review A followup 
on outstanding items. 

HIGGINS, J. C, » SMITHrT.H. Region 1. Philadelphia. Office of tho 

Director. CAPHTON, D. L Region l. Philadelphia. Reactor 

Operations Nuclear Support Branch. 79/0B/23. Bpp. 


79100200B7 forwards IE Info Notice 79-20, Revi s i on I, "NRC Enforcement 
Policy - NRC Licensed Individuals," Notice reissued to 
correct word omission A punctuation error which changed 
statement. Changed statement underlined in text 
79/09/07 ip f,CSl< ” 1 11 Ph ‘ ladalph i a. Office of the Director. 


7910290181 Forwards IE Insp He.pt 50-247/79-13 on 790001-02 No 
noneomp! ianct routed. 

BRUNNER, E. J. Region i, Philadelphia, Reactor Operations Nuclea 

Support Branch. 79/09/07. 2pp, 


-7910290184 IE Insp Rept 50-247/79-13 on 790001-02. No none omp U a n c a 
noted. Major areas inspec ted: 1 1 c ensed reactor operator 

1 f tca 0A tra itilng A action on previous insp findings, 

' ?e9l ° n »' Philadelphia. Sfflce c 

aJr tD w‘ , CAPH * 0NjI)L - Region 1, Philadelphia. Reactor 

Operations Nuclear Support Branch. 79/00/31. 6pp. 


7910310436 Forwards suppl to 790001 response to IE Bulletin 79-19, 
’Seismic Analysis for As-Ouilt Safety-Related Piping Sys." 

Includes rept of actions taken In response to bulletin, 
w/revisions & suppls through 790907. 

CAHILL, IrJ. J. Consolidated Edison Co. Df Now York. 79/09/2B. 2pp. 


7910160517 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 A 4. " No action required. 

GRIER, D.H. Region 1, Ph i 1 ade 1 p h la, Office of the Director. 
79/10/01. Ip. 


79 1017Q5B5 Forwards IE Info Notice 79-24, "Over pres sur i xat i on of 
Containment of FWR Plant After Main Steam Line Break. “ No 
action required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
79/10/01. Ip. 


7910110377 Forwards response to NRC 790917 Itr A IE Info Notice 79-22 
re potential interaction between nonsafety-grade A safety- 
grade sys. Based upon specific eval uat ions, cone ludes 
continued operation of plant justified. 

CAHILL, W. V. Commonwealth Ed ison Co. 79/10/09. 2pp. 


H. Periodic operating reports A related correspondence 


7910020516 Forward. IE Circular 79-19, "Loo,, Locking Devices c 
P“<"P Impeller*. " No action required. 

79/09/13* R,S ‘ 0n *' Phlla ' ,el P , ’ ia ' Office of the Director. 


79100203B5 Forwards Quarterly Rept 16 for seismic monitoring program 
for Mar-May 1979. 

CAHILL, H. J. Consolidated Edison Co. of New York. 79/09/19. Ip, 


7910290003 Forwards IE Imp Rept 50-247/79-OB on 790401-2B No 
none omp i ianc» not*«j. 

BRUNNER, E- J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 79/09/13. 2 PP . 


—7910020300 Quarterly Rept 16 for seismic monitoring program for Mar-May 
* Woodward-Clyde Consultants. 79/09/07. 42pp. 

7910220293 Forwards tabulation of daily record of fish collections for 
bept 197*?. 

CAHILL, W. J. Consolidated Edison Co. of New York. 79/10/12. 4pp. 
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7910220276 Forwards monthly operating rept far Sept 1979. 

CAHILL, W. J. Consolidated Edison Co. of Now York. 79/10/13. Ip. 


•7910220279 Monthly operating rept for Sept 1979. 

KAWULA, L. , MAKEPEACE, J. Consolidated Edison Co. of New York 

79/10/05. 11pp. 


7910300020 Forwards. "Indian Point Generating Station Entrainment 
Survival 6 Related Studies 1978 Annual Rept. " Affidavit 6 
Certificate of Svc end. 

CAHILL, W. 0. Consolidated Edison Co. of Neui York. 79/10/23. 5pp. 


“ 7910300022 "Indian Point Generating Station Entrainment Survival & 
Related Studies, 197B Annual Rept." 

* Ecological Analysts, Inc. 79/09/30. 100pp. 


S. Reportable occurrences, LERs & related correspondence 


79101B0302 PNO-79-433: on 790921 . rad i oac t 1 ve matl Contamination wan 
found in nonstation maint worker clothing, two weeks after 
completion of work assignment at facility. Investigation uias 
initiated & results will bo reviewed 

FLACK, E. D. Office of Inspection & Enforcement, Office of the 
Director. HIGGINBOTHAM, L. NRC Regional Offices. 79/09/21. Ip. 


7910260252 Forwards LER 79-022/Q3L-0. 

CAHILL, W. J. Consolidated Edison Co. of New York. 79/10/12. Ip. 


--7910260287 LER 79-022/03L-0: on 790913, amount of water in condensate 
storage tank was 60,000 gallons bolow Tech Spec requirement. 
Caused by efforts to reduce high sodium concentration In hot 
well. 

MAKEPEACE, J. M, Consolidated Edison Co. of New York 79/10/12 
Ip. 


U. Congressiona 1/Executive Correspondence 


7910310056 Requests response to one 1 Holden 790028 ltr re possible 
facility safety problems. 

PEYSER, P. A. House of Rep. 79/09/17. 2pp. 


7910260442 Espressos dismay w/do facto secret meetings conducted by 
NRC on 790925-26 ro upgrading of Inadequate emergency 
preparedness p lanning. Requests rescheduling 6 opening of 
meeting for public. 

FISH, H. Houso of Rep. 79/10/09. Ip. 


DOCKET 30-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency !< fire protection plans 


7V 10l' 10369 Forwards Revision 3 of interim security plan. Plan withheld 
<rBf 10CFR2. 7901. 

PEOPLES, D. L. Commonwealth Edison Co, 79/10/04. Ip. 


0. Adjudicatory correspondence 


7910090068 Notice of reconstitution of ASLB in proceed ing. UF Wolf will 
replace E Luton as Chairman of Board. 

LAZO, R. M. Atomic Safety and Licensing Board Panel. 79/07/30. Ip. 


7910220410 Notice of appearance on behalf of NRDC. Cert if ica te of Svc 
one I . 

FLEISCHAKER, D. Natural Resources Defense Council. FLE ISC MAKER, D 
FleUchaker, D. 0. 79/09/27. 3pp. 


H. General correspondence 


7910010364 Discusses reorgani tation of design, operations {, licensing 
activities. 

REED, C. Commonwealth Edison Co. 79/09/21, Ip. 


7910030309 Notifies of Internal reorganization of nuclear activities. 
All correspondence re licensing should be directed to 
DL Peoples. 

REEDjC, Commonwealth Edison Co. 79/09/21. 2pp. 


7910230270 Forwards addl detailed info re util resources l< technical 
capabilities available to handle unusual events. 

UANECEKrR.F. Commonwealth Edison Co, 79/10/16. 240pp. 


P. Operating license stage documents & c orre spond onco 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790B01 
to 791101. 

DENTON, H, R. Office of Nuclear Reactor Regulation. 79/08/10. 49pp. 


7910110235 Forwards NUREG/CR-0727, "BUR Offgas Sys Evaluation. "Sys 
provided reasonable assurance that potential for esternal 
offgas explosions Is minimi jed . W/o oncl. 

GAMM1LL, W. P. Assistant Director for Operating Reactor Projects IPro 
791030). 79/00/22. 29pp. 


7910030734 Notifies of suspension of review work on submittals re 
containment air dilution sys & deinerting until NRC acta on 
recommendations of TMI-2 Lessons Learned Task Group. 

GAMMILL, W- Assistant Director for Operating Reactor Projects IPra 
791030). 79/00/27. 2pp. 


7910090371 Informs of NRC acceptance of Revisions B 1, 9 to Comm Ed 
□A Topical Rept CE-l-A, "Comm Ed Co QA Program for Nocloar 
Generating Stations. " 

HAASE, M. Quality Assurance Branch. 79/07/11. Ip. 


7910220316 Requests addl info re loss off offsite power on 7S0821 to aid 
in review of offsite power sys ad equacy. Roque s ts response 
within 90 days, 

IPPOL1TO, T. A. Operating Reactors Branch 3 <Pre 771030). 79/09/18, 

3pp. 


7910160143 Notification of 790926 meeting w/Mark I owners In Bethesda, 
MD to discuss pool swelling compressibility effects & 
downcomer condensation loads. 

GRIMES, C. I. Plant Systems Branch (Pre 791030). 79/09/24, lp. 


7910170010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty In load magnitudes re condensation 
oscillation load definition procedures. Draft ltr to Mark I 
utils re test program enct. 

GRIMES, B, K. Assistant Director for Systems Engineering CPto 
791030). 79/09/23. 4pp. 


7910170006 Discusses resolution of potential problem re Mark I 
containment Identified In 790Q31 memo. Addl info re response 
characteristics of downeomer-vent header sys shows " 
sufficient structural fatigue margins exist, Eva 1 uat i on encl. 

DENTQN, H, R. Office of Nuclear Reactor Regulation. 79/09/26. 2pp. 


7910220413 Forwards g<4delines for valve operability re containment 
purging & venting during normal opera t ion. Request s 
commitment to implement valve qualification program within 
30 days. 

EISENHUT, D. Q. Division of Operating Reactors. 79709/27, 3pp. 


7910090348 Forwards corrected revised pages to Tech Specs for Amends 44 
U 39 to Licenses DPR-19 6 DPR-23, reap a c t ive 1 y, for Dresden 
Units 2 6 3 6 Amends 33 6 50 to Licenses DPR-29 6 DPR-30, 
respectively, for Quad-Cities Units 1 6 2, 

JANECEK.R, F. Commonwealth Edison Co. 79/10/02. 2pp. 


•7910090350 Corrected revised pages to Tech Specs for Amends 44 & 37 to 
Llcensos DPR-19 6 DPR-23, respective ly, for Dresden Units H fc 
3 8, Amende 33 6 50 to Licenses DPR-29 6 DPR-30, respect ively , 
for Quad-Cities Unit* 1 & 2. 

* Commonwealth Edison Co. 79/10/02. 0pp. 


7910120216 Submits Class III fee re integrated primary containment leak 
rata test. Fee inadvertently omitted from 790907 ltr. 

JANECEK, R. F. Commonwealth Edison Co. 79/10/02. 2pp. 


7910110300 Responds to 790730,0820 6 0907 requests for addl Info re 
containment purge (, venting sys at fac il It la i. Forward s 
outlined question 6 answer format to NRC foT review in 
response to request. 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/04, 0 pp. 


7910110269 Forward* "Evaluation of Interactions Between Nonsaf ety-Orado 
Oy* it Safety-Grade Sys for Zion Station" 6 "Evaluation of 
Interaction Between Nonsafety-Grade Sys 6 Safety-Brad e Sys 
for Dresden 6 Quad-Cities Stations. If 

PEOPLES, D. L, Commonwealth Edison Co. 79/10/05. 2pp. 


•7910110289 "Evaluation of Interaction Between Nonsaf e ty-Orado 8ys 6 
Safety-Grade Sys for Dresden 6 Quad-Cities Stations." 

* Commonwealth Edison Co. 79/10/05. 18pp. 
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7910220327 Forwards addl info re methodology for determining degraded 
voltage cond i ft i on a , i n response to 790917 request- Rep t re 
review of adequacy of electric distributing sys voltages 
will be submitted by 791101. 

JANECEK, R. F. Commonwealth Edison Co. 79/10/09. 9pp. 


7910230305 Forwards commitments to meet TMI-2 Lessons Learned & 
Emergency Preparedness Task Force requirements re Encls 6 tc 
7 of NBC 790913 1 1 r. Demon t tratl on of compliance for Dresden 
Unit 1 will be sent in Nov 1980. 

HEED, C. Commonwealth Edison Co. 79/10/18. 19pp. 


O. Inspection reports, IE Bulletins t< correspondence 


7910090321 Forward's IE Bulletin 79-19> "Packaging of Low Level Radwaste 
for Transport & Burial." Action required. 

KEPPLER, J. 0. Region 3r Chicago. Office of the Director. 79/00/10. 

Ip. 


7910050209 Ack receipt of 790706 ltr informing NRC of steps taken to 
•correct violations noted In IE Insp Ftepts 50-010/79-12. 
50-237/79-15 & 30-249/79-13. 

HETSHMANi fl . F. Region 3. Chicago. Reactor Operations Nuclear 

Support Branch. 79/00/13. Ip. 


— 7910050216 Responds to MRC 790615 ltr re violations noted in IE Insp 
Repts 30-010/79-12.50-237/79-15 !< 50-249/79-13. Cor rec tive 
ac tions : 250-vot t dc MCC 3 batteries opened !« removed, 
restoring sys to normal lineup. 

REED.C. Commonwealth Edison Co. 79/07/0 6. 3pp. 


7910190343 Responds to IE Bulletins 79-02.79-13 & 79-14 re pipe support 
base plate d es i gns. c rac k i ng in feedwater sys piping & 
seismic ana 1 g ses. respec tive 1 g . Request s addl time tn complete 
insps. Extension will have no adverse effects. 

PEOPLES. D. L. Commonwealth Edison Co. 79/09/11. 4pp. 


7910190351 Submits status rept per Oul 1979 d i scuss i o n. i n response to 
IE Bulletin 79-02. re pipe support base plate designs using 
concrete expansion anchor bolts. Describes scope, progress 5, 
manpower re anchoT assemblies through 790910. 

PEOPLES, D. L. Commonweal th Edison Co. 79/09/11. 3pp. 


7910030228 Forwards IE Circular 79-19. "Loose Lacking Devices on 
In g erso 1 J -Rand Pump Impellers.'" No action required. 

KEPPLER. 0. a. Region 3. Chicago. Office of the Director, 79/09/13 
ip- 


7910230240 Forwards IE Insp Repts 30-010/79-17.50-237/79-20 8, 
50-249/79-18 on 790001-31 !< notice of violation. 

HEISHMAN. R. F. Region 3. Chicago. Reactor Operations Nuclear 

Support Branch. 79/09/13. 2pp. 


— 7910230247 Notice of violation from insp on 790B01-3I, 

* Region 3, Chicago, Office of the Director. 79/09/13. Ip. 


■7910230262 IE Insp Repts 50-010/79-17,50-237/79-20 U 50-249/79-iB on 
770001-31 . Noncomp 1 1 ance noted : fa i 1 ur e to follow procedures 
re ventilation control sys. 

DARKER, J. L, , SPESSARD, R. L, Region 3, Chicago, Office of tho 
Director. 79/09/13. Bpp. 


7910090(53 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. " Action required. 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director. 79/00/13. 
Ip. 


7910050392 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals. " No action required. 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director. 79/00/14 

lp. 


7910050455 Forwards IE Circular 79-17, "Contact Problem in SB-12 
Switches on GE Netaldad Circuit Breaker*. " Nd action 
required. 

KEPPLER, J. Q. Region 3, Chicago. Office of the Director. 79/08/14 
IP- 


7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys, " Uestinghnuse 790030 ltr & Public Svc Electric h Oao 
Co 790910 ltr ro potential unreviewed safety quostion Action 
required within 20 days. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 


7910240000 Responds to IE Bulletin 79-10. “Audibility Problem 
Encountered an Evacuation of Personnel from High Noise 
Areas. 11 Mads issued tn install addl evacuation sirens at 
several outsido locations. 

PEOPLES, D.L. Commonwealth Edison Co. 79/09/20. 4pp. 


7910160021 Responds to IE Dullctin 79-19 re packaging «. disposal of low 
level raduias to. AI ] requirements followed. 

PE0PLE3, D. L. Commonwealth Edison Co. 79/09/21. 3pp. 


7910010239 Forwards IE Insp Repts 50-010/79-14,50-237/79-10 & 
50-249/79-16 on 790710-30, No noncompl lance noted. 

HEI8HMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/08/10. 2 pp. 


•7910010243 IE Insp Repts 50-010/79-14, 50-237/ 79-1 0 8. 50-249/79-16 on 
790710-30. Na non c omp I i anee noted. Major areas inspected: 
ma Int, plant opera tions, phy si ca 1 protec t ton i Sec ur I ty 
or janiia t i on) fc physical protection (access control). 

BARKER, J. L. , 9PES9ARD. R . L. Region 3, Chicago, Office of tho 
Director. 79/08/17. 6pp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures !< 
surveillance testing errors, which was Incorrectly 
distributed, Also forwards IE Insp Repts SO-29S/79-13 t, 
50-304/79-12. Action required. 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/21. 49 pp. 


,7910110111 Forwards IE Circular 79-20, "Failure of 0TE Bylvania Relay, 
Type PH Bulletin 7305, Catalog SU12-U-AC w/120 Volt ac 
Coil," No action requirad. 

KEPPLER, J. 0, Region 3, Chicago, Office of the Director 79/09/24 
If- 


7910030793 Forward* IE Bulletin 79-02, Revis I on 
Base Plate Designs Using Concrete Eipansion 
Action required. 

KEPPLER, J. 0. Region 3, Chicago. Office of 


1. Sup pi 1, "Pipe Support 
Anchor Dol ts. " 

the Director. 79/00/20, 


791024-0066 Forwards IE Insp Repts 50-010/79-15,50-237/79-19 & 
30-249/79— 17 on 790020-31 & notice of violation. 

DAVI6, A. □. Region 3, Chicago, Fuel Facility & Materials Safety 

Branch. 79/09/24. 2pp. 


7910030123 Forward* response to IE Bulletin 79-15, "Deep Draft Pump 
Befit x encicB. 11 r 

REEDjC. Commonwealth Edison Ca. 79/09/05. 20pp. 


7910020015 Forward * request for addl info re containment purge 
containment venting syg for continuation of review of 
fustlfj cation for unlimited purging. 

IPP0L1T0, T, A. Operating Reactors Branch 3 (Pre 79103O1 
3PP, 


sys t, 
79/09/07. 


—7710240074 Notice of violation from insp on 790820-31. 

* Region 3, Chicago, Office of the Director. 79/09/20, lp 


■7910240089 IE Insp Repto 50-010/79-15,50-237/79-19 & 50-249/79-17 
on 790028-31. Noncompl ianco no ted: fa i I ur e to have approved 
callbr procedure for Unit* 2 & 3 liquid effluent monitor. 

HIATT, si. W. , OREOER.L, R, Region 3, Chicago, Office of tho 
Director. 79/09/20. 8pp. 


7 T 0 ncu 7A 1 IE a 1 V # !! Notic * 79-20, Revision 1, "NRC Enforceme. 

Policy - NRC Licensed Individual*." Notice reissued to 
correct word omission «. punctuation error which changed 
u£em r, eo 0f , * tatBn ’* n 1 • cba ng ed statement underlined in tei t. 

KEPPLER. J.O. Region 3, Chicago. Office of the Director. 79/09/ 


?“ b ? U * statu* rept in response to IE Bulletin 79-14, 
Seismic Analyse* for A*-Bullt Safety-Related Piping Sue." 

acce«Ibla S r5nl? r Tf k S ? , '"? n|IO,J,r * schedule for 

*c c ie % I naccflt s j b ] t imp*. 

PEDPLESrO. L, Commonweal th Edison Co. 79/09/1 1, 3pp, 


7910040195 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required, 

KEPPLER, J. 0. Region 3, Chicago, Office of tho Director. 79/09/26 
lp. 


7910040034 Forward* IE Info Notice 79-24, "Froien Lines." No action 
required, 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/27. 


7910230239 Responds to IE Bulletin 79-14. "Beismic Analysis for 
As-Built Safety-Related Piping Sys." Anticipates completion 
of walk-down phase by 791014. 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/28. 2pp. 
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7910170341 Forwards IE Info Notice 79-29, "Reactor Trips at Turkey 
Point Units 3 S< 4. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/01. 

Ip 


7910100590 Forwards IE Info Notice 79-24, "Overp re s sur i l at i on of 
Containment of PUR Plant After Main Steam Line Dreak. " No 
action required 

KEPPLER, J. Q. Region 3, Chicago, Office of the Director. 79/10/01 
IP 


7910260376 Approves request for time extension re completion of insps 
required by IE Bulletins 79-21,79-13 6 79-14. 

KEPPLER, J O. Region 3, Chicago, Office of the Director. 79/10/04 
lp. 


7910260022 Forwards description of computer programs & verification 
procedures for seismic analysis of piping, in response to 
IE Bulletin 79-07. 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/12. 7pp. 


7910310379 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sy s Piping. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Diroctor. 79/10/19 
IP- 


7910310139 Ack receipt of 791010 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/79-15, 
50-237/79-19 & 50-249/79-17. 

DAVIS, A. D. Region 3, Chicago, Fuel Facility !« Materials Safety 

Branch, 79/10/22. lp. 


-7910310143 Responds to NRC 790924 ltr re violations noted in IE Insp 
Repts 50-010/79-15,30-237/79-19 h 50-249/79-17. Corroc t ive 
actions: Special Operating Procedure 50P-4 13 was successfully 
utilized to calibr Units 2 6 3 liquid effluent monitors. 

PEOPLES, 0. L. Commonwealth Edison Co. 79/10/10. 2pp, 


S. Reportable occurrences, LER s t, related correspondence 


7910290245 Forwards LER 79-023/03L-0. 

STEPHENBON.B B. Commonwealth Edison Co. 79/10/17. lp 


■7910290240 LER 79-025/Q3L-0; on 790923, heat exchanger valve of water oys 
coolant injection failed to opon by remote control 1 er. Caused 
by slippage of slidewire on electronic feeduiro from track. 

Slidewiro repaired. 

SMITH, 0. L. Commonwealth Edison Co. 79/10/10. lp. 


7910300169 Forwards LER 79-026/03L-0. 

STEPHENSON, B. B, Commonwealth Edison Co, 79/10/22. lp. 


■7910300173 LER 79-026/03L-0: on 770923, while reversing condenser 
circulating water flow, steam jot air ejector suction valve 
3-3401— 11 failed to close. Caused by solenoid valve failure. 
Solenoid valve replaced. 

K0RCHYN3KY, M. Commonwealth Edison Co. 79/10/22. lp 


DOCKET 50-230 TURKEY POINT PLANT, UNIT 3 


F. Security, (nodical, emergency h firo protection plans 


7910170044 Discusses 791015 site visit to obtain info on resolution of 
open firo protection i ssues. Agenda b status of unresolved 
issues end. 

LAINAS, 0. Plant Systems Branch (Pre 791030), 79/09/24. 19pp, 


7910020377 Responds to 790021 t, 29 Itrs re request to commit to five- 
man fire brigade. Three-man brigade considered sufficient. 

Proposed regulation will be commented on after publication 
in FR.Addl comments on ends to Itrs will follow. 

UHRIO, R.E Florida Power «< Light Co. 79/09/25. lp. 


7910260111 Confirms 791015-18 site visit to rosolvo outstanding issues 
re fire protection plan. Agenda h unresolved Issues end. 

8GHWENCER, A, Operating Reactors Branch 1 (Pro 791030), 79/10/03. 

23pp. 


7910150531 Forwards Info re fire protection mods described in safety 
evaluation for Amends 45 & 37 to Licenses DPR-31 8, DPR-41, 
respectively. Three oversize drawings end. 

UHRIO, R.E. Florida Power & Light Co. 79/10/00. 40pp, 


O Adjudicatory correspondence 


7910220417 Discusses 790030 meeting among parties in Miami per ASLD 
790003 order, re c onten 1 1 on s. s t i p ul at! ons 5, discovery 
schedule. Attached contentions supersede prior contentions 
Certificate of Svc b proposed schedule end. 

COLL, N. A Steel, Hector ?< Davie. 79/0B/31. 20pp, 


7910150235 Motion to adopt prehearing schedule c ammenc 1 ng on 790030 t 
te plan final hearing for 791204 in Miami, FL. Adopt i on of 
schedule will assist parties in prehearing preparation ?• 
discovery. Proposed schedule t, Certificate of Svc end. 

COLL, N. A Florida Power Corp. COLL, N. A. Bteel, Hector «, Davis. 
79/09/04 5pp 


7910170306 Interrogatories b request for production aP documents, 
directed to lntervenor MP Oncavage. Requests vi owe, p as i t i ons 
1< identification of all doc umen ts, lncl ud ing publications, 
relating to Contentions 1-6. Cert i f icate of Svc amcl. 
OOLDBERO.S.C. Branch 2. 79/09/14. 15pp. 


79101B001B Statement of position, per 790030 mBeting, re intervenOT 
contentions. Urges striking portions of Contentions 1-6 
alleging noncomplianco u/Foderal Water Pollution Control 
Act. Opposes Contentions 7-14. Certificate of Svc end. 

GOLDBERG, S. C. Branch 2. 79/09/14. 17pp. 


7910220044 Requests to make limited appearance statement at hearing 
on MP Oncavage petition re proposal to repair 
steam generators at facility. 

FRIEDMAN, R. N. Af f i li a t i on Un known. 79/09/19. lp 


7910220494 Btatement in support of admissibility of proposed 
Contentions 7-14. Alleges that issues re repair project U 
potential health hazards are clarified b resolved in 
content ions. Cert if i cate of Svc end. 

MAR9HALL, R. A. Marshall, R. A. 79/09/15. 20pp 


7910180024 Response to licensee 790904 motion to adopt prehearing 
schedule t< to schedule final hoar i ng . Agrees u/schedule re 
Contentions 1-6. Unable to agree on hearing dates re 790914 
addl content! ons. Cert i f icate of Svc end. 

OOLDBERO.S.C. Branch 2. 79/09/17, 3pp. 


7910260463 Order requesting licensee 6 NRC to provide addl info re 
problem of assuring continued integrltg of radioactivity 
retention barr i ors. Emp has i s should be directed to procedures 
b workmanship re closure b resoal of barriers. 

BOWERS, E. B Atomic Safety and Licensing Board Panel. 79/10/11. 
3pp. 


H. General correspondence 


7910010217 Forwards info re ability to respond to unusual events, in 
response to 790629 request. 

UNRIG, R. E, Florida Power b Light Co. 79/07/31. 130pp. 


J. Insurance b indemnity information 


7910310304 Forwards executed Amend 11 to Indemnity Agreement 13-46, 
modifying prefatory language re transpor tot i on, handl i ng ti 
storage of radioactive matl. 

UHR 1 0, R. E. Florida Power b Light Co. 79/10/25. 2pp 


M. Antitrust correspondence 


7910040499 Answer to FL Cities 790B09 motion to lodge FERC 790003 
opinion for Commission consideration in determinations ro 
holding of hearings. Certificate of Svc end. 

DEWEY, L. B, J CHANAN1A. F.D. Antitrust Division. 79/08/23. 3pp. 


P. Operating license stage documents b correspondence 


7910250399 Amend 50 to License DPR-31. 

GIAMBUSSD, A. Atomic Energy Commission, Directorate of Licensing. 
72/07/19. 5pp, 


•7910250360 Safety evaluation supporting Amend 50 to License 0PR-3L 
* Operating Reactors Branch l (Pre 791030). 79/09/26. 3pp. 


7909140043 Requests that review of potential for inadvertent reactor 
scrams b safety injection sys actuations be submitted to 
NRC within 30 days. 

E1SENHUT, D. G. Division of Operating Reactors. 79/06/26. 2pp. 
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79 for physical J F« notlte of amend to 10CF.R73. 3S re r equ i remen ts 
JutLn J "? °f n,ucl * ar P^er p lan ts. Amend defers 

fco79U01 “ physical search requirement* free, 79OB01 

DENTON i N. R. Office of Nuclear Reactor Regulation. 79708/10. 49pp. 

BCHWENCFR, A. Operating Reactors Drench 1 <Pr« 79J030). 79709/04. 

f afet ? valuation re susceptibility of safety-related sys to 
floodiny from failure of Nun-Category 1 sys. Proposed 

S r n Vlidfl * uftici "' t level of protection. 

Division of aperating Reactors. 79709/04. I7pp. 

7910090577 Forwards results of review of atmospheric dispersion factors 
a"a 1 ^d:r t tes eqU “ tS C °" Fi ™ tio " ° f *«“- «« "'Man 

H HUMAN. L. 0. Hydrology Meteorology Branch. 79/09704. t3pp. 

79 thit°ire nnr ar<l ! request for addl info for Westingh ouse 4 C-E plants 
‘ nuippeJ w/toj, discharge devices on steam 

feedwater spargers. Need further assurance re steam 
generator uater hammer. 

LAINAS.O. Plant Systems Branch IPre 791030). 79709704, 5pp. 

7<? dat!°FR 4 ^T^ dS c 11,t ° f plantB requlrl*', microflching of up-to- 
possibu^* in CflntraJ F ‘ los. Requests action as soon as 

? 9 S) D K 79 / 09 };a tfl 4 p t p D<rettOr f ° r SUStemS Enflineer<1 ' 3 ,P ™ 

79 i , ^f?°ML f0rUiard i r “?? n4B to le Bu »letln 79-21. "Temp Effects on 
Level Measurements. Liquid measuring sys reviewed to 
determine sys used to initiate safety action. Charts of bias 

UHRia°B*^* an c -? Br, ?^ t o r *“ pre5 * ur ‘» e r PPBssure changes end. 

UHRIO, R, E. Florida Power 4 Light Co. 79/09/IB. 7pp. 

79 i»af 0 ??! to util answer to NRC 7B02O2 Ur re reactor cavity 

seal ring generic issue. Util answer acceptably resolves 
tSGue. 

BCHWENCER.A. Operating Reactors Branch 1 (Fre 791030). 79709/IB. 

7910090014 Forwards request for info re potential for steam generator 
J“ ,r afc ™ R * w/Peedr i ngs that discharge from bottom 
Acquests response within 60 dans, 

SCHWENCER. A. Operating Reactors Branch 1 CPre 791030). 79/09/1B. 

7910040230 Delays response to contention on temporary storage of sis 
steam generators until final design details are available 
Postpones final statement on ability of dunes to provide 

BIVliJs^R^TimTV^* 1 1 revlew of *>«ach survey results. 

BIV!NS.W. B. . TUR 1 1 0. P. Hydrology ffe teoro I agy Branch. 79/09/19. 

7910170431 Forwards Amend SO to License D-PN-31, safety evaluation 4 
notice of Issuance 4 availability. 

ECHMENCER.A, Operating Reactors Branch l <Pro 791030). 79/09726, 

"" 79 ««.!r? 4:36 *?”"* S0 t° License DFR-31, permi ttlng addl effective full 
power months of operation prior to performance of steam 
generator iotp. 

* A ' 0,1 Brat ing Reactors Branch l <Pre 791030). 

/7/ut/2o, 8pp. 

—7910170441 Safety evaluation supporting Amend 50 to License DPII-31 
* Office of Nuclear Reactor Reg u la t Ion. 79/09/26, 3 pp. 

—7910170449 Notice of issuance 4 availability of Amend 30 to 

LL C B() ) Q □r , R”3J. 

1^ 2pp f1El " t ' , C Operating Reactors Branch \ <prc 791030), 79709726. 

7910220413 Forwards guidelines for valve operability re containment 
purging & venting during normal operatinn. Requests 

fc0 ‘"fluent valve qualification program within 

E 1 BENHUT, D. 0. Division of Operating Reactors, 79/09727, 3 pp. 

7910090343 Notifies that response to A Schwencer 4 W Oammil 1 requosts 
UHRIO, R.E. Florida Power 4 Light Co. 79710701. ip. 


qUeBt * ad<n lnfo rB loS5 of offsite power on 730403-04, 
740423,770316 4 790B03 to aid In review of offsite power sys 
adequacy. Requests response within 90 days. 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 791030) 79710701 

3pp. 

79101002S4 Responds to NRC 790723 4 0001 itrs re proposed amend to OLs 
adding license requirement to establish 4 implement 
secondary water chemistery monitoring program. Program tends 
to reduce outage times 4 repair costs. 


UHRIO, R.E. Florida Power 4 Light Co. 79/10/03. 


Ip. 


7910170174 Notifies that status repi of analyses re offsite power ays 4 
onsite distribution sys will be submitted 791IOB, in response 
to 7*70723i 26 k OBOE requests. 

UHRIfrj R. E, Florida Power & -Light Ca„ 79/10/10, Ip, 

79 , 1 ,Sn?S 3 n 5 / 0r -f rd ? revlsed Pago 2 of integrated leak rate test rept. 
UHRIO, R, E. Florida Power 4 Light Co. 79/10/1*. 2pp. P 

7910260301 Advises of NRC requirements for aunlliary feedwater sus. 
Generic 4 plant-specific requirements end. 

EI8ENHUT, D, G. Division of Operating Reactors. 79/10/16. 22pp. 

79102303/3 Ack receipt of 790913 1 tr re followup actions resulting from 
NRC review of TM1. Forwards responso including info re 9 

emergency power supply r equ i r ement, re 1 ie f 4 safety valve 
MU 0 Tno’w ir8 ^ lnd »‘:akl°n of valve position 4 roc omb Inert. 

UHHI Q, R. E. Florida Power 4 Light Co. 79/10/22. 9pp. 

-1 repDrts - IE Bulletins 4 correspondence 

7910090109 Forwards response to IE Bulletin 79-17, "Pipe Cracks in 
^ 0|) M ater Sys at PUR Plants." 

Florida Power 4 Light Co. 79/08/27. 4pp. 


UHRIO, R, E, 


7, ;™";-o° a s r sr^,;L;;,:„« , ::,. 5 :' aso/ ”' 2S * ,m ""« - 

S™r v ; c iL„, 

—7910180435 IE Insp Rept s 50-230/79-23 4 50-251/79-23 on 790731-0803. No 
replacement^ notB d ‘ Ma J or flrBa, > 1 nsp oc t ed : st earn generator 

BRYANT, J C. Region 2, Atlanta, Reactor Construction 4 

Eng peering Support Branch. WILCOX, J. D. Region 3. Atlanta, 

Office of the Director. 79/00/29. 4pp. 

7910010S40 Forwyrds response to IE Bulletin 79-06C, "Nuclear Incident 
UHRIO, R. E. Florida Power 4 Light Co. 79708/31. 3pp. 

7I? lsMF 0 nA 9 n?rr ndB m^ I! Bulletin 79-03, "Longitudinal Weld Defects in 
ASME BA 312 Type 304 Stainless Steel Pipe Spools Mfo bu 

Iuch 3 oldno W undi n9 V f»*‘" M r ln > Co " L ‘* fc “f 69“ containing 
UHRi(5 P n r 9 r? d ?a T ° vl BU - Ro P 4 r « safoly sys useo duo 79101s! 

UH8I0, R. E Florida Power 4 Light Co. 79/09/07 lp. 

79 n^°8af B tu 0 -ne a Mo% I 5aw r,:U l ‘^ " Pr0p,,r Installation of Target . 

n°oc,Mv ,V P Valves." No action requlrod. 

79/09/10 2pp f*" 910 " 2 ' Atlanta, Office of the Director. 

79 !l 0 ers 8 M F rTn 5 IG Clrculap 79-19, "Loose Locking Devices on 
n"ne« i i*". R 2 nd Pu,T,,> Imp8lllor5 " N° action required 
79/09/13! Ip RBfll ° n 3 ' Dfflco " f the Director. 

7910260407 Revises commitment data from 790914 to 1031 for Findinn A / 

UHRIO, R.E. Florida Power 4 Light Co. 79/09/13. Ip. 

7910U0089 Forwards response to IE Bulletin 79-16, Vital pro* access 
‘ I ! accomplished by access lists from computer 
mninn L Uihi ^ ls , revl »« d *< revalidated every 31 days. 

UHRIO, R.E, Florida Power 4 Light Co. 79/09/14. 3pp, 

79 3y"" 2 No actTon^roquired. 0 7<? " SS ' '* Qu - 1 1 ‘ ** Control 

79/09/14! J 'ip R °3 l0n 3 ■ Atlanta, Office of the Director. 

7910300082 Forwards IE Info Notice 79-22, "dual if i cat i an nf r.„Kni 
790B30 ltr Publll Bvc El, Ctrl, u 0,s 


DENTON, H, fl. Office of Nuclear Reactor Regulation. 79/09/17. 48pp. 
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7910230561 Forwards NRC 790626 Ifcr re multiple equipment failures & 
surveillance testing errors, which was incorrectly 
distributed Also forwards IE Insp Repts 50-295/79-13 fc 
50— 304/79- 1 2. Ac t i on required. 

EISENHUT, D. Q. Division of Operating Reactors. 79/09/21. 49pp. 


7910090669 Responds to IE Bulletin 79-1B "Audibility Problems 
Encountered H/Evaeuation of Personnel From High Noise Area." 
Review of configuration U performance of site communications 
network revealed improvable areas. Plant mod implemented. 
UHRIQ, R E. Florida Power U Light Co. 79/09/24. 2pp, 


7910230203 Responds to IE Bulletin 79—19, "Packaging of Low Level 
Radioactive Waste for Transport i Burial, " Audit program 
established to ensure that low level radwaste is handled per 
approved procedures. 

UHRIO, R. E. Florida Power h Light Co. 79/09/25. 3pp. 


7910040171 Forwards IE Info Notice 79-23, "Emergency Diesel Oenerator 
Lube Oil Coolers.” No action required. 

0 'REILLV, J. P. Region 2, Atlanta, Office of the Director. 
79/09/26. 2pp. 


7910100040 Responds to IE Bulletin 79-14 "Seismic Analysis for As- 
Built Safety-Related Piping Sys. " Two noncompliances found 
after insp. Renews request far extension of insp schedule. 

Next status rept will be submitted by 791115. 

UHRIO, R. E. Florida Power & Light Co. 79/09/26, 2pp. 


7910 1 902SS Forwards IE Bulletin 79-24, "Froien Lines." Action 
required. 

O 'REILLV, J. P. Region 2, Atlanta, Office of the Director, 
79/09/27. 2pp 


7910170217 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 t* 4. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910170739 Forwards IE Info Notice 79-24, "Overpr es sut i xat i on of 
Containment of PWR Plant After Main Steam Lino Break. 11 No 
action required. 

0 'RE ILLY, J. P, Region 2, Atlanta, Office of the Director 
79/10/01. 2pp. 


7910120164 Responds to NRC 790917 ltr re Integration between safety- 
grade sys ?< nonsaf e ty-gra d e sys. Forwards descriptions of 
four potential Interaction scenarios i generic vendor 
recommendations justifying continued operation. 

UHRIQ, R. E. Florida Power Light Co. 79/10/00. 2Bpp. 


DOCKET 50-251 TURKEY POINT PLANT, UNIT' 4 


F. Security, medical, emergency t< fire protection plans 


7910170044 Discusses 791015 site visit to obtain info on resolution of 
open fire protection i ssuos . Agenda 8< status of unresolved 
issues end. 

LAINASiG. Plank Systems Branch (Pro 791030), 79/09/24. 19pp. 


7910020377 Responds to 790821 t, 29 ltra re request to commit to fjvo- 
man fire bri gade. Three-man brigade considered sufficient. 

Proposed regulation will be commented on after publication 
in FR.Addl comments on ends to ltrs will follow, 

UHRIO, R. E. Florida Power t> Light Co. 79/09/25. Ip. 


7910260111 Confirms 791015-10 site visit to resolve outstanding issues 
re fire protection plan. Agenda & unresolved Issues end. 

SCHWENCER.A Operating Reactors Branch 1 <Pre 7910301. 79/10/03. 

23pp. 


7910150331 Forwards Info re fire protection mods described in safety 
evaluation for. Amends 43 & 37 to Licenses DPR-31 8, DPR-41, 
respec tively. Three ovorslxe drawings end. 

UHRIO, R. E. Florida Power !■ Light Co. 79/10/00. 4Gpp. 


0. Adjudicatory correspondence 


7910220417 Discusses 790030 meeting among parties in Miami per ASLD 
790803 order, ro con tent ions, stipuloti ons f< discovery 
schedul o, Attached contentions supersede prior contentions. 
Certificate of Svc t* proposed schedule end. 

COLL, N. A. Steel, Hector «< Davis. 79/00/31. 20pp, 


7910190233 Motion to adopt prehearing schedule commercing on 79QB30 tr 
to plan final hearing for 791204 in Miami. FL. Adopt ion of 
schedule will assist parties in prehearing preparation & 
discovery. Proposed schedule U Certificate o-f Svc end. 

COLL, N. A. Florida Power Corp. COLL, N. A. Steel, Hectov t, Davis. 
79/09/04. 5pp. 


79101705B6 Interrogatories !< request far production of documents, 
directed to intervenes MP Oncavage. Requests vi ews. posit i ons 
h. identification of all document s, inc lud ing publications, 
relating to Contentions 1-6. Cert i flea te of Svc end. 

OOLDBERC, B. C. Branch 2 79/09/14. 15pp. 


791018001B Statement of position, per 790930 meeting, re intervener 
contentions. Urges strikihg portions of Contentions 1-6 
alleging none omp 1 i anc e w/Federal Water Pollution Control 
Act. Opposes Contentions 7-14. Cert i ft cate of Svc end 
QOLDBERQ, 9. C. Branch 2. 79/09/14. 17pp. 


7910220044 Requests to make limited appearance statement at hearing 
on MP Oncavage petition re proposal to repair 
stoam generators at Facility. 

FRIEDMAN, R. N. Affiliation Unknown, 79/09/19. Ip. 


7910220494 Statement In support of admissibility of proposed 
Contentions 7-14. Alleges that Issues re repair project & 
potential health haiards are clarified b resolved in 
content ions. Cert If lea te of Svc end. 

MARSHALL, R. A. Marshall, R. A. 79/09/15. 20pp. 


7910100024 Response to licensee 790904 motion to adopt prehearing 
schedule t< to schedule final hearing. Agrees ui/scbedule re 
Contentions 1-6. Unable to agree on hearing dates re 790914 
add 1 contentions. Certificate of 0vc end. 

GOLDBERG, 6. C. Branch 2, 79/09/17. 3 pp, 


7910260463 Order requesting licensee U NRC to provide addl info re 
problem of assuring continued integrity of radioactivity 
retention barrl ers. Emphas is should be directed to procedures 
U workmanship re closure t, reseal of barriers. 

BOWERS, E. S. Atomic Safety and Licensing Board Panel 79/10/11. 
3pp. 


H. General correspondence 


7910010217 Forwards info re ability to respond to unusual events, in 
response to 790629 request. 

UHRIO.R.E. Florida Power b Light Co. 79/07/31. 130pp. 


J. Insurance ?< indemnity information 


7910310304 Forwards executed Amend 11 to Indemnity Agreement B-46, 
modifying prefatory language re transporta lion, hand ling & 
storage of radioactive mat). 

UHRIO, R E. Florida Power !, Light Co. 79/10/25. j 2pp. 


M. Antitrust correspondence 


7910040499 Answer to FL Cities 790009 motton to lodge FERC 790B03 
opinion For Commission consideration In determinations re 
holding of h ear i ng s , C ert i f i cate of Svc end. 

DEWEY, L. S. , CHANANIA, F. D. Antitrust Division. 79/0B/23. 3pp. 


R. Operating license stage documents t, correspondence 


7909140043 Requests that review of potential for inadvertent reactor 
scrams U safety injection sys actuations be submitted to 
NRC within 30 dago. 

EISENHUT, D. 0. Division of Operating Reactors. 79/06/26. 2pp 


7910090241 Forwards FR notice of amend to 10CFR73. 35 re requirements 
for physical protection of nuclear power plants, Amend defers 
implementation of physical search requirements from 79DBOI 
to 791101. 

DENTON, H, R. Office of Nuclear Reactor Regulation. 79/0B/10. 49pp. 


7910030064 Forwards safety evaluation re flooding of equipment 
important to safety-related sys. 

SCHWENCER.A. Operating Reactors Branch 1 (Pre 791030). 79/09/04. 

2pp. 


•7910030069 Safety evaluation re susceptibility of safety-related sys to 
flooding from failure of Non-Category 1 sys. Proposed 
measures will provide sufficient level of protection. 

* Division of Operating Reactors. 79/09/04, 17pp. 
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7910090377 Forwards results of review of atmospheric dispersion Factors 
#ot 13 p 1 a nts. R eques t s confirmation of accuracy of exclusion 
area boundaries. 

MJLMAN, L. G. Hydrology Meteorology Branch. 79/09/04. 13pp. 


791016013d) Forwards request for addl info for Mbs t inghou&e & C-E plants 
that are not equipped w/top discharge devices on steam 
generator feedwater spargers. Need further assurance re steam 
generator water hammer. 

LAINAS.O, Plant Systems Branch (Pre 7910301. 79/09/04. 5pp. 

7910050072 Forwards response to IE Bulletin 79-21, "Temp Effects on 
Level Measurements. " Liquid measuring sys reviewed' to 
determine sys used to Initiate safety act ion. Char ts of bias 
due to steam generator U pressurizer pressure changes end. 

UHRIO.R. E. Florida Power 8, Light Co 79/09/16. 7pp. 


— 79101B0455 IE Insp Ropts 30-250/79-25 S< 90-251/79-25 on 790731-0803 No 
ODncomp liance noted. Major areas inspected; s t earn generator 
rep 1 ac emen t 

BRYANT, 0. C. Region 2, Atlanta, Reactor Construction 6 

Engineering Support Branch. WILCOX, J O. Region 2, Atlanta, 

Office of the Director. 79/0B/29. 4pp. 


7910010540 Forwards response to IE Bulletin 79-06C, "Nuclear Incident 
at TMI - Suppl. 11 

UHRJQ, R . E. Florida Pouibt 8, Light Co. 79/08/31. 3pp 


7910040639 Responds to IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools Mfg hy 
Youngstown Welding & Engineering Co. " List of ays containing 
such piping under review. Rept re safety sys uses due 791015 
UHRIQiR.E Florida Power 8, Light Ce. 79/09/07. Ip. 


7910050349 Responds to util answer to NRC 7B0202 Itr r» reactor cavity 
seal ring generic issue. Util answer acceptably resolves 
issue. 

SCHWENCER.A. Operating Reactors Branch 1 (Pre 791030). 79/09/1 B. 

2pp. 


7910010004 Forwards IE Circular 79-18, “Proper I ns ta 1 1 a t i on of Target 
Rack Safety-Relief Valves." No action required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 

79/09/10. 2pp. 


7910090314 Forwards request for info re potential foT steam generator 
water hammer at PWRs w/feedrings that discharge from bottom. 
Requests response within 60 days. 

SCHWENCER.A. Operating Reactors Branch 1 (Pro 7910301 79/09/IB. 

4pp. 


7910040250 Delays response to contention on temporary storage of six 
steam generators until final design details are available. 
Postpones final statement on ability of dunes to provide 
erosion protection until review of beach survey results 
D TVINSi U. 3. . TURI.O. P. Hydrology Meteorology Branch. 79/09/19, 

2pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging t, venting during normal operation. Requests 
commitment to implement valve qualification program within 
3D days. 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/27. Op p , 


79100205B4 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingorso 1 1-Rand Pump Impellers.’ 1 Nd action required. 

0 'REILLY, J. P, Region 2. Atlanta, Uffice of the Director. 
79/09/13. Ip. 


7910260407 Revises commitment date fTom 790914 to 1031 for Finding A. 6 
corrective action re Installation of new metal cabinets, in 
response to IE Bulletin 79-11. 

UHRIO.R, E. Florida Fewer 8, Light Co. 79/09/13. Ip 


79101 10009 Forwards response to IE Bulletin 79-16. Vital area access 
controls arc accomplished by access lists from computer 
printout which is revised tc re vail da tod every 31 days, 

UHRIO.R. E. Florida Power 8< Light Co. 79/09/14, 3pp. 


7910U0253 Forwards IE Info Notice 79-22, "Oua I i Pica 1 1 on of Control 
Sys." No action required. 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/09/14. Ip. 


7910090343 Notifies that response to A Schwencer t W Gamml 1 1 requests 
far addl info re grid voltage I« distribution sys will be 
submitted on 791000. 

UHftlOtR.E. Florida Power ft Light Co. 79/10/01, lp. 


7910220330 Requests addl info re loss of offsite power on 730403-04, 
740425,770316 & 790803 to aid in review of offsite power sys 
adequacy. Requests response within 90 days. 

SCHWENCER.A. Operating Reactors Branch 1 (Pro 79J03D1. 79/lO/Oi 
3pp. 


7910100254 Responds to NRC 790723 tt 0001 1 trs re proposed amend to lU.n 
adding license requirement to establish 6 implement 
secondary water chsmistery monitoring program. Program tends 
to reduce outage times 8, repair costs 
UHRIfl, R. E. Florida Power * Light Co, 79/10/03. lp. 


7910170174 Notifies that status rept of analyses re offsite power sys ?< 
onsite distribution sys will be submitted 79II0H, in response 
to 790723,26 U OBOB requests. 

UHRJO, ft. E. Florida Power l< Light Co, 79/10/10. lp. 


7910260301 Advises of NRC requirements for auxiliary feedwater sue 
Oensric 8, plant-specific requirements end, 

EISENHUT, D. 0. Division of Operating ReactoTS. 79/10/16. 22pp. 


79 «i^ 503 ' r ? Ac * d<! 790913 Itr re followup actions resulting frnn 

NRC review of Tfil . Forwards response including info re 
emergency power supply requirement, re 1 i ef 5, safety valve 
testing, direct indication of valve position & Tecambiners. 

UHRIO.R. E. Florida Power l< Light Co. 79/10/22. 9pp, 


Q. Inspection reports, IE Bulletins it correspondence 


7910090109 Forwards response to IE Bulletin 79-17, 
Stagnant Rorated Water Sys at P|/R Plants. 11 
UHRIQ, R.E. Florida Pow«t lr Light Co. 79/00/2 7, 


"Pipe Cracks in 
4pp. 




7910300062 Forwards IE Info Notico 79-22, "Qualification of Control 
Sys," Meetinghouse 7900,10 Itr 8, Public live Electric 8< Oau 
Co 790910 Itr re potential unrevlowed safety question. Ac tlon 
required within 20 days. M/o end. 

DENTON, H, R. Office of Nuclear Reactor Regulation, 79/09/17. 46pp. 


7910230361 Forwards NRC 790626 Itr re multiple oquipmunt failures !< 
surveillance testing errors. which was incorrectly 
distributed. Also forward* IE Insp Ropts 50-293/79-13 It, 

50-304/79-12, Action required. 

EIBENHUT. D. 0. Division of Operating Reactors. 79/09/21, 49pp. 


7910090669 Responds to IE Bulletin 79-10 "Audit ill ty Problems 
Encountered W/Evacua t i nn of Personnel From High Noise Area." 
Review of conf i g uro 1 1 on 8, performance of site communications 
network Tovenled improvable areas. Plant mod imp 1 srnient ml. 
UHRIO.R. E. Florida Power 6 Light Co, 79/09/24. 2pp, 


7910230203 Respond* to IE Bulletin 79-19, "Packaging of Lou, Level 
Radioactive Waste for Transport 8, Burial, " Audit program 
established to ensure that law level radwaste 1* handled per 
approved procedures, 

UHRIO.R.E, Florida Power It Light Co, 79/09/25. 3pp 


7910040171 Forwards IE info No tics 79-23, "Emerflency Diene 1 Genorntur 
Lubu Oil Coalers, ” Na action roquirui). 

0 'REILLY, J, P, Region 2, Atlanta, Office of the Director. 

79/09/26, 2pp. 


7910100040 Responds to IE Bulletin 79-14 "Beismic Analysis far An- 
Built Be f ety-Rel ated Piping Cys. " Two none omp 1 lances found 
after insp . Renews request fuT extension uf Insp schedule 
Next status rept will be submitted by 791115. 

UHR10, R, E. Florida Power tk Light Ca. 79/09/2 6. Upp, 


7910190233 Forwards IE Bulletin 79-24, "Fra i on Linos." Action 
required 

O'REILLY, if. P. Region 2, Atlanta, Office of the Director. 
79/09/27. Bpp, 


7910170217 Forwards IE Info Notice 79-28, "Reactor Trlpo at Turkey 
Point Units 3 8< 4, 11 Na action roqulrad. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Dlroctor, 
79/10/01, 2pp. 
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7910170739 Forwards IE Info Notice 79-24, "Over pre ssur 1 Xat i on of 
Containment of PWR Plant After Main Steam Line Break. " Nd 
action required. 

0 'REILLY, J. P. Region 2, Atlanta. Office of the Director. 
79/10/01. 2pp. 


7910120164 Responds to NRC 790917 Itr re integration between safety- 
grade sys {< nonsafety-grade ays, Forwards descriptions nf 
four potential Interaction scenarios t< generic vendor 
recommendations justifying continued operation. 

UHRIG.R.E. Florida Power f< Light Co. 79/10/00 28pp. 


8, Reportable occurrences. LERs & related correspondence 


7910090392 Forwards LER 79-01 4/O1T-0. 

SCHMIDT, A, D. Florida Power & Light Co. 79/09/11. lp 


— -7910090353 LER 79-01 4/01T-0: on 790020. during performance of evaluation 
to place spent fuel pit purification deminerallier in sve, 

3.000 gallon overflow occurred. Caused by incomplete 
communication 6 failure to follow procedure. Un i t cleaned. 

JAMES. D. K. Florida Power It Light Co. 79/09/11. 2pp. 


7910010377 Forwards LER 79-01 3/03L-0. 

SCHMIDT. A. D. Florida Power !< Light Co. 79/09/14. Ip. 


— 7910010385 LER 79-013/03L-0: on 79081 5, charg ing pump 4A removed from sve 
due to excessive seal leakage. Cause under investigation. 

Seal was replaced It pump tested It returned to sve, 

BCHOPPMAN, M. A, Florida Power It Light Co. 79/09/14 lp 


7910190446 Forwards LER 79-01 6/03L-0. 

BCHMITT. A. D. Florida Power t< Light Co. 79/09/28. Ip 


— 7910190449 LER 79-016/03L-0; on 790B30, boric acid transfer pump failed 
to start. Caused by malfunction of line s tar ter. Con tac t a 
were cleaned t< pump was returned to sve. 

BCHOPPMAN. M. A. Florida Power & Light Co. 79/09/28. lp. 


7910190454 Forwards LER 79-01 5/03L-0. 

SCHMITT. A. D. Florida Power It Light Co. 79/09/28. lp, 


7910190465 Forwards LER 79-01 7/03L-0. 

SCHMIDT, A- 0. Florida Power & Light Co. 79/10/03, lp. 


— 7910190470 LER 79-017/03L-0; on 790903, condensate water tank contained 
less than 105,000 gallons required by Tech Specs. Caused by 
increased water demand for steam generator blowndown L 
reduced water treatment plant output. 

BCHOPPMAN, M A. Florida Power t> Light Co. 79/10/03. lp 


7910190349 Forwards LER 79-01 0/O3L-O. 

SCHMIDT, A. D. Florida Power 6 Light Co. 79/10/11. Ip. 


— 7910190357 LER 79-OI0/O3L-O: on 79091 1 , charg Ing pump 4C removed from five 
due to excessive seal 1 ea kag e , Cause not given. Seal was 
replaced 4, pump returned to sve. Eval ua t ion continues, 

BCHOPPMAN, M. A. Florida Power l< Light Co. 79/10/U. lp. 


DOCKET 50-254 QUAD-CITIES BTATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


7910020379 Discusses fire protection mods re crib house oil storage 
area, as described in 790727 fire protection safety 
evaluation. 

JANECEK, R. F, Commonwealth Edison Co. 79/09/25. lp. 


7910190412 Forwards "Fire Protection Bafe Shutdown Analysis, Bupp 1 I 
Addresses availability of suppression pool cooling mode of 
RHR sys in event of fire, 

JANECEK, R. F. Commonwealth Edison Co. 79/10/01. HBpp. 


7910110365 Forwards Revision 3 of interim security plan. Plan withheld 
(ref 10CFR2. 7901. 

PEOPLEB, D. L. Commonwealth Edison Co. 79/10/04, lp. 


0. Adjudicatory correspondence 


7910220410 Notice of appsarance on behalf of NRDC. Certificate of Bvc 

end. 

FLEI9CHAKER, D. Natural Resources Defense Council. FLEI8CHAKER, D. 
Fleischaker, D. 8. 79/09/27. 3pp. 


H. General correspondence 


7910010364 Discusses reorgan i i at i on of design, operations & licensing 
activities. 

REED, C. Commonwealth Edison Co. 79/09/21. lp 


791023027B Forwards addl detailed info re util resources St technical 
capabilities available tD handle unusual events. 

JANECEK, R, F. Commonwealth Edison Co. 79/10/16. 2AOpp 


P. Operating license stage documents St correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend dofers 
implementation of physical search requirements from 790B01 
to 791101. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/08/10. 49pp. 


7910110235 Forwards NUREG/CR-0727, "DWR Offgas Sys Evaluation. » Sys 
provides reasonable assurance that potential for external 
offgas explosions is mi n iml i ed. W/o end. 

GAMM1LL, W. P. Assistant Director for Operating Reactor Projects (Pre 
791030). 79/00/22. 29pp. 


7910030754 Notifies of suspension of review wnTk on submittals re 
containment air dilution sys & deinerting until NRC acts on 
recommendations of TMI-2 Lessons Learned Task Group. 

GAMMILL, U. Assistant Director for Operating Reactor Projects (Pre 
791030). 79/08/27. 2pp. 


7910050349 Forwards list of plants requiring microftching of up-to- 
date FSARs in Central Fi 1 es. Requests action as noon as 
possible, 

CRIMES. B. K. Assistant Director for Systems Engineering IPre 
791030). 79/09/10 4pp. 


7910090571 Informs of NRC acceptance of Revisions 8 It 9 to Comm Ed 
QA Topical Rept CE-l-A. "Comm Ed Co QA Program for Nuclear 
Generating Stations. " 

HAA6S, W. Quality Assurance Branch. 79/09/11. tp. 


7910240629 Responds to 790B04 Itr opposing transfer of spent fuel from 
Dresden plant to Cordova, IL f ac il i ty. Discusses purpose of 
transfer & upcoming public hearings re proposed shipment. 

IPPDLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 79/09/12. 

lp. 


79102203B5 Requests addl info re loss of offsite power on 771106 to 
aid in review of offsite power sys ad equecy. Request s 
response within 90 days. 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 79/07/19. 

3pp. 


7910160145 Notification nf 790926 meeting w/Mark I owners in Bsthesda, 
MD to discuss pool swelling compressibility effects & 
downcomer condensation loads. 

GRIMES, C. 1. Plant Systems Branch (Pre 791030). 79/09/24. lp. 


7910170010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty In load magnitudes re condensation 
oscillation load definition procedures. Draft Itr to Mark 1 
utils re test program end. 

GRIMED, B. K. Assistant Director for Systems Engineering CPre 
791030). 79/09/25. 4pp. 


7910170006 Discusses resolution of potentl-il problem re Mark I 
containment identified in 790B31 memo. Addl info re response 
characteristics of downcomer-vent header sys shows 
sufficient structural fatigue margins ax ist. Evaluation enel. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/26. 2pp, 


7910220413 Forwards guidelines for valve operability re containment 
purging & vantlng during normal opera tlon. Requests 
commitment to implement valve qualification program within 
30 days. 

EI8ENHUT. D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


791009034B Forwardi corrected revised pages to Tech Specs for Amends 44 
fc 39 to Licenses DPR-19 & DPR-25, rasp eetlvely, for Dresden 
Units 3 m Amends S3 it 50 to Licenses DPR-29 S. DFR-30, 
respectively, for Quad-Cities Units 1 2. 

JANECEK, R. F. Commonwealth Edison Co, 79/10/02. 2pp. 


— 7910090350 Corrected revised pages to Tech Specs for Amends 44 & 39 to 
Licenses DPR-19 &r DPR-25, respectively, for Dresden Units 2 U 
3 li Amend* 53 b 50 to Licenses DPR-29 l< DFR-30, respectively, 
for Quad-Citiei Units 1 k 2. 

* Commonwealth Edison Co. 79/10/02. Bpp. 
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7910110380 Respond* to 790730,0020 & 0907 requests for addl info re 
containment purge h venting sy s at fac i l i t i es. Forwards 
outlined question !< answer format to NRC for review in 
response to request. 

PEOPLES. B. L. Commonwealth Edison Co. 79/10/04. 8pp. 


7910110269 forwards "Evaluation of Interactions Between Nonsafety-Qrade 
Sys (> Safe ty-Grad e Sys for Zion Station 1 ' 6 "Evaluation of 
Interaction Between Nonsafety-Grade Sys & Saf ety-Crade Sys 
for Dresden S< Quad-Cities Stations. " 

PEOPLES. D. L. Commonwealth Edison Co. 79/10/05. 2pp. 


--79 101 10289 “Evaluation of Interaction Between Monsaf e ty-Grad e Sys S. 
Safety Grads Sys for Dresden t Ouad-Cities Stations." 

* Commonwealth Edison Co. 79/10/05. 18pp. 


7910230710 Responds to end util 790912 ltr requesting NRC signature 
on agreement re arrangements for offsite emergencies. NRC is 
signatory Df Interagency Radiological Assistance Plan and 
need not sign other agreements. 

KEPPLER, J. G. Region 3. Chicago. Office of the Director. 79/10/03. 
Ip. 


7910010221 forwards IE Insp Repts 50-254/79-15 U 50-265/79-13 on 
790710-13. No noncompliance noted. 

DAVISiA.B. Region 3. Chicago. Fuel facility 6 Material* Safety 

Branch. 79/0B/20. 2pp, 


—7910010227 IE Insp Repts 50-254/79-15 6 50-265/79-13 on 790710-13. No 
noncnmpl ianc e noted. Major areas inspsc t edr rad ioac t ive waste 
sys including effluent releases 6 r ep ts . re lease control 
procedures Si solid waste processing. 

GREGER , L. R. . HUETER. L. J. , DUBRY.N.E. Region 3, Chicago, Office 
of the Director. 79/08/17. 10pp. 


7910030795 Forwards IE Bulletin 79-02. R evi s i on l.Suppl 1. "Pipe Support 
Base Plate Designs Using Concrete Expansion Anchor Bolts. " 

Action required. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director 79/00/20. 

lP- 


7910020072 Forwards IE Insp Repts 50-254/79-16 & 50-265/79-14 on 
79O62B-O0O2, No noncompliance noted. 

HEISHMAN, R. F. Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch. 79/08/22. 2pp. 


•7910230718 Requests NRC signature on written agreement for NRC 
assistance in event of emergency as described in facility 
emergency p 1 an. Emerg ency plan offlste support agencies will 
meet at site on 791DI6. 

KALIVIANAKIS, N, C ommonwea 1 th Edison Co. 79/09/12. Ip. 


— 7910020081 IE Insp Repts 50-294/79-16 *■ 50-265/79-14 on 790620-0802. No 
non comp 11a nee noted. Major areas inspected: malnt, plant 
operations, physical protection, followup on IE bulletins, 
training S< followup on outstanding insp items. 

CHR ISSOTIMnS, N , BPES8AR0, R. L. Region 3, Chicago, Office of tho 
Director. 79/08/21. ipp. 


7910190300 Forwards listing of charg es, tests t eiperiments completed 
during Sept 1979. 

KAHVI ANAUIS, N. Commonwealth Edison Co. 79/10/08. 3pp. 


7910220327 Forwards addl info re methodology for determining degraded 
voltage cond i t i ons, In response to 790917 re quest . Rep t re 
review of adequacy of electric distributing sy* voltages 
will be submitted by 79H0J. 

JANECEK, R. F. Commonwealth Edison Co. 79/10/09. 9pp. 


7910260233 Confirms 791015 meeting In C ordova . IL. Agend a end. 

KEPPLER.J.O. Region 3, Chicago. Office of the Director. 79/10/10. 
2pp. 


7910260236 Confirms 791016 meeting in Rock I s 1 and, IL. Agenda end. 

KEPPLER.J.O, Region 3, Chicago. Office of tho Director. 79/10/10. 

2pp. 


7910230305 Forward* commitments to meet TMI-2 Lessons Learned J> 
Emergency Preparedness Task Force requirements re Ends 6 6 
7 of NRC 790913 1 tr, Demons tra t i on of compliance for Dresden 
Unit 1 will be sent in Nov 1900. 

REEO.C. Commonwealth Edison Co. 79/10/IB, 19pp. 


0. Inspection reports, IE Bulletins 6 correspondence 


7910090521 Forwards IE Bulletin 79-19. "Packaging of Low Level Had was to 
for Transport S, Burial. " Action required. 

KEPPLER., J. Q, Region 3. Chicago, Office of the Director. 79/00/10 
lp- 


79(0090002 Ack receipt of 790920 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-254/79-14 ft 
80-265/79-12. 

DAVIS, A. D. Region 3. Chicago. Fuel Facility *< Materials Safety 

Branch. 79/00/13. Ip. y 


•7910090005 Responds to NRC 790629 ltr re violations noted in IE 
Repto 50-254/79-14 t< 50-265/79-12. Correct i ve actions: 
revision to state emergency procedure 8t upgrade of hosp 
radiation emergency area supplies. 

REED, C. Commonwealth Edison Co. 79/07/20. 3pp. 


Insp 


7910090153 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. 11 Action required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/08/13, 


7910160202 Forwards IE Insp Repts 50-254/79-19 6 50-265/79-16 on 
790725 h OB24.No n on comp li anc a noted. 

FIDRELLI.O, Region 3, Chicago, Reactor Construction S, Engineering 

Support Branch. 79/09/04 . 2pp 


—7910160210 IE Insp Repts 30-254/79-19 N 50-2*5/79-16 on 790723 & 0024. 
No none omp lianco noted. Major areas inspected: torus support 
mud OA/OC program procedure », uield ing observation & review t, 
evaluation of welding nond es true t ive examination data. 

WARDiK. 0. , DANIELSON, D. H, Region 3, Chicago, Office of thu 
Director. 79/09/ 04 , 7pp. 


7910030129 Forwards response to IE Bulletin 79-15, "Deep Draft Pump 
Def 1 c i one les. " 

REED, C. Commonwealth Edison Co. 79/09/05. 20pp. 


7910020015 Forwards request for addl info re containment purge ays fe 
containment venting sys for continuation of review of 
jus t if i cat ion for unlimited purging. 

IPPOL (TO, T. A. Operating Roactors Branch 3 (Pro 791030). 79/09/07 

3pp. 


7910020176 Forwards IE Info Notice 79-20. Revi s ion 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission & punctuation error which chongod 
intent of s ta temnnt. Changed statement underlined in text. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/07 
lp. 


7910160193 Submits status rept in response to IE Bulletin 79-14, 
"Seismic Analyses fur As-Built 9a f ety-Ro 1 a to d Piping Sys." 
Describes scop e, prog r ess, manpower U completion schedule for 
accessible 6 inaccessible inspe, 

PEOPLES, D. L, Commonwealth Edison Co. 79/09/11. 3 pp. 


7910190343 Responds to IE Bulletins 79-02,79-13 {, 79-14 re pipe support 
base plate dosigns, cracking In feedwater sys piping !< 
seismic analyses, respectively. Nequosts addl time to complete 
insp s, Extension will have no adverse effects. 

PEOPLES, D. L, Commonwealth Edison Co, 79/09/11. 4 pp. 


7910190351 Submits status rept per Jul 1979 discussion, in response to 
IE Bulletin 79-02, re pipe support basp plate designs using 
concrete expansion anchor bolts. Describes scope, progress & 
manpower ro anchor assemblies through 790910. 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/11. 3pp. 


7910050392 Forward, IE Info Notice 79-20, "NRC Enforcement F 
NRC Licensed Individuals." No action required 
KEPPLER.J.O. Region 3, Chicago, Office 0 f the Director 
lp. 


1 icy - 
79/08/14. 


7910240041 Forwards IE Insp Repts 50-254/79-20 & 50-265/79-17 
noncomp lianco noted. 

HEISHMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch, 79/09/12. 2pp. 


7910050455 Forwards IE Circular 79-17, "Contact Problem in 8D-IS 
Switches on CE Metalclad circuit Breaker,; " No action 
r equ I r sd, 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/08/1 


■7910240049 IE Insp Repts 50-254/79-20 «< 50-265/79-17 on 790003-31. No 
noncompliance noted. Major areas Inspoc tod : mo in t. plan t 
operations tx physical pro tec t ion/secur 1 ty organi jation, 
CHRISBOTIMOSi N. , SPE8SARD, R. L. Region 3, Chicago, Office of the 
Director. 79/09/11. 6pp. 
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7910030328 Forwards IE Circular 79-19. "Loose Locking Devices on 
Ingerso 1 1-Rand Pump Impnl lcrs. " No action required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/09/13. 
lP- 


7910300093 Forwards IE Info Notice 79-33. "Qualification of Control 
Sys, " Westinghouse 790B30 ltr & Public Svc Electric t< Oas 
Co 790910 ltr re potential unreviewed safety question. Action 
required within 30 days.W/n end. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/09/17. 4Bpp. 


7910240QB0 Responds £o IE Bulletin 79-18. "Audibility Problem 
Encountered on Evacuation of Personnel from High Noise 
Areas." Nods issued to install addl evacuation sirens at 
several outside locations. 

PEOPLES. D. L. Commonwealth Edison Co. 79/09/30. 4pp. 


7910160021 Responds to IE Bulletin 79-19 re packaging t, disposal of low 
level radwaste.All requirements followed. 

PEOPLES. D. L. Commonwealth Edison Cd. 79/09/31. 3pp. 


7910330561 Forwards NRC 790626 ltr re multiple equipment failures J< 
surveillance testing errors. which was incorrectly 
distributed. Also Forwards IE Insp Repts 50-395/79-13 J< 
50-304/79-13. Action required. 

EISENHUT, D. Q. Division of Operating Reactors. 79/09/31. 49pp 


7910110111 Forwards IE Circular 79-20. "Failure of OTE Gylvania Relay. 
Type PM Bulletin 7305, Catalog SU12-11-AC w/130 Volt ac 
Coll." No action required 

KEPPLER, J. Q. Region 3, Chicago, Office of the Director 79/09/24. 
IP- 


7910040195 Forwards IE Info Notice 79-33, "Emergency Diesel Generator 
Lube Dll Coolers." No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/36. 

Ip 


7910040034 Forwards IE Info Notice 79-24. "Froien Lines. " No action 
required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/09/37. 
IP- 


7910170341 Forwards IE Info Notice 79-35. "Reactor Trips at Turkey 
Point Unit* 3 {< 4. *' No action required. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/10/01. 
Ip. 


7910180598 Forwards IE Info Notice 79-34, "Overpressur i jation of 
Containment nf PWR Plant After Main Steam Line Break. 11 No 
action required. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/10/01. 
Ip. 


7910260376 Approves request for time extension re completion of Insps 
required by IE Bulletins 79-31,79-13 It 79-14, 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/10/04. 
Ip. 


7910360033 Forwards description of computer programs & verification 
procedures for seismic analysis of piping, in response to 
IE Bulletin 79-07. 

PEOPLES. D.L. Commonwealth Edison Co. 79/10/12. 7pp 


7910260419 Discusses completion schedule for Insp of accessible 
safety-related piping sys, in response to IE Bulletin 79-14. 
PEOPLES, D. L. Commonwealth Edison Co, 79/10/15. Ip. 


7910310379 Forwards Revision 2 to IE Bulletin 79-13. "Cracking in 
Feedwater Sys Piping." No action required. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/10/19. 
Ip. 


R. Periodic operating reports fc related correspondence 


7910030393 Forwards semiannual nonrad 1 ological environ ropt, 
"Operational Environ Monitoring in MB River Near Quad-Cities 
Station," Feb-Jul 1979. 

JANECEK, R, F. Commonwealth Edison Co. 79/09/19. Ip. 


— 79101604B3 Monthly operating repts for 8ept 1979. 

HANNUM, D. Commonwealth Edison Co 79/10/02. 23pp. 


DOCKET 50-355 PALISADES NUCLEAR PLANT 


F. Security, medical, emergency h fire protection plans 


7910100497 Forwards request for addl info re contingency plan to 
facilitate r evi ew. Reques t withheld (ref 10CFR2, 790). 

ZIEMANN, D.L. Operating Reactors Branch 2 (Pre 791030). 79/09/07. 

2pp. 


7910170576 Forwards NRC position on safe shutdown capab i 1 l ty , to help 
licensee prepare response to safety evaluation for fire 
protec tian. Requests info within 90 days. 

ZIEMANN, D.L. Operating Reactors Branch 3 (Pre 791030). 79/09/14. 

2pp. 


7910020841 Forwards supplemental safety evaluation of fire brigade site 
originally left as open issue. 

LAINAB. G. Plant Systems Branch <Pre 791030). 79/09/24. 2pp. 


— 79100 20B42 Safety evaluation suppl re proposed si le of fire brigade. 
Util proposal is unat c ep tab 1 e. Lac k of provisions for fires 
burning beyond incipient stage 6 heavy reliance on offsite 
response are reasons for deficient rating. 

* Plant Systems Branch (Pre 791030). 79/09/24. 4pp. 


0. Adjudicatory correspondence 


7909250321 Special prehearing conference order granting Great Lakes 
Energy Alliance petition to intervene, adopting preliminary 
schedule for discovery & hearing & denying intervenor 
request for financial assistance. Order subj to appeal. 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel. 79/07/23. 

2Bpp. 


7910230011 Ack receipt nf 790723 notice advising that prehearing 
conferences will be held re steam generator removal I. 
replacement at f ac 1 1 1 ty . Requests advance notice of issues to 
be discussed to determine necessity of attendance. 

DEMLOW, D. J. Michigan, state of. 79/OB/ 13. Ip 


7910030566 Forwards CPC Jul 1979 generator repair rep t, R evi s 1 on 3. fiept 
Is being served upon all parties in proceeding. 

GIBBS. M E. Isham, Lincoln & Beale. 79/08/37, lp. 


H. General correspondence 


7910190346 Responds to M Lowing 790731 Ltr. Forwards amended Atomic 
Energy Act of 1954. Energy Reorgani lat i on Act of 1974 l< Feb 
197B FEB. W/o end. 

EIBENHUT. D. G. Division of Operating Reactors. 79/09/07. Ip. 


7910310317 Informs NRC of employee radiation overexposure. Trans-Eas tern 
Insp. Inc employee was exposed to 1.706 rem. Overexposure 
caused by incorrect exposure assignment. Name of employee 
withhold (ref 10CFR3. 790). 

HOFFMAN, D P. Consumers Power Co. 79/10/26. 2pp. 


P. Operating license stage documents t, correspondence 


7910040031 Forwards NUREQ-0560. "Staff Rept on Generic Assessment of 
Feedwater Transients in PWRs designed by DtW, " W/o end. 

ORIMEB.B. K. Assistant Director for Systems Engineering (Pre 
791030). 79/06/11. 12pp. 


7910020B45 Requests verification of intended actions proceeding 
shipment of low level radwaste from facility for disposal. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/OB/lO. 

2pp. 


7910090341 Forwards FR notice of amend to IOCFR73. 53 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790001 
to 791101. 

DENTON. H. R, Office of Nuclear Reactor Regulation. 79/08/10. 49pp. 


— 7910030393 Semiannual nonrad iologlcal environ rept. "Operational 
Environ Monitoring in M3 River Near Quad-Cities Station, " 

Fob- Ju 1 1979. 

LUTTERBIE, 0. W. . JOHNSON, B. 0. Haielton Environmental Sciences Corp 
79/10/01. 160pp. 


7910160136 Forwards request for addl info for WestlnghoueB S< C-E plants 
that are not equipped w/top discharge devices an steam 
generator feedwater spargers. Need further assurance re steam 
generator water hammer. 

LAINAB. 0. Plant Systems Branch CPre 791030). 79/09/04. 3pp. 


7910160479 Forwards monthly operating repts for Sept 1979. 
KALIVIANAK1B. N. Commonwealth Edison Co. 79/10/09. Ip. 
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7910040068 Discusses revlfu of 70OBO3 It 790202 ltrs re positive 
displacement charging pump vibrations. Peat alternating 
stresses in charging sys piping are below endurance limit. 

Fatigue failure due to pump operation is not anticipated. 

ZIEMANN, D. L. Operating Reactors Branch 2 (Pro 791030). 79709/06. 

2pp. 


7910220362 Requests that sir sets of drawings t< schematics, or one set 
of aperture cards be submitted in future for NRC Review of 
SEP topics, together u/inder update. Sup ersedes NRC 790626 
ItT. 

ZIEMANN. D.L Operating Reactors Branch 2 (Pre 7910301. 79709/06. 

2pp. 


7910 1 II 0237 Requests that amends be proposed to Licenses DPfl-6 6 DPR-20 
change min site of fire brigade contained in Tech Specs 
within 30 dags of Itr rec e i pt. Forward * 790608 safety 
evaluation of min fire brigade shift sire. 

EIEEWHUT. D. 0. Division of Operating Reactors. 79/09/07. 3pp. 


•7910100242 Safety evaluation of min fire brigade shift size. 
» Division of Operating Reactors 79/06/08. 32pp. 


7910030027 Forwards Amend 51 to License DPR-20i safety evaluation 4< 
notice of issuance & availability. 

ZIEMANN. D. L Operating Reactors Branch 2 <Pre 791030). 79/09/10. 

2PP. 


— 7910030029 Amend 51 to License DPfl-20. author i I ins changes to enhance 
lou temp overpressure protection Si increase assurance that 
reactor vessel will not be subjected to pressure transients. 
ZIEMANN, D. L. Operating Reactors Branch 2 (Pre 7910301. 79/09/10. 

ISpp. 


— -7910030032 Safety evaluation supporting Amend 51 to License DPR--20. 
« Office of Nuclear Reactor Regulation. 79/09/10. 11pp. 


— 7910030034 Notice of issuance & availability of Amend 51 to Licence 
DPR— 20. 

ZIEMANNi D, L. Operating Reactors Branch 2 <Pre 79.1030). 79/09/10. 

2pp. 


7910020151 Notification of 790912 meeting u/SEP owners group in 

□ sthesda.MD to discuss ph i 1 o s ophy , s c h edu 1 e & objectives of 
SEP It draft LLL-TERA rept on site specific spectra 

□ 'CONNOR, P. W. Operating Reactors Branch 2 IPre 791030). 79/09/11. 

Ip- 


7910040400 Forwards request for addl info re prevention of steam 
generator water hammer. Response will dictate whether plant 
mods are requ 1 red. Requests Taply within 60 days. 

ZIEMANN, D. L. Operating Reactors Branch 2 (Pre 791030). 79/09/13. 

3pp. 


7910170300 NRC position on safe shutdown capability, 

» Operating Reactors Branch 2 (Pre 791030). 79/09/14. 7pp. 


7910160306 Forwards request for addl info re loss of offsite power & 
facility offsite grid. Requests response within 90 days. 

ZIEMANN, 0. L. Operating Reactors Branch 2 (Pro 791030). 79/09/25. 

3pp. 


7910090630 Request* payment of two Class III amend fees re 781113 Zc 
790312 applications proposing radiological effluent Tech 
Spec changes. 

MILLER, W. D. License Fee Management Branch. 79/09/27. 2pp, 


7910220413 Forwards guidelines for valve operability re containment 
purging t> venting during normal opera ti on. Requests 
commitment to implement valve qualification program within 
30 days. 

EISENHUTi D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910310003 Summary of 790 926 meeting w/util re revision to pressure 
temp limits. 

BILVERiR.D. Operating Reactors Branch 2 {Pre 791030). 79/10/02 

3pp. 


7910260315 Requests addl info re SEP Topic III-10.A, "Thermal Ovarlnai) 
Protection." Requests all switch actuation development* for 
safety sys motor operated valve control circuit* which 
describe switch position* for vaTiou* value operating modes, 

ZIEMANN, D. L,. Operating Reactor* Branch 2 (Pre 791030). 79/10/12, 

2pp. 


7910260317 Request* addl info re steam generator replacement 

ZIEMANN, D, L. Operating Reactors Branch C (Pre 791030). 79/10/15. 

7pp. 


7910190375 Forwards util commitments to TMI-2 Lessons Learned Task 
Force Rept, NURE0-0578. Commitments include installation of 
water level I n s t rumen tat 1 on. p r assure *c hydrogen monitoring 
equipment It upgrading of emergency preparedness. 

HOFFMAN, D. P. Consumers Power Co. 79/10/17. I3pp 


7910300550 Responds to technical assistance request. Plant facilities 
for mitigating consequences of flooding adequate It 
acceptable, Safety eve 1 uat i an enc 1 

LAIMA'S, 0. Plant Systems Branch (Pre 791030). 79/10/17. Ip. 

—7910300952 Safety evaluation supporting ac c ep tab i 1 ?ty of plant 
facilities fOT mitigating conaequences of flooding. 

* Plant Systems Branch <Pre 791030). 79/10/17. 20pp. 

7910220330 Requests 30-day extension to propose Tech Spec amends to 
f i re brigade size. 

HDFFMAN, D. P. Consumers Power Co. 79/10/19. ip. 


Q. Inspection reports, IE Bulletins It correspondence 


7910090525 Forward* IE Bulletin 79-19, "Packaging of Low Level Radwaste 
for Transport it Burial." Action required. 

KEPPLER, J, 0. Region 3, Chicago, Office of the Director. 79/00/10. 
IP- 


7910090160 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. " Action required. 

KEPPLER. J. 0. Region 3, Chicago, Office of the Director. 79/00/13. 
IP- 


7910050404 Forwards IE Info Notice 79-20. "NRC Enforcement Policy - 
NRC Licensed Individuals." No action required. 

KEPPLER, J. G, Region 3, Chicago, Office of the Director. 79/00/14. 
Ip- 


7910050476 Forwards IE Circular 79-17, "Contact Problem In 9B-12 
Switches on GE Metalclad Circuit Breakers. " No action 
requ ired, 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/00/14, 

ip 


7910030604 No ti f i es of 790920 mooting w/CPC in Glen Ellyn, IL to discusr, 
D Hoffman written response to items of noncomp 1 iance 
Id en tilled in IE Physical Security Insp Rept 50-225/79-10 
HIND, J. A, Region 3, Chicago, Safeguards Branch 79/0B/17. ip. 


7910010218 Notifies that interim measures will be used re emergency 
procedures per IE Bulletin 79-06C until new guidelines are 
reviewed !i approved by NRC. 

HOFFMAN, D. P. Consumers Power Co. 79/08/31. 2|ip. 


7910020192 Forwards IE Info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals," Notlco reissued to 
correct word omission ti punctuation error which changed 
intent of statement. Chang ed statement underlined in test. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/07. 
Ip. 


7910030617 Forwards response to IE Bulletin 79-16, "Vital Area Access 
Control." Response withheld (ref I0CFR2. 790), 

HOFFMAN, D.P. Consumers Power Co. 79/09/11. Ip. 


7910240141 Forwards IE Insp Ropt 50-255/79-12 on 79O02B. No 
non comp 1 iance no tod. 

FICRELL1, 0. Region 3, Chicago, Reactor Construction !< Engineering 

Support Branch, 79/09/11. Hpp, 


— 7910240147 IE Insp Flept 50-255/79-12 on 790020. No noncDmpl ianc e noted. 
Mojor areas inspected: NRC roqui remen ts , work procedures 
It records. 

YIN, I . T. , DANIELBON, D. H. Region 3, Chicago, Office of the 

Director. 79/09/11. 3pp, 


7910030249 Forward* IE Circular 79-19, "Lo-nso Locking Devices on 
In-gorso 1 1-Rand Pump Impellers." No action required. 

KEPPLER. J, G. Region 3. Chicago, Office of the Director. 79/09/13. 
ip- 


7910050126 Respond* to IE Bulletin 79-060. Dp orator given responsibility 
for control tt operation of auxiliary feedwater sys during 
transient conditions requiring use of sys. 

HOFFMAN, D.P. Consumers Power Co, 79/09/13. 3pp. 


7910020623 Responds to IE Bulletin 79-13, "Deep Draft Pump 
Deficiencies." Provides number , manufae tor e r» mode 1 , cap ac i ty & 
plant application of pumps. Test results end. 

HOFFMAN, D.P. Consumers Power Co. 79/09/17. 36pp. 
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7910300002 Forwards IE Info Notice 79-22. "Qua li f i ca t i on of Control 
Sys, " We s t ing h ous e 790030 ) tr fa Public Svc Electric fa Gas 
Co 790910 1 tr re potential unreviewed safety ques t i do. Ac t j on 
required within 20 days. W/o end. 

DENTON, HR. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 


7910050262 Responds to IE Bulletin 79-21, "Temp Effects of Level 
Measurements. " Outlines analyses fa results of analyses re 
post-accident ambient temps on water levels. Discusses 
correction to setpoint on steam generator low level signals. 

HOFFMAN. D. P. Consumers Power Co. 79/09/10 4pp. 

7910240136 Forwards IE Insp Flept 50-255/79- ! 1 on 790702,03,05-06.09-11, 
13.17-20 fa 23-27. No noncompliance noted. 

HEIEHMAN. R. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/iB. 2pp 

— 7910240165 IE Insp Rept 50-255/79-11 on 790702.03,05-06.09-11.13,17-20 
fa 23-27. No noncomp 1 lance noted. Major areas inspected: 
facility opera ti ons. radwaste insp solidification syr. 
operation i< corrective action sys. 

JORGENSEN, B. L. , BOYD, D, C. Region 3, Chicago, Office of the 
Director. 79/09/17. 4pp. 


7910250041 Forwards IE Insp Rept 50-255/79-13 on 790730-31,0001-03, 
06-10,13-17.20-24,27-28 fa 30-31. No noncompliance noted. 

HEISHMAN, FI . F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/IB. 2pp. 


—7910230044 IE Insp Rept 30-255/79-13 on 790730-31,0001-03,06-10,13-17, 
20-24,27-20 fa 30-31. No noncompliance noted. Major areas 
Inspected: p lant operations, safety 1 1 m i ts , p roc edures, ma 1 n t fa 
fuel receipts. 

JORGENSEN, B. L. , BOYD, D. C. Region 3, Chicago, Office of tho 
Director. 79/09/17. Bpp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures 6 
surveillance testing errors, which was incorrectly 
d i s tr i b ut od. A1 so forwards IE Insp Repts 50-295/79-13 & 

50-304/79-12, Action required. 

EISENHUT, D. Q. Division of Operating Reactors. 79/09/21 49pp. 

7910090042 Forwards IE Circular 79-20, "Failure of GTE 8y 1 vania Relay, 
Type PM Bulletin 7303, Catalog 5U12-11-AC ui/120 Volt ac 
Coil." No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of tFio Director. 79/09/24. 

Ip. 

7910130609 Responds to IE Bulletin 79-19 re packaging fa disposal of low 
level radwaste. Current licenses from burial states 
maintained. Training fa retraining programs will be completed 
by 000201 . 

81XEL, D. A. Consumers Power Co, 79/09/25. »pp. 


7910310250 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sys Piping " Action required. 

HEPPLER. J. C. Region 3, Chicago, Office of the Director. 79710/19. 
lp. 


R. Periodic operating reports fa related correspondence 


7910100291 Forwards monthly operating rept for Sept 1979 
ADAMS, kF, F. Consumers Power Co. 79/10/03. Ip. 


— 7910100296 Monthly operating rept for Sept 1979. 
BODTKE,P.J. Consumers Power Co. 79/10/01. 4pp 


S, Reportable occurrences, LERs fa related correspondence 


7910160034 Forwards NPDES noncompliance notification for 0PH-20. 
HDFFMANi D. P. Consumers Power Co. 79/09/05. ip. 


—7910160060 NPDES noncompliance not i f i c at i on: on 790B13, neu t ra 1 i i er tank 
contents ef 20,000 gallons were released into Lake Ml. Caused 
by rupture of tank whicli resulted in draining nf all 
contents from tank. Tank will be replaced or repaired. 

FORES, R. L. Consumers Power Co. 79/08/20. lp. 


7910020383 Forwards LER 79-036/03L-0. 

HOFFMAN, 0. P. Consumers Power Co. 79/09/26. lp. 


— 7910020307 LER 79-036/03L-0: on 790021,1-1 diesel generator failed to 
start fa was inoperable for 16. 5-h. Caused by dirty oil in 
engine governor. Governor was drained fa flushed. 

* Consumers Power Co. 79/09/26. lp 


7910020309 Forwards LER 79-035/01 T-0 

HOFFMAN, D P, Consumers Power Co. 79/09/26. lp. 


— 7910020394 LER 79-035/01T-0: on 790905, waste gas monitor alarmed fa 
terminated release of contents of waste gas decay tank 
T-600. Contents released w/o having met sampling fa holdup 
requirements. Caused by transposing of ID number. 

» Consumers Power Co. 79/09/26. lp. 


7910030390 Forwards LER 79-039/03L-0. 

HDFFMAN. D. P. Consumers Power Co 79/09/20. lp. 


—7910030391 LER 79-039/03L-0: on 790029, pH nf steam generator A dropped 
to 8.08 following change in condensate deminera I i z ers, Caused 
by increase in demin resin level to correct high condenser 
tube 1 eakage. Correc t ive action under evaluation. 

« Consumers Power Co. 79/09/28. lp. 


7910040234 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers." No action required, 

KEPPLER, J. G. Region 3, Chicago. Office of the Director. 79/09/26. 

lp. 


7910040042 Forwards IE Info Notice 79-24, 
required. 

KEPPLEfiiJ. 0. Region 3. Chicago, Offic 
lp. 


"Frozen Lines." No action 
e of the Director. 79/09/27. 


7910230268 Responds to IE Bulletin 79-18, "Audibility Problem 
Encountered on Evacuation of Personnel from High Noise 
Areas." Both units are currently In outage fa further 
responses will bo submitted within 30 days of startup. 
BIXEL.D.A. Consumers Power Co. 79/09/20. lp. 


7910170245 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 fa 4. ’■ No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/10/01. 
lp. 


7910180615 Forwards IE Info Notice 79-24, "Ovarpr essur i i at i on 
Containment of PWR Plant After Main Steam Line Break. '* No 
action required. 

KEPPLER,J. G. Region 3, Chicago, Office of the Director, 
lp. 


of 

79/10/01, 


7910160311 Forwards evaluation of potential control sys interactions 
during high energy pipe break events, in response to NRC 
790917 Ur re IE Info Notice 79-22. 

BIXEL.D.A. Consumers Power Co. 79/10/09. 12pp. 


7910230616 Forwards NRC comments on unresolved issue re security 
organ! zat ion, ident if 1 ed in IE Insp RBpt 50-255/79-10. 

Comments withheld (ref 10CFR2, 790F. 

HIND, J, A. Region 3, Chicago, Safeguards Branch. 79/10/10, lp. 


7910030392 Forwards LER 79-O30/O3L-O. 

HOFFMAN, D. P. Consumers Power Co, 79/09/20. lp. 


— 7910030393 LER 79-O30/O3L-O: on 790B29, pump discharge valve failed to 
open during attempt to operate svc water pump P-7C, Caused by 
corrosion of valvo hinge pins. Repairs and futhor inup 
planned. 

* Consumers Power Co. 79/09/20. lp 


7910030472 Forwards LER 79-037/01T-0, 

HOFFMAN, D. P. Consumers Power Co, 79/09/28. lp. 


—7910030404 LER 79-037/01 T-0: on 790914, two 3-inch manual ioolation 
valves in containment ezhaust valves bypass line were found 
open. Caused by undetected valve misalignment due to 
inadequacies in both testing procedure fa valve chacklisl 
* Consumers Power Co. 79/09/28. 3pp. 


7910030539 RO 77-045: on 770916, found that loss of a'l r supply to 
containment bldg purge isolation valves will result in 
depressurization of seal rings. Caused by valves not boinq 
provided w/redundant supply to maintain seal ring pressure. 

* Consumers Power Co. 79/09/30, ip. 


7910190405 Confirms telephone rept of RD. Operation of condensate pumps 
following postulated main steam line break accident will 
result in higher containment pressure fa in reactor restart 
of greater magnitude than previously assumed. 

LEW13, J. G. Consumers Power Co. 79/10/09. lp. 


7910190360 Forwards LER 79-040/01 T-0, 

HDFFMAN, D. P, Consumers Power Co. 79/10/12. lp. 
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7910190369 LER-79-Q40/01T-0.: on 790927* ul trasonic It ra d iograph i c 
examination, revealed linear cracklike indications on la- 
inch main feedwater lines inside c pnta inment. Cause unknown. 
Appro* 28 inches of main feedwater pipe being replaced. 

« Consumers Power Co. 79/10/12. Ip. 


7910300105 Forwards LER 77-042/01T-0. 

8IXEL. D. A. Consumers Power Co. 79/10/26. Ip. 


7910300198 LER 79-042— 0 1 T-0: on 791 012, d ur ing testing of pressurlier 
code safety valves, lift setting Por tun valves were 2, B97 
t< 2.462 psla, violating Tech Spa c s. Cau s e if by ml sp os 1 ti on i ng 
of alignment pin. Future tasting will be dune w/steam. 

« Consumers Power Co. 79/10/26 . 3pp. 


DOCKET 30-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 
F. Security, medical, emergency fc fire protection plans 


7910160113 Discusses S Abrams 790824 telephone Tequest for list of 
operating plants undergoing fire protection mods, for 
research project. 

FERGUSON, R. Plant Systems Branch <Pre 791030), 79/08/27. Ip 


—7910160126 Discusses K Averton 790807 telcon re use of boron to prevent 
criticality in spent fuel pooJs.NfIC approves use- of Boral in 
spent fuel pools. Boron carbide h aluminum do not degrade in 
significant manner. 

LAN7Z.E. Plant Systems Branch IPre 7910301. 79/OB/lO. 2pp. 

7910110395 Forwards addl info requested in 790720 Itr re contingency 
plan. Info withhold (ref I0CFR3. 790), 

MILLS, L.M. Tennessee Valley Authority, 79/10704. Ip. 

7910230043 Reguests submittal of Class III fee for review of security 
training fc quel l flea t i on plan submitted 790817. 

MILLER. W. 0. License Fee Management Branch. 79/10/09. Ip. 


7910170010 Discusses need for addl confirmatory full scale tests to 
astablish uncertainty in load magnitudes ra condensation 
oscillation load definition p r oc ed ures. Draf t Itr to Mark I 
utils re test program end. 

791030 ) 8 K 79/09/29 5 t *4pp DireCtOT f<n ’ Sy5tB,, ' a Engineering (Pre 


7910190314 Notifies that Sandia test of facility conn 
cannat be completed by 790928 due to possible probl 
w/either superheater or regulating valve. 

LA1NAS.0, C. Plant Systems Branch (Pre 791030). 


ectors probahly 


79/09/26 


7910170006 Discusses resolution of potential problem re Mark 1 
containment identified in 790831 memo. Addl info re response 
character istic s of downcomer-vent header sys shows 

Struc tural fatigue margins e * i , t. Eva 1 ua 1 1 on end. 
DENTON, H, R. Office of Nuclear Reactor Regulation. 79/09/26. 


2pp. 


79 Jurdna 3 / Dr ‘T < ' 5 S ui ? elinBS valve operability re containment 

purging t, venting during normal operation. Requests 


commitment to implement valve qualification program within 
J i/ Jays. 

EISENHUT, D O. Division of Operating Reactors. 79/09/27. 


3pp. 


^ echr * icaI assistance request. Forwards safety 

frui ? r P £ 50 V ha " 9B ln high pressure setpoint 

from 2 psig to 5 psig acceptable. 

LA I NAS. G. Plant Systems Branch (Pre 791030). 79/10/03. 2pp. 

— 7910230 1 30 Safety evaluation of proposed Tech Spec changes re drywell 
high pressure setpoint from 2 psig to S psig. V 

* Plant Systems Branch (Pre 791030). 79/10/03. 2pp. 


™™r*t fchafc dei,1 » n °f LPCI power supply mods w/o motor 

generator sets is ac c ep tab i e . Requests documentation In 
writing of certain items discussed in 780B17 meet ing, s Ince 
* om P 0,, “ pll 9 *■ * * >■ to comply w/FBAR or 790511 Itr. 

J^ULITO, T. A. Op*r»ting Reactors Branch 3 {Pre 79I03D). 77/10/03 


7910250273 Forwa rda revised Copies 6-JO of contingency pUn.Cop 
withheld fref 10CFn2. 7901. 

HILLS, L.M. Tennessee.. Val ley Authority. 79/10/18 ip. 


ies 


I. Financial informs Hon 


7910100406 Forwards proposed Tech Specs changes l< justification for 
proposed changes, to accommodate Reload 3, Cycle 4 operation 
for Unit 1 ti to clarify ambiguous specs for Units 1 5 , 2 
»f. U . PPl , emeTltal Reload Licensing Submittal for Reload 3" end. 

Tennessee Valley Authority. 79/10/04. 2pp 


MILLS, L. M. 


7909100439 Forwards financial statements for FYE97B, power quarterly 
rapt, one-year internal cash flow projection it narrative 

! cur * a ‘l m *nt oi capital eipendituros as required 

by lOCFnMO, 

MILLS. L.M. Tennessee Valley Authority. 79/09/31. ip. 


Operating license stage document* t< correspondence 


^ d ! FR notice ot Amend 1O0FR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790801 

TO /t1 101, 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/08/10, 49 pj 


— 7910100407 Proposed Tech 
operation for Unit 1 U 
1 i< 2. 


Spec changes to accommodate Reload 3,Cycle'4 
to clarify ambiguous specs for Units 


* Tennessee Valley Authority. 79/10/04, 55pp. 


cnAYw i m R * load Licensing Submittal for Reload 3 

ERVIN, A. M., ENGEL. R.E. General Electric Co., Nuclear Energy 
Products Div. NEDD-24209. 79/00/31. 26pp. " 


7910160539 Notifies of typographical error in 790921 
about safety relief va 1 vos. 8ubm i ts correct answer 
Question 1. B. 

MILLS. L. M. Tennessee Valley Au thor 1 ty. 79/10/10. 


Itr re addl 
to 

ip. 


info 


Sys 


79 Jrei?a 3 f Forward, NURE0/CR-Q727. "DWR Offgas Sys Evaluation, 
provides reasonable assurance that potential for external 
offga* explosions ts minimi . ed. H/o end. 

791030*)! ^ 79/00/22.* *^29pp!" r8c * OT R °r Operating Reactor Projects <P 


For “’ ards Amends 33,48 A 25 to Licenses DPR-33. Df 
DPR-68, respectively, safety evaluation h notice of Issuanc 
« ava 1 lab 1 1 i ty. 

IPPOLITO. T. A. Operating Reactors Branch 3 (Pre 791030) 
2pp, 


52 1, 

79/10/11. 


7910030637 Foruard, 
list of Items to 
IPPOLITO, T. A. 

3pp. 


Hit of incomplete 1 ic ens ing activities 
be deleted from licensing backlog. 
Operating Reactors Branch 3 {Pre 7710301. 




requests 
79 /OB/2 Q. 


7910010550 Notifies that HQ Clayton 
alternate on ASME Subcommittee on 
M1NQ8UE, R. B. Office of Standards 


will replace RJ McDermott as 
Performance Testing. 

Devel apmont. 79/09/05. Ip. 


37BO Itr. Presently disagrees w/perlodic 
Idl data ti more detailed analyses 
Mstory 1 . Industry experience on 

ig Reactors Branch 3 (Pre 791030). 79/09/17. 


—7910260021 Amends 33,40 & 25 to Licenses DPR-33, DPR-52 i. DPR-60, 
respectively, changing Tech Specs to allow count rate to drop 
below 3-counts per second fc deleting sections re respiratory 
protective equi pment. u 

79/10/11 ^ 52pp era 1 1 ng Reactors Branch 3 (Pre 791030). 


—7910360024 Safety 
DPR— 33, DPR-52 t, 
■* Operating 


evaluation supporting Amends 53,48 & 25 t 
DPR-60, respec tively, 

Reactors Branch 3 (Pre 791030) 79/10/11 


o 


Licenses 

Apf. 


-/91O260026 Notice of issuance fc availability of Amends 53,48 
Licenses DPR-33, DPR-52 & DPR-60, resp ec live ly. 

T ‘ t' Operating Reactors Branch 3 (Pre 791030), 
/V/10/13, 2pp. 


HQ 


790926 meeting w/Mark I owners in Bethesda, 
ng compressibility effects & 

•ad s. 

;*ms Branch (Pre 791030k. 79/09/24. Ip. 


7910300263 Forward# fish impingement rept for third 
MILLS, L.M. Tennessee Valley Authority. 79/10/23. 


quarter of 
15pp. 


1979. 
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Q, Inspection reports* IE Bulletins tt correspondence 


7910090123 Forwards IE Insp Repts 50-299/79-16.50-260/79-16 Sc 
30-296/79-16 on 790530-0601 U notice of violation. 

LEWIS. R. C. Region 2. Atlanta, Reactor Construction 5, Engineering 

Support Branch. 79/07/06. 2pp. 


— 7910090135 Notice of violation from insp on 790530-0601. 

* Region 2- Atlanta, Office of the Director. 79/07/06 lp. 


—7910090146 IE Insp Repts 50-259/79-16,50-260/79-16 5, 50-296/79 16 on 
790530-0601. None amp 1 1 anc c noted : imp rop er shift turnover. 

JULIAN. C Region 2. Atlanta, Office of the Director. 

MARTIN, R. D. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/06/28. 7pp. 


7910020322 Forwards IE Insp Repts 50-259/79-10,90-260/79-10 5, 
50-296/79-18 on 790621 -0706. No noncompllance noted. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/00/06, 2pp, 


—7910020335 IE Insp Repts 50-259/79-10.50-260/79-18 6 50-296/79-18 on 
790621-0706. No noncompllance noted. Major areas inspected: 
radiation area controls 5< plant physical protection, 

SULLIVAN, R. F. Region 2. Atlanta, Office of the Director. 

DANCE. H. C. Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch. 79/0B/06. 4pp. 


7910010155 Forwards IE Insp Repts 50-259/79-20,50-260/79-20 6 
50-296/79-20 on 790802-03. No nnncompliance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction 5, Engineering 

Support Branch. 79/00/20. 2pp. 

—7910010162 IE Insp Repts 50-259/79-20,50-260/79-20 5, 90-296/79-20 on 
790802-03. No noncamp 1 lance noted. Major areas inspected: 
seismic qualification of dc batteries. 

CDNLQN, T. E. Region 2. Atlanta, Office of the Director. 

HARDWICK, R. J. Region 3, Chicago, Reactor Construction 5c 

Engineering Support Branch 79/00/17. 3pp. 


7910290214 Forwards IE Insp Repts 50-259/79-19.50-260/79-19 tc 
50-296/79-19 on 790800-10. No none omp I i anc e noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction t< Engineering 

Support Branch, 79/09/06. 2pp. 


—7910290220 IE Insp Repts S0-259/79-19, 50-260/79-19 5c 50-296/79-19 on 
790800-10. No noncompllance noted. Major areas inspected; 
concrete expansion anchor installation, 

MODEN0B, L. Region 2, Atlanta/ Office of the Director. 

HERDT, A. R. Region 2, Atlanta, Reactor Construction 5c 

Engineering Support Branch. 79/08/31. 4pp. 


7910090674 Responds to IE Bulletin 79-18 "Audibility Problems 
Encountered U/Evacuation of Personnel From High Noise Area. " 
Results of 790B21 plant survey are being evaluated to define 
necessary improvements. 

MILLBcL. M. Tennessee Valley Authority. 79/09/21. 2pp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment Failures ir 
surveillance testing errors, which was incorrectly 
d is tr ihuted. Also forwards IE Insp Repts 50-295/79-13 *c 
50-304/79-12, Action required 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/21. 49pp. 


7910100033 Responds to IE Bulletin 79-19 re packaging 5< disposal of low 
level Tadwaste. Current set of requirements placed on waste 
burial firm of Chem-Nudear 8ys, Inc by Agreement State of SC 
are being maintained. 

MILLS, L, M. Tennessee Valley Authority. 79/09/24. 3pp 


7910040105 Forwards IE Info Notice 79-23, “Emergency Diesel Oenorator 
Lube Oil Coolers." No action required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 

79/09/26. 2pp, 


7910190275 Forwards IE Bulletin 79-24. "Fraien Lines. " Action 
required, 

0 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170226 Forwards IE Info Notice 79-25, "Roactor Trips at Turkey 
Point Units 3 5c 4. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910170755 Forwards IE Info Notice 79-24, "Overpressur i ja t ion of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/10/01. 3pp. 


7910120143 Forwards "Evaluation of Environ Effects on Nonsa f e ty-R e lat e d 
Sys Resulting From Postulated High Energy Pipe Failures 
Inside 5( Quslde Primary Containment," in response to 790917 
ltr 5c IE info Notice 79-22. 

MILLS, L. M. Tennessee Valley Authority. 79/10/09. lp. 


— 79101 2014B "Evaluation of Environ Effects on NonsaFoty-Related Sys 
Resulting From Postulated High Energy Pipe Failures Inside 
5c Outside Primary Containment. " 

* Tennessee Valley Authority. 79/10/05. lOpp. 


R. Periodic operating reports tc related correspondence 


7910010010 Forwards IE Circular 79-10, "Proper Installation of Target 
Rock Safety-Relief Valves." No action required, 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director, 
79/09/10. 3pp. 


7910020514 Forwards response to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies. 11 

MILLS, L. K. Tennessee Valley Authority. 79/09/10. 7pp. 


791016036B Forwards monthly operating repts for Sept 1979- 
ABERCROMBIE, H. L Tennessee Valley Authority. 79/10/10. lp. 

— 7910160369 Monthly operating repts fur Sept 1979. 

THOM, T, Tennessee Valley Authority. 79/10/02, 30pp. 

S. Reportable occurrences, LERs 5, related correspondence 


7910030667 Responds to IE Bulletin 79-16, "Vital Area Access Control. 
Details withheld (ref 10CFR2. 7901. 

MILLS, L. M. Tennessee Valley Authority. 79/09/10. lp. 


7910020593 Forwards IE Circular 79-19, "Loose Locking Devices on 
I ng erso 1 1-Rand Pump Impellers. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/13. ip. 


7910030450 Forwards LER 79-020/03L-0. 

CALHOUN, J. R. Tennessee Valley Authority. 79/09/26. lp. 


—7910030473 LER 79-020/03L-0; on 79003 1 . c on t a inment oxygon concentration 
exceeded 47, 5, dryuieli-suppression chamber differential 
pressure decreased below 1.0 psid during normal operation. 

Caused by deferral of planned shutdown, 
tt Tennessee Valley Authority. 79/09/2B. 2pp. 


7909200154 Forwards IE Notice 79-21. "Transportation S< Commercial 
Burial of Radioactive Matl. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/14. lp. 


7910110268 Forwards IE Info Notice 79-22, "Qualification of Control 
Bys. " No action required, 

O 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 

79/09/14. lp. 

79103000B2 Forwards IE Info Notice 79-22, "Qualification of Control 
Bye," Westinghouse 790830 ltr 5, Public 8vc Electric 5, Gas 
Co 790910 ltr re p otent i a l unr e vi awed safety quest i on. Act i on 
required within 20 days. W/o end. ._ 

DENTONiH. R. Office of Nuclear Reactor Regulation. 79/09/17. 4Bpp. 


7910100335 Forwards LER 79-021 /03L-0. 

CALHOUN, J. R, Tennessee Valley Authority. 79/10/01. lp. 


— 7910100344 LER 79-021 /03L-0: on 790902, c on fcainmont isolation valve 
FCV-71-3 would not dose. Caused by failure of Peerless 
electric motor B/N 0V7995. Operat i ng limits of valve reset 5c 
tested. Motor replaced. 

* Tennessee Valley Authority. 79/IO/OI. 2pp- 


79101 5045B Forwards LER 79-025/01 T-O. 

CALHOUN. J. R. Tennessee Valley Authority. 79/10/09. 2pp. 


— 7910150462 LER 79-025/01T-0; on 790926, during normal op era t i on, ma in 
steam lines not isolated within B-h following main steam 
line high temp logic ac tuation. Caused by misinterpretation 
of Tech Specs. Revision of specs proposed, 
a Tennessee Valley Authority. 79/10/09. lp. 
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79101304*8 Forwards LEft 79-022/03L-0. 

CALHOUN. O. R. Tennessee Valley Authority. 79/10/09. Ip 

-"79 1 0150476- LER 79-022/03L— 0: on 7909J 0. dur irsg normal operation, 
annunciator became i nuperab ie. Caused by power supply 
overload, resulting 1 r> damaged resistor. Two connectors found 
to have been crossed during repairs. 

* Tennessee Valley Authority. 79/10/09. 2pp. 

7910160460 Forwards LER 79-Q23/O3L-0. 

CALHOUN, J. R, Tennessee Valley Authority. 79/10/15. Ip. 


79 Mn'r 01 af Not1 ^ f ‘ cat ‘ ° f 7™’=* meetiny w/Mark I owners In Dethesd, 
MD to discuss pool swelling compressibility effects i. 
downcomer condensation loads. 

GRIMES. C. I. Plant Systems Branch (fre 791030). 


79/09/24. 


IP- 


7? i«JIn?‘l l>i8CUS ! 9 ! f ? r ad<U confirmatory full scale tests to 

establish uncertainty in load magnitudes re condensation 
oscillation load definition procedures. Draft ltr to Mark I 
utils re test program end, 

79fS3 E oi B K 79/O9/25 Sta 4p t p DireCt0r ^ peering 


- 7910180464 LER 79-023/03L-0: on 790917. da 1 ly source checks on variou: 
continuous air monitors were missed due to airborne 
contamination on refuel floor. Caused by personnel failure to 
realize that checks are Tech Spec requirement, 

* Tennessee Valley Authority. 79/10/13. 2 pp. 


7910230470 Forwards LER 79-024 /03L-0. 

CALHOUN. J. R. Tennessee Valley Authority. 79/10/18. Ip. 


•7910230473 LER 79-024 /03L-0: on 791 01 B. dur 1 ng normal 
monitor RM-90-250 found erratic 6 taken out of svc 
1. S-h. Caused by moisture collection in model 6C-20 
No recurrence control action planned. 

* Tennessee Valley Authority. 79/10/la. 2pp. 


operation. radiation 
for 

detector. 


7910260263 Forwards LER 79-026/03L-0. 

CALHOUN. J. R. Tennessee Valley Authority. 79/10/32. Ip, 


•7910260269 LER 79-026/03L-0: on 790926, rec ire ul ati on pumps AH 
during troubleshooting on main sea level temp re lays. Caused 
by troubleshooting on wrong terminal strip. Strips relabeled 
for better I den t i flea t ion. Pumps restored to svc, 

* Tennessee Valley Authority, 79/10/22. 2pp. 


tripped 


DOCKET 50-260 DROWNS FERRY NUCLEAR POWER STATION. UNIT 2 
F. 3ecur i ty. medical, emergency L fire protection plans 


7910160113 Discusses B Abrams 790B24 telephone request for list of 
operating plants undergoing fire protection mods, for 
research project, 

FERGUSON, R. Plant Bystems Branch (Pro 791030). 79/0B/27. ip. 


— 7910160126 Di 
criticality 
spent fuel 
s i gnt# leant 
LANTZ.E. 


scusses K Averson 790807 telcen re use of boron to prevent 
in spent fuel pools. NRC approves use of Dnral in 
pools. Boron carbide 6 aluminum da not degrade in 
manner. 

Plant Systems Branch (Pre 791030). 79/OB/lO. 2pp. 


7910110.395 Forwards addl info requested in 790720 ltr 
plan. Info withheld (ref 10CFR2- 790). 

MILLS. L. M. Tennessee Valley Authority. 79/10/04. 


re contingency 
lp. 


7910230045 Requests submittal of Class III fee for 
iC. a .*2 lrl ® & ** ualifica tion plan submitted 790B17. 
MILLER, W. 0 License Fee Management Branch. 


rsvicu of 
79/10/09. 


sec uri ty 
lp. 


7910250273 Forwards revised Copies 6-10 
withheld Cref 10CFR2. 7?0>. 

MILLS, L.M, Tennessee Valley Authority 


contingency plan. Copies 
79/10/18, Ip. 


791 0 1 503 1 4 Notifies that Sandia test of facility connect 
cannot bo completed by 790920 due to possible problem 
w/eithBT superheater nr regulating valve. 

LAINAS.G. C. Plant Systems Branch (Pre 791030), 79/09/26. 


ors probably 


7980170006 Discusses resolution of potential pro 

containment identified in 790031 memo. Addl inf„ , „ , 
characteristics of d ownc oner- ven t header sys shows 

5 Lr u c tura 1 fatigue margins o« l s t, Evalua ti 


oblecn re Mark I 
o re response 


DENTON. H. R . 


Office of Nuclear Reactor Regulation. 79/09/26. 


*P- 


2pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging L venting during normal op era t i on, Requests 


commitment to implement valve qua 1 i f i ca t i on program within 
□ u day s . 

E I SENHUT, D. Q. Division of Operating Reactors. 79/09/27. 3pp. 


7910230127 Responds to technical assistance r equest. Forward s safety 
evaluation. Proposed change in drywell high pressure setpoint f J 
from 2 .psig to 5 psig acceptable. F 

LAIMAS, 0 . Plant Systems Branch CPre 7910301. 79/10/03. 2pp. 


7910230130 Safety evaluation of proposed Tech Spec chang 
high pressure setpoint from 2 psig to 5 psig 
* Plant Systems Branch (Pre 791030), 


79/10/03. 


es re drywell 
2pp. 


7910240002 Informs that design of LPCI power supply mods u/o motor 
generator sets is ac c eptabl o. Requests documentation in 
writing of certain items discussed in 780B 1 7 meet i ng , a i nc c 
rppm rrn‘J != &m P 0 rar 1 1 Y * a 1 1 to comply w/FSAR or 790511 ltr. 
IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030) 79/10 

sfpp 


norwards proposed Tech Specs changes 6 justification for 
proposed changes. to accommodate Reload 3, Cycle 4 operation 
fo-r Unit 1 t, to Clarify ambiguous specs for Units 16 2 
Supplemental Reload Licensing Submittal for Reload 3" end. 

MILLS, L.M, Tennesson Valley Authority. 79/10/04. 2pp. 


——7910 l 00407 Prop □ sed 
operation for Unit 

1 *c 2. 

* Tennessee Valle 


Tech Spec changes to accommodate Reload 3.Cycle 
1 k to clarify ambiguous specs for Units 

y Authority. 79/10/04, 55pp, 


4 


” 79 ERWNTM , ' BU Ff , J OFrS t r 1 R * l ° ad V iC0n,i " 9 3ubraltt *l for Reload 3.- 
luv INp A n, r uNOELf R. E. General Electric Cc 

Products Div. NED0-242O9. 79/08/31. Shpp. 


Nuclear Energy 


7910160539 Notifies of typographical error in 790921 
about safety relief va 1 ves. Bubm i ts correct answnr 
Que s fci on 1 , D 

MILLS. L. M. Tennessee Valley Authority. 79/10/10. 


ltr ru addl 
to 

»P. 


info 


Op erfl ting license stage documents I, correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. S3 tb requirements 
"f nucJl!ar P™' 91 * Plants. Amend defers 
to ? 791IOI tl f phv#ical * Barcl1 requirements from 790801 

BENTON, H.R. Office of Nuclear Reactor Regulation. 79/08/10. 49pp. 


7910110235 Forwards NUREO/CR-0727, “ 
provides nasonable assurance that 
offgas explosions is minimi led. W/o 
GANMILL, W. P a.-i.s.-. 


BWR Offgas Bys Evaluation. " 
potential for external 
end. 

for Operating Reactor Projec 


Sys 


to 


(Pro 


■lties Ec requests 


7910260016 Forwards Amends 
DPR-6B, respectively, snfet 
t. ava i lab i U ty. 

IPPOL ITO, T. A, Operatin 

2pp. 


33,48 6 23 to Licenses OPR-33, DPR-52 {< 
y evaluation & notice of issuance 

g Reactors Branch 3 (Pro 791030). 79/10/1 


1. 


-7910260021 Amends 33, 4B |g 25 
respectively, changing Tech 
below 3-counts per second 6 
prot ec ti ve equipment, 
IPPQLITO, T. A. Operating 
79/10/11. 52pp. 


to Licenses DPR -33, DPR-52 6 DPR-68, 
Specs to allow count rate to drop 
deleting sections ra respiratory 

Reactors Branch 3 (Pro 791030). 


^ ww* wantm supporting manes 3 

DPR— 33# DPR— 52 8. DPR— 6B, r o sp ec t i ve ly . 

* Operating Reactors Branch 3 (Pre 791030). 


79/iO/l 


Licenses 

6pp, 


79/0B/2Q. 


—7910260026 Notico of issuance lb availability of 
Licenses DPR-33, DPR-52 h DPR-6H, respectively, 
IPPQLITO. T. A. Operating Reactors Branch 3 
79/10/11, 2pp. 


Amends 33,40 6 25 
(Pre 791030). 


to 


7910300263 Forwards fish impingement rept 
MrLLS.L.M. Tennessee Valley Authority. 


For third quarter of 1979 
79/10/23. 15pp. 
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Q. Inspection reports. IE Bulletins i< correspondence 


7910090133 Forwards IE Insp Repts 50-259/79-16. 50-260/79-16 & 

S 0-296/79— 16 on 790530-0601 it notice of violatien. 

LEWIG, R. C. Region 2. Atlanta, Reactor Construction 6 Engineering 

Support Branch. 79/07/06. 2pp 


— 7910090135 Notice of violation from insp on 790530-0601. 

* Region 2, Atlanta. Office of the Director. 79/07/06. Ip. 


—7910090146 IE Insp Rapts 50-259/79-16,50-260/79-16 6 50-296/79-16 on 
790530-0601 . Non comp ltance noted, improper shift turnover. 

JULIAN, C. Region 2, Atlanta, Office of the Director. 

MARTIN, R. D Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch 79/06/28. 7pp. 


7910090674 Responds to IE Bulletin 79-1B "Audibility Problems 
Encountered W/Evacuation of Personnel From High Noise Area. 
Results of 790B21 plant survey are being evaluated to define 
necessary improvements ,, 

MILLS, L. M. Tennessee Valley Authority. 79/09/21. 2pp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures 5, 
survei liance testing errors, which was incorrectly 
distributed Also forwards IE Insp Ropts 50-295/79-13 & 
50-304/79-12. Action required . 

EISENHUT, D 0. Division of Operating Reactors. 79/09/21. 49pp. 


7910100039 Responds to IE Bulletin 79-19 re packaging 6 disposal of low 
level raduastc Current set of requirements placed on waste 
burial firm of Chem-Nuclear Sys, Inc by Agreement State of 8C 
are being maintained. 

MILLS, L. M. Tennessee Valley Authority 79/09/24. 3pp. 


7910020322 Forwards IE Insp Repts 50-859/79- l 0, 50-260/79-10 l 
50-296/ 79- IB on 790621-0706. No noncompliance noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/0B/06. 2pp. 


—7910020335 IE Insp Repts 50-259/79-10, 50-260/79-1S 6 50-296/79-lG on 
790621-0706. No noncompliance noted. Major areas inspected: 
radiation area controls 6 plant physical protection. 

SULLIVAN, R. F. Region 2, Atlanta, Office of the Director. 

DANCE. K. C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/00/06. 4pp. 


7910010155 Forwards IE Insp Repts 50-259/79-20,50-260/79-20 6 
50-296/79-20 on 790002-03. No noncompliance noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction 6 Engineering 

Support Branch. 79/00/20. 2pp- 


—7910010162 IE Insp Repts 50-259/79-20,50-260/79-20 t, 30-296/79-20 on 
790002-03. No noncompliance noted. Major areas inspected: 
seismic qualification of dc batteries. 

CONLON, T. E. Region 2, Atlanta, Office of the Director, 

HARDWICK, R. J. Region 3, Chicago. Reactor Construction t, 

Engineering Support Branch. 79/00/17. 3pp 


7910290214 Forwards IE Insp Repts 50-259/79-19,50-260/79-19 !» 
50-296/79-19 on 790000-10. No noncompliance noted. i 

MURPHY, C . E. Region 2, Atlanta, Reactor Construction h Engineering 

Support Branch. 79/09/06. 2pp. 


— 7910290220 IE Insp Repts 50-259/79-19.50-260/79-19 it 50-296/79-19 on 
79OBO0-lO.No noncompliance noted. Major areas inspected: 
concrete expansion anchor installation. 

MODEN0S, L. Region 2, Atlanta, Office of the Director. 

■HERDT, A, R. Region 2. Atlanta, Reactor Construction 8t 

Engineering Support Branch. 79/0B/31 4pp. 


79 100401 B5 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers." No action required 

Q 'REILLY, J P Region 2. Atlanta, Office of the PirectOT. 

79/09/26. 2pp 

7910190275 Forwards IE Bulletin 79-24, "Froien Lines. " Action 
required, 

□ 'REILLY* 0. P. Region 2> Atlanta* Office Of the Director. 

79/09/27. 2pp. 

7910170226 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 364." No action required. 

O'REILLY, J P Region 2. Atlanta, Office of the Director, 

79/10/01. 2pp, 


7910170755 Forwards IE Info Notice 79-24. "Overpreasur i > at i on of 
Containment of PUR Plant After Main Steam Line Break. " No 
action required. .. . 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/10/01. 3pp. 

7910120143 FoTiJards "Evaluation of Environ Effects on Nonsafety-Related 
Sys Resulting From Postulated High Energy Pipe Failures 
Inside 6 Ouside Primary Containment," in response to 790917 
ltr it IE Info Notice 79-22 , 

MILLS, L, M. Tennessee Volley Authority. 79/10/09- Ip- 


--791012014B "Evaluation of Environ Effects on Nonsaf oty-Related Sys 
Resulting From Postulated High Energy Pipe Failures Inside 
{, Outside Primavy Containment." 

e Tennessee Valley Authority. 79/10/05 10pp. 


R. Periodic operating reports 6 related correspondence 


7910010010 Forwards IE Circular 79-10, "Proper Installation of Target 
Rock Safety-Relief Valves." No action required. 

0 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 

79/09/10. 3pp. 


7910010762 Notifies that refund has been authorized for 700925 
application ITS 110) re refueling outage, due to withdrawal 
of application. 

MILLER. W. 0. License Fee Management Branch. 79/09/10. Ip 


7910020514 Forwards response to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies. " 

MILLS.L.M. Tennessee Valley Authority. 79/09/10. 7pp. 


7910030667 Responds to IE Bulletin 79-16, "Vital Area Access Control. 
Details withheld (ref 10CFR2. 790). 

MILLS.L.M, Tennessee Volley Authority. 79/09/10. Ip 


7910160360 Forwards monthly operating repts for Sept 1979 

ABERCROMBIE, H, L Tennessee Valley Authority. 79/10/10. ip. 


—7910160369 Monthly operating repts for Gept 1979 

THQMi T. Tennessee Valley Authority, 79/10/03. JOpp. 


8. Reportable occurrences, LERs It related correspondence 


7910300195 Forwards LER 79-021 /03L-0. 

CALHOUN, J. R, Tennessee Valley Authority 


79/10/23. 


ip- 


—7910300202 LER 79-021 /03L-0: on 790927, while performing insps, several 
HPCI restraints found in failed cond it Ion. Cause un known. HPCI 
R-24 restored to design requirements. Ac ti on based on testing 
will be taken. 

* Tennessee Valley Authority. 79/10/25. 2pp. 


7910020593 Forwards IE Circular 79-19, "Loose Locking Devices on 
I ng ersol 1-Rand Pump Impellers." No action required. 

O'REILLY, J-P- Region 2, Atlanta, Office of the Director. 

79/09/13. ip. 

7910I1026B Forwards IE Info\Notice 79-22, "Goal if icat ion of Control 
By*. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/14. Ip. 

7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys, " Westinghouse 790B30 ltr it Public 0vc Electric it Oas 
Co 790910 ltr re potential unrevieuBd safety question. Action 
required within 20 days. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp, 


DOCKET 50-261 H. B. ROB I NBON PLANT, UNIT 2 

F. Security, medical, emergency it fire protection plans 

7910020302 Forwards addl infD re contingency plan detailing sncurlty 
measures for physical protection of fae i 11 ty. Inf o withheld 
(ref 10CFR2. 7901. 

UTLEY, E. E, Carolina Power it Light Co. 79/09/2B. Ip. 

J, Insurance it indemnity Information < 

7910220304 Forwards executed Amend 9 to Indemnity Agreement 0-43. 
BARHAM, C. D. Douglass t< Barham. 79/10/16. 2pp. 
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P. Operating license stage documents ft correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
tor physical protection of nuclear power plants. Amend defers 
implementation Of physical search requirements from 790801 
to 791101. 

DENTOW.M.R, Office of Nuclear Reactor Regulation. 79/0B/10. 49pp. 


7910020515 Forwards Amend 40 to License DPR-23. safe ly evaluation ft 
notice of Issuance ft availability. 

SCHWENCER, A Operating Roactnrs Branch 1 (Pro 791030). 79/09704. 

3pp. 


— 7910020523 Amend 40 to License DPR-23. authori * in g mod3 identified in 
fir* protection safety, evaluation. 

SCHWENCER. A Operating Reactors Branch 1 <Ptb 791030). 

79/09/04 2pp. 


■7910020528 Suppl 1 to safety evaluation supporting Amend 40 to License 
DPR— 23. 

*R Office of Nuclear Reactur Regulation 79/09/04. 4pp. 


7910160136 Forwards request for add! info for Meetinghouse A C-E plants 
that are not equipped u/top discharge devices on steam 
generator Feedwater sp ar g ers . Need further assurance re steam 
generator water hammer. 

L AINAS. G. Plant Systems Oranch (Pre 791030). 79/09/04. Opp. 


7910020533 Notice of issuance ft availability of Amend 40 to License 
DPR-23. 

SCHWENCER, A Operating Reactors Branch 1 (Pre 791030). 79/09/08 

2pp, 


7910030348 Forwards list of plants requiring mi crof ich ing of up-to- 
date FSARs in Central Files, Requests action as soon as 
possib 1«. 

GRIMES. B. K. Assistant Director for Systems Engineering (Pre 
791030). 79/09/10. 4pp. 


7910020446 Forwards proposed revision to operator requalification 
program, Vo 1 1. Section 10. 

STARKEY, R. D. Carolina Power ft Light Co. 79/09/il. Ip. 


— 7910020469 Proposed revision to operator requalification program. Vo! 1. 
Section 10. 

* Carolina Power ft Light Co. 79/09/li. 6pp 


7910190210 Discusses determination that waiver of license amend foo 
for Tech Spec change re fire protection is appropriate. 

Refund currently being processed. 

MILLER. W. 0. License Fee Management Branch. 79/09/12. Ip. 


7910030166 Forwards Amend 42 to License DPR-23, safety evaluation ft 
notice of issuance It availability. 

SCHWENCER. A Operating Reactors Branch 1 (Pre 791030). 79/09/14. 

3pp. 


—7910030170 Amend 42 to License DPR-23. add ing to Tech Specs proposed 
low temp overpressure protection sgs, Inc orpora t ed into 
limiting conditions for operations ft surveillance 
requirements 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 79J030), 

79/09/14 13pp. 


— 7910030174 Safety evaluation supporting Amend 42 to License DPR-23. 
-* Office of Nuclear Reactor Regulation. 79/09/14. IBpp. 


— 7910030177 Notice of Issuance ft availability of Amend 42 to License 
DPR-23. 

SCHWENCER, A, Operating Reactors Branch l (Pre 791030) 

79/09/14. 2pp. 


7910090069 Responds to IE Bulletin 79-21. "Temp Effects on Level 
Mea s ur emen t s . " Tables re steam generator water level, 
pressuriien water level, steam generator 6 pTesauriier 
pressure changes end. 

FURR, B. J. Carolina Power ft Light Co. 79/09/14. 6pp. 


7910020707 Notifies that util response to NRC 780202 ltr re potential 
far reactOT cavity annulus seal ring to bocome destructive 
missile during LOCA acceptably resolves problem. 

SCHWENCER. A. Operating Reactors Branch 1 (Pro 791030) 79/09/18 

3pp. 


7910090017 Forwards request foT info re potential for steam generator 
water hammer at PWRn w/feedrings that discharge from bottom. 
Requests response within 60 dags. 

SCHWENCER. A. Operating Reactors Branch I (Pre 791030), 79/09/IB 

4pp. 


7910100044 Forwards evaluations requested 790905 of all plants 
previously using pipe stress analyses based on unacceptable 
algebraic summation t ec hn i que s . Ai 1 stresses within allowable 
1 imi ts. 

SCHWENCER, A Operating Reactors Branch 1 (Pre 791030). 79/09/18. 

2pp. 


—7910100055 Respnnds to 790427 ft 0521 ltrs reporting results of seismic 
reanalysis uf reactor coolant piping par IE Bulletin 79-07. 

Matter res o l vo d . Ba fo ty evaluation end. 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 791030). 

79/05/22. Ip. 


— 7910100059 Safety evaluation re seismic reanalysis of reactor coolant 
piping per IE Bulletin 79-07. Requ 1 r emen ts satisfied, 

* Office of NucloaT Reactor Regulation. 79/05/22. ip. 


79 1029040B Requests registration as user of NL Industries NLI-l/2 
radioactive shipping cask. 

UTLEY, E.E. Carolina Power ft Light Co. 79/09/19. Ip. 


7910030833 Forwards NRC requirements for auxiliary feedwater sys ft 
requests that plant designs ft procedures bn evaluated 
against applicable requirements to determine degree of 
conform i ty. 

EISENHUT. D. 0, Division of Operating Reactors. 79/09/21. 30pp. 


7910190197 Disc usees review of 790710 ltr ft rept ro feedwater piping 
cracks. Co rrective actions taken are a c cep table. Forwards 
safety evalua tion re actions taken to eliminate piping 
cracks. 

SCHWENCER, A, Operating Reactors Branch 1 (Pre 791030). 79/09/24 

2pp. 


—7910190200 Safety evaluation re actions taken to eliminate feedwater 
piping crac k s . Ac t i ons acceptable. 

* Operating Reactors Branch 1 (Pre 791030). 79/09/24. 3pp. 


7910030267 Requests revision to Tech Specs for License DPR-23 re steam 
generated water level ins trumenta tion. Forwards revised page 
foT Tech Specs. Meetinghouse 790B06 ltr to util concurring 
u/ehange ft Class III amend fee, 

UTLEY, E. E, Carolina Power ft Light Co. 79/09/27. 2pp. 


7910220413 Forward s guidelines for valve operability re containment 
purging ft venting daring normal op era 1 1 on. Roques ts 
commitment to implement valve qua 1 If i c at Ion program within 
30 dags. 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910040228 Requests amend to License DPR-23 adding license condition 
requiring implementation of socondary water chemistry 
monitoring program, Revision replaces 790924 amend request. 

Request of 790924 withdrawn. 

UTLEY, E. E. Carolina Power ft Light Co. 79/09/28. 2pp. 


7910050287 Submits evaluation to justify unlimited purg ing. Unt i 1 
analytical work reviewed by NRC, purging will be limited to 
90-h per yr. Thyroid dose of 325 ron is conserva t ive, bu t 
util plans mods to reduce dose to loss than 300 rem. 

UTLEY, E.E. Carnlina Pouior ft Light Co. 79/10/01. 2pp. 


7910100163 Responds to NftC 790702 request for addl info re util 790124 
submittal pertaining to onsite emergency power sys. Forwards 
proposed changes to Tech Specs, All emergency power sys aro 
4B0 volts ac. 

UTLEY, E. E. Carolina Power ft Light Co, 79/10/03. 8pp. 


7910230517 Discusses followup action* resulting from NRC reviews of 
TMI-2 incident, Implementation of NUREG-057B can best be 
handled within Uo-s ting house owners group on TMI-2. Forwards 
commitments to moot NUflEG-0578 requirements. 

UTLEY, E.E. Carolina Power ft Light Co. 79/10/18. 12pp. 


7910300191 Responds to NRC 790917 ltr ro util compliance w/dose 
limitations of 40CFFI190. Uti 1 will submit special rept 
whenever calculated doses from plant radioactive effluents 
0 «ceod,hy facto-r of tuio. desing objective doses of App 1. 

UTLEY, E.E. Carolina Pqwot ft Light Co. 79/10/26. Ip. 


79t0300292 Forwards Cycle 7 startup physics test Tept. 
FUHR,B. %J. Carolina Power ft Light Co. 79/10/26. 4pp. 


7910310353 Fgrwardls "Cycle 7 Startup Physics Test Results." 
FURR, H.J. Carolina Power ft Light Co. 79/10/26. Ip. 


— 7910310365 "Cycle 7 Startup Physics Test Results." 
* Carolina Power ft Light Co. 79/10/26, 7pp. 
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Q. Inspection reports, TE Bulletins i* correspondence 


7710020195 Forwards response'to IE Bulletin 79-06C. A1 1 instructors have 
been advised to trip all operating reactor coolant pumps 
upon reactor trip & initiation of HP I caused by low reactor 
coolant sys pressure. 

FURR, B. J. Carolina Power h Light Co. 79/00/29. 3pp 

7910190041 Forwards IE Insp Rept 50-261/79-17 on 790B07-10. No 
noncomp liancenoted. ... 

LEWIS.R. C. Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch. 79/00/29. 2pp. 


—7910190045 IE Insp Rept 50-261/79-17 on 790007-10. No noncompliance 
noted. Major areas inspected: post-refueling restoration, 
refueling maint, IE not i ce. c i rcu lar U bulletin followup & 

□ pen item -review. 

KELLOGG* P. J. Region 2* Atlanta* Reactor Operations Nuclear 

support Branch. MCHENRY, T. J. Region 2, Atlanta. Office of the 
Director 79/08/29. 10pp- 


79O92B0 107 Forwards IE Circular 79-20, "Failure of OTE Sylvania Relay, 
Type PM Bulletin 7305,Catalog SU12-U-AC W/120 Volt ac 
Coll. 11 No action required. 

□ 'REILLY, J. P. Region 2, Atlanta. Office of the Director. 

79/09/24. 2pp 

7910220205 Responds to IE Bulletin 79-14, "Se i smi c. Ana 1 ys i s for 
As-Built Safety-Related Piping Sys." Less than IX of 
inspected seismic components contain nonconformances 
Requests concurrence in postponing further insps. 

FURR. B. J. Carolina Power 8< Light Co. 79/09/25. 2pp. 

7910040161 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director, 

79/09/26. 2pp 

7910190239 Forwards IE Bulletin 79-24, "Froion Lines." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/27. 2pp. 


7910020674 Responds to IE Bulletin 79-14, "Seismic Analysis for 
As-Built Safety-Related Piping Sys." All in-depth analysis 
verification ft any subsequent sys mod wort for 60-day 
response should be completed by 790920 
FURR, B. J. Carolina Power ?< Light Co. 79/09/05. 16pp. 


7910020531 Responds to IE Bulletin 79-17. "Pipe Cracks in Stagnant 
Donated Mater Sys." Requires 60-day extension until 791223 
to complete all items. Plans to submit rapt by B00122. 

FURR, D. J. Carolina Power & Light Co. 79/09/06. 51pp. 


7910030227 Responds to IE Bulletin 79-15. "Deep Draft Pump 
Deficiencies," No pump models described utiliied in safety- 
related sys. Four sve water pumps are of typo described 
w/exception of manufacturer 6 sys in which utiliied. 

FUHR.B. J. Carolina Power 5, Light Co. 79/09/10. 4pp. 


7910170207 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 14." No action required. 

O'REILLY. J. P. Region 2, Atlanta. Office of the Director. 
79/10/01. 2pp. 

7910170717 Forwards IE Info Notice 79-24, "Overpressur i i at i on of 
Containment of PWR Plant After Main Steam Line Break." No 
action required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 

7910110371 Responds to HR Denton 790917 ltr re safety-grade sys 
addressed in IE Info Notice 79-22. No interaction between 
nonsafety-grade & safety-grade sys constituting substantial 
cafstg hazard identified, 

UTLEY, G. E. Carolina Power 8. Light Co. 79/10/04. I4pp 


7910050457 Responds to IE Bulletin 79-16. "Vital Area Access Control. 
Personnel granted unescorted access to protected 6 vital 
access areas subjected to screening program. Access based on 
need in order to perform assigned work. 

FURR, 0. J. Carolina Power !, Light Co 79/09/10, 2pp. 


7910100225 Responds tD NRC 79080B ltr re specific actions to be taken 
by licensees as followup to IE Info Notice 79-04 re adequacy 
of station electric distribution sys voltages. Summary of 
degraded grid voltage study end. 

UTLEY. E. E. Carolina Power & Light Co. 79/10/05. 0pp 


7910020572 Forwards IE Circular 79-19, "Loose Locking Devices on 
lngersoll-Rand Pump Impellers." No action required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 

79/09/13. Ip. 

7910250030 Forwards IE Insp Rept 50-261/79-18 on 790027-29. No 
non comp liancenoted. 

LEWIS. R. C. Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch. 79/09/13. 2pp 


R. Periodic operating reports t, related correspondence 

7910120234 Forwards monthly operating rept for Sept 1979. 
BANKS. H R. Carolina Power U Light Co. 79/10/09. Ip, 

— 7910120248 Monthly operating rept for Sept 1979. 

WAFFORD. M. L. Carolina Power & Light Co. 79/10/03. 3pp. 


-7910250032 IE Insp Rept 50-261/79-10 on 79O027-2B. No noncomp ii anc e 
noted. Major areas inspec ted : survei 1 lance of in-plant sys 
equipment required by Tech Specs. 

MESSITT.B R , MOON, B T. Region 2. Atlanta. Office of the 
Director. RUHLKAN, W. A. Region 2, Atlanta, Reac tor Op erat i ons 

Nuclear Support Branch. 79/09/12. 4pp. 


7910110229 Forwards IE Info Notice 79-22. "Qualification of Contml 
Sub." No action required. 

0 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/09/14. lp. 


8. Reportable occurrences, LERs & related correspondence 


7910250037 PNO-II /79-4 : on 790930, con ta i nment entry revealed lagging 
fire on cold leg piping of reactor coolant pump bay. Caused 
by lubr icating oil loak.Fire was extinguished i, unit shut 
down for cleanup of lubricating oil in bay. 

MCHENRY. T. , KELLOGG, P J. Region 2, Atlanta, Office of the 






7910100394 Forwards LER 79-031 /O3L-0. 

BANKS, H. R. Carolina Power l> Light Co. 79/10/03 lp. 


7910300092 Forwards IE Info Notice 79-22. "Qualification of Control 
Sye, " Most Inghouse 790S30 ltr * Public Svc Electric «< Gas 
Co 790910 ltr re potential unreviewed safety questi on. Ac t i on 
required within 20 days.W/o encl. 

DENTON. H R. OffieB of Nuclear Reactor Regulation. 79/09/17. 4Bpp. 


— 7910100399 LER 79-031 /03L-0: on 790903. s t earn generator C pressure 
transmitter failed to full output. Cause not determined 
Instrument is being closely monitored t< will be returned 
to manufacturer if cause not found. 

STARKEY. R. B. Carolina Power t, Light Co. 79/10/02. 2pp. 


79100502B9 Responds to IE Bulletin 79-18. Alarm sys adequate for 
emergency evacuation from high noise areas. Voice 
announcements, although audible, were not understandable in 
number of high noise areas of auxiliary bldg. 

FURR. B J. Carolina Power t< Light Co. 79/09/21. 3pp- 


7910090672 Responds to IE Bulletin 79-19 re packaging & disposal of low 
level radwaste. Procedures will be followed & personnel will 
ha trained by 791215. „ 

FURR, B. J. Carolina Power ?< Light Co. 79/09/21. 2pp. 


7910230561 Forwards NRC 790626 ltr ro multiple equipment failures & 
surveillance testing errors, which was incorrectly 
d istributed. Also forwards IE Insp Repts 50-295/79-13 & 
50-304/79-12. Action required. 

EISENHUT, D. G, Division of Operating Reactors. 79/09/21. 49pp 


7910100201 Forwards LER 79-033/01T-0. 

BANKS, H. R. Carolina Power & Light Co. 79/10/03, lp. 


79101002BS LER 79-035/01T-G: o n 790919, seismic restraint in svc water 

sys everstTBssed in as-installed configuration under DDE 
conditions. Restraint modified by addition of knee brace 
STARKEY, R. B. Carolina Power t< Light Co. 79/10/03. Bpp. 


7910100223 Forwards LERs 79-Q32/03L-0. 79-033/03L-0 l. 79-034/03L-0. 
BANKS, H R Carolina Power Light Co. 79/10/05. lp. 


•7910100231 LER 79-032/03L-0 : on 790905, motor Dp&Tated isolation valve in 
auxiliary feedwater line to steam generator A failed to 
□pen. Caused by nperatnr power supply breaker trip. Breaker 

BTARKEY.R- B. Carolina Power k Light Co. 79/10/05. lp. 
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7910100230 LER 79-033/03L-0: or> 790906, motor operate isolation valve in 

auxiliary feedwater line to steam generator A failed to 
open. Caused by power supply breaker trip. Breaker reset. 

STARKEY, R.B. Carolina Power U Light Co. 79/10/03 lp. 


7910100244 LER 79-034/03L-0: on 790918, motor operated isolation valvB in 

auxiliary feedwater line to steam generator A failed to 
open. Caused by operator power supply breaker tr Ip. Break er 
reset. 

STARKEY, R. B. Carolina Power 6 Light Co. 79/10/05. 2pp. 


7910150611 forwards LER 79-036/03L-0. 

BANKS, H. R. Carolina Power E< Light Co. 79/10/11. Ip 


7910150614 LER 79-036/03L-0: on 790913, we Id i n g cable was noted running 

through open conduit between Hagen room 8< cable spread room. 

Caused by const failure to remove welding cable from 
penetration 6 failure to seal penetration. Hoi e was sealed. 

STARKEY, R.B Carolina Power 6 Light Co. 79/10/11. Spp. 


DOCKET 50-242 BRIGHAM YOUNG UN IV. RESEARCH REACTOR 


*J. Insurance & indemnity information 


79J022025B Executed Amend 10 to Indemnity Agreement E-50, mod ify ing 
prefatory language re transportation, handling or temporary 
storage of radioactive matl. 

SALTZMAN. J. Antitrust tr Indemnity Group. e Brigham Young Univ. 
79/ 10/15. Ip. 


(S. Inspection reports, IE Bulletins t< correspondence 


7910170234 forwards IE Info Notice 79-25, "Reactor Trips at Turkuy 
Point Units 3 & 4. ” Mo action required. 

HEFPLER, J. 0. Region 3. Chicago, Office of the Director, 79/iO/Ql 

IP 


DOCKET 50-363 MONT 1CE-LLO NUCLEAR GENERATING PLANT 


F. Security, medical, emergency *< fire protection plans 


7910100300 Describes diesel fuel ail piping changes required by fire 
protection safety evaluation issued by NRC on 790B29. 

HAYEHiL. 0. Northern States Power Co. 79/10/04, 3pp. 


O. Ad jud 1 catonj correspondence 


7910110180 Request by Intervenors Coleman that A5L9 reconsider 
dismissal of Contention 13. Intervener State of NJ supports 
motion. Util is obliged per 10CFR5O to eiplaro alternatives 
to spent fuel pool expansion. 

QHBBCRFF, K. A. New Jersey, State of. 79/08/02. 10pp. 


79101 10104 Request by intervenors Coleman that ASLB reopen record re 

Contentions 2 6 6. Jntervenor State of NJ supports motion. 
Experiences at Northern State Power Co are pertinent to 
proceedings. 

ONSDORFF, K. A, New Jersey, State of. 79/0B/0J. 4pp. 


--7910I 101B9 Forwards IE Insp Rept 50-263/79-02 on 790319-23. No 
none omplianc e noted. 

HE ISKMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/04/10. 2pp. 


H. General correspondence 


7910030817 Bummariies 790731 meeting between NRC & state 

representative re environ impacts of reactor const. Spoci f 1 c s 
d iscussed: chemical waste re] eases, thermal discharge effects, 
cold shock mortality ?< fish Impingement. 

SELLS* 0. E. Environmental Projects Branch 2. 79/08/2B. 2pp. 


7910040646 Forwards safety evaluations re fire detection L protection 
sys. W/o end. 

SCHWENCER, A. Operating Reactors Branch 1 <Pre 7910301, 79/09/19. 

tp 


t. Financial Information 


79 1Q160475 Forwards schedule showing generated cash flow in 197B !< 
projections for 1979. Also forwards Annual Financial Rept 
1 97B. 

CARLBON, L. R. Northern States Power Co. 79/i-O/U. 2 pp. 


J. Insurance 6 indemnity Information 


7910220242 Executed Amend 10 to Indemnity Agreement D-42, mod 1 f y ing 
prefatory language ra transports t i on. hand 1 ing or temporary 
storage of radioactive matl. 

SALT 2 MAN. J. Antitrust !■ Ind emn 1 ty Group. JOHNSON, R. S. North ern 

States Power Co. 79/10/16, lp. 


P. Operating license stage documents ti correspondence 


7910090241 Forwards Fft notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
Implementation of physical search requirements from 790B01 
to 791101, 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/0B/10. 49pp. 


7910110235 Forwards NUREO/CR— 0727, "BUR Offgas By s Evaluation. " Sys 
provides reasonable assurance that potential for external 
offgas explosions is minimiied.W/c oncl. 

GAMM1LL, H. P. Assistant Director for Operating Reactor Projects (Pre 
791030). 79/0B/22, 29pp. 


7910050349 Forward s list of plants requiring microflching of up-to- 
date FSARs in Central Fi 1 o s . Re q ues t a action as soon as 
possible. 

GRIMES, D.K. Assistant Director for Systems Engineering (Pro 
791030). 79/09/10. 4 pp. 


7910220321 Requests addl Info re loss of aFfsite power on 760626 8, 
7BC616 to assist in review of ofPsito power sys adequacy. 

Requests response within 90 days. 

IPPOLITO, T. A, Operating Roactors Branch 3 <Pro 791030). 79/09/10 

3pp. 


7910160145 Notification of 790926 meeting w/Mark I owners in Bethesda, 
HD to discuss pool swelling compressibility effects 6 
downcomer condensation loads. 

GRIMES, C. I. Plant Systems Branch (Pre 791030). 79/09/24. lp. 


7910020357 Requests docketing of NEDO-2470B, "Add! Info Required for 
NRC Staff Generic Rept on DHRs. 11 Later revision will include 
remainder of info requested at 790712 meeting, which is 
required to be provided by 791116. 

MAYER, L. 0. Northern States Power Co. 79/09/25. Ip. 


7910170010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty in load magnitudes rc condensation 
oscillation load definition procedures, Draft 1 tr to Mar k I 
utils re test program end. 

GRIMES, B. K. Assistant Director for Systems Engineering (Pre 
791030)- . 77/09/25. 4pp. 


7910170006 Discusses resolution of potential problem re Mark I 
containment identified in 790 B3S mama. Addl info re response 
characteristics of dounccnei — vent header sys shows 
sufficient structural Fatigue margins ex i st. Evaluation end. 

DENTON, H. R. Office of Nucloar Reactor Regulation. 79/09/26. 2pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging S, venting during norma l opera t ion. Requests 
commitment to implement valve qualification program within 
30 daijs. 

EI8ENHUT, D. G. Division of Operating Reactors. 79/09/27. 3pp. 


7910110416 Responds to 782016 request for addl Info re reactor vessel 
matl surveillance prog ram. Forward s NEDO-12497, "Plant Info 
on Reactor Vessol Matl Surveillance Program. 11 
MAYER, L. □. Northern States Power Co. 79/10/04. ip. 


— 7910110421 “Infn on ReaetoT Vessel Matl Surveillance Program." 

•* General Electric Co. . Nucloar Energy Products Dlv. NEDO-24197, 
79/06/30. 07pp. 


7910110612 Forwards replacement page for Table 3-1 of NEDE-20179 re 
segmented test rod bundle. Info withheld (Tef 10CFR2.790). 

MAYER, L. 0. Northern States Power Co. 79/10/05. lp. 


7910230312 Responds to NRC 790913 1 tr re followup actions resulting 
from NRC reviews of TMI-2 accident. Implementation based on 
receipt of NRC gu 1 dent e, von d or do 1 1 ver y, r ef ueling outage 
schedules 6 othor factors not controlled by util. 

MAYER, L. 0. Northern States Power Go. 79/10/17. 5pp. 


7910300309 Submi t s c orre c ted info re adequacy of station electric 
distribution sys vol ta ges. New values slightly different 
than reported in util 790914 ltr. Bpurious operation of 
under vo It age protection will not occur. 

MAYER, L. 0. Northern States Power Co. 79/10/22- Hpp. 
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7910300336 Submits plan for imp 1 omen ta t i on a f requirements of 40CFR190 
pending completion of NRC review of 10CFR3O,App 1 repts. 

MAYER.L.O. Northern States Power Co. 79/10/^6. 2pp. 

0. Inspection reports, IE Bulletins U correspondence 

7910090003 Forwards IE Bulletin 79-19, “Packaging of Low Level 
Radioactive Waste for Transportation 6 Burial. Action 

KEPPLER? J. 0. Region 3, Chicago, Office of the Director. 79/0B/10. 

IP- 

7910090189 Forwards IE Bulletin 79-21, "Temp Effects on Level 

Measurements." Action required. lo 79/08/13. 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director. 79/ua/ 

lp. 

79 1 0050420 Forwards IE Info Notice 79-20, "NRC Enforcement Policg - 
NRC Licensed Individuals. " No action required. 7Q/OB/14 

KEPPLER, J O. Region 3, Chicago, Office of the Birector. 79/OB/l 

, IP- 

7910030493 Forwards IE Circular 79-17. “Contact Problem in SB-12 
Switches on GE Metalclad Circuit Breakers. No action 

KEPPLER? J. G. Region 3, Chicago, Office of the Director. 79/00/14. 

lp. 

7910090624 Discusses schedule for reporting results per IE Bulletin 
79-14, original supgl I< Revision 1, "Se 1 ’37-005 

Built Saf ety-Relatod Piping Sys’ t, Nutec h , Inc . NSP 37 00a, 

"IE Bulletin 79 - 1 4 i 8a f et y-Re lated Piping Sys.Insp Plan. 

WACHTER, L. J. Northern States Power Co. 79/08/30. 2pp- 

7910010081 Forwards Nutech.Inc rept NSP-37-005, "IE Bulletin 79-14, 
Safety-Related Piping Sys.Insp P 1 an, " Revt s 1 on J' P®’' f 

request Revision modifies Insp phase for several segments of 

piping. W/o end , 

HIGGINBOTHAM, A. Nutech.Inc. 79/08/31. lp. 

7910030519 Notifies that revision to insp plan for IE Bulletin 79-14 
will be forwarded under separate cover from 
WACHTERrL.J. Northern States Power Co. 79/0B/31. lp- 

7910020213 Forwards IE Info Notice 79-20, Revi s 1 on 1. "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission 6 punctuation error “hjeh changed 
intent of statement. Changed statement underlined in test. ,_ /fW , n7 
KEPPLER, 0. G. Region 3, Chicago, Office of the Director. 79/09/07. 

lp. 

7910230663 Forwards NBP-37-031. Revis ion 0, “IE Bulletin 79-14, 
Safety-Related Piping Sys, Phase 2 Accessible Piping Insp 
Rept," at request of util. 

HIGGINBOTHAM, A. Nutech.Inc. 79/09/08. lp. 


-7910230674 "IE Bulletin 79-1 4, Baf e ty-R e I ated Piping 9y! 
Accessible Piping Insp Rept." 

VOGEL, T. N. Nutech.Inc. 79/10/09. 23pp, 


.Phase 2 


7910240179 Forwards IE Insp Rept 50-263/79-12 on 790B21-24.No 

"Region 3- Chicago, Fuel Facility * Materials Safety 
Branch. 79/09/1 1. 2pp, 

—7910240180 IE Insp Rept 50-263/79-12 on 790821-24. No noncompliance 
noted. Major areas Insp ec ted : rod la 1 1 on pro tec 1 1 on pr°3r m 
MILLER, E. , OREOERiL. R. Region 3, Chicago. Office of 
Director. 79/09/07. &PP- 

7910030268 Forwards IE Circular 79-19, "Loose Locking Devices on 

I ng er so 1 1-Rand Pump Impellers." No action nequiretf. 79/09/13 

KEPPLER, J. O. Region 3, Chicago, Office of the Director. / 9 /uv/u. 

lp. 

7910230611 Forwards IE Insp Rept 90-263/79-13 on 790904. No 

nmBLLI. 1 "” n °Reg Ion 3, Chicago. Reactor Construction 6 Engineering 
Support Branch, 79/07/13. SpP- 

—7910230619 IE Insp Rept 50-263/79-13 on 790904. No noncompliance noted. 
Major areas inspected: NRC requirements, work procedures 

YIN, I. T. Region 3, Chicago, Reactor Construction & Engineering 

Support Branch. 79/09/12. 4pp. 


7910110058 Responds to IE Bulletin 79-07. Provides in. Po prev 1 ou: s H y not 
available re GE design of reactor rec lrcu latl on sys. Attach ed 
table summarizes all seismic analysis codes used in analysis 
of safety-related piping 

WACHTER, L, J. Northern States Power Co. 79/09/17. 2pp. 

7910300002 Forwards IE Info Notice 79 - 22 , "Qualification of Control 
Sus," Westinghouse 790830 ltr U Public Svc Electric t Gas 
Co 790910 ltr ro potential unreviewod safety quo st i on. Ac 1 1 on 

required within 20 days.W/o oncl. 70/09/17 48oo 

DENTON. H R. Office of Nuclear Reactor Regulation. 79/09/17. 4«pp. 

7910240333 Forwards IE Insp Rept 50-263/79-10 on 790716-20. No 

HEI5HH^R n F B "“^Region 3, Chicago, Reactor Operations Nuclear 
Support Branch. 79/09/18. 2pp 

-7910240339 IE Insp Rept 50-263/79-10 on 790716-20. No none amp 1 1 anc e 
noted. Major areas insp ac led : p 1 ant operations 8. 

WALKER, R D. , SPESSARD, R. L. Region 3, Chicago, Office of the 
Director, 79/09/14. 9pp. 

7910090265 Notifies that response to IE Bulletin 79-14 will ho 
forwarded from NUTECH, Inc. , , 

WATCHER, L. 0. Northern States Power Co. 79/09/21. lp 

7910090790 Respond, to IE Bulletin 79-18, "Audibility Problems 
Encoutered W/Evacuation of Personnel From High No se Area, 

Lists areas determined to have inadequate evacuation alarm 
sus. New speakers installed. „ 

WACHTER, L. J. Northern States Power Co. 79/09/21. 2pp. 

7910120392 Responds to IE Bulletin 79 - 1 4, ”Se ismi c *»»••»• As-Built 

Safety-Related Piping Sys," Forwards insp rept of redundant 
t, nonredundant accessible sys. Piping stress within FSAR 

HIGGINBOTHAM, A. Nutech.Inc. 79/09/21. 27pp. 

7910230561 Forwards NRC 790626 ltr re multiple equipment failures «■ 
surveillance testing errors.which “ aB * n |:? T ”| 77 8 „ . 

d lstrlbuted. Also forwards IE Insp Repts SO 295/79 13 6 
30-304/79-12. Action required. -,0/09/51 49o o 

EISENHUT, D. G. Division of Operating Reactors. 79/09/21 pp 

7910110136 Forwards IE Circular 79-20. "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7309, Catalog 3U12-11-AC w/120 Volt ac 

*/»,**• 

ip 

7910150699 Responds to IE Bulletin 79-19 re packaging 6 disposal of low 
level radwaste. Training program for personnel will be 

WACHTER. LJ^Northern States Power Co. 79/09/25. 2pp 

7910040251 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lobe Oil Coolers." No action, required 

KEPPLER, JO. Region 3, Chicago, Office of the Director. 79/09/26. 
Ip 

7910040055 Forward* IE Info Notice 79-24, "Froien Lines." No action 
KEPPLER? J. 0. Region 3, Chicago, Office of the Director. 79/09/27. 
IP- 

7910130627 Forwards IE Info Notice 79-24, "Dverpressur i cat 1 on of 
Containment of RWR Plant After Main Steam Line Break. No 

K™:5 q G ir0d ' Region 3, Chicago. Office of the Director. 79/10/01. 
lp. 

7910110353 Ack receipt of NRC 790917 ltr re potent iat ^ a ^ er9B 
environ effects causing interaction 

6 safety-grade sys identified In IE Info Notice 79 22. 

MAYER, L. Q. Northern States Power Co. 79/10/05. 7pp. 

7910120229 Forwards NSP-37-031 , Revision 0, "IE Bulletin 79-14, 
Safoty-Relatod Piping Sys.Phaee 2 Accessible Piping Insp 

HIGGINBOTHAM, A. Nutech.Inc. 79/10/08. lp. 

—7910120231 "IE Bulletin 79-14, Baf • ty-Re 1 ated Piping Sys, Phase 2 

VAOEL! l T b N B . P H100INB0THAM. A. , MCWILLIAMS, D, K Nutec h, Inc . 
NSP-37-031. 79/10/08. 73pp. 

7910240163 Notifies NRC that response to IE Bulletin 79-14. "Beiemic 
Analysis for As-Built Saf ety -Re 1 a ted Piping Sys, will be 
provided by NUTECH, Inc under separate c “ v "\ 
i ikputco . i .1 Nnrf.hern State* Power Co, 79/lO/Oa, 
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79 c?-I 04 ? 5 F £ rwa ! ds R*vUton 8 to IE Bulletin 77-13, "Cracking in 
Feedwater Sys Piping." No action required. 

KEPPLER, J. G. Region 3. Chicago, Office of the Director. 79/1 


7910*v30278 Forwards addl detailed info re util resources h technical 
capabilities available to banrfle unusual events. 

JANECEK< R. F, C ornmonwea 1 1 b Edison Co, 79/10/16. 240pp. 


Periodic operating reports h related correspondence 


P. Operating license stage documents & correspondence 


7910100377 Submits corrections to semiannual effluent t< waste disposal 
rep ts for Jul 1976-Dec 197B p 

MAYER, L. 0. northern Staten Power Co. 79/10/03. 2pp, 

?9 |iniio 353 Foru,art,s monthly operating rept for Sept 1979. 

MDYEff, L. 0. Morthern States Power Co. 79/10/03. Ip. 

'*•- 7910110360 Monthly operating rept for Sept 1979 

MYflABO, A, L Northern States Power Co. 79/10/02. 4pp. 

B^Reportable occurrences, LEfls S, related correspondence 


7910100392 Forwards LER 79-019/03L-0. 
MAYER. L. 0. Northern States Power Co-. 


79/10/04. Ip. 


-7910100401 LER-79-019/03L-0: on 790923, ECC 5 Varuay level switches 

indicated falsely high level U would not have tripped within 
specified sotting*. Caused by effects of leak which developed 
Pressure gauge during normal operation, 

MILL, 11. J. Northern States Power Co. 79/10/04. Ip. 


7910090241 Forwards FR notice of amend to IOCFR73. 59 re requirements 
for physical protection of nuclear power plants, Amend defers 
implementation of physical search requirements from 790801 
to 791 101 . 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/08/10. 49pp. 


7910110235 Forwards NURE0/CR-0727. "BUR Offgas Sys Evaluation " Sys 
provides reasonable assurance that potential external 
offgas explosions is mi n i mi i e d . H/ o end. 

791030}' W 79/0B/22 i5t 29pp DirBCtOr ^ fieactor Projects (Pro 

7910030754 Notifies of suspension of review work on submittals re 
containment air dilution sys & deinerting until NRC acts on 
recommendations af TMI— 2 Lessons Learned TesJi Group 

mroOF W ’79/08/27 tar '2pp lreCt<,r f ° r 0peratln 3 l,eact “ 1 ' f’rojects (Pre 

7910090571 Informs of NRC acceptance of Rcvieions 8 t, 9 to Comm Ed 
DA Topical Rept CE-l-A, "Comm Ed Co OA Program for Nuclear 
Generating Stations." 

HAA5S, W. finality Assurance Branch. 


79/09/11. 


If- 


DOCKET 30-264 DOW CHEMICAL CO. 

J Insurance & indemnity information 

F T ar ^ a e ‘ ecu * ed AmBnd >1 Indemnity Agreement D-34, 

COAL NELL. ?.. N, Bow Chemical Co. 79/10/23. 2pp. 

re V* rb *' IE Bulletins lr correspondence 

79 |or 5 ?r!s.r° r n d n ,E j3ulietln "Packaging of Low Level Radwasto 

for Transport I. Burial." Action required. 
ttEPFLEfl . J, Q 
Ip. 


Region 3, Chicago, Office of the Director. 79 / 08/10 


7<? N°c S LiJLs!7fna? •? 1 " Fo f Notice 79-20, "NRC Enforcement Policy - 
* < ’ e,n3&< * * nd ivi duals. No action required. 


KEPPLER. d. 0 
If 


Region 3, Chicago, Office of the Director. 79/0B/14. 


79 p° 0 Ucl 3 - 79 - 20 ' R ^isi'”' 1< "N«C Enforcement 

h-ojicy NflC Licensed Ind i v i dun 1 * " Notice reissued to 

intent*™* 0 !? J mi95 f°" punctuation error which changed 
Sir , 1 Statement. Changed statement underlined in text. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/09/07. 


DOCKET SO-265 QUAD-CITIES STATION, UNIT 2 

Emer 9 B ncy T< fire protection plans 

«MNECEK»I?. F, CqfnmtmweaJ tb Edison Cd, 79/09/25, ip 

79101904E2 Forwards "Fire Protection Safe Shutdown Analuiis Sunni I «■ 
UANECEK, R. F. Commonwealth Edison Co. 79/10/oi. 28pp 

?9 !roJ°^FR2 T 7W* R<V “ l0n 3 SetUrit,J *«•»•«« «i***.»d 

PEOPLES, D. L. Commonwealth Edison Co. 79 / 10 / 04 . j p. 

I- Adjudicatory correspondence 

9 e?fi° 41 * N “ tiCe ttf * pp ** TanCB behalf of NRDC. Cert i f i cate of Svc 
FLEI6CHAKER, D. Natural Resource, Defense Council. 79/09/27. 3pp. 

• General correspondence 


«!!v“! lK reorganl lotion of des ,g„, op , r a t lons * licensing 


Responds t o 790804 1 tr opposing transfer of spent fuel from 
Dresden plant to Cordova, IL f ac i ] i ty . Di sc usaes purpose of 
rnon , 5 ito V dptp,r ' i "9 public hearings re proposed shipmont. 

*lp LIT0,T 4 Operating Reactors Branch 3 (Pre 791030). 79/09/12. 

7910220385 Requests addl info re loss of offsite power on 771106 to 
aid in review of offsite power sys ad e qua c y . Re ques ts 
response within 90 days. 

IPPDLITO, T. A. operating Reactors Dranch 3 (Pre 791030). 79/09/10 

Jpp. 

79 «n‘f 01 !f Not i fi cation of 790926 meeting w/Mark 1 owners in Bethesda. 
WD to discuss pun 1 swelling compressibility effects t, 
downcomer condensation loads. 

GRIMES, C. I. Plant Systems Branch (Pre 791030). 79/09/24 lp 

7910,70010 Discusses need for addl conf irmator y full scale tents to 
establish uncertainty in load magnitudes re condensation 
oscillation load definition procedures. Draft ltr to Nark I 
utils r* fc&st program unci. 

?9S D %9/09/25 5ta 4pp [>ir ' Ct0r F ° r S ' ,9tBma E ^ lna ^^ < P ™ 

7910170006 Discusses resolution of potential problem re Mark X 
containment Identified in 790031 memo. Addl Info re response 
c haracteristi es of downcomer -vent header sys shnws 

DFNTnw*^ at ne^! :ura:l / ati9(,B margins o x i s t . Eva 1 ua t i on end. 

DENTON, H. R. Office of Nuc lear Reactor Regulation. 79/09/26. 


7910220413 Forwards guidelines for valve operability 
purging 6 venting during norgiol operati on. Requests 


2pp. 


re containment 


commitment to Implement valve qualification program within 
EISENHUT, D. G. Division of Operating Reactors. 79/09/27, 


3pp. 


7910090348 Forward, corrected revised pages to Tech Specs for Amends 44 
fr Licenses DPR-19 & DPR-23 , reap ec tivo 1 y , for Dresden 

BuilLLt 3 M ^ Bndfi 93 & 90 to Licenses DPR-29 & DPR -30, for 
uuoiJ-Ci ties Unit& 1 k 2. 

JANECEK, R. F, Commonwealth Edison Co. 79/10/02. 2 pp. 

— 7910090350 Corrected revised pages to Tech Specs for Amends 44 & 39 ti 
Licenses DPR-J 9 & DPR-35 , re s p ec t i vo 1 y for Dresden Units 2 

It SuaTcnLs Uni U “IT" ‘ DP «- 3Q — P-tively 

* Commonwealth Edison Co. 79/10/02. 8pp. 

7910110380 Responds to 790730, 0B20 & 0907 roquedts for addl info re 
containment purge U venting sys at faci 1 i ti es. Forwards 
outlined question * answer format to NRC for review in 
response to request. 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/04. Bpp. 

77 Bn» l 2 2 q 9 /r ll 'n Td ! " Evaloat l°D of Interactions Between Nonsaf oty-Grade 
Sys U Safe ty— Ora d e Sys for Zion Station" t, "Evaluation of 
Interaction Between Nonsa Pet y-Grado Sys «, Safety-Grado Bus 
for Broaden & fluad-Cltiea Stations. « * . 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/03. 2pp. 


REED, C. Commonwealth Edison, Co. 79/09/21. ip. 
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— 7910110209 “Evaluation of Interaction Between Nonsa fo ty~Qrade Sys 1< 
Safety Qrade Sys for Dresden & Quad-Cities Stations. 11 
« Commonwea 1 th Edison Co. 79/10/05. 10pp. 


7910230710 Responds to end util 790912 ltr requesting NRC signature 
on agreement re arrangements for offsite emergencies NRC is 
signatory of Interagency Radiological Assistance Plan and 
need not sign other agreements. 

KEPPLER, J. 0. Region 3. Chicago. Office of the Director. 79/10/05. 

Ip 


—7910230715 Requests NRC signature on written agreement for NRC 
assistance in event of emergency as described in facility 
emergency p lan. Emergency plan offiste support agencies will 
meet at site on 791016. 

KALIVIANAKIS, N. Commonwealth Edison Co. 79/09/12. Ip. 


7910190300 Forwards listing of changes. tests & experiments completed 
during Sept 1979. 

KALIVIANAKIS, N. Commonwealth Edison Co. 79/1O/0B. 3pp. 


7910220327 Forwards addl info re methodology for determining degraded 
voltage eond 1 t ions, in response to 790917 request.Rcpt re 
review of adequacy of electric distributing sys voltages 
will be submitted by 791101. 

JANECEK. fi. F. Commonwealth Edison Cn. 79/10/09 9pp. 


7910260233 Confirms 791015 meeting in Cordova. 1L, Ag ends end. 

KEPPLER. J. 0. Region 3, Chicago. Office of the Director. 79/iO/iO. 

2pp. 

7910260236 Confirms 791016 meeting in Rock I stand, IL. Agenda end 

KEPPLER. J. Q. Region 3. Chicago, Office of the Director. 79/10/10. 

2pp. 

7910230305 Forwards commitments to meet TMI-2 Lessons Learned b. 
Emergency Preparedness Task Force requirements re Enc 1 s 6 b 
7 of NRC 790913 1 tr. Demons tra t i on of compliance for Dresden 
Unit 1 will be sent in Nov 1900. 

REED, C. Commonweal th Edison Co. 79/10/10. 19pp. 


Q. Inspection reports, IE Bulletins & correspondence 


7910090321 Forwards IE Bulletin 79-19, "Packaging of Loyi Level Radwnotu 
for Transport 8, Burial." Action required. 

KEPPLER. J. G. Region 3, Chicago, Office of the Director. 79/00/10. 
Ip. 


7910090002 Ack receipt of 790920 ltr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-254/79-14 f< 
50-265/79-12. 

DAVIS, A. B. Region 3, Chicago, Fuel Facility ?< Materials Safety 

Branch. 79/00/13. Ip. 


•7910090005 Responds to NRC 790629 ltr re violations noted in IE Insp 
Repts 50-254/79-14 b 50-265/79-12. C orrec t ive actions: 
revision to state emergency procedure !< upgrade of hosp 
radiation emergency aTea supplies. 

REED, C. Commonwealth Edison Co. 79/07/20. 3pp, 


7910090153 Forwards IE Bulletin 79-21, “Temp Effects on Level 
Measurements. “ Action required. 

KEPPLER. J. 0. Region 3. Chicago, Office of the Director. 79/08/13. 
IP- 


7910050392 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals." No action required 

KEPPLER, J, 0. Region 3, Chicago, Office of the Director. 79/00/14. 
Ip. 


7910050455 Forwards IE Circular 79-17, "Contact Problem in SB-12 
Switches on SE Metaldad Circuit Breakers. " No action 
required. 

KEPPLER, J. Q. Region 3. Chicago, Office of the Director. 79/0B/14. 
Ip. 


7910010221 Forwards IE Insp Repts 50-254/79-15 J, 30-265/79-13 on 
790710-13. No' non comp 1 lance noted. 

DAVIS, A. B. Region 3, Chicago, Fuel Facility & Materials Bafety 

Branch. 79/00/20. 2pp. 


•7910010227 IE Insp Repts 30-254/79-15 b 50-265/79-13 on 790710-13. No 
noncomp 1 lance no ted. Major areas inspec ted: rod ioac t ive waste 
sys Including effluent releases b repts, rel ease control 
procedures b solid waste processing. 

OREGER, L. R. , HUETER, L. J. , DUBRY, N. E. Region 3, Chicago, Office 
of the Director. 79/00/17, 10pp. 


7910030795 Forwards IE Bulletin 79-02, Rev i s i on l.Suppl 1, “Pipe Support 
Base Plate Designs Using Concrete Expansion Anchor Bolts. “ 

Action required. 

KEPPLER, JO. Region 3, Chicago, Office of the Director. 79/00/20. 
Ip- 


7910020072 Forwards IE Insp Repts 50-254/79-16 b 50-265/79-14 on 
7 906 2 B— 0802. No noncompliance noted. 

HEI6HMAN, R. F. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/0B/22. 2pp. 


7910020091 IE Insp Repts 50-254/79-16 b 50-265/79-14 on 790620-0302. No 
noncompliance noted. Major areas i rxspec ted : ma i nt , plant 
operations, physical pro tec t ion, f ol 1 ouu p on IE bulletins, 
training t, followup on outstanding insp items. 

CHRISSOT 1M09, N , SPESSARD, R. L. Region 3, Chicago, Dffico of the 
Director. 79/0B/21. 6pp. 


7910160202 Forwards IE Insp Repts 50-254/79-19 b 50-26S/79-16 on 
790725 U 0824. No noncompliance noted. 

FIORELL 1 , 0. Region 3, Chicago, Reactor Construction b Engineering 

Support Branch. 79/09/04. 2pp. 


■7910160210 IE Insp Repts S0-254/79-19 b 50-265/79-16 on 790725 ?< 0024. 
No noncompliance noted. Major areas i n sp ec ted ; torus support 
mod QA/QC program proc edures , we 1 d ing observation Jt review b 
evaluation of welding nondestructive examination data. 

UARD.K.D., DANIELSON, D. H. Region 3, Chicago, Office of the 
Director. 79/09/04. 7pp. 


7910030125 Forwards response to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies. " 

REED, C. Commonwealth Edison Co. 79/09/05. 20pp. 


7910020015 Forwards request for addl info re containment purge sys «< 
containment venting sys for continuation of review of 
justification for unlimited purging, 

IPPOLI TO, T, A. Operating Reactors Dranch 3 iPre 791030). 79/09/07. 

3pp. 


7910020176 Forwards IE Info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals. 11 Notice reissued to 
correct word omission b punctuation error which changed 
intent of statement. Changed statement underlined in text. 

KEPPLER, JO. Region 3, Chicago, Office of the Director. 79/09/07. 
Ip. 


7910160190 Submits status rept in response to IE Bulletin 79-14, 
"Seismic Analyses for As-Built Sa Pety -Re lated Piping Sys." 
Describes sc op e, progress, manpower 6 completion schedule for 
accessible i< inaccessible insps. 

PEOPLES, D. L Commonwealth Edison Co. 79/09/11. 3pp. 


7910190343 Responds to IE Bulletins 79-02,79-13,79-14 re pipe support 
base plate des i gns, c rac k i ng in feedwater sys piping b 
seismic analyses, respect ivel y. Request s extension of time to 
complete insps. Ex tension will have no adverse effects. 

PEOPLES. D.L. Commonwealth Edison Co. 79/09/11. 4pp, 


7910190351 Submits status rept per Jul 1979 d i scuss ion, in response to 
IE Bulletin 79-02, TB pipe support base plate designs using 
concrete expansion anchor bo 1 ts. Descr i be s scope, progress tc 
manpower of anchor assemblies through 790910. 

PEOPLES, D, L, Commonwealth Edison Co. 79/09/11. 3pp 


7910240041 Forwards IE Insp Repts 50-254/79-20 b 50-265/79-17 
non comp 1 lance noted, 

HE1SHMAN, R. F, Region 3, Chicago, Reactor Operations Nuclear 

Support Dranch. 79/09/12. 2pp. 


— 7910240049 IE Insp Repts 50-254/79-20 50-263/79-17 on 790003-31. No 

noncompliance noted. Major areai 1 nspoc ted : ma int, plant 
operations t, physical protection/security organ! xation. 
CHRISSDTIMDS, N. , SPESSARD, R. L. Region 3, Chicago, Office of the 
Director. 77/09/11. 6pp. 


7910030220 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingorsol 1-Rand Pump Impellers." No action roquiTod. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/13. 
Ip. 


7910300002 Forwards IE Info Notice 79-22. "Qualification of Control 
Sys, " Meetinghouse 790B30 Hr b Public Svt Electric b Oas 
Co 790910 ltr re potential unreviewed safety question. Action 
required within 20 days. H/o end. 

DENTDN, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 48pp. 
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7910240080 Responds to IE Bulletin 79-10, "Audibility Problem 
Encountered on Evacuation of Personnel From High Noise 
Areas. " Hods Issued to install addl evacuation sirens at 
several outside locations. 

PEOPLES, D. L. Commonwealth Edison Co. 79709/20. -4pp. 


7910160021 Responds to IE Bulletin 79-19 re packaging S< disposal of low 
level radwaste. All requirements fallowed. 

PEOPLES, 0. L. Commonwealth Edison Co. 79/09/21. 3pp. 


—79 1 0100186 LER 79—0 1 7 /03L— 0^ on 790822, during monthly surveillance, 
division 1 alarm on vacuum breaker failed to annunciate 
upon valve o p eni n g . Com s ed by limit switch problem. Vacuum 
breaker limit switches will be inspected during outage 
MURRAY, R. Commonwealth Edison Co, 79/09/21. ip, 


7910150342 Forwards LER 79-01 B/O3L-0 , 

KALI VIANAKIB, N. Commonwealth Edison Co. 79/09/25. Ip. 


7910230561 Forwards NRC 790626 Itr re multiple equipment Failures t< 
surveillance testing errors, which was incorrectly 
d 1 J tr ibuted, A1 so Forwards IE Insp Repts 50-295/79-13 l. 
50-304/79-12. Ac 1 1 on required. 

ElSEhlHUT, D, Q. Division of Operating Reactor*. 79/09/21, 49pp. 


7910110X11 Forwards IE Circular 79-20, "Failure nf OTE Sylvania (lelau, 
Type PM Bulletin 7305, Catalog 5U12-11-AC w/|20 Volt ac 
Coll. " Ho action required. 

KEPPLER. J. 0. Region 3, Chicago, Office oF the Director. 79/09/24. 


7910040195 Forwards IE Info- Notice 79-23, "Emergency Diesel Oenerotor 
Lube Oil Coolers." No action required 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/26. 


7910040034 Forwards IE Info Notice 79-24, "Froien Lines. 11 No 
required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director 
*P 


action 

79/09/27. 


7910170241 Forwards JE Info Notice 79-25, » 
Point Units 3 4, 4. “ No action required, 
KEPPLER, J. Q. Region 3, Chicago, Office 
Ip. 


Reactor Trips at 
of the Director. 


Turkey 

79/10/01 


7910150537 LER 79-018/03L-0; on 790903, spray valve MO 2-1001-230 found 
to trip breaker when opera ted . Caused by broken bolt in valve 
motor operator. All four bolts on motor operator replaced 
SWALES, J. Commonwealth Edison Co. 79/09/23. Ip. 


KALIVIANAKIS, N Commonwealth Edison Co. 79/10/09. * lp 


7910190371 LER 79-0 1 9/03L-0 : on 790910, reac tor bldg vent monitor failed 
doiunscal *. Caused by two blo-tun fussti in monitor circuitry ft 
two failed -capacitors in monitor power supply. New capacitors 
Installed - ft fuses replaced 


H ANNUM. D- Commonweal th Edison Co. 79/10/09. 


2pp. 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT i 
F^^Security, medical, emergency t. fire protection plans 


„ . 7 .7 . — — * , — — v , y i , , to ran. /vutjua fire i 

safety evaluation t, lists mods completed as of 790901 
Forwards Tech Specs PJJ-02 t< PD— 86 S, Pour oversiio drawings 
Drawings available in CentTal Files only, 

FAY, C.W. Wisconsin Electric Power Co. 79/09/26. 3pp, 


J. Insurance 8, indemnity information 


7910100590 Forward* IE Info Notice 79-24, "Overpressuri xe t i on 
Containment of PWR Plant After Main 3team Line Break " No 
action required. 

KEPPLER. J. 0. Region 3, Chicago, Office of the Director 
lp. 


of 


79/10/01. 


7910260376 Approve* request for time extension 
required by IE Bulletin* 79-21, 79-13 & 79 - 14 , 
KEPPLER. J. «. Region 3, Chicago, Office of 

•P 


re completion 
the D1 rector. 


of insps 
79/10/04. 


^u^r 0074 Foru,flr,j3 Amend 10 to Indemnity Agreement B-41. 
SALTZMAN. J Antitrust L Indemnity Group. 79/09/28 3pp, 


7910170417 
DUNOAS, U. 


Forwards executed Amend 10 to Indemnity Agreement 
J. Wisconsin Electric Power Co. 79/10/12 3 pp. 


B-41 


79 B- 4 ? 0395 ForUJards executed copy of Amend 12 to Indemnity Agreement 
DUNDAS, W, J. Wisconsin Electric Power Co. 79/10/23. ip. 


7910260022 Forwards description nf computer programs ?• verification 
procedures used for seismic analysis of piping, In response 
to JE Bulletin 79-07. 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/12, 7pp. 


7910260415 Discusses completion schedule 
safety-related piping sys, in response 
PEOPLES, 0. L. Commonwealth Edison Co. 


for Insp of accessible 
to IE Bulletin 79-14 
79/10/13. lp. 


license stage documents &, correspondence 




... • , 7 ■■■ ■■»»**■* v. uu lucrn/o. 33 re requirements 

for physical protection of nuclear power plants, Amend defers 
implementation of physical search requirements from 79 OB 01 
to 7 t1 10 J „ 

DENTON, H. R Office of Nuclear Reactor Regulation. 79/08/10. 49 pp. 


7910310379 Forwards Revision 
Feedwater Sye Piping.’ 1 No 
KEPPLER, J O. Region 3, 
lp- 


2 to IE Bulletin 79-13, "Crackin 
action required. 

Chicago, Office op the Director. 


p in 

79/ 10/19. 


”„„^!^“^I_ a,,SC ’ akin9 r *P Drfc * & related correspondent e 


7910D20393 Forwards semiannual nonradiol og Ual environ rept. 
Operational Environ Monitoring in MS River Hear Quad-Cities 
stdtioni"' F>b~Jul 1979, 

JAN£CEK^R,F, Canmomue* 1 th Edison Ca. 79/ l 09719'. lp. 

—7910080395 Semiannual nonradlolog leal environ rept. "Operational 
Feb-Jul r5"y t0rinB MS (Uver N *» r Quad-Cities Station," 

L 79/10/0l' e ' y60pp DHNSDN ' B ' HaiBlton Environmental Sciences Cnr 


79 KAL$2?lNAK?n P ' , *r fl,D, ' thly rapt. for Sept !979. 

KALIV I ANAK18, M. Commonwealth Edieort Co. 79/10/09 lp 

~ 79 HANNUK B n M °; tl ' lu °l“ , ' at ‘ n S repts for Sopt 1979. 

HANNUrs, D. Commonwealth Edison Co. 79/10/02. 25pp. 

!_!!!! * elated correspondence 

7910100175 Forwards LER 79-017/03L-0. 

KAL t VIANAKIB. N. Commonwealth Edison Co. 79/09/21. lp. 


7910010213 Op 
status rept 
line was to 
c onti nuirg 
BURSTEIN. 5. 


poses use of dedicated telephone lino to obtain 
t< as daily telephone che t k. Or i g i na 1 function of 
Facilitate initial notification 6 assure 
communications during nuclear incident. 

Wisconsin Electric Power Co. 79/0B/13. 2pp, 


operating 


7910220400 Discusses safety concern re sufficiency of diesel qe 
capacity to simultaneously start emergency loads. Recommends 
* l " 3 ** 1 1 “ t, °n a ddl station battery tt two addl Inverters. 


LAIN A3 1 0. 


Plant Systems Branch <Pre 791030). 79/00/27. 6pp. 


7910030004 Forwards steam generator 
Plant mod not nec s soar y . Op era 1 1 ng 
for indications of water hammer. 
LA I WAS, 0. Plant Systems Branch 


water hammer safety e va 1 ua t i on. 
repts will be monitored 

(Pre 791030). 79/09/03. 2pp. 


7910030005 8afoty evaluation re steam generator water 
hammer not likely during normal operation. 

* Plant Systems Branch (Pre 791030), 79/09/30. 


hammer. Water 
5pp. 


7910030775 Notifies that water hammer events due to rapid condensation 
of steam in feedwater sys is not likely to occur during 
normal operation or transient/accident condi t ions. Forwards 
SER re steam generator water hammer. 

SCHWENCER.A, Operating Reactors Branch 1 <Pre 7910301 79/09/13 

2pp. 


7? i?°j (>77 ' ? Safoty evaluation re steam generator water hammer. Does 
Find mods necessary for safe operation. 

* Operating Reactors Branch 1 (Pro 791030). 79/09/30. 5pp. 


not 
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7910040002 Forwards safety evaluation of steam generator water hammer 
per 730B01, 760310 S< 7B0203 subm i t ta 1 s. No mods required. 

NRC will continue to monitor operating repts. 

SCHWENCER.A. Operating Reactors Branch 1 <Pre 791030). 79/09713. 

2pp. 


-7910040003 Safety evaluation of steam generator water hammer at 
facilities. 

* Operating Reactors Branch 1 (Pro 791030). 79/09/13, 4pp. 


7910190266 Discusses review re secondary sys flaw 1 ns tab i 1 i t i es Water 
hammer events due to rapid steam condensation in feedwater 
sys at facility are not likely to occur. Forwards safety 
evaluation. 

SCHWENCER, A. Operating Reactors Branch 1 (Pro 791030). 79/09/13. 

2pp. 


Q. Inspection reports. IE Bulletins 6 correspondence 


7910090532 Forwards IE Bulletin 79-19. "Packaging of Low Level Radwasto 

for Transport 6 Burial " Action required. 

KEPPLER, J. 0. Region 3< Chicago, Office of the Director. 79/09/10. 


7910090207 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements." Action required. 

KEFPLER, J. 0. Region 3, Chicago. Office of the Director. 79/00/13. 
lp. 


7910030434 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed I nd i vi dua 1 s . " No action required 

KEFPLER, J G. Region 3. Chicago, Office of the Director. 79/00/14. 

lp 


— 7910190279 Safety evaluation re steam generator water hammer. Cone lodes 
water hammer not likslg to occur. 

* Operating Reactors Branch 1 (Pre 7910301. 79/09/30. 3pp. 

7910030744 Forwards EQbG Idaho. Inc consultant repts re steam generator 
water hammers. 

MACKAY, S. Plant Systems Branch (Pro 791030). 79/09/14. lp. 


7910090035 Forwards response to IE Bulletin 79-21. Test b review results 
enc 1 . D1 sagr ees that possible effect of containment temp on 
water levels inside containment presents potential 
substantial safety haiard. 

FAY, C. W. Wisconsin Electric Power Co, 79/09/17. 13pp. 


7910030031 Forwards NRC requirements for auxiliary feedwater sys & 
requests that plant designs & procedures be evaluated 
against applicable requirements to determine degree of 
conformity. 

E19ENHUT, D. 0. Division of Operating Reactors 79/09/21. 23pp 


7910120221 Forwards Tech Spec Change Request 61 to amend Licenses 
DPR— 24 b. DPR-27. Revised Tech Spec pages b Class II amend 
fee end. 

BURSTEIN, S. Wisconsin Electric Power Co. 79/09/26. 2pp. 


7910050503 Forwards IE Circular 79-17, "Contact Problem in SB-12 
Switches an OE Metalclad Circuit Breakers." No action 

KEPPLERiJ.O. Region 3, Chicago, Office of the Director. 79/00/14. 
!?• 

7910120237 Forwards IE Insp Repts 50-266/79-11 6 30-301/79-13 on 
790014-16. No noncompliance noted. 

HE I8HMAN, R, F. Region 3» Chicago, Reactor Operations Nuclear 

Support Branch, 79/09/03. 2pp. 

—7910120262 IE Insp Repts 50-266/79-11 & 50-301/79-13 on 790614-16. No 
noncompl lance noted. Major areas inspected : training programs 
6 implementation of programs for nonl icensed, lie ensed b 
temporary employees. 

SWANSON, E. R. Region 3, Chicago, Office of the Director. 

LITTLE, W. 5. Region 3. Chicago, Reactor Gperations Nuclear 

Support Branch. 79/09/04. 3pp. 


7910020123 Forwards addl info in response to IE Bulletin 79-14. Provides 
results of insp as of 790625. Total of 350 discrepancies have 
been found between design documents b actual seismically 
designed piping sys configurations, 

FOX.C.W. Wisconsin Electric Power Co. 79/07/07. 3Bpp. 


•7910120222 Revised Tech Spec s , Sec t i ons 1 3 . 5. 1 -i 5, 6. 9, amend Ing Licenses 
DPR-24 8, DPR-27 to incorporate administrative b 
organ 1 tat 1 ona 1 changes, revise description of snubbBT 
locations b clarify testing of instrumentation. 

* Wisconsin Electric Power Co. 79/09/21. 23pp, 


7910020225 Forwards IE Info Notice 79-20. Revi s ion 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission b punctuation error which changed 

intont of statement. Changed statement underlined in text. 

KEPPLER. J 0. Region 3, Chicago, Office of the Director. 79/09/07 
Ip. 


7910220413 Forwards guidelines for valve operability re containment 
purging 5, venting during normal operation. Requests 
commitment to implement valve qual i f icat i en program within 
30 days. 

EJ8ENHUT, D. G. Division of Operating Reactors. 79/09/27. 3pp. 


7910010051 Forwards IE Insp Repts 50-266/79-12 b 30-30 1/79-14 on 
790S20-24 b notice of violation. Notice of violation b 
details of insp repts withheld (ref 10CFR2.79O). 

HIND, J. A, Region 3, Chicago, Safeguards Branch, 79/09/U, 


2pp. 


7910050144 Proposes changes to Tech Specs of Licenses DPR-24 b DPR-27 
re fire brigade siie, in reponse to NRC 790021 request. Change 
modifies Tech Spec Change Request 46. 

BURSTEIN, B. Wisconsin Electric Power Co, 79/10/01. 3pp. 


■7910010063 IE Insp Repts" 30-266/79-12 b 50-301/79-14 on 790020-24. 
Details withheld (ref 10CFR2. 790), 

CREED, J. R. . MADEDA.T. J. Region 3, Chicago, Office of the 
Director. HIND, J. A. Region 3, Chicago, Safeguards Branch. 

79/09/11. ip. 


7910220326 Requests addl info re loss of offsite power on 731013 to 
aid in review of offsite power sys adequacy. Requests 
response within 90 days. 

6CHWENCER, A. Operating Reactors Branch 1 (Pro 791030). 79/10/01. 

3pp. 


910030203 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ing erso 1 1-Rand Pump Impellers." No ac t i en r eq u ire d . 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/13. 

Ip- 


7910230107 Discusses review of response Id 780202 1 tr. Requests 
demonstration that seal ring cannot become destructive 
missile during long-term operation & that public health b 
safety Is not threatened. 

SCHWENCERiA. Operating Reactors Branch l (Pre 791030). 79/10/02. 

2pp. 

7910110370 Forwards license amend re secondary water chemistry 
monitoring program per NRC 790S01 ltr. 

BURSTEIN. B. Wisconsin Electric Power Co. 79/iO/OB. 3pp. 


7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
Sye, " Westinghouse 790030 ltr b Public Bvc Electric b Gao 
Co 790910 ltr re potential unrevlowed safety ques tion. Ac tl on 
required within 20 days. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, 79/09/17, 4Hpp 


7910090786 Responds to IE Bulletin 79-1S, "Audibility Problems 
Encountered W/Evacuation of Personnel From High Noise Area." 
Prog-ram to assure operability of all public address speakers 
is underway. 

FAY, C. W. Wisconsin Electric Power Co. 79/09/20. 3pp. 


7910220336 Forwards response to 790008 request for addl info re 
adequacy of station distribution sys voltages. Reoults of 
verification testing described will be submitted separately 
after completion of tests. 

FAY, C. W. Wisconsin Electric Power Co. 79/10/12. 3pp. 


7910230333 Forwards response to NRC 790913 ltr requesting commitments 
to implement NUREO-O370 rec ommendati ons. De s i gn differences 
decrease chance of THI-type accident. 

BURSTEIN, S. Wisconsin Electric Power Co. 79/10/20. 20pp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures b 
surveillance testing errors, which was incorrectly 
d istrlbuted. Also forwards IE Insp Repts 30-295/79-13 b 
30-304/79-12. Action required. „„ 

E1BENHUT, D. 0. Division of Operating Reactors. 79/09/21. 49pp. 


7910110146 Forwards IE Circular 79-20. "Failure of QTE Sylvonia Relay, 
Type PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ac 
Coll." No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/09/24, 
lp. 
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7910150201 Responds to IE Bulletin 79-19 inn 1 - 1 

to lit,*.., buT ie. site at “ 3st& ,s aipped 

T '* d * 5 l 9 n3te4 as individual responsible for 
shipment* 8 ,/or disposal of radeiaste. 

FAY, C. W. Wisconsin Electric Power Co. 79709724, 3 pp 


50 -367 ™ 7 ® T ' VRAIN NUCLEAR GENERATING STATION 

?___!! 5 tage ^^"trrcorrespondenc 


7910020436 Requests meeting w/NR-C 
IE bulletins it NUHEQ-037S. 

BUR STEIN., S. Wisconsin Electric 


to discuss schedule for responding 
Power Co. 79709/26. ip. 


fca 


^910020430 Forwards four fluctuation 
790830-0901 based on steam temps It 
WAREMDOURG, D, Public Service Co. 


tost summar 
core region 
of Colorado. 


ies conducted on 
outlet temps. 
79709719. Ip. 


z.iv,, <- 

FAV» C. W. Wisconsin Electric Power Co. 79/09/26, 3 PP . 


F. Security. medical. 


emergency i, fire protection plans 


*"“k**' » on or u/pTO 0 Oiaei 

790303 under separate cover). 
WAREMBOURQ, D. Public Service Co. of Colorado. 


new Tech Specs 
79 / 09 / 2 B. Ip. 


7910040261 Forwards IE J 
Lubo Oil Coalers. " No 
KEPPLER, J. G. Region 
Ip. 


nfe Notice 79-23, " 
action required. 

3, Chicago, Office 


Em 

c 


ergency DleseJ 
f the Director. 


Generator 

79709/26, 


^^protec tion°sy #0n ° f STB "•« Toch Specs 

* Public Service Co. of Colorado. 79/09/28. 20 pp. 


for fire 


79J004006S Forwards IE Info Notice 79-24, "Froien Li™, t, ,, 

required. rroien Line?. Wo action 

KEPPLER, J.G. Region 3 , Chicago, Office of the Director. 79/09727. 

7710170560 Forward* IE Info Natlra 70 - 0 ^ im * ~ 

Paint Unit* 3 6 4." No action required' ° r HP8 Turk,? * 


KEPPLER, J. 0 . 
*P 


Region 3, Chicago. Office of the Director. 79/H 


79101G060B Forward* IE Info Mofcim Mri 

«??; nT'Xtiit™* P!ant Aft " Main of 

KEPPLER, J.G. Region 3 , Chicago, Office of the Director. 79/10/01. 


SrSSSSr-™”" 

8 CHWENCER, A. Operating Reactors Branch 1 (Pre 791030). 79/10/04. 

" ru ‘ n 

;:;.sss;r- 

Wisconsin Electric Power Co, 79 / 10 / 09 . 4pp. 

7910310266 Forwards Revision 2 to IE Bulletin 79 -n „r 
Feedwater 9ys Piping . ■ Action required CracHng in 


KEPPLER, U. 0 
lp. 


Region 3, Chicago, Office of the Director. 


79/10/19. 


la ted correspondence 

o° r “»r ,S mDnthl a operating rapt for Sept 1979 
0URSTEXN, S. Wisconsin Electric Power Co. 79/'o/0? ip, 

7 ^BUR8TEIN B° nt m y ° pe r at< "9 r «P* for Sept 1979. 

« • Wisconsin Electric Power Co. 79/10/03. a pp 

^related correspondence 

79 FAY a n 3 U 4 F °: Uard5 LEfi 79-013/0] T-O. 

FAY, C. W. Wisconsin Electric Power Co. 79/09/14. l p . 

risen to 334 gallons d.v r T ' , <‘ aiT - *-ea)t a ge had 

FAY.C.W. mscansin Etoctric Power V 9 79/09/14. 2pp. 

7,? FAY S C 3 U 9 F 2T“ ar,JS , LER 7 Y"‘0l4703L-0. 

FAY, C. W. Wisconsin Electric Power Co. 79/09/26. lp. 

cylinder bloc k ? cTia°cau°ed n by ? prisi thar9il f t PUmp l " P2G t ° un4 to havif 
compression strote filler?* ? pP * ur * *piHng during 

FAY.^W bl«! niKZ'*™'"* dU7l "3 

sconsin Electric Power Co. 79/09/26. ip. 


MILLER, W. D. License Fee Management Dranch. 79 / 10 / 02 . lp 

79 ^ O ?0CFRr795t 5 r8ViSed Pa98S tP 9ecurit « P^n. Pages withheld 
WAREMOOURQ, D. W. Public Service Co. „ f Clsraia. 79/10/16. Ip. 

H. Genera 1 correspondence 


7910170296 Responds to 790730 request for Info re 


esponse. 

EWART, F. E. Public Service Co. of Colorado. 


J. Insurance U indemnity information 


mgt 8 < technical 
Forwards 


79710/15. 150pp. 




storage of radioactive ma t 1 , 

SALTZMAN, J Antitrust it Indemnity Group 
Colorado. 79/107 17. lp. p 


temp orary 
* Public Service Co. of 


P Operating license stage documents 6 


cnrresp ond ence 


79 in^: of“a”o B m \t%\V% f etj-re \ < < *"» ‘ n “ 

p°Lm° r to p— i wS” or coneuppBnce 

blic Serv ice Co. of Colorado. 79/09704. 2 pp , 

‘- d “ ■**“ * — 

WELLER, fl. A. Public Service Co. of Colorado. 79709/14. J 2 p p . 

79 Ker a r"f 8 ™,^ St ° F >trs ft requests for Tech Spec 

WAREMBOURG, D. Public Service Co. Of Colorado. 79709724. 3 pp. 

Public Service Co, of Colorado, 79/09/25. 9pp. 

LEE, D.fi. Public Service Co. of Colorado. 79/09/20. 4 pp. 

7910100345 Application for amend to App A of License DPR na 4-e , , 

”K;Ls:;r;v;; -‘™- -- 

VAROA,B. A. Assistant Director for Light Wator Reactors. 79/10/03. 

Bay v p! F p-Fr”-"'"" 1 " 1 """**"-” 1231 ' 

SWART, F.E. Public Service Co. of Colorado. 79/10/11. 3 PP , 

7910230449 "Plan for Continuing Ecological Studies » 

* Yhome Ecological Institute. 72 / 05 / 31 . 4 ipp. 
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7910100271 Discusins fluctuation testing performed on 790030-31 & 
0901. Small valve deviations made detection difficult 
Ui/exiBtlng inotr ume nta t ion d isplays. Safety analysis rept & 
tab Its end. 

WAREMBQURC, D. H. Public Service Co. of Colorado. 79/10/12. 22pp 


7910230333 Notifies that response to 790913 ltr will he delayed until 
791029 due to position taken by NRC during 791010-12 
meeting. 

SWART. F. E. Public Service Co. of Colorado. 79/10/17, lp. 


7910310377 Requests relief from Tech Specs SR 5.2.6 re removal U 
analysis of plateout prob e. P lat eout probe has decayed due 
to plant shutdown 

WAREMBDURG, D. W. Public Service Co. of Colorado. 79/10/25. 2pp. 


7910300357 Informo NRC of 791014 incident of min release of 
radioactivity in reactor bldg due to malfunction in helium 
circulator sys. Safety of employees not jeopardiied !< no 
radiation released Into atmosphere. 

GA9CHLER, J. A. Public Service Co. of Colorado. 79/10/26. lp. 


Q.. Inspection reports, JE Bulletins & correspondence 


7910020272 Forwards IE Info Notice 79-20, Ravi s i on 1, "NRC EnfuTcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission & punctuation BTror which changed 
intent of sta tement. Changed statement underlined in text. 

BEYFRIT, K. V. Region 4, Dallas, Office of the Director. 77/09/07 

lp- 


7910160047 Responds to IE Bulletin 79-18 re plant emergency alarm. 
Nine addl speakers t* nne addl speaker amplifier were 
Inst a 1 led . Tes t i ng indicated alarm to be audible in all 
locations having audibility problems. 

SWART, F. E. Public Service Co. of Colorado. 79/09/10. lp. 


7910030321 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingor sol I —Rand Pump Impellers." No action required. 

SEYFRIT.K. V. Region 4, Dallas, Office of the Director. 79/09/13. 

lp. 


7910120100 Forwards IE Info Notice 79-22, "Qualification of Control 
Bye. " No action required. 

BEYFRIT, K. 9. Region 4, Dallas, Office of the Director. 79/09/14. 

»P- 


7910190184 Responds to request for addl Info in response to IE Bulletin 
79-02, "Pipe Support Base Plate Designs Using Concrete 
Expansion Anchor Bolts." Describes current testing program. 

EWART, F. E. Public Service Ca. of Colorado. 79/09/14. 4pp 


7910300302 Responds to IE Bulletin 79-15 ui/listing of manufacturer, 
model, rated capacity *, plant application of 14 
sa f oty-re 1 ated deep draft pumps. Discusses startup history, 
type it frequency of testing It maint of pumps, 

FULLER, J. K. Public Service Co. of Colorado. 79/09/14. 16pp. 


7910120200 Forwards IE Circular 79-20, "Failure of OTE Sytvania Relay, 
Type PM Bulletin 7305, Catalog 5U12-11-AC ui/120 Volt ac 
Coll. 11 No action required. 

8EYFR1T, K. V. Rogion 4, Dallas, Office of the Director. 79/07/34. 

lp- 


79101101B3 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lubo Oil Coolers. * No action required. 

SEYFRIT,K. V. Region 4, Dallas, Office of the Director. 79/09/26. 

lp. 


7910100047 Forwards IE Bulletin 79-24, 'Trojan Lines." Action required. 
BEYFR1T, K. V. Region 4, Dallas, Office of the Director. 79/09/27. 

Ip. 


7910170226 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 £■ 4. " Wa action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79710/01. 2pp. 


7910230705 Forwards NRC comments on proposed util plan for inservice 
insp It testing submitted in util 790B2B ltr. Accepts proposed 
p lan. Sugg es ts treating plan as mad Si addition to 
surveillance section of Tech Specs. 

VARGA, B. A. Assistant Director for Light Water Reactors. 79/10/05. 

9pp. 


FI. Periodic oporating reports & related correspondence 


7910100340 Forwards monthly operating rept for Sept 1979. 

WAREMBOURQ. D. Public Service Co. of Colorado. 79/10/05. lp. 


— 7910100332 Monthly operating rept for Sept 1979. 

GAHM, J. W. Public Service Co of Colorado. 79/10/01. 5pp. 


79 1 0230432 Forwards revised Page 2 to monthly operating rept for Sept 
1979. Correc ts cause Si corrective action to prevent 
recurrence. 

WAREMBDURG, D. Public Service Co. of Colorado. 79/10/17. lp. 


79 1 0230499 Forwards revised Page & of monthly operating rept for Sept 
1979. Revis i on corrects cause b corrective action to prevent 
rec urrence. 

WAREMBDURG, D. Public Service Co. of Colorado. 79/10/17. ip. 


B. Reportable occurrences, LERs tt related correspondence 


7910030497 Forward s LER 79-034/03L-0. 

WAREMDOURG, D. Public Service Co. of Colorado. 79/09/2B. Ip. 


——7910030508 LER 79-034/03L-0: on 790B30, wh i 1 e operating at 36*/ thermal 
power, emergency diesel generator day tanks did not have 500 
gallons of fuel oil as required per Tech Specs. Caused by 
Inoperable high level switch which controls pump operations. 

GAHM, J. W. Public Service Co. of Colorado. 79/09/28. 5pp. 


7910250027 PNS-I V- 79-03 : on 790927, FBI notified facility about threat 
of possible bombing by out-of-state black militant group. 

Info assessment team has been notified. 

WEETEHMAN, T. F. , MADSEN, 0. L. Region 4, Dallas, Office of the 
Director. 79/09/2B. lp. 


7910160409 Forwards LER 76-036/03L-0. 

WAREMBDURG, D. Public Service Co of Colorado. 79/10/10. 4pp. 


— 7910160417 LER 79-036 /03L-0: on 790910, cold reheat snubber CRS-262 
inoperable u/reactor in shutdown cond i t ion. Caused by missing 
pin that kept snubber from being properly attached to pipe. 

New pin fabricated It installed. Bnubber returned to svc. 

GAHM, J. W. Public Service Co. of Colorado. 79/10/10. lp. 


79 1 0230434 Forwards LER 79-039/03L-0. 

WAREMBDURG, D. Public Service Co. of Colorado. 79/10/19. 3pp. 


—7910230437 LER 79-039 /03L-0: on 790924, as t hor i 2 ed liquid waste release 
leas made, requiring rouging setpoints on liquid waste 
activity monitors above norma 1 . Caused by failure to return 
monitors to normal setpoints prior to starting release. 

GAHM, J. W. Public 9ervlcc Co. of Colorado, 79/10/19. lp. 


7910230467 Forwards LER 79-037/03L-0. 

WAREMDOURG, D. Public Service Co. of Colorado. 79/10/19. 3pp. 


”7710230469 LER 79-037/03L-0: an 790919, dur i ng normal operation, 1 iqui d 
radwaste release was made in noncomp 1 lane e w/limiting 
conditions for op era t i an. Caus ed by operator failure to reset 
flow switch to new required flow rate. Op urators admonished. 1 
GAHM, J. U. Public Bervice Co. of Colorado. 79/10/19. lp. 


7910230476 Forwards LER 79-03B/03L-0. 

WAREMDOURG, D. Public Service Co. of Colorado. 79/10/19. 4pp. 


—7910230479 LER 79-03B/03L-0: on 790921 , ana 1 y tl ca 1 ays primary coolant 
moisture monitor ME-r9307 became inoperable w/reactor at lass 
than 2X power. Caused by burned out thermal electric 
hea ter/c ool er U two faulty relays. Head St relays replaced. 

GAHM, J. W. Public Bervice Co. of Colorado. 79/10/19. lp. 


79 103 103 IS Fowards LER 79-04 i /03L-0. 

WAREMDOURG, D. Public Service Co. of Colorado. 79/10/25. Ip, 


7910310338 LER 79-04 1 /03L-Q: on 79 1003, ma If unc ti one in circulator 1A 
speed measurement caused loss of high speed s i gnu 1 s. Ca used 
by circuit imbalance duo to signal cable resistance change. 
Modifiers adjusted & channel function restored. 

GAHM, J. W, Public Service Co. of Colorado. 79/10/25. 4pp. 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


7910050095 Ackireceipt of util 790017 ltr transmitting nuclear security 
training t< qualification plans. Class 1 & III feus & 
application for approve 1 required. 

MILLER, W. 0, License Fee Management Branch. 79/09/24. ip. 
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P. Operating license stage documents I* corrmpandence 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790801 
to 791101. 

DENTQN.H. R. Office of Nuclear Reector Regulation. 79/03/10. 49pp. 


7910090536 Summary of 790B09 meeting u/BE<W owners group It BLW in 
Bethesda.MD re long-term generic requirements applicable to 
B4W operating plants. 

CAPRA, R. A. TMI-2 Bulletins ft Orders. 79/00/24. 41pp. 


7910010269 Buminary of 790024 meeting le/ subcomm-i ttee of B&U owners group 
in ETethesda, MD re alternate proposal to requirements of IE 
Bulletin 79-13 for BS,W operating plants. 

BARKER, D. J. Operating Reactors Branch 4 (Are 7910301. 79/09/31. 

14pp. 


7910040423 Responds to Special Inquiry Group 790724 request for info on 
operational h i stoTy. Sign! f i cant events reported in LERs. 

Three events transferred to Div of Operating Reactors: 
atypical Held wire, turbine bldg flooding t, tube failures. 

EISENKUT, D. G. Division of Operating Reactors. 79/09/04. 3pp. 


— 7910040424 Requests info Te significant technical issues nf CP & t)L 
stages, extent to which issues were addressed in review h 
summary of significant aspects of operational history. 

Response requested by 790B24. 

DEY0UM8, R. C. NRC Three Mile Island Task Force. 79/07/24. 2pp 


7910230122 Requests addl info re upgrade of anticipatory reactor trip. 
REID* R. W. Operating Reactors Branch 4 (Pre 791030). 79/09/07. 

I3pp. 


79IC04002B Summary of 790913 meeting u/BliU owners group to discuss 
analysis of design & off-normal transients t< accidents t, 
otheT B&W generic r e qu It emen t s. L 1 st of at tend ees, ag enda !< 
presentations end. 

CAPRA, R, A. TMI-2 Bulletins Z> Orders. 79/09/21. 43pp. 


7910190353 Supplements 790B01 Itr re measured levels of Sr-90 activity 
in fish samp le. Bubmi t s analytical results of Bi — 90 activity 
in three addl fish samples collected further up s tream. No 
effect on public health & safety. 

PARKER, H. 0. Duke Power Co. 79/09/21. 2pp. 


791025041B Summary of 790913 meeting w/BfcW owners group in Bethesda.MD 
re analysis o-f d* e ign , o f f-norma 1 transi ents, acc idant s I* U&W 
generic requ 1 reraents. 
t Commission. 79/09/21. 43p p , 


7910010331 Responds to NRC 790022 Ur requesting addl info re 
containment purging during operat i on. Ut 1 1 intends to limit 
purging during power operation t* has initiated evaluation of 
containment purge sys to be Completed by mid-Nov. 

PARKER, W. 0. Duke Power Co. 79/09/25. Ip. 


7910010016 Responds to FOIA request for documents re transport routes 
for irradiated reactor f uel . Far ward s requested info. Info 
partially withheld (ref FOIA Exemption 41. 

FELTON, J. M. Division of Rules and Records. 79/09/26. 4pp. 


7910010027 Forwards "Spent Fuel Route Survey" containing info re local 
law enforcement response c a pab i 1 1 1 i es. sa f e havens, food *, 
fuel stops & pertinent route Info. Info withheld (ref FOIA 
Exemption 41. 

MCCORKLE, G. W. Physical Security Licensing Branch. 79/09/13 

IP- 


7910010192 Summary of 790424 meeting w/BbW reactor operators 8« n&W in 
BethesdaiMD re response to plant transients. List of 
a ttende es, agonda of I* exerptt From BJ*W presentation enc 1 
F AIRTILE, rt. B. Opsrating Reactors Branch 4 <Prc 791030). 79/09/10 

19pp. 


7910030340 Forwards list of plants requiring microfiching of up-to- 
date FSARs in Central F i 1 es. Reques ts action as soon as 
possible. 

OR I ME8, B* K. Assistant Director for Systems Engineering (Pre 

7910301. 79/09/10. 4pp. 


7910090415 Notification of 790913 meeting w/B&U owners group in 
Bethesda.MD to discus* analysis of des ign, of f-norma l 
transients t* other generic requirements. 

CAPRA, R. A. TMI-2 Bulletins & Orders. 79/09/11. 3pp. 


7910040016 Summary nf 790823 meeting u/B&tl licensees to discuss post- 
TMI feedwater trans i ents. Agenda 6 list of attendees end. 

CAPRA, ft. A. TMt-2 Unresolved Safety Issues. 79/09/13. 99pp. 


— 7910010035 "Spent Fuel Route Survey." Rept contents withheld (ref 
FOIA Exemption 4). 

» Commission, 79/07/30. Bpp. 


7910220413 Forwards guidelines for valve operability re containment 
purging t< venting during norma 1 operation. Requests 
commitment to implement valve qualification program within 
30 days. 

ElBENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910230091 Provides NRC requirements far resolving matter of power 
operated relief valve !< safety valve lift Frequency & 
mechanical reliability. 

REID,R.W. Operating Reactors Branch 4 (Pre 7910301. 79/09/28. 

12pp. 


7910100083 Supplements 790719 response to 79070H FOIA request by 
identifying three insp repts relative to request re Duke 
Power Co proposal to transship spent fuel from Oconee plant 
to WcOui to plant. Documents aval lable in NRC PDR. 

FELTON, J.M. Division of Rules and Records. 79/lO/Oi. ip. 


7910250436 Summary of 790823 meeting w/QSW operating plant licensees re 
post-TMI feedwater transient s. Agenda, 1 i s t of at t undoes , l 1st 
of transients 6 outline of NRC rept on loss of pressuriier 
level Indication end. 

CAPRA, R. A. TMI-2 Bulletins !* Orders, 79/09/13. 99pp. 


7910230215 Informs that effective date for implementation of EPA std 
fop LWR U fuel cycle is 791201 - Requ e g t s earvp 1 ianc< ui/ 
radiological effluent Tech fipee Implementing LWR provisions 
Method for imp lementa t ion requested by 791 101. 

P ' Assistant Director for Operating Reactor Protects (Pre 
791030). 79/09/17. ip. 


7910120033 Request* that calibr of station seismic instruments be 
checled, in order to estimate g-loading received during 
790825 earthquake. Forward* STS representing latest guidance, 
to be incorporated into license amend. 

REID* R. U, Operating Reactors Branch 4 IPro 791030) 79/09/18 

4pp. 


7910020731 Summary of 790029 meeting u/utii in 
position art containment purge" v* Ivbh. 
FAIRTILE, M. B. Operating Reactors Branch 4 
3pp. 


Bethasda* MD re 
(Pre 791030). 


NRC 

79/09/19. 


7910040648 Forward* request for addl info 
sys. 

RElDrR. W. Operating Reactors Branch 4 
3pp. 


re containment 
(Pro 7910301. 


purge valve 
79/09/20, 


7910160445 Discusses 790B26 earthquake near Jocaseoe Dam. Evaluation of 
effect of earthquake will continue, 

JACKSON, R. E. Oeosci ences Branch. 79/10/01. 2pp. 


7910160460 Discusses 790B26 earthquake near p 1 an ts. Recommend s extontion 
of Simpson contract for preparation of final rept re 
potential Impact of res arvoir-i nduced earthquake activity 
near plants. 

8DBEL, P. Oensc lances Branch. 79/0B/29. 7pp. 


7910190409 Rd;an 790926-29* aux i 1 lar y electrical power sys degraded 
beyond limiting conditions for op erat ion. Caused by trip of 
Lee turbine generator. Procedures are being revised. 

PARKER. W. □. Duke Power Co. 79/lO/Oi. 2pp. 


7910090237 Forwards "Jpcasiee Development Rept on 790025 Earthquake S, 
Its Effect on Jocasoee Structures." Addi info requested on 
79091B re seismic Instrumentation will be provided under 
separate cover. Rept available in Central Files only. 

PARKER, W- 0. Duke Power Co, 79/10/03. Ip. 


7910120171 Forward* response to NRC 790907 Itr requesting addl info 
re conceptual safety-grade reactor trip des ign. Discusses 
conformance W/8RP l< IEEE-279-171 design requirements. 

□venire drawings enel, 

PARKER, W. O. Duke Power Co. 79/10/05. 25pp. 


7910120182 Forwards addl responses to NRC 790S21 Itr re identification 
tt reiolution of long-term gunrrtr items regard ing T May 1979 
Commission orders. 

PARKER, W. O, Duke Power Co. 79/10/05. 32 pp, 
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7910120293 Responds to NRC 790800 request for review of electric 
distribution sys voltages.Re.pt will be completed by 791025. 
Results will be forwarded 

PARKER. W. 0. Duke Power Co 79/10/05. Ip. 


7910170290 Ack receipt of 790302 1 tr transmitting Amends 69, 69 h 66 to 
Licenses DPR-3B. DPR-47 t< DPR-55, respect ively. del eting 
environ monitoring program re nonrad iolog ical ETB.Util 
considers request in 771202 Itr granted. 

PARKER. W. 0. Duke Power Co. 79/10/11. Ip 


7910230371 Ack receipt of 79092! ltr. Ltr did not provide required 
responses. Response should demonstrate that seal ring cannot 
become destructive missile. Info requested within 30 days of 
ltr receipt. 

REID. R. W. Operating Reactors Branch 4 (Pro 791030). 79/10/11. 

2pp. 

7910260409 Discusses survey of pag i ng sy s Mod s requ ired , i nc 1 ud i np addl 
speakers in selected areas, reposi tioning fc relocation of 
existing speakers b repair of existing equipment. Corrective 
actions will be completed 791227 or next outage. 

PARKER. W.O. Duke Power Co. 79/10/11. Ip. 


7910320202 Notification of 791019 meeting w/BbW owners group in 
Bethesda. MD to discuss lead plant event trees. safety 
sequence diagrams 6 anticipated analysis re abnormal 
transient operational guidelines in NUREQ-057B. 

CAPRA. R. A. TMI-2 Bulletins & Orders. 79/10/12. 10pp. 


7910230487 Cites WO Parker 790923 itr as response to 790927 ltr of 
concern ro containment purging during normal operation f, 
valve operability. 

PARKER. U. 0. Duke Power Co. 79/10/15. Ip. 


7910230537 Discusses 790920 ltr re power operated relief valve, safety 
valve life frequency b mechanical reliability. InFo provided 
to BbWiNSSS vendor. ObW preparing rept w/info from all BbU 
utils.to be provided by 791115. 

PARKER. W. 0. Duke Power Co. 79/10/15, Ip. 


7910230525 Forwards revised proposed Tech Spec 4. 17 re steam generator 
tubing survei 1 lanco. in response to NRC request. 

PARKER. W. 0. Duke Power Co 79/10/16. ip. 

—7910230530 Revised proposed Tech Spec 4. 17 re steam generator tubing 
survei 1 lance. 

a Duke Power Co. 79/10/16. 5pp, 

7910250590 Grants request for exemption from emergency Feedwater flow 
rate & stability tost provided all motor-operated pumps ore 
available prior to 3-unit opera tl on. Supp 1 1 to evaluation of 
790307 order end. 

REID. R. W. Operating Reactors Branch 4 (Pro 791030), 79/10/16. 

4pp. 


7910230493 Responds to Items 3A & 3B of NRC 790021 ltr re long-term 
generic items from NRC Hay 1979 orders. Submits info ro 
noncondens iblo gases. 

PARKER. W. O. Duke Power Co, 79/10/17. 7pp. 


7910230500 Forwards response tu NRC 790913 ltr re implementation of 
NUREG-057B short-term recommendations. 

PARKER, W.O. Duke Power Co. 79/10/18. 17pp. 


7910250387 Notifies that mod is being designed to isolate nonessential 
sy s< inc lud ing purge sys. on law RCS pressure. safety injection 
initiation 6 high reactor bldg pressure. in response to 
790920 request. 

PARKER. W. □. Duke Power Co. 79/10/19. ip. 


7910310167 Notification of 791023 meeting u/BbW, BbW owners group b 
ORNL in Lynchburg. VA to discuss BAW-1364. *' I n teqra ted 

Control Sys Reliability Analysis. " 

CAPRA. R. A. TMI-2 Bulletins b Orders. 79/10/19. Ip. 


7910310425 Requests criteria for proposed insp of tube leak in steam 
generator IB tube 73-130. Also requests meeting w/util b 
consultants to discuss erosion/corrosion phenomenon & 
general condition of Unit 1 stBam generator. 

REID. R. W. Operating Reactors Branch 4 <Pre 7910301, 79/10/23. 

3pp. 


G. Inspection reports. IE Bulletins l< correspondence 


— 7910050426 Forwards addl info re 790523 request to hold certain parts 
of IE Insp Repts 30-269/7B-2G, 30-270/78-27 & 3O-2B7/7B-20 
pr opr i etary. Enc 1 withheld (ref 10CFR2.79O). 

PARKER, W.O. Duke Power Co. 79/06/12 ip, 


7910020203 Provides addl info to 790824 response to IE Bulletin 79-05C, 
"NuclnaT Incident at TMI - Suppl. “ All licensed reactor 
operators have been trained on new guidelines. 

PARKER, W, 0 Duke Power Co. 79/09/07. ip 


7910030656 Informs that response to IE Bulletin 79-16. "Vital Area 
Access Control." will be forwarded no later than 790921. 

PARKER, W. D Duke Power Co. 79/09/07 Ip. 


7910170005 Notifies of review of responses to IE Bulletin 79-05B. 
Requests addl info re proposed design description 6 
implementation schedule for safety-grade anticipatory 
reactor trip. 

REID, R. M. Operating Reactors Branch 4 (Pre 791030). 79/09/07. 

13pp 

7910100069 Forwards FL Power Corp responso to IE Bulletin 79-05C. 
HELTEMES, C. J. Standard i i a t i on Branch . 79/09/11. Ip. 


— 7910100 079 Responds to IE Bulletin 79-03C. Ac t i ons re reactor coolant 
pump It two control room operators taken, Forwards "Analysis 
Summary In Support uf Early Reactor Coolant Trip" b 
"Guidelines for Action " 

STEWART, H P. Florida Power Corp. 79/08/24. 104pp. 


7910240077 Forwards IE Insp Repts 50-269/79-22,50-270/79-20 b 
50-2B7 / 79-22 on 790B20-23. No none omp 1 lane e noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch. 79/09/11. 2pp, 


— 7910240092 IE Insp Repts 30-269/79-23.30-270/79-20 b 50-287/79-22 on 
790020-23. No none omp 1 ianc o noted. Major areas inspected: 
design oft in areas of concrete expansion anchor work 
activities b records. 

AND, H P. . HER DT, A. R. Regions, Atlanta, Reactor Construction b 

Engineering Support Branch. 79/09/10. 6pp. 


7910020202 Ack receipt of IE Inep Repts 50-269/79-21, 50-270/79-19 b 
50-2B7/79-21 on 790807-09. No proprietary info. 

PARKER. W.O. Duke Power Co. 79/09/13. ip 


— 7910020207 Forwards IE Insp Repts 50-269/79-21.50-270/79-19 b 
50-2B7/79-2I on 790807-09. No noncompliance noted. 

MURPHY, C.E. Region 2, Atlanta, Reac toT Construction b 
Engineering Support Branch, 79/09/11. 2pp. 


—7910020211 IE Insp Repts 50-269/79-21,30-270/79-19 b 50-2B7/79-21 on 
790807-09. No noncompliance noted. Major areas inspected: p ipe 
welds in Unit 3 stagnant borated water sys b Unit 1 steam 
generator IB tube leak repair record, 

HERDT, A, R. Region 2, Atlanta. Reactor Construction b 

Engineering Support Branch. ECDNOMOS, N. Region 2. Atlanta. 
Office of the Director. 79/09/10. 5pp. 


7910020576 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingeraol t-Rand Pump Impellers. " No action required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/09/13. Ip. 


7909200150 Forwards IE Notice 79-21. "Transportation & Commercial 
Burial of Radioactive Matt, “ No action required, 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/14. Ip. 


7910030609 Forwards response to IE Bulletin 79-21. "Temp Effects on 
Level Measurements," Liquid level measuring syo for steam 
generator. presEUri ler b core flood tank are delta pressure, 
open column, uninsulated ref leg type. 

PARKER. W.O. Duke Power Co 79/09/14, 6pp, 


7910110248 Forward* IE Info Notice 79-22, "Dual 1 f i ca ti on of Control 
Sys. * No action required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/09/14. Ip. 


7910150678 Discusses error by BbW in generic rept "Analysis Summary in 
Support of Early Reactor Coolant Pump Trip," Section III re 
impact on non-LOCA events. Licensees endorsed applicability 
of BbW rept in responses to IE Bulletin 79-Q5C, 

HELTEMES, C. J. TMI-2 Bulletins b Orders. 79/09/14. 22pp, 


7910050410 Forwards JP O'Reilly 790426 ltr b IE Insp Repts 
30-269/78-28, 50-270/7B-27 b 50-287/78-28. De ta i 1 s of insp 
repts to be withheld <ref 10CFR2. 790). W/o encl. 

GOWER, G. C. Office of Inspection b Enforcement, Office of the 
Director. 79/0B/20. 2pp. 



70 


DOCKETED ITEMS 


7510300082 Forwards IE Info Notice 79-22, "Qualification of Control 
S«s. " Hasti nghouse 790830 ltr 6 Public Sve Electric fc Qas 
Co 790910 ltr re potential unreviewed safety question Action 
required within 20 days. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/097 17. 48pp 


7910020799 Ac i receipt of NRC 790823 t, 0910 ltrs transmitting 
Rapts 90-269/79-19. 50-270/79-17 V 30-2B7/79-19. Nu 
proprietary infn. 

PARKER. W. O. Dirko Power Co. 79/09/IB. Ip, 


IE Insp 


—7910020003 Forwards revised copy of NRC 790023 ltr which transmitted IE 
tnsp Repts 30-269/79-21.50-270/79-19 8, 30-2B7/79-21 , Insp 
rapt numbers ■& insp date? carrectad. 

MURPHY. C. E. Region 2. Atlanta, Reactor Construction 6 

Engineering Support Branch. 79/09/10. ip. 


— 7910020B03 Corrected copy of 790023 ltr which forwarded IE 
50-269/79-19.50-270/79-17 !< 30-287/79-19 on 790723-26. No 
noncomp 1 lance noted. Insp rept numbers and insp dates 
revised. 

H.DRPHY, C. E. Region 2, Atlanta, Reactor Constr uction 6 

Engineering Support Branch. 79/09/10 2 pp. 


Insp 


Repts 


•7910020BIB Forwards IE insp Repts 50-269/79-21, 50-270/79-19 U ' 
50-207/79-21 on 790807-09. No none omp 1 i ance noted. 

MURPHY, C.E. Region 2. Atlanta. Reactor Construction fc 

Engineering Support Branch. 79/08/23. 2 pp. 


—7910020823 IE Insp Rept 50-269/79-19,50-270/79-17 U 50-287/79-19 on 
790723-26.No noncompliance noted. Major areas inspected: 
emergency feedwater mod welding & nondestructive 
examinations. 

EC0HQM03, N. . HERDT, A. R. . KLEINSDRGE, If P, Region 2. Atlanta, 
Office of the Director. 79/08/20. 6pp 


7910050290 Ack Tecelpt of 790B3I ltr informing NRC of stops taken to 
correct violations noted In IE Insp Repts 50-269/79-18. 

30-270/79-16 & 50-287/79—18. 

LEWIS. R.C Region 2, Atlanta. Reactor Operations Nuclear Support 

branch. 79/09/10. Ip. 


-7910QS0294 Responds to NRC 790009 ltr re violations noted in IE Insp 
Repts 50-269/79-18,50-270/79-16 & 50-287/79- 1 Q. Cor r ec ti ve 
ac tions : al 1 safety-related sy s in inaccessible areas 
poetically verified vs piping drawings, 

PARKER* W, Q, DtiJce Power Co, 79/00/31. 2pp. 


-7910050299 Forwards IE Insp Repts 50-269/79-IB, S0-270/79-I6 fc 
50-287/79-10 on 790701-31 fc notice of violation. 

LEWIS, R.C. Region 2, Atlanta, fleactor Pperattons Nuclear 

Support Branch. 79/08/09. 2pp. 


7910050306 Notice of violation from insp on 790701-31. 

* Region 2, Atlanta, Office of the Director. 79/OB/09. Ip. 


79101Q0052 Lists addl util responses to IE Bulletin 79-06C. 
HELTEMEfi, C. J, TMI-2 Bulletins & Orders. 79/09/25. 2pp. 


7910040165 Forwards IE Info Notice 79-23. "Emergency Diesel Oenerator 
Lube Oil Coolers, " No action required. 

□ 'REILLY, J. F, Region 2, Atlanta, Office of the Director. 

79/09/26. 2pp. 


79I0190-24B Forwards IE Bulletin 79-24, "Froien Lines." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director 
79/09/37. 2pp. 


7910170213 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 It 4, " No action required. 

0 REILLY, W.P. Region 2, Atlanta. Office of the Director 
79/10/01. 2pp. 


79101707.^5 Forwards IE Info Notice 79—24, "Overpresour i rati on of 
Containment of PUR Plant After Main Steam Line Break." No 
action requi r ad, 

0 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910120177 Ack receipt of NRC 790917 ltr.Bubmits evaluation of 
potentially adverse environ effects on nonsaf ety-grade 
control s ys, in response to IE Info Notice 79-22. 

PARKER, W. B. Duke Power Co. 79/10/05. 21pp. 


7910250139 Ack receipt of IE Insp Repts 50-269/79-21,50-270/79-19 6 
30-207/79-21. No proprietary info. 

PARKER, W. a. Duke Power Co. 79/10/09. Ip. 


7910*50239 Ack receipt of IE Insp Repts 50-269/79-22,30-270/79-20 & 
50-287/79-23. No proprietary info. 

PARKER, W. 0. Duke Power Co, 79/10/09. Ip 


7910240274 Ack receipt of 790926 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-269/79-20. 

50-270/79— 1 8 t, D0-2B7 /79-20. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility & Materials 

Safety Branch. 79/10/11. Ip. 


—7910240287 Responds to NRC 790910 ltr re violation noted in IE 
Repts 50-269/79-20, 50-270/79-18 U 50-207/79-20. Cor roc t i ve 
actions: directive issued on 790917 assigning direct contrul 
of keys to high radiation area to health physicist. 

PARKER, W. 0, Duke Power Co. 79/09/26 . 2pp. 


Insp 


* * • {.“we t cj rur war <7 s 


50 207/79 20 on 790B06-'iO & notice of violation, 




SUTHERLAND* J 1 . T 
79/09/10, 2pp, 


Region 3, Atlanta* Office of the Director, 


,nSP ?? pts s °-^9/79-1B, 30-270/79-16 I, 50-2Q7/79-I8 , 
/ /D701 -3I , Kojic onpj i ance no tad : f al 1 ure op working file 
drawings to accurately reflect bldg conditions. 

J VEfii)ERY F E N ISLE ' G n A ' , a ' Atlanta. Office of the Directr 

vERUERYr £. H- Region 2. Atlanta* Reactor Operations Nuclear 

Support Branch. 79/03/09, ilpp. 


79 iorvaiManrr*.^ NR0 7<?a63fi ltr re nlulti Pl* shipment failures 1 
svrvell lance testing arro-rsi wli i ch was incorrectly 

IE ,115p fte P ts 30^295/79-10 & 

50-30 4/ 79 ,_ 1 2. Ac t i on required. 

E I8ENHUT. D. 8. Division of Operating Reactors. 79/09/21. 49pp 


7910090666 Responds to IE Bulletin 79-19 
6 packaging. Bulletin requirements will 
documented in Station Directive 3.8.21 
PARKER, W. 0. Duke Power Co. 79/09/24. 


re low level 
be Formally 
by 791101, 

6pp. 


rad waste disposal 


79 rorfeff° I?" 1 ** “ p 790806 ltr informing NRC of steps takne to 
un T £t*L Vl0la ^ ian5 1,01013 in IE Insp Repts 50-269/79-10, 

30-270/79-10 t« 50-287/79-10 rev iu, 

Branfh R - C 79/09/29 8l °?p S ' Atlfl " ta ' Ro8 ^or Operations Nuclear Suppor 


7910020360 Advises that supplemental response ti 

s °- a 7 o/ 79 -.s p t, 50 -ae 7 /?”js ;t, r 

PARKER, W. 0. Duke PowBr Co. 79/07/26. Ip. 


Insp Repts 
provided. 


7910240301 Notice of violation from Insp on 790806-10 

* Region 2, Atlanta, Office of the Director. 79/09/10. Ip. 


7910240312 IE Insp Repts 50-269/79-20, 50-270/79-1B 8, 50-287/79-20 
790806-10. Noncomp 1 ianco no ted : f ai 1 ure to maintain positive 
control over individual entries to high radiation areas. 

HQSEY, C. ft, , ALLEN, J, R, , QI QSQN, A. E. Reg i on 2, Atlanta. Office 
the Director. 79/09/10. 7pp. 


on 


nf 


3^ Ruportablo occurrences, LERs 6 related correspondence 


7910010367 Forwards LEU 79-021 /01T-1 . 

PARKER, If. 0, Duke Power Co. 79/09/24. 3pp. 


"'"791001037 5 LER 79-021 /Ol T— 1 : on 790704, leak in low power injection 
coaler roleasod approx 456 uCl of corrosion & fission 
products into La k e Koawe e, Caused by cooler 

overpr essur i tat i on duo to leakage past cooler inlet valves. 
LEWIS. S.fi. Duke Power Co, 79/09/24. Ip. 


7910170708 PNO 1 1 1/79— 003: on 790923 tc 25, radioactive liquid 
discharges uibtu made above max permissible concentration. 
Caused by inadequate dilution water flow, because Keowee 
hydTo units were out of hvc. 

TROUP, 0. L. , DYER, J. A, Region 2. Atlanta. Office of the 
79/09/27. ip. 


was to 


Director. 


ttr r * ''‘options noted in IE I, 
° 9/7 ’ "10- 30-270/79-10 J, 50-207/79-1 0. Corroc tive 

actions changed reactor bldg sump discharge valve control 

PARKER un °n r ,2 o 3A t0 Cutler-Sammer tolso " ^ 

PARKER, W. 0, Duka Power Co. 79/0D/06. 5p p , 


7910050340 RD: on 790926, Lee turbine generator 6C tripped three times 
for no apparent reason. Rovi ew of incidents underway. During 
out-of-sve peri od, n f f s i t e ac power was available. 

PARKER, W. O. Duke Power Co. 79/10/01. 2pp. 


7910100209 Forwards LER 79-029/03L-0. 

PARKER, W. 0. Duka Power Co. 79/10/02. 3pp. 
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—7910100219 LER 79-029/03L-0: on 790902, reat tor vessel head flange leokea 
si ightly. Causod by improper installation of incorrect 
0-ring s . Ins ta 1 1 a t i on procedures revised to assure that 
correct 0-rings are used & properly installed. 

LEWIS, S. R. Duke Power Co. 79/10/02. Ip. 


7910110362 Fowards LER 79-02B/03L-0. 

PARKER, W. 0. Duke Power Co. 79/10/05. 3pp. 


—7910110301 LER 79-O20/O3L-O: on 790823, unit shut down for repairs to 
boron dilution tt instrument root valvos which were leaking. 

Caused by bonnet seal ring degradation due to boric acid 
exposure. Instrument root valve repacked. 

LEWIS, 6. R. Duke Powbt Co. 79/10/05. Ip. 


7910100429 Forwards LER 79-031/03L-0. 

PARKER, W. 0. Duke Power Co. 79/10/15. 3pp 


— 7910100433 LER 79-031 /03L-0: on 790925, while high pressure sve water 
pump 8 was removed from sve, redundant pump A found 
inoperab le. Caused by erosion resulting from constant flow 
through cooler tubes. Leak soldered. 

LEWIS, S. R. Duke Power Co. 79/10/15. Ip. 


7910230491 Forwards LER 79-030/03L-0. 

PARKER, W. 0. Duke Power Co. 79/10/19. 3pp 


—7910230497 LER 79-030/03L-0: on 790921, high humidity in east penetration 
room rendered ventilation sys inoperable, Caused by steam 
leakage from steam generator normal header check valves. 

Valves repaired & verified by filter test. 

LEWIS, S. R. Duke Power Co. 79/10/19. Ip. 


7910240465 Forwards LER 79-032/03L-0. 

PARKER, W. 0. Duke Pouor Co. 79/10/19. 3pp. 


— 7910240469 LER 79-032/03L-0; on 790920, reac tor bldg hydrogen purge unit 
was out of sve for 5-h exceeding Tech Spec 1 imi t s. Cabsed by 
overloading of charcoal filter ul/freon. Procedures revised to 
preclude Injecting excessive freon during testing. 

LEWIS, S. R. Duke Power Co. 79/10/19. Ip. 
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F. Security, medical, emergency & fire protection plans 


7910050095 Ack receipt of util 790017 ltr transmitting nuclear soeurity 
training U qualification plans. Class I 6 III fees 8, 
application far approval required. 

MILLER, W. 0. License Fee Management Branch. 79/09/24. Ip. 


P, Operating license stage documents & correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790B01 
to 791101. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/10. 49pp. 


7910090536 8ummary of 790809 meeting u/B&W owners group b B!,W in 
Bethesda,MD re long-term generic requirements applicable to 
HfcW operating plants. 

CAPRA, R. A. TMI-2 Bulletins t, Orders. 79/08/24. 41pp. 


7910010269 Summary of 790824 meeting w/sub commj ttee of B&W owners group 
in Bethesda.MD re alternate proposal to requirements of IE 
Bulletin 79-13 for BC,W operating plants. 

GARNER, D. U. Operating Reactors Branch 4 {Pre 791030). 79/08/31. 

14pp. 


7910040423 Responds to Special Inquiry Group 790724 request for info on 
operational hi story. Bigni fi cant events reported in LERs. 

Throe events transferred to Div nf Operating Reactors: 
atypical Weld wire, turbine bldg flooding t< tube failures. 

EIBENHUT, D. <3. Division of Operating Reactors. , 79/09/04. 3pp. 

— 7910040424 Requests info re significant technical issues of CP & UL 
stages, extent to which issues were addressed in review & 
summary of significant aspects of operational history. 

Response requested by 790024. 

DEVOUNG, R. C. NRC Throe Mile Island Task Force. 79/07/24. 2pp. 


7910010192 Summary of 790424 meeting w/B6W reactor operators h B&U in 
□ethe sd a , MD re response to plant trans i onto. Li st of 
a 1 1 endees, ag ends of *< axerpts from B&W presentation end. 

FAIRTILE, M. B. Operating Reactors Branch 4 (Pre 791030). 79/09/10. 

19pp 


7910090415 Notification of 790913 meeting w/BS<W owners group in 
Betheada,MD to discuss analysis of de s i gn, o f f-norma 1 
transients & other genaric requirements. 

CAPRA, R. A. TM1-2 Bulletins t Orders. 79/09/11. 3pp. 


7910230436 Summary of 790023 meeting w/BhW operating plant licensees re 
pos fc-TM 1 feedwater transients. Agenda, list of attendees, list 
nf transients U outline of NRC rept on loss of pressuriier 
level indication end. 

CAPRA. R . A. TMI-2 Bulletins 6 Orders. 79/09/13. 99pp. 


7910250215 Informs that effective date for imp 1 emonta t i on of ERA aid 
for LWR U fuel cycle is 791201. Requests comp 1 lance w / 
radiological affluent Tech Spec implementing LWR provisions. 

Method for implementation requested by 791101. 

GAMMILL, W. P , Assistant Director for Operating Reactor Projects (Pre 
791030). 79/09/17. lp. 


7910120033 Requests that callbr Df station seismic instruments be 
checked, in ordeT to estimate g-loading received during 
790023 earthquake. Forwards ST5 representing latest guidance, 
to be incorporated Into license amend. 

REID, R. W. Operating Reactors Branc h 4 (Pro 791030), 79/09/18. 

4pp, 


7910020751 Summary of 790029 meeting w/util in Bethasda,MB re NRC 
position on containment purge valves. 

FAIRTILE, M. B. Operating Reactors Branch 4 (Pre 7910301. 79/09/19. 

3pp. 

7910040648 Forwards request for addl info re containment purge valve 

s ,j a . 

REID, R. W. Operating Reactors Branch 4 (Pre 791030). 79/09/20. 

3pp. 

7910040028 Summary of 790913 meeting w/98<W owners group to discuso 
analysis of design & off-normal transients t, accidents t, 
other Bld-J generic r oqui r ements. List oP attendees, agenda l« 
presentations one 1. 

CAPRA, ft. A- TMl-2 Bulletins ti Orders. 79/09/21. 45pp. 


7910190353 Supplements 790001 ltr re measured levels of 5r-90 activity 
in fish samp In. Subml ts analytical results of Sr-90 activity 
in three addl fish samp les collected further up stream. No 
effort on public health 8, safety. 

PARKER, W 0, Duka Power Co. 79/09/HI. 2pp. 


7910250418 Summary of 790913 meeting ui/B&W owners group in Bcthost)a,HD 
re analysis of d es i gn, o f f-n orma 1 transients, acc idents 8i UhW 
g ener i c requirements, 
a Commission. 79/09/21 . 45pp, 


7910010331 Responds to NRC 790922 ltr requesting addl info re 
containment purging during operation, Ut i 1 intends to limit 
purging during power operation U has initiated evaluation of 
containment purge sys to bo completed by mid-Nov. 

PARKER, W. O. Duke Power Co. 79/09/25. Ip 


7910010016 Responds to FOIA Toquest for documents re transport routes 
for Irradiated reactor fue 1 . Forwards 1 requested info. Info 
partially withheld {ref F0IA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 79/09/26. 4pp. 


— 7910010027 Forwards "Bpent Fuel Route Survey 1 ' containing info re local 
law enforcement response capabi 1 1 tl ns, safe havens, food ?, 

Fuel stops 4, pertinent route info. Info withhold (ref FOIA 
Ex emp t i on 4 ) . 

MCCORKLE, 0. W. Physical Security Licensing Branch. 79/08/15. 

Ip. 


— 7910010035 "Spent Fuel Route Survey. " Rept contents withheld (ref 
FOIA Exemption 4). 

* Commission. 79/07/30. 8pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging 8c venting during normal opsrat 1 on. Reque s ts 
commitment to implement valve qualification program within 
30 days. 

EIBENHUT, D. G. Division of Operating Reactors. 79/09/27. 3pp. 


7910230091 Provides NRC requirements for resolving matter of power 
operated relief valve & safety valve lift frequency 8« 
mechanical reliability. 

REIDiR.W, Operating Reactors Branch 4 (Pro 791030). 

12pp. 


7910230122 Requests addl info re upgrade of anticipatory reactor trip. 
REID, R. W. Operating Reactors Branch 4 (Pre 791030). 79/09/07. 

13pp. 


79/09/28 
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7910160445 Discusses 790336 eu rtbqua ke near Jqcassee Para. Evaluati on of 
effect of earthquake will continue. 

JACK5DN,R . E. Geosciences Sraneb. 79770/01. 2pp 


7910230493 Responds to Item* 
g merle items from NRC May 
nontorideris i b le gases. 
PARKER. W.O Duke Pouor Co. 


3A & 3D of N9C 790031 ltr i-e 
J97? or dor a. Submit® info r» 

77/10/17. 7pp. 


long-term 


— 7910160160 Discusses 790326 earthquake near plants Recommends enfcentson 
of Simpson contract for preparation of final rept is 
potential impact of reservoir-induced earthquake activity 
near plants. 

E09EL.P, Geosciences Branch. 79/09/29 7pp 

79101 90409 RO: on 790926-29, au« i 1 iary electrical power sys degraded 
beyond limiting conditions for operat ion. Caused by trip of 
Lee turbine generator. Pcoq sdures are being revised 
PARKER. W. D. Duke Power Co 79/10/01. 2pp- 


7910830500 Forwards response to «RC 790913 itr re Implementation of 
MUREG -0370 short-term neccaxuendatlons. 

PARKER, W.O. Duke Power Co, 79/10.10 17pp 

7910250337 Notifies that mod is being designed to isolato nonessentiol 
sus, including purge «y«, on low RCB pressure, safety injection 
initiation 5, high reactor bldg pressure, in response to 
790920 request. 








7910G90237 Forwards "Jccasso* Development Rept on 790025 Earthquake 6 
Its Effect on Jocassee Structures. " Addl info requested on 
790910 re seismic instrumentation util bo provided under 
separate cover. Rept available in Central Files only 
PARKER. H. O, Duke Power Co. 79/10/03 lp 


7910120171 Forwards response to NRC 790907 ltr requesting addl info 
re conceptual safety-grade reactor trip design. Oi sc usses 
conformance w/SRP 5. IEEE-279-171 design requirements. 

Oversite drawing* encl. 

PARKER. W.O. Outs Pouer Co. 79/10/05. 25pp 


7910310167 Notification of 791023 meeting w/DtU. D6W owners gr.n.p 
ORNt in Lynchburg. VA to discuss BAU-1564, 'Integrated 
Control Sy s Reliability Analysis. " 

nnlUHnd L Dt'dBPS 




7910310423 Requests criteria for proposed lnsp of tube 
jenfirater ID tube 73-130. Also requests meOtln!) w/utl l 
consultants to discuss eroslon/torroslan phenomenon f, 
oerteral condition of limit 1 steam generator. 

REID.fl. M. Operating Reactors Branch 4 <Pro 7710301 
3od. 


leak in attain 
?< 


79/ Uy/nil. 


7910120102 Forwards addl responses to NSC 790821 ltr re i den ti f i cat i on 
U resolution of long-term generic items regarding May 1979 
Commission orders. 

PARKER. W. 0. OuSre Power Co 79/10/05. 32pp 


79101 20293 Responds to NRC 790309 request fur review of electric 
distribution sys vo 1 tages. Rept will be completed by 791025- 
Results will be forwarded. 

FARMER. W. Q. Duka Power Co 79/10/05 Ip. 


7910170290 Ack receipt of 790302 ltr tree soil ttinp Amends 69,69 L 66 to 
Licenses PPft-33. DPR-47 h PPR-55, respec t i vel y, del e ting 
environ monitoring program re nonrad i o 1 ogical ET3. Util 
considers request dn 771202 itr granted. 

PARMER. W. D. Buie Power Co 79/10/11 Ip. 


7910230371 Ark receipt of 790921 ltr. Ltr did not provide required 
resp onses. Response should demonstrate that seal ring cannot 
become destructive mi S s i 1 e. I nf o requested within 30 days of 
ltr receipt. 

RElD.R. W. Operating Reactor* Branch 4 (Pre 791030). 79/10/11. 

2pp. 


0. inspection reports, IE Dullottns 6 corrospondunco 


7910DSD4JO Forwards JP O'Roilly 790426 ltr 8. IE litup Rupts 
50-269/76-20.50-270/70-27 6 50-207/70-20 Detail u of lnsp 
rents to bo withheld Iref IGCFnS, 790) . W/o encl. 

GDWEfi, {.£. Office of Inspection 6 Enforc.omcnt, Officii of thy 
Director. 79/00/20. 2b p. 


79 10050426 Forwards addl Info rs 790523 request to hold curtain parts 

of IE Imp Rep t s 50-269/7B-2H. 90-270/70-27 t, 110-1207/711-20 
propr let ary , Enc 1 withhold Irof IOOR2. /90), 

PARMER, W 0. Duke Power Co 79/06/18 Ip. 


7910020203 Provides addl tofu to 790024 roepunou to IE Bulletin 79-030, 
"Nuclear Incident at TMt - Suppl." All lieensod ruoctur 
oporaturs have been trained on new guidelines, 

PARKER, W. 0 Buko Power Co. 79/09/07. Ip. 


7910030636 Informs that response to IE Bulletin 79-10, "Vital Arua 
Access Control," will be forwarded no later than 790981. 

PARKER, W.O, Duke Power Co. 79/09/07- Ip- 


7910260409 Discusses survey of paging sys Mads requi r ed, Inc lud Ing addl 
speakers in selected areas, reposit lontng ti relocation of 
eiisttng speaker* l« repair of eiisting equipment. Corrective 
actions will be completed 791227 nr neit outage 
PARKER, W.O Duke Power Co 79/10/U. Ip. 


7910220202 Notification of 791019 meeting w/DLW owners group in 
Bethrsda.MD to discuss lead plant event trees, safety 
sequence diagrams & anticipated analysis re abnormal 
transient operational guidelines in MURE0-O57B. 

CAPRA, R. A. TM1-S Bulletins t, Orders. 79/10/12. 10pp. 


791023O4B7 Cites HO Pa T l*r 790925 ltr as response to 790927 ltr of 
concern re containment purging during normal operation I, 
valve operability. 

PARKER. H. 0. Duke Power Co. 79/10/15 lp. 


7910230539 Discusses 790920 ltr re power operated relief valve, safety 
valve life frequency & mechanical reliabll 1 ty. In Fo provided 
to fl&W, ffSBS vendor. 0&W preparing Tept w/tnfo from all D6H 
utils, to be provided by 791115 
PARKER. W. 0. Duke Power Co. 79/10/15. lp. 


79IO23052S Forwards revised proposed Tech Spec 4, 17 re steam generator 
tubing surveillance, in response to NRC request. 

PARKERrR O, Duke Power Co. 79/10/16. Ip. 


—7910230530 Revised proposed Tech Spec 4.(7 re steam generator tubing 
survei l lance. 

« Duke Power Co. 77/10/16. Spp 


791O250S90 Grant* request for exemption from emergency feedwater flow 
rate L stability test provided all motor-operated pumps ore 
available prior to 3-unit operation. Supp I i to evaluation of 
790507 order encl. 

W. Operating Reactors Branch 4 (Pra 7910301 79/10/16 

4pp, 


7910170005 Notifies of review of responses tn IE Bulletin 79-0511, 
Requests addl Info r« proposed design description fc 
Implementation schedule fOT eaf etu-flrade anticipatory 
reactor trip. 

REID, R.W. Operating Rone tors Branch 4 <Pr« 791030). 79/09/07. 

13pp. 


7910)00069 Forwards FL Power Corp response tn I L-l Bulletin 79-050, 
MELTEMES. C. J Standard! m 1 1 on Branch, 79/09711. lp. 


7910240077 Forwards IF. lnsp Repti 30-269/79-22, 50-270/79-20 6 
50-207/79-22 on 7901)20-23, No noncnmpl Inneu noted. 

MURPHY, C. E. Region 2. Atlanta, Reactor Construction {, Engineering 

Support Branch. 79709/11. 2pp 


—7910240092 IE lnsp R«pt» 50-269/79-22, 50-U70/79-20 t, 90-SIII77 79-22 on 
790020-23 No nunc offl|i 1 lance noted Hrtjor nren* lnaper. tod: 
design of c tn areas of concrete atpanalnn Anchor work 
activities U records, 

AN0, W, P. , HERDT.A. U, Region 2. Atlanta. Reactor Cone trnc fcton R 
Engineering Support Branch. 79709/10 6p|i, 


7910020202 Ack receipt ot IE lnsp Rept* 00-269/79-81 , 00-270779-19 l 
50-207/79-21 on 7901107-09. Ho proprietary Info. 

PARKER, W. 0, Duke Power Co. 79/09/13 Ip. 


■7910020207 Forwards IE Inep llepts 50-269/79-21 , 30-270/79-19 fc 
50-207/79-2) ah 790007-09. No nottcomp I lance noted. 

MURPHY, C.E Region 2, Atlanta, Reactor dune true 1 1 on 6 

Engineering Support Branch 79/09/11. 2pp. 


■791 0020R1 1 IE lnsp Repts 50-269/79-21,30-270/79-19 fc 00-8B7/79-21 on 
790007-09 No nhncPmpl lane a noted. Major araae Inspec ted: p Ipe 
weld* In Unit 3 stagnant boratid water sys L Unit 1 steam 
generator IB tube leak repair record. 

HERDTiA. R, Region 2, Atlanta, Reactor Construction l> 
Engineering Support Branch, KCONOMOB, N Region 2, Atlanta, 
Office of the Director. 79/09/10. 3pp. 
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7910020576 Forwards IE Circular 79 -l <5 ■■■ 

Ingersoll-Rand Pump Impellers .. Na^rt^ 03 " Lo<:k * nB D Bvices on 
Q'RElllv to a j * ,v * lvr * wa action required 

79709/13.' lp. ° 9 ° n S ' At,ar>ta ' Office 0 f the Director. 

79l0050i09 Forwards resbnn<;a f „ rr ►* « _ . . 

Level Measurements. " Liquid level measur? 79_31 ‘ " TBra P Effects on 
generator, pressurlier S^core flood +fns 1 fl * 9 * for stEam 
open column, uninsulated lei lea tune ^ dBlta 
PARKER, W. a Duke Power Co.* 79/09/14. 6 pp. 

7910110248 Forwards IE Info Notice 79-33 „„ , 

Sys. " No action required ’ flual i f i ca 1 1 on of Control 

n 'orti t v 1 « 

Atlanta, Office of the Director. 


O'REILLY, J. P. 
79/09/14. lp. 


Region 


77101 50678 Discusses error hu nt.u 

support of Early Reactor Coolant Pum^Trip, "fctu' n! ’ Bummar * in 
impact on non-LOCA events 1 H irip. Section III re 

HELTEMEa*C t J in ?*???' 

HELTEME8, C. J. TMI-2 Bulletins & Orders. 79/69/14. 2 2pp . 

7 ^8ys^°w#stinghouse ^790830 H “^Pub li f Sv^eJ ‘ ' I “ * ‘ ° f Cont1,01 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/09/17. 48pp. 

9 ReJtrsO-269/79-l9, P 50-270/79-17 B ^5S-287/79-l9 * t i ng IE Insp 

proprietary info. *«//7?-19. No 

PARKERi W. Q, Duke Power Co, 77/09/18. lp 

In»p Repts 30-269/79-2ngo-270/79-V9 C { < 7 M-2a7/79 aJ‘j h tran 3011 t ted IE 
rept numbers & insp dates corr» t i ” 30 297/79-21. Insp 

K-rJg Bupp"r # rD:a^h At, ^9/?r Ct J P COn,krUeti0n * 

790723 ^74 U In * P 

noncompHancp noted Insp rept numb*!. 

Engineering SupporT^h Atl 7^9/?O fl£t 2pp C,lnBtrueHon * 

79 5O-207 /79-2 1^00^790007-09 ^ 50 ^A9/79- 21 , 50-270/79 -, 9 * 

MliRPHV c f „ . 09. Nq noncomp 1 lance nofcnd 

Eng i no ering Support S^nch * 

o??ic«°of N the H D?rJ^or: ' mo8/2a ^ ' ,0U ‘ 0n At,a " ta ' 

”sL°s”!L°;‘IH‘ss: :3s 7 ™'* !S V:«“'34S,«-;ir •• 

Branch. 79/09/IB 3 ^lp 3 ' Atlnnta ' R *«ctor Operations Nuclear Support 

PARKERi w> 0. Duke Power Co, 79/08/31. 2pp. 

strisrsis™"-'* * 


ip. 


^rR.ri^rsR.rs a^nrtu™. 

SiSp; iS.Kfsw i »> 

kK^S!;,' irjffljus"- * 

EI8ENHUT. D. 0. Division of Operating Reactors. 79/09/21. 49 PP . 


7910090666 Responds to IE Bulletin 79 _io - , , 

U'JZXvwi : ratfu *‘ te disp ‘ ,6a, 


PARKEfTw'o ln Station Directive 3. B. 21 by 791101 
FARKER, W. 0. Duke Fewer Co. 79/09/24. 6pp. 




LEWIS, R. C 
Branch. 79/09/23 


as 310 ?, 3 ' Atlanta ' ReaKtor Sp erat i out Nuclear Support 


50-269/79-?0,*50-27O/79“S P 6 8 S0-2B7/79!?o ,> wtn O 6 IE , "' iP 

PARKER. H.O. Duke Power Co. 79/07/gl ip 6e Provided. 

^Rep^fsO-aW/^-lo^O-^O/^MO “So-2G7/79^o U C 5 ,D JE In5 P 

PARKER, W. □. Duke Power Co. 79/0B/06. 9pp. 

HELTEMES, C. i d k,l TMr-2 U oilletln» n «! <l n ’ E DuUstin 79 'DAC. 

Bulletins «i Orders. 79/09/29. 2pp, 

7910040169 Forwards IE Info Notice 79 - 3 T up- 
O'RFTmJ ( i ooUrs - " Na action required Br 9* nc W Oenerator 

79 / 09 / 2 I' 2pp. RBB ‘ Dn S ' AtUnta ' 0fI «« «f the Director. 

791019024B Forwards IE Bui Inf in 70 nr 

required, Bulletin 79^24, -Frozen Unis. ■ Action 

79/09/27 J ' 2pp. " B8l0n a ' Atlanta ' 0ffiCB Of the Director. 

7910170213 Forwards IE Info Notice 76 on »„ . 

O'ReJll^’p 3 4 "n" M ° flCtinn r PS at TUrkBU 

79/f5/OL 2pp. ei,l0n 2 ' At ' anta ' Gm “ "f ‘he Director. 

7910170729 Forwards IE Info Notice 70 - 3 d icn 

Plant After Main st;am°L v t: p T:: , ; , ^^ on of 

™/OL J 2 pp. ' ,8fll0n a ' At,a " ta ' Df ”t. Of the Director. 

7910120177 Ack receipt of NRC 790917 if*, a. u *. 

PARKER, W. 0, Duke Power Co. 79/10/05 21 pp . 

7? 6^30^9-lf. Nr p e Iop t r ?Ifciry , ?n P o F "‘ ,t8 30 ~ 269 7 7 ™ 50-270/79-19 i, 
PARSER, W, o, Duke Power Co. 79/10/09, Ip. 


SUTHERLAND, J. T. ^^Rtgion 2, At.anta, Fua, Facility .Materials 


Safety Branch. 


actions: directive issued on 79W7 a, ‘’’T" 149 " 

fawSS'h^ h, g' radi - ti0 " hi” r X!,? nr contrai 

PARKER. U.O. Duke Power Co. 79/09/26. 2pp 

7™“.,^ =' «■■»••• .?■«. Dinctar, 


-7910240331 Notice of violation from insp on 790006-10 

fiagion 2, Atlanta, Office of the Director 79/09/10, 


lp. 


■”T?s»»ifo. , 5.;jxf*su.":KjfH5K;j o ;rsiS;:f.* m :?? 777 ’-=» - 

tha Director. 79/09/10. 7pp,' ' R "H lon a > Atlanta, Office of 
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S. Reportable occurrences. ^LERt^!<^T elated ^correspondence 

7910170709 PNO-1 11/79-003: on 790923 U 25, r ad i oa c t i ve liquid caste 
cere made above mat permissible concentration. 

Caused^ ^inadequate dilution cater floe, because Vteocee 

hydro unit* were out of s« Atlanta Office of the Director. 

TROUP, 0. L.. OVER. J. A. Region 2, Atlanta. urr»ce 

79/09/27. Ip. 

sssarr» w £K-KKV' ;™,r *=;; 


7910170240 Forward, LER 79-005/03L-0 . 
PARKER, W □. Duke Power Co. 79/10/10. 


3pp. 


7 ( 3 , n 17/1247 LEfi 79-005/03L-0: on 790924, rod bloc* gaseous radiation 
ion^a" ^re inoperable when containment isolation valve 
on monitor return line fa. led c 1 usecL Caused *9 hole in 
operator d i aphragm .Diaphragm replaced. 

LEWIS, 5. R. Duke Pouier Co 79/10/10. Ip. 


7910190429 Forwards LER 79-031 /03L-0. 
PARKER. W. 0. Duke Power Co. 79/10/15. 


3pp. 


-7910100433 LER 79-031 /03L-0: on 790925. while high pressure sve water 
pump 0 was removed from s ve. r e dundan t pump A f°u"d 
inoperable. Caused by erosion resulting from constant flow 
through cooler tubes. Leak snared. 

LEWIS. 5. R. Duke PoweT Co. 79/10/15. Ip 


7910240465 Forwards LER 79-032/03 L-0 • 
PARKER. H O. Duke PoweT Co 79/10/ iv 


3pp. 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER-STATION 
I, Financial information 

7910190373 Forwards chuck for licensing review of Proposed Change HA. 
Fee submitted under protest. w/d waiving Tight to cont 

GROCE , 1 [LH Df Vermont Yankee Nuclear Power Carp. 79/10/17 Ip. 

J t Insurance ■?< indemnity information 

7910230329 Forwards eiocuted Amend 10 to lndeuniti) fgr«cn»i't 2 pp 9 
CAREY, H. W. Vermont Yankee Nuclear Power Corp. 79/10/10 ^PP 

P. Operating license stage documents *, correspondence 

7910090241 Forwards FR notice of amend to 10 CFH 73 55 tp requ ‘rements 
for physical protection of nuclear power plants if ™'" 1 790001 
Implementation uf physical search rcn u i romp n t s from 790001 

ta 79110 1. „ , ... 

EENTONjH. R. Office of MucImt Reactor Regulation. 


79/06/10 49pp. 


7910110235 Forwards NUREG/CR-0727, "DHfl Offgas Gys Evaluation - Sgs 
provides reasonable assurance that potential asternal 

offgas etplasi on* is minimi 1 ed W/o end. 

GAMMILLpW . P, Assiitan-t Director for Operating neactnr \ roj -* 

791 030 ) , 79709/22. 2?pp. 

791005034B Forwards list of plants requiring mkcrof i ching of up-to- 
date FSARs In Central Files. Requests action as soon as 

GRIMES. B. K. Assistant Director for Systems Engineering {Ptc 
791030k. 79/09/10. 4pp. 

7910030454 Responds to NRC 790020 ltr fc requests that proposed 
licensing change backlog items be addressed according to 
submitted priority list. 7 „. n „.,, 1n 

GRO-CE, R. H. Vermont Yankee Nuclear Power CoFp. 79/09/ IV. ip. 

7910160145 Notification of 790926 meeting ui/Mark I owners in Bethesda, 
KD to discuss pool swelling compressibility effects t, 
downcomer condensation loads. , n 

GRIMES. C. I. Plant Systems Dranch <Pre 791030). 79/09/24. ip 

7910170010 Discusses need fur addl confirmatory full scale tests to 
establish uncertainty In toad magnitudes re condensation 
oscillation load definition procedures. Draf t 1 tr to Nark I 

utils re test program end. 

CRIMES. D.K. Assistant Director for Systems Ersfiineering (Pro 
791030). 79/09/25. 4pp. 


k~«s[ Hi;;"*"”" 

DENTON. HR Office of Nuclear Reactor Regulation. 79/09/26. 


2pp. 


7910150636 Requests addl info re proposed Tech Spec changes related to 
Cu t ie 7 fuel re 1 oad , inc 1 ud i ng submittal of complot 
NEDE-2401 1-P, App A, “Supplemental Reload Licensing 

Submittal. " . -g ( Pt e 791030). 79/09/27 

I PPQLI TO, T A. Operating Reactors Branch J iftb 

2pp. 

7910220413 Forwards guidelines for valve operability re containment 
purging & venting during normal operation. Requests 
i^mdment to implement valve qualification prugram within 

EISENHUT.D. O. Division of Operating Reactors. 79/09/27. 3pp. 

"ssss s;*Ka:. , :.Tffit 

as . a „. 

OENTON.H R. Office Of Nuclear Reactor Regulation. /Y/lu/u^. PF 

—7910260387 Requests info re waste disposal for use in law 

YELLInIj, Massachusetts Institute of Technology. 79/03/06. Ip. 

7910150556 Responds to NRC 790B2S request for addl info to complete 
review of Proposed Change BO re ECCS survei llance. Cannot 
crovide info within 45-day time frame. -.o/in/m lo 

NODDY. D. E. Vermont Yankee Nuclear Power Corp. 79/10/03 p. 

7910100309 Forwards GE rapt NEDD-242B0, “Supplemental Reload Licensing 

Submittal for flclflfld ^ r * 7 gy t n/0*i In 

GROCE, R H Vermont Yankee Nuclear Power Corp 79/10/Ob ip. 

— 7910100395 "Supplemental Reload Licensing Submittal f°j; R doad 6." 
HENRIKBDN.P.H ■ ENGEL, R E. General Electric Co. NEDD-24280. 

79/07/31. 34pp. 

7910110442 Proposes mods to App A of License DPR-28 J-l-tin, control 

-la? to V ?elh specs Table 

VANDENQUROR.D.E Vermont Yankee Nuclear Power Corp 79/10/05. 3pp 

791029042 B Forwards request for addl info re degraded grid voltage 
info submitted on 760916 6 7707 IS. Manua 1 action to trip 
offsite supply breaker is not 30) 79/10/0 g 2pp. 

LAINAS.O, Plant Systems Bra-nch (Pre 7910JOJ. 

7910110319 Forwards "Rept on Failure Effects of Equipment Not Qualified 
for Accident-Related Environs," in response ta r ™° 91 79 /i 0 /09 2pp. 
VANDENDURQH.D E Vermont Yankee Nuclear Power Corp. 

—7910110331 "Rept on Failure Effects of Equipment Not Qualified for 

Acc idont-Relatod Environs. " -.o/m/nu 24uo 

• Vermont Yankee Nuclear Power Corp. 79/10/09. 24pp 

7910230474 Advises of status of DWR owners group technical p09iti0n6 
on NVREO- 0578 . Schedule for submittal of d ncuments o . 

KEENAN, T D. Vermont Yankee Nuclear Power Corp. 79/10/17. 3pp 

7910240604 Commits to implement actions in N ^ RE ° -09 ^; '!”!*"! U/ 
fotlowup measures re TMI-2 1 nc ident. Forwards d escrl ption of 

commitments, status of implementation «< anticipated proble 
MODDYLD. E. Vermont Yankee Nuclear Power Carp. 79/10/18. Bpp 

7910290267 Confirms 791017 telcon re commitments made agreements 

reached among QE, BUR owners group * task . f ’ NED0-247OB 
small break operator guidelines ,n revision of NEDO 3 

KEENAN, T. D. Vermont Yankea Nuclear Power Corp. 79/10/18. 3pp. 

7910250281 Requests NRC evaluation of acceptability of util plans tn 
suspend work on torus column welding re inf urcemen ts. Re sp ons e 
T6 > ciuft5 1 &d by 791036- . 

SAUDEKr R. H. Vermont. State of. 79/10/22. ip. 

7910300362 Submits new commitment* to modify NEDO-34708, to conduct core 
JaaSuo analysis by 79122B, to provide cold shutdown guideline 
by BOO 115 * to provide mods for small break operator 

KEENAN.* T B D° n General Electric Operating Plant Owners Group, 

79/10/23. 2pp, 
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r ‘ ,portSl IE Bulletin* t, correspondence 


R. Periodic operating report* h related correspondence 


7910030005 Forward* IE Insp Rept 50-271/79-09 on 790704-06 No 
noneomp liencs noted. 

Support' Branch. 7^00/oi' la ' DP-ation* Nuclear 


7910160370 Forward* monthly operating rept for Sept 1979 

HQDDVi D. E Vermont Yankee Nuclear PoweT Corp. 79/10/12. lp. 


-7910030000 Te In*p Rept 50-271/79-09 on 790704-06. No none omp 1 1 anc e 
noted. Major areas 1 n *p ec to d p 1 an t operations including 
post strike opera t ions, ac t ion token on IE Bulletin 79-02 h 
previous insp finding*. 

BTETKA, T F. , MCCABE, E. C. Region 1, Philadelphia, Office of the 
Director, 79/07/27. 7pp 


7910030891 Forwards IE Insp Rept 50-271/79-0B on 790515-17 h 21-25 
No noncompliance noted. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/08/06. 2 pp. 


-7910030B95 IE Insp Rept 50-271/79-00 on 790515-17 «. 21-25. No 
noncamp 11 an ce noted. Major area* inspected: facility strike 
plan implementation, qualifications of now mg t personnel & 
actions taken ro IE Bulletin 79-08. 

STETKA, T_F. , FOLEY, T, , MCCABE, E. C. Region 1, Philadelphia, 
Office of the Director. 79/00/03 19pp 


7? Po???,! S7 ^r, a ; da ,E . r " fp Noti “ 79-20, Revision 1, " NRC Enforcement 
Policy - NRC Licensed Individuals. “ Notice reissued to 
correct word omission J, punctuation error which changed 
intent of statement. Changed statement underlined in text 
GRIER, B.H. Region 1, Philadelphia, Office of the Director 
79/09/07. Ip. 


7910160372 Monthly operating rept for Sept 1979. 

SJOGREN, R. M. Vermont Yankee Nuclear Power Corp. 79/10/12. 7pp. 

-l- P ! P “r! at,le occ u ,t ' renCBE » LERs J, related correspondence 


7910110305 Forwards LER 79-025/0IP-0 

CONWAY, W. F. Vermont Yankee Nuclear Power Corp. 79/10/03. Ip. 


-/7IU11UJUB Left /9-U25/01P- 


- an /viuuj.end plug wear was discovered on 
water rods associated u/8«SFi fuel a*s emit 1 i es. Cause unknown 
at present. Evaluation will ha made. 

CONWAY, W. F. Vermont Yankoe Nuclear Power Corp. 79/10/03 


lp 


7910160499 Forwards LER 79-022/03L-0. 

CONWAY, W. F. Vermont Yankee Nuclear Power Corp 79/10/11. lp 


- LU1 /7-Wi/OJU- 


, J~VZ — -■ UM >1 «« iogenated hydrocarbon removal 

efficiency found to be less than Tech Specs. Caused by 
excessive carbon filter leakage. Charcoal was removed b 
replaced. 

CONWAY, W, F. Vermont Yankee Nuclear Power Corp. 79/10/11, 


2pp. 


79102305B5 Forwards LER 79-023/03L-0. 

CONWAY, W. F. Vermont Yankee Nuclear Power Corp. 79/10/17. lp. 


7910020356 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers. " No action required 
GRIER, B.H. Region 1. Ph i 1 ad e 1 ph la , Office of the Director 
79/09/13, lp. 


7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
8ys, " Wostinghouse 790030 Itr tt Public 8vc Electric t. Gas 
Co 790910 Itr re potential unruviewed safety question Action 
required within 20 dogs. W/o one 1 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17 48 pp 


7910230561 Forward* NRC 790626 Itr re multiple equipment failures U 
surveillance tooting errors, which was Incorrectly 
distributed. Also forwards IE Insp Repts 30-295/79-13 h 
50-304/79-12, Action required. 

EISENHUT, D. Q Division of Operating Reactors, 79/09/21. 49 pp. 


7910290420 Responds to IE Bulletin 79- 1 1 . D i sc us ses alteration uf 
testing scheme for faulty overcurront trip devices in 
Meetinghouse DB-50 circuit breakers. 

MOODY, D. E. Vermont Yankee Nuclear Power Corp. 79/09/21. 2pp. 


7910310211 Responds to IE Bulletin 79-10. Tone generator t< vol boost 
circuit were installed to improve audibility in high noise 
areas. Communication sys amplified b modified to incorporate 
distinctive tone alarm. 

MOODY, D. E. Vermont Yankee Nuclear Power Corp. 79/09/21. 2pp, 


- 7 910230600 LER 79-023/03L-0: on 790917, LPCI loop cross-tie line hanger 
found inadequate to support design load. Caused by improper 
Instal tation. Review of all Belsmic Class I #ys underway 
Hanger repaired w/new anchor bolts. 

CONWAY, W, F. Vermont Yankee Nuclear Power Corp. 79/10/17, 2pp, 


7910230617 Forwards LER 79-025/01 T-0. 

CONWAY, W. F, Vermont Yankee Nuclear Power Corp 79/10/17. lp, 


—7910230624 LER 79-O25/01T-0: on 791C03, water rod lower end plug wear 
was discovered on two assemblies Caused by flow excitation 
of water rod lower end plugs by cross flow* within lower tie 
plate flow vol. Insp program will be developed 

CONWAY, W. F. Vermont Yankee Nuclear Power Corp. 79/10/17. 2pp. 

7910220226 Forwards LER 79-024/03L-0, 

CONWAY, W. F. Vermont Yankee Nuclear Power Corp. 77/10/10. lp. 


indicated 


2pp. 

7910290356 Forwards LER 79-027/03L-0. 

CONWAY.U.F, Vermont Yankee Nuclear Power Corp. 79/10/24. lp. 


7910220243 LER 79-024/03L-0: on 790920, abr up t change noted in 
torus water level on control room Indicator*. HPCI suction 
valves shifted lineup from condensate tank to torus. Caused 
by dislodged fitting on torus level transmitters. 

CONWAYfW. F. Vermont Yankee Nuclear Power Corp. 79/10/1B. 


7910090618 Forwards IE Circular 79-20, "Failure of GTE SyUania Relay, 
Type PM Bulletin 7305 Catalog 9UI2-1I-AC u/120 Volt ac 
Coil." No action required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director 
79/09/24. lp. 


790925 ' rnainsteam safety/relle# valves 
BIN 67HH13 had setpoint of 1,088 pslg, greater than Tech Spec 
max. Caused by setpoint drift. Valve adjusted to proper 
setpoint. 

CONWAY, W. F. Vermont Yankee Nuclear Power Corp, 79/10/24. Ip. 


7910040191 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lubo Oil Coolers, 11 No action required, 

GRIER, D. H. fi B gion 1, Philadelphia, Office of the Director 
79/09/26. 4pp. 


DOCKET 50-272 SALEH NUCLEAR GENERATING STATION, UNIT 1 
F - Security, medical, emergency b fire protection plans 


7910180197 Forward* IE 
GRIER, D. H. Region 
79/09/27. lp. 


Bulletin 79-24, “Froien 
1, Philadelphia, Office 


Lines," Action required, 
of the Director. 


7910160565 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Unit* 3 & 4. " No action required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director 
79/10/01. Ip. 


7910160346 Notification of 791010-11 public meeting w/util in Hancocks 
Bridge, NJ to review upgrading of site emergency plan for 
facility. 


ROSS, W. J. 
‘P- 


Operating Reactors Branch 1 (Fre 791030). 79/10/03. 


0. Adjudicatory correspondence 


7910170653 Forwards IE Info Notice 79-24, "Overpressur i xation of 
Containment of PWR Plant Aftor Main Steam Line Break. " No 
action required. 

0R1ER, B. H. Region 1, Philadelphia, Office of the Director. 
79/10/01. lp. 


7910020729 Opposes licensing of facility until effects of allowing 
17-yr storage in spent fuel pool can be explored b 
evaluated. 

HORNER, R, Affiliation Unknown. 79/07/30. lp. 
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7910090165 Order granting NRC request for extension 
respond to A5L9 question re classification of TMI 
accident as Class 9 accident. Other parties concur 
request. 

MlLHOLLtN, 0. L. Atomic Safetg and Licensing Board 

>P. 


until 790334 to 

790320 

w/NRC 

Panel. 79/06/02. 


7910050391 Certificate of Svc re util 790031 response to motion for 
reconsideration pf intervenors Coleman Contention 13 6 util 
790031 response to motion to reopen intervenors Coleman 
Contentions 2 & 6 for receipt of naui evidence, 

WETTERHAHN. M. J. Public Service Electric t< Gas Co. of New Jersey. 
WETTERHAHN, M. J. Conner) Koorc & Corker. 79/0B/31. 3pp. 


7910110160 Request 6y intervenors Coleman that ASLD reconsider 
dismissal of Contention 13. Intervenor State of NJ supports 
motion. Util is obliged per 10CFR50 to explore alternatives 
to spent fuel pool expansion. 

ONSDDRFF, K. A. Neui Jersey) State of. 79/00702. 10pp. 


•79 1 0 1 1 0 1 BA Request by intervenors Coleman that ASLD reopen record re 
Contentions 3 it 6. Intervenor State of NJ supports motion. 
Experiences at Northern State Power Co are pertinent to 
proceedings. 

ONSDORFF.K. A. New Jersey, State of- 79/00/01. 4pp, 


. — 7910110109 Forwards IE Insp Rept 50-263/79-03 on 790319-23. No 
non-compliance noted. 

HE ISHMAN, R. F. Region 3< Chicago. Reactor Operations Nuclear 

Support Branch. 79/04/10, 2pp. 

7910050038 Forwards RE Webb 790723 rapt. "TMI Accident: Has It Class 9 
Accident. " in response to A6LB 790710 Question 4. 

VAC ORE. C. Lower Alloways Creek. NJ. VALORE.C, Valore. C. 

79/08/03. 74pp. 


7910050773 Forwards NUHEQ-0375. "Final Generic EIS on Handling 6 
Storage of Spent LWR Fuels." Vols 1.2 & 3. U/o end. 

SMITH. D. H. Branch 3. 79/00/31. ip. 


7910110241 Opposes intervenors Coleman 790001 request that ASLD reopen 
record for newly discovered evidence re Contentions 2 1. 6. 

Insp document has no relevance & no significance to 
proceeding. , , 

WETTERHAHN, M. J. Public Service Electric ?< Gas Co. of New Jersey. 
WETTERHAHN. M. J. Conner. Moore 8< Corber. 79/09/31. 6pp, 

— 7910110245 Affidavit of RP Douglas re calculation of estimated dose 
associated u/moving 6 storing spent fuel, 

DOUGLAS. R. P. Public Service Electric 6 Oas Co. of New Jersey. 
79/09/30, 4pp. 

7910230694 Seeks denial of intervenors Coleman 79DB02 motion for 
reconsideration of Contention 13 re release of radioactive 
matl.No justification for late f il ing. Cr i ter la for 
compliance w/operation objectives defined in lOCFRSO.App I. 
HETTERHAHN, M. J. Conner. Moore & Corber. WETTERHAHN. M. J, Public 
Service Electric & Oas Co. of New Jersey. 79/0B/31. 5pp. 


7910330605 Requests that ASLD order extension until 790031 for response 
to intervenors Coleman request to reopen consideration of 
Contentions 2 k 4, 

RADER. R. M, Public Service Electric 6 Gas Co. of New Jersey, 

79/09/10. 3pp. 


■7910230692 Notice of Appearance of RM Rader on behalf of util, 
Certificate of Svc end. 

RADER. R . Ji. Public Service Electric 6 Oas Co. of New Jersey. 
RADER. R.M. Conner. Moore fc Corber. 79/00/10. 3pp. 


7910050699 Forwards FD Anderson 790824 memo to RJ Mattson re 
classification of TMI 79032B accident as Class 9 accident. 

SMITH. D. H. Branch 2. 79/09/05. Ip. 

— 7910050660 Concludes that TMI 790320 accident was not Class 9 accident. 
Unresolved questions re accident development scenario need 
to be investi gated. 

ANDERSON. F, D. 9ite Designation BtnndaTds Branch. 79/00/24. 

3pp. 


79100506B8 Order granting util request for extension until 770B31 tu 
respond to intervenors Coleman request to reopen 
consideration of Contentions 2 6 6, 

HILHDLLIN. 0. L. Atomic Safety and Licensing Beard Panel. 79/00/16. 

Ip. 


791009003a Responds to Question 4 of ASLD 790710 order. Forwards C 
Kepfard rept on TMI acci dent. PtoF qua 1 i f lea t Ions & 

Certificate of Svc end. 

VALQRE. C. Lower Alloways Creek, NJ. VALORE.C. Valoru, C. 
79/00/20. 32pp. 


7910110202 Response to ASLD Question 4. submitted on behalf of 
Intervenors Coleman. A1 leges TMI accident was Class 9 
accident. Accident posed significant risk to health t, safety 
of population & envi ron. Certl f 1 cate of Bvc end. 

ONSDDRFF, K. A New Jersey, State of. 79/08/21. 9pp. 


7910050697 Forwards util calculations of estimated dose resulting from 
transfer of spent fuel from facility, 

WETTERHAHN. M. J. Conner. Moore it Corber. 79/00/22. 4pp. 


7910050014 Responds to AS LB Question 4. TMI 790320 accident was not 
Class 9 ace ident. R I sk to heal lb, safety it environ was 
extremely tow. No consideration of meltdown or explosion 
should be given in proceeding. 

WETTERHAHN, M. J. Public Service Electric & Oas Co. of New Horsey. 
WETTERHAHN, M. J Conner. Moore U Corber. 79/00/24. 10pp. 


--791QQ5001B SER.Suppl 1. 

* Office of Nuclear Reactor Regulation. 79/00/24. 3pp. 


— 7910050020 FEB fer faci 1 i ty, Sec t i on VI, "Environ Impact of Postulated 

Accidents. " 

e Atomic Energy Commission. 72/12/31. 13pp. 


79101 302B9 Response to ASLB Question 4 re Class 9 acc I dents. TMI 790320 
accident was Class 9, cons fc 1 tut ing successive failures of 
operator procedure* it aqu ipment. To st imony In present 
proceedings requires wide latitude. Certl flcate of 8vc and. 

MACARTOR, J. D. Delaware. State of. 79/OB/27. 4pp. 


7910190349 Request by Intervenors Coleman that ASLD accept add! 
argument en ASLD Question 4 re consideration of Class 9 
accidents. NRC admits that TMI accldant was Class 9. 
Certificate of Svc enel, 

ON9D0RFF. K. A. New Jersey, State of. 79/00/39. 3pp. 


7910050771 Forwards original RP Douglas af f i davi t. Cop y was attached to 
util 790031 response to motion tn reopen intervenor 
Colemans Contentions 266 for receipt of newly discovered 
1 nf n. 

HETTERHAHN, M. J. Conner, Moore *« Corber. 79/09/03. Ip. 


— 7910050772 Affidavit of RP Douglas tb calculation of estimated dose 
associated w/moving 6 storing spent fuel from Unit 1. 

DOUQLAS. R P. Public Service Electric 6 Qas Co. of Now Jersey. 
79/08/21. 6pp. 

7910230383 Order ruling on NRC 790024 reply stating that TMI-2 incident 
was Class 9 ace ident, ABLB will assume that reply is true NRC 
position unloss ASLD Is informed otherwise. 

MILHOLLIN. 0. L. Atomic Safety and Licensing Doard Panel. 79/09/10. 
ip. 


7910220288 Advises that current NRC position on classification of TMI-I2 
as Class 9 accident is stated in NRC response to ASLD 
Question 4. 

SMITH, B H. Branch 2. 79/09/10. Ip. 


7910240609 Answer in opposition to Susquehanna Environ Advocates 
petition for mod of special prehearing conference order. 
3peclal circumstances warranting consideration of Class 9 
accidents have not been shown. H/Certi fi cate nf Bvc. 

CUTCHIN, J. M. Branch 3. 79/09/19. 5pp. 


— 7910240697 Response to ASLB Question 4 re classification of TMI 
accident as Class 9 accid ant. A1 though release of radioactive 
ms 1 1 was veTy smal 1, acc id ent determined to be Class 9. 
Certificate of Svc end. 

CUTCHIN, J. M. Branch 3. 79/09/24. 4pp. 


— 7910240699 Comments on RJ Mattson 790016 response to ASLB question re 
Class 9 acc Ident: TMI-2 accident was not Claes 9 by 
definition. Recommends evaluation to show scenario in terms 
of various sys responses. 

ANDERSON, F.D Site Designation 0tandards Branch. 79/00/24. 

3pp. 


79103Q007B Forwards J Martin 790030 memo to RJ Mattson providing 
di fferant interpret* t ion of TMI-2 incident classification. 

SMITH, B. H. Office of the Executive Legal Dimeter. 79/09/19, lp. 


7910170419 Forwards second revised response to spent fuel pool mod 
ASLB question re change in relative toxicity Index 
due to proposed Increased pool capacity. Mod will allow 50X 
increase in relative toxicity Index. 

HNIQHTON, 0. W. Environmental Evaluation Branch <Pre 790625). 

79/09/27. Ip. 
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79 lu«^n 2 f Pe “ tion NRC t«*w*ne. of show cause „ rdBr for 

suspension 8</or revocation of OLs. Op erat 1 on of fariiit,, 
uould threaten local existence of sh"?-™"ed s^ 

Affidavit 6 Certificate of Svc enc 1 “ 

COLEMAN, A. C. , COLEMAN, E 0 . Affiliation Unknown. 79/10/18. U pp , 


H. 


General correspondence 


79 io? S0 } li ? bjBtt3 t0 standing idle at *BOQ, OOO/dau awaltinu 

NRC signature on I lcense. Urges Immediate issuance of 9 

1 lCBTlRe. 

KRElMERIERi G. n. Affiliation Unknown 79/00/14. Ip 


7910100306 Forwards request for amend & analgsl. of changes to BL 
fTu" hloh r ' 0 9 LMr £t0r i tri , P ,Btpol " ts ^ power range, neuron ' 
safeil TecK Spe!s B e^J” ^ na3atiVC Ba tB s ' PpBp °* B d 
79/09/iI’ F ^pp PUI,IU BervUe Electric fc Oa s Co. of New Jersey. 

7910030271 Forwards revised Tech Spec pages re pressuriier overpressure 
Llc^n^ 0PR-7O SUhn,iUed ^ ad<U <nf “ for rB 1 UBSt <=“ amend 
79/09/27* ^ 3 P p Public SErvlCB Electric !< Oas Co. of New Jersey. 


- Operating license stage documents 5< correspondence 

7910090241 Forwards FR notice of amend to lnrFR 7 J i «*«; i 

for physical protection of nuc 1 .""Jow 

to B 79™ 101^ ^ ° n ° P h y 3 * col search requirements from 790801 
DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/10. 49 pp. 

7910090274 Forwards util calculations of estimated dose resultino frnm 
transfer of spent fuel from Unit 1 to Unit 2. esulting frnm 

UETTERHAHN, M. J. Conner, Moore !< Corber. 79/08/22, 4 pp 

7910030770 Confirms util plans re IE Bulletins 79-02 J, 79-07 i 

2 ‘ii “'" pl *'* B *■ test program-pe^form evaluluon nlt * = 

& provide basis for return to svc. Unit 2:will provide NRC 

0 RIER°n U H " SB,Bra c deficiencies 

79/0B/28 H ' 2pp R 91 '* Phlladol P hii) ' Office of the Director. 

7910020600 Forwards Amend 10 to License DPR-70, safety evaluation h 
notice of issuance 6 availability. 9 valuation 6 

SCNWENCER.A. Operating Reactor, Branch 1 (Pro 791030), 79/09/08. 

”~ 7 ^g cnera tDr^tr?p s' ^ UCDn9e DPI, ~ 7 ° r0vU,n a T.eh Specs re diesel 

-“*%p 0poratlnp Hl,aetors Branch 1 (Pre 791030). 

—7910020607 Safety evaluation sup p nr ting Amend 18 to License 0 PR- 7 O 
» Office of Nuclear Reactor Regulation. 79/09/08. 2 p p 

"" 79 DPR-70. 12 N0H,:0 ° f U9U " nc '' * ava liability of Amend 18 to License 
79/09/08 R * A Spp 0pflratln ° RBact0rB Branch 1 (Pro 791030), 

7910020010 Forwards Amend 19 to License DPR-70, safety evaluation t , 
notice of Issuance t, availability n * 

SCHWENCER.A. Operating Reactors Branch 1 (Pro 791030). 79/09/12. 

““ 7<7 8?NWENCER rt r nd ‘n t0 ^ CDnse ^“70, deleting nonrad iolog i ca 1 ET0. 
79/09/ la”* A 1 1 p p Dporatln fl Senators Branch 1 (Pro 791030). 


7910220413 Forwards guidelines for valve operabilitu re enn Uieaa.i 
purging t, venting during normal operating Request 9 
30 m ;‘J™ ant t0 implBment valve qualification program within 

E I3ENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3pp. 

79 M14°0626 R r2a% U a ^ I < inf0 ” l0 » B ° p power on 770418, 

0314,0626 6 28 to aid in review of offsite power 

qpuucwcd^a^ Requests response within 90 days. 

SCHgENCER, A. Operating Reactors Branch 1 (Pro 791030), 79/10/01. 

7<? Enereu d L 1 nrn Brd ! “ Ev ? luatl °" ° f Malfunctions Due to High 

LIBR 1I?P ‘2 TC9 P° nse *• NRC 790914 request. 9 

79/10/04 4pp. Service Electric 6 Oa, Co. of New Jersey. 

_ ” 79 Li p 9 ^gp 9 a k s V " ^ uab * on af P° tential Malfunctions Due to High Energy 
20pp Ubllt 6b,,v * co Electric l< Oas Co. of New Jersey. 79/10/04. 

7910120226 Responds to 790B22 Itr re chemical 6 vol control sea fline 
Vi brat 1 ons tB < ” (CBaBtve charging pump pipe vibrations. 

Analn!^ Vo <IU ? erf ^cc'Pt^hle levels. Forwards "Vibration 
LIBRI77? r f n n P ^“2 Char 9 ,n 9 Pl ""P Piping 23. » 

79/lO/Os! 2pp. Service Electric 6 0a, Co. 'if ffiw Jersey. 

-79^0! 20227 "Vibration Analysis of Reciprocating Charging Pump Piping 
A3pp UbllC Sor ' VlCB BUctrlc * Co. of New Jersey. 79/10/05. 

RB5flDnd5 ho NRC questions re operation of facility purge 6 
f B r B 7 VaeUUm ar 1VB *- 8ubmit * background i nfo, descr i pr i on 
... ffjcieocy^ ^effects on safety, correct iv* action taken 6 
schedule for implementation, 

79/10/05! F '2pp. Pl,lllU SBrvl<:a *>«*■*« *■ 0” Co, Of New Jersey. 

79 H?ir°^ eBP ° nd5 *? NRC 790000 Ur pe a dB Rvacy of electric 
d ifLtribution sys vo 1 tages. Ana 1 y s i s demonstrate, offsite 
* on5 ‘* B distribution sy, capable of automa 1 1 ca 1 1 y 
load, within voltage ratings 

79/10/10.’ 4pp. PUb “ C SBTViCB Electric 6 Oas Co. of New Jersey. 


” 79 DPR-70 SI NOtiC ° 0t Ual,ancB U availability of Amend 19 to License 
79/09/ l| R * A 2 pp 0(,orfltin ® Reactors Branch 1 (Fro 791030), 

79 Slan ahnur^ K t0 UU1 7 ?° 9t0 ltr TB p «‘ B nh‘al unroviewed safety 
a k ^ i9h Bnar B9 Un0 break s Statement required J 

should bo mnrf7e? D <° nat ' lB j RC t0 dBt,,r ' ,,ln » whether license 
fthowid bo morfif iodr putpondod or rovofcod. 

DENTON, H, R, Office of Nuclear Reactor Regulation, 79/09/14. 2pp. 

79 !eo?°r? 9 RBBpo,,d * tQ utl l answer to NRC 7B0202 ltr re reactor cavity 
Issued" 9 BBnBrlc !*«»»»• Util answer acceptably resolves J 

BCNWENCER, A. Operating Reactors Branch 1 (Pre 791030). 79/09/IB. 

79 «nfr}r 0 s, D l? ClJ r ,# * rB 2 d ‘ p B) " B " h* ™ Auxiliary feedwater sys. Forwards 
plflnt '' B P ec * plc requirements 6 generic request for 
SJJ r " •y** 1 }*^ ffdlwater sy, flow requiremSnts 

eTbfnhnI n n* pt plan should be prepared. 

I8ENHUT, D. 0. Division of Operating Reactors. 79/09/21. 27 pp. 

79 | tr 1 ^ 7 rh*' >t ! f1 ** that f rfdl quantitative data substantiating 781027 
791008 ch * 9lno pl,mp vibration dampening will be sent by 

79/09/^3* F * lp PubllC SBrvlc# Electric 6 Oas Co. of Now Jersey, 


7910160498 Forwards response to 790913 ltr requesting addl info re 
accTdent"' 9 PTBparBdnBSS siting Prom 
79/ 10/12.’ F '32p p PUbllC SBrV,ce Eloctp,e 4 Ca - OF New Jersey. 

7910310002 Notification of 79I02S meeting w/util In Be the, da, HD to 
discuss emergency power sys design, ™ c ° 

R03B,W. J. Operating Reactors Branch 1 (Pre 791030). 79/10/22. 

l"!!!!!!. P !!J B ! 0rt I' IE BullBfc ‘" s «< correspondence 

79 id2icrnf F “7n?!;M^ E In8p RB,,fc 90 '»72/79-l6 on 790427-0502 & 22-23 U 
79/07/12* Pb p’ adBlphia ‘ R««ctor Operations Nuclear 


notice of violation. 
BRUNNER, E. J. 

Support Branch, 


—7910010600 Notice of violation from insp on 79O427-O502 6 22-23. 

Region 1, Philadelphia, Office of the Director. 79/07/12. 

—7910010602 IE Insp Rept 50-272/79-16 on 790427-0502 6 22-23 
Noncompliance noted: disregard of contamination control 
procedure, 

K' 79/07/ 1 *6pp. RBBl,>n ‘* PhlUdBlphla ' 
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7710010336 Forward's IE Insp Repts 90-272/79-20 and 50-311/79-32 on 
790530-601. No none omp 1 1 anc e noted 

BRUNNER. E.J. Realon 1. Philadelphia. Office of the Director. 
79/08/00. 2pp. 


— 7910010371 IE I nap Repts 50-272/79-20 and 50-311/79-32 on 
790530-0601 . Mo no n c amp 1 ianc e noted. Major areas- inspected: 

Unit l containment integrated leak rate test procedure A 
Unit 2 containment integrated leak rate test rept. 

SMITH. T. H. Region 1. P h l lad e l ph ia. Office of the Director. 
CAPHTDNi D. L. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch, 79/00/02. 5pp 

7910020071 Forwards IE Insp Rept 30-272/79-20 on 790330-060 1 Mo 
none omp liance noted. 

BRUNNER ■ E. J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Qranch. 79/09/00. 2pp. 

— 7950020083 IE Insp Rept 50-272/79-20 on 790530-0601 . No noncompliance 
noted, Major areas i nspee t ed : Un i t 1 containment integrated 
leak rate test procedure A licensee action on previous insp 
findings. 

SMITH. T. H. Region 1. Philadelphia. Office of the Director. 
79/09/02. 5pp. 


7910010392 Forwards IE Insp Rept 50-272/79-14 on 790416-20 A 0522-23 No 
nancomp liance noted. 

CARLSON. R. T. Region 1. Philadelphia. Reactor Construction t< 

Engineering Support Branch. 79/09/09. 2pp. 


•7910010397 IE Insp Rept 50-272/79-14 on 790416-20 6 0522-2 3. No 
noncompliance noted. Major areas inspec ted: inservic-o Insp 
activities including inservice insp program A nondestructive 
elimination procedures. 

MCBREARTY.R. A. Region 1. Philadelphia. Office ef the Director, 
TRIPP. L. E. Region i. Philadelphia. Reactor Construction !< 

Engineering Support Qranch 79/08/03. flpp 


7910020957 Forwards I£ Insp Repts 50-272/79-13 A 50-311/79-27 on 
790416, No none omp 1 ianc e noted 

CARLSON. R. T. Region 1. Philadelphia. Reactor Construction A 

Engineering Support Branch 79/09/16, 2pp. 


■79 100200 59 IE Insp Repts 50-272/79-13 A 50-311/79-27 on 790416. No 
none omp liance noted. Major areas inspected; engineer i ng 
weights used for Velan valves in piping analysis program. 

F IffKEL. A. E. . EDNETER. S D. Region 1. Ph i la d e 1 ph i a , Office of thu 
Di t ec tor. 79/04/16 4pp. 


7910030030 Forwards IE Insp Repts 50-272/79-13 t, 50-311/79-27 un 
790416. No non comp I ianc e noted. 

CARLSON. R. T, Region l. Philadelphia. Reactor Construction t< 

Engineering Support Branch. 79/03/16. 2pp. 


7910090737 Forwards IE Insp Repts 50-272/79-18 A 50-311/79-31 on 
790526-0623. No none omp 1 i an c e noted. 

BRUNNER, E. J. Region t> Ph 1 1 ad e ! ph ia. Reactor Operations Nuclear 

Support Branch. 79/00/20. 2pp. 


■7910090739 IE Insp Repts 50-272/79-1B A 50-311/79-31 on 790526-0623. No 
noneompl lance noted. MajDT areas Inspec ted: p Ian t operations, 
log A record reviews. 

NORflHOLM. L. J. . HIGGINS,J.C. Region l, Philadelphia. Office of 

the Director. KERM10.R.R. Region 1. Philadelphia, Reactor 

Operations Nuclear Suppo-rt Branch, 79/00/24. I7pp. 


7910090731 Forwards IE Insp Repts 50-272/79-15 A 50-311/79-29 on 
790422-0526. No none omp l lane e noted , 

BRUNNER. E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/00/29. 2pp. 


•7910090734 IE Insp Repts 50-272/79-13 t< 50-311/79-29 un 790422-0526. No 
noneompl ianc e noted. Major areas inspec ted: fac 1 1 i ty tours, log 
A rept reviews A previous Insp items. 

NORRHDLM, L. J. , NICHOLAS. H. H. Region 1. Philadelphia, Office of 
the Director, KEIWIG.R.R. Region I. Philadelphia. Reactor 

Operations Nuclear Support Branch, 79/00/21. 23pp. 


7910160104 Responds to IE Bulletin 79-06C re nuclear incident at TMI. 
Outlines actions taken to comply w/bulletin Including 
revision of station emergency proc edures. Reactor coolant 
pumps are Immediately tripped upon reactor trip. 

SCHNEIDER. F. W. Public Service Electric 6 Gas Co. of New Jersey, 
79/08/29, 3pp. 


7910090774 Forwards IE Insp Rapt 50-272/79-21 on 790603-06. No 
non compliance noted. 

CARLSON. R, T- Region 1. Philadelphia. Reactor Construction A 

Engineering Support Branch. 79/00/31. 2pp. 


— 7910090770 IE Insp Rept 50-272/79-21 an 790605-06. No noncompliance 
noted. Major areas insp ec ted: revi ew of licensee action taken 
re Items 79-03-01,79-03-02 A 79-03-04 Identified in IE Insp 
Rept 50-272/79-03. 

FihIKEL. A. E. , EBNETER. S. D. Region 1, Philadelphia, Reactor 

Construction A Engineering Support Branch. 79/08/27. 4pp. 


7910020118 Forwards IE Info Notice 79-20. Revi » i on 1. "NRC Enforcement 
Policy - NRC Licensed Individuals. 11 Notice reissued to 
correct word omission 6 punctuation error which changed 
intent of statement. Changed statement underlined in tent. 

DRIER, B, H Region 1, Ph i 1 ad e 1 p h i a. Office of the Director, 
79/09/07. Ip. 


79 1 019033B Requests eitension of response duo date for IE Bulletin 
79-15 to 790924 A to 791005 for IE Bulletin 79-21. 

SCHNEIDER, F. U. Public Service Electric A Oas Co. of New Jersey, 
79/09/10. Ip. 


7910190331 Responds to IE Bulletin 79-16, "Vital Area Access Control. 
Current security plan requirements are sufficient to ensure 
security. 

SCHNEIDER, F. W. Public Service Electric A Oas Co. of New Jersey, 
79/09/12. Ip. 


7910020549 Forwards I£ Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Imp e 1 1 er s . " No action required 
GRIER, BH. Region 1. Ph i l ad e 1 ph ia. Office of the Diroctor. 
79/09/13. Ip. 


7910170067 Forwards response to IE Bulletin 79-14. Rovi sion 1. "Seismic 
Analysis Df As-Duilt 8a f e ty -Re 1 ated Piping Sya. " Addl 
submittal re Item 2 enc 1 . 

SCHNEIDER, F. W. Public Service Electric A Gao Co, of New Jersey. 
79/09/14. 10pp. 


7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
8ys. " Hestinghuuse 790030 Itr A Public Svc Electric A Oas 
Co 790910 Itr re potential unrevioued safety quest 1 on, Ac tl on 
required within 20 days. W/a end. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 


7910120321 Ack recoipt of 790827 Hr informing NRC of steps taken tn 
correct violations noted In IE Insp Rapt 50-272/79-19. 

GRIER, B. H. Region 1. Ph i 1 ad o Ip h i a, Dffice of the Diroctor. 
79/09/19. Ip. 


— 7910120329 Responds to NRC 790800 Itr re violations noted in IE Insp 
Rept 50-272/79-19. Carr ec t i ve ac t ions: training folders for 
each licensed operator have boon updated to reflect actual 
training status. 

SCHNEIDER, F. U. Public Service Electric A Oas Co. of New Jersey. 
79/00/27. 2pp. 


— 7910J20336 Forwards IE Insp Rept 50-272/79-19 on 790524-25 A 30-31 A 
notice of violation. 

BRUNNER, E. J. Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/08/08. 2pp. 


—7910120342 Notice of violation from insp on 790524-25 A 30-31. 

• Region 1, Ph i 1 ado 1 ph la, Office of the Director, 79/08/00, 
tp. 


—7910120340 IE Insp Rept 50-272/79-19 on 790524-25 A 30-31 . None omp 1 i anc e 
noted: Pal 1 uro to update training folders of individual 
operators to show current training status, 

BETTENHAUBEN. L. Region 1, Philadelphia, Office of the Director. 
CAPHTON, D. L. Region 1. Philadelphia, Reactor Operations Nuclear 

Bupport Branch. 79/08/06. 7pp. 


7910160218 Forwards response to NRC 790B2B Itr requesting addl info re 
IE Bulletin 79-07. W/o encl. 

SCHNEIDER, F. W. Public Service Electric A Gas Co of New Jersey. 
79/09/21. Ip. 


7910230561 Forwards NRC 790626 Itr re multiple equipment failures A 
surveil lane e testing errors. which was incorrectly 
dis tri buted . At so forwards IE Insp Repts 50-295/79-13 A 
50-304/79-12, Action required. 

EI9ENHUT 1 0. 0. Division of Operating Reactors. 79/09/21. 49pp. 


7910090607 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7305 Catalog 3U12-11-AC u/120 Volt ac 
Coil." No action required, 

GRIERiB.H. Region 1, Philadelphia, Office of the Director. 
79/09/24. Ip. 


7910040146 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lobe Oil Coolers," No action required. 

GRIER, 0, H. Region 1, Philadelphia, Office of the Director. 
79/09/26, 4pp. 
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791 01 SOI 04 Forward* IE Bulletin 79-34, "Froion Lins. " a i- • 

?;;o 5«7 h - 

”ffla , E.:rrr;.!* 1 4-£.K: , ::jss' Tri - ** 

79/10/01 H ' ,p RB9i0n *' — Office Of the Director. 

7910170643 Forwards IE Info Notice 79-24 '<n UOT .„„ , • . . 

Jssi'T :::,?:,"" Mt - r "■*" =*•*" w™ 

79/10/01° lp . Re9t0n 11 POHadolphia, Office of the Director. 
7910290335 Ac k receipt of 790920 ltr infarminn kibc „<• . t 

om^h c o r iab ‘r not r ln ie ’-p ^p^372/7^,; tep9 taken tn 

BaJIti Branch. ^cillt* t, Material* 

--79 10290351 Responds to NRC 790B29 Ur n 

Rept S 0-272/%-,7.Correct;3e B aIt!^s”v:iS f r°^n?n B I*? ** J " BP 

ho* been distributed 6 health phy 5 ,cs group has de inelfc-J 
responsibilities of supervisory personnel P “ 1 ted 

SCHNEIDER, F. W. Public Service Electric 6 Res r „ 

79/09/20. 4pp. fciectrlc 6 Ops Co. of Now Jersey. 

"' 79 v?o?attin F0T '“ flr<,S IE nBPt ^^-272/79-17 on 790522-25 6 notice of 

laf ety^Dranch. ^ F «‘ m * ‘ Mat - lalB 


” 7 ^«!nt 7 B wH ,tS ‘ ner ”” in !ovo1 of *"»P •* Sales, 1. Recommends 
DUPCNrVq *i , ° f 9ro “ pln 3 nuclear plants be discontinued 
DUPONT. P. S, Delaware, State of. 79/05/31, 2pp. 

7910260304 Supplements response to IE Bulletin 79-07, "Seismic Stress 
Ana lysis of Safety-Related Piping." Amends Phase 3 program 
for reanalysis 6 mod of s up p orts , no i 1 1 ar s t, penetrations 
after entering Mode 2. 

79/10/!b' F 6 pp PuUlC ServlcB Electric f< Oas Co. of New Jersey. 

ro < lorU *■ related correspondence 

79 }^ 03M Awards Impingement Monitoring Program Rept 29 for Aug 
79/09/2o! F F p PUbHC Sarvite Electric 6 Oas Co. of New Jersey 

7910040315 Impingement Monitoring Program Rept 29 for Aug 1979. 

Service Electric 6 Oas Co. of New Jersey, 79/09/20. 

7 < 7 ,!i?iu2 » a . 3 Foru,ard3 monthly operating rept for Sept 1979 

79/10/10 l p PUbliC Service EIoctrl<: *< Oas Co. of New Jersey. 


~ -7 91O16O306 Monthly operating rept for Sent 1979 
^ER,U.K. Public Service Electric *©„ Co! 
79/10/10. 17pp. 


of New Jersey . 


-7910290370 Notice of violation from insp on 790522-25 
2 pp Rofllon *' Ph ‘l ad Hlpl>ia, Office of the Director! 


79/07/17. 


e<amini - -««—*• «• 

CROCKER S li P U E ' u P!,l0n !' i larfelphia, Office of the Director 

Safety Branch. 7^7d7 Pb J la ' )olph la ' E ” B 1 EaciUty 6 Materials 


"Pipe 


7910310362 Forwards supplemental response to IE Uullotin 79-03 
0 ol fcs"\nH ** PlateDosigns Using Concrete Expansion Anchor 
Dolts Includes info re embedment vor i f I cat ion, anchor bolt 
mapt^w^t^ *■ load test verification. 

79/lo/OS 5pp 8orvUo Electric J, Oas Co. of New Jersey. 


7910390091 Ack receipt of 790920 ltr informing NRC of steps taken to 
ORTFB C n v j iolat ‘ on * notod *" IE Inop Ropt 30-273/79-07. 

79/HV10 lp 3 '* EhHadolphia, Office of the Director. 

"" 79 nent 0 50 3 272/?9 n n7 F NRC 790029 r. violations noted in IE loop 
Rept 50 372/77-07. Corrective actions: QA supervisor will P 

nl! j “ schedule «, take necessary stops to 
GCHNEinFO^ u U<i ,>\? PB 90 m P lot0li IP timely manner. 

79/09/30° 3 pp. ' UbUc BorvU ‘ f Electric 8 , Oas Co. of New Jersey. 

'’~ 79 Wo 9 ation F ° rU " ,rdB tE ln ” P " HPt 3 °- 272/ 79-07 on 790206-09 b notice of 
8af 0 ty°Dranch. "55/0 S/39 ,>h * ^ e » p ‘ Eu.l Facility * Materials 


79 lar? t> montr a r a |!?’ ^ per * U llst ‘ n 3 total amount wt.r diverted 
each month t< chloride analysis of Uater Wells 1-3 & 5 f or 
quarter ending Sept 1979. 

79/10/10 J '3pp U ' bUC Berv ‘ ca Electr ‘c *> Co. of New Jersey. 

79 tr ala tment^rn^r NPD f 8 rB P t “Perati ng rept of industrial waste 
m t plant ^ waste water treatment rept for Sept 1979 

79/10/2°' J iapp bUC Service EloCtr ‘ ,: 81 Ga * Co. of New Jersey, 

!l_”!!!!!!f b !L 0C<:l ' rrenc, ’ S ' LER4 *• r ®late‘f correspondence 

7910040030 no 79-56/01P: on 790B30, noted existence of identical 
configuration re excessive Rlill pump flow during post-LOCA 
Spocs CUliltl0n Detailei) re P t will be submitted per Tech 

MIDURA, H, J. 


Public Service Electric ?< Oas Co. of New Jersey. 


*P. 


7910110343 Forwards LER 79-060/03L-0 
79/ii/0s! F 3 pp . PubUC SBrVUB E18CW[ 0a » C ° 


of Now Jersey. 


110345 LER 79-060/03L-0: on 790907, several safeguard sys could not 
bo reset due to 20 -volt dc control power breakers being^ 
tripped Caused by 28-volt dc breaker being 1-amp breaker 
ujhiie circuit load is approx two amps, 

79/10/05 ” ip™ 11 ' BerVlce Elec trie 6 Oas Co. of New Jersey. 


7910150573 Forwards LER 79-061 /03L-0. 

79/10/09' F 3 Public Service Electric !< Oas Co. 


of Nduj Jersey. 


7910290097 Notice of violation from insp on 790206-09 

2pp RB9 ‘ 0n 11 Phil^dPlphia* Dffico of the Director. 79/00/23. 

" 79 ia??urrfi E J? S ' > "a? 1 !JO “ 272779 -0 7 Dn 790206-09. Noncompliance noted- 
failure to ship radioactive mat! or perform audits ln 
4dcartJancB w/written procedures. 

RTnln* *1 n p »8ion 1, Philadelphia, Office of the Director. 

S; branch. "$52/83. Ph ‘;- d0l ' ,h,<, ' Ed »I Facility 6 Materials 


7 LER 79-061/03L-0: on 790910, during QA surveillance of 

auxiliary 61 dg, two ^«inch conduits penetrating Floor found 
not sealed or capped 6 no fire watch posted. Caused by 

- iat 8 P anCB Procedure M3Y requirements. 
79/10/M 1 ‘ Service Electric t, Oas Co of Now Jersey. 


7910160399 Forwards LER 79-063/03L-0. 

F ' Pl Public Service Electric & Oas Co. 
79/1 0/09. 3pp. 


of New Jersey, 


/w £? lt8 C 0 mmitmi,n i : agroemonts reached at 790709 

n UJ/NRC re activities rotated to IE Bulletin 79-02, 

Anchor^olts 4 " 130 * 9 P1<,tB DesiBns U * ln » CoP'Pbte Expansion 
79/10/n! F '4pp PubI,C Service Electric t, Oas Co. of New Jersey. 


~ 79 f?if 0<,<M LER 7t? ' 063/03L “ 0: Dn 790926, during shutdown op ots t i on, J oss of 
fire suppression sys occurred. Caused by lack of 
administrative control over fire main X-connect valve. 

Locking device welded to valve access tubs 

79/10/09 °' lp PUb,1C 8BrVlCB E1 metric 8 , Oa, Co. of Now Jersey. 


«”P Q R d » 790531 ltr re licensing J, insp of nuclear 
Ilm li^lnriS l J',? RC ‘ nlttatB< ' 'P«cifie actions to assure 
wiiorn n/,A? C i.2 Bnfc u ’ 111 not occur. Forwards NURE0-0623, 
HENnnrp 0 ^ 1 !!! 68 fc NUREG “ 0:l7fl - Cover sheets only end. 

HENDRIE, J. M. Comminsion, 79/10/13, 7 pp 


7910160440 Forwards LER 79-062/03L-0. 

79/lO/09 ,F ' lp PUbUC SerVicB Electrie * Co. of Now Jersey. 
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— 7910160433 LER 79-063/031.-0: on 790912, p e rsonn ei leaving radwaste area 
of au< 1 1 i ary bids did not loek door 35 required by Tech 
Spec*. Area unlocked 4 unguarded for five minutes. Caused by 
personnel error. Area partitioned 6 locked. 

KAPPLE. A. W. Public Service Electric 4 Qas Co. of New Jersey. 
79/10/09. 3pp. 


7910050546 Forwards "Rept to NRC from PO&E on Seismic Implications of 
TMI-2 Accident to Diablo Canyon. “ 

CRANE. P, A. Pacific 0-as 4 Electric Co. 79/09/20. Ip. 

7910030530 “’Rept to NRC from PG4E on Seismic Implications of TMI-2 

Accident to Diablo Canyon. " Overaiie drawing end. 

* Pacific Gas 6 Electric Co. 79/09/27. 4Spp. 


7910190416 Forwards LER 79- 064/0 1T-0. 

LIBRIZZI.F. P. Public Service Electric 4 Oas Co, 
79/10/15. 3pp. 


of New Jersey. 


7910190430 LEft 79-064/01T-0: on 791001. 43X carbon dioiido tank level 

recording found w/no fire watch posted. Caused by shift 
personnel not considering carbon dioiide sy* inoperable. 

Plant log sheet changed to allow min storage level of 75/., 

KAPPLE. A. W. Public Service Electric 4 Oas Co of New Jersey. 
79/10/13. Ip 


7910160326 Forwards responses to several Aug 1979 NRC questions. 
Includes LDCA reanalysis to evaluate ECCS performance, 
charts., tables Si one overaiie drawing. 

CRANE. P. A. Pacific Oas 4 Eloctrie Co. 79/09/20. 87pp. 


7910160468 Forwards "Equipment Ou al i f 1 cot i on, " Proprietary version 
withheld (ref 1 0CFR2. 790 ) . App 1 i cat i on for withholding info 
from public disclosure end. 

CRANE. P. A. Pacific Oas Si Electric Cn. 79/10/03. 10pp. 


7910240521 Forwards LEE 79-Q65/03L-0, 

LIQRI2ZI, F. P. Public Service Electric St Oas Co. 
79/10/22. 3pp. 


of Mew Jersey. 


—7910160470 “'Equipment Qualification." Proprietary version withheld 
(ref IOCFR2. 790). 

* Pacific Gas 4 Electric Co. 79/10/03. 20pp 


— 791 024083 B LER 79-065/031.-0: on 791002. some equipment listed in 10-month 
surveillance prerequisites section of procedure were 
inoperable. Test procedures deleted 6 retest procedures 
provided. Caused by personnel error s. Super vi sor r e i nstruc ted. 

KAPPLE, A. W. Public Service Electric S< Oas Co. of New Jersey. 
79/10/22. ip- 


DOCKET 50-274 U. 8. OEOLDG ! CAL SURVEY RESEARCH REACTOR 
J. Insurance 4 Indemnity information 


7910290347 Ekeeuted Amend 10 to Indemnity Agreement 0-10, 
8ALTIMAN, J, Antitrust 4 Indemnity Group, I1DMANZ IN. A. P. 
Dept. of. U. S. Geological Survey. 79/10/23. Ip. 


Interior. 


P. Operating license stage documents It correspondence 


7910220413 Forwards guideline* for valve operability re containment 
purging 4 venting during normal operation. Request* 
commitment to implement valve qualification program within 
30 days. 

EIBENKUT. D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910240718 Forwards requests for info re potential nverprossuri lati on 
of containment in event of main steam lino break. 

STOLZ.JVF. Light Water Reactors Branch 1. 79/10/05. 6pp, 


7910240722 Forwards request for addl info re level mea suremont errors 
due to environ temp effcctB on level instruments ref legs, 

BTPLZ.J'.F, Light Water Reactors Branch 1. 79/10/05. 4pp. 


791017030-2 Discusses development of plan for managing, preserving St 
minimi 1 1 ng damage te historical 6 archaeological data 4 
specimens in facility areas. Imp roved roads north of facility 
creek bed should he paved. 

PETEF18. R. J. Pacific Gas 4 Electric Co. 79/10/12, 4pp. 


7910220332 Forwards info tc fuel handling bldg crane. polar crone, 
turbine bldg 4 intake structure crane, in response to 790912 
request. 

CRANE, P . A. Pacific Gas 4 Electric Co. 79/10/17. 3pp. 

7910310273 Requests that NRC consult tu/Fish 4 Wildlife Bvc before final 
determination re facility licensing. 

MEYER, W. H. Interior, Dept. of. Fish 4 Wildlife Service. 79/10/23. 

2pp. 


Q. Inspection reports, IE Bulletins 4 correspondence 


7910300082 Forwards IE Info Notice 79-22, "Oualif icatlon of Control 
Bye," Westinghouse 790830 Itr 4 Public Svc Electric 4 Gas 
Co 790910 ltr re potential unreviewed safety ques t ion. Ac t i on 
required within 20 days. H/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, 79/09/17. 40pp. 


7910300291 Requests preparation of supplemental EI9 to consider environ 
impact of various Class 9 nuclear ac c i d en t s, per 10CFR2. 206. 

BALDWIN, W A. Friends of the Earth. 79/10/24. 3pp, 


7910310308 Forwards memos concerning summary of 791019 meeting w/util 
re reporting status on generic matters related to licensing. 

HENDR1E, J. M. Comm! ss ion. 79/10/24. Ip. 


8. Reportable occurrences, LERi 4 related correspondence 


7910240626 RO: on. 791009, power signal was lost about 60-s after reactnT 
reached 1 MW powar level. Reactor immediately shut down. 

Caussd by moisture shorting signal line whose coaxial 
connector was Lying in water near reactor tank. 

RUSH NO, D. H. Inter ior, Dept, of , Geological Survey. 79/10/10. Ip. 


DOCKET 50-273 DIABLO CANYON NUCLEAR POWER PLANT. UNIT I 
A. Applleation/constructton stage documents 4 correspondence 


7910050179 Forwards request for addl info r« Input to Suppl 8 to safely 
eva luatlon. Branch reviews incomplete re further analysis of 
containment foundation mat! 4 stability analysts of intake 
structure cranes. 

BC RAWER > F. P- Structural Engineering Branch. 79/00/22. 5pp. 


— 7910310312 Discusses actions subsequent tD 791010 meeting w/util. Util 
concerns that facility was singled out for unique procedural 
treatment re TMI-related issue* are groundless. 

HEN DJI I E, J. M. Commission. 79/10/24, ip. 

” — 79L0310315 Summary of 791019 meeting w/util re on status of generic 
issues re facility licensing. 

HASSELL. D. F. Commission. 79/10/23. 2pp. 


0. Adjudicatory correspondence 


7910050715 Order denying intervener Son Luis Obispo Mothers for Peace 
790600 motion tn reopan hearing re adequacy of security 
plan. Failed to show significant unreviowed safety items or 
changed circumstances to justify reopening record. 

BOWERS. E. 8. Atomic Safety and Licensing Beard Panel. 79/07/30. 

5pp. 


7910040650 Forwards request for addl Info re fuel handling crane, polar 
crane, turt in* bldg crane 4 intake structure crane. 

8T0LZ-J.F. Operating Reactors Branch i (Pre 7910301. 79/09/12. 

9pp. 


'910030411 Requsets ejemption from App J leakage tasting program 
requirement re testing of personnel access hatch. Enel Tech 
Specs Incorporate alternate leak test procedures. 

CRANE. P. A. Pacific Oas 4 Electric Co. 79/09/27. 2pp. 


'910030422 Tech Spec* re containment sys air locks. 
Pacific Oas 4 Electric Co. 79/09/27, 2pp. 


7910050700 Discusses TMl-reloted issues re nuclear power plant 
licensing review, NRC should issue OTder 4 notice of hearing 
re procedures in proceed 1 rig s. NRC review of emergency 
planning should auiait completion of rulemaking. 

FLE ISC HAKE R. D. G Flelschaker. D, 8. 79/09/13. 6pp. 


7910020806 Responds to postcard opposing 1 icenslng. Dec is i on re license 
will be based on protection of public health 4 safety. 

DENTON, H, R. Office of Nuclear Reactor Regulation. 79/09/20. Ip, 


— 7910020809 Urges opposition to licensing of facility. 
CLARK, 8. L. Affiliation Unknown. 79/09/20. Ip. 
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7910020B10 Responds to postcard opposing 1 icensing. Dec is! on re lies 
neii^, e .i b ^ SOd ° n P rotBctll >n of public health & safety. 

Office of Nuclear Reactor Regulation 


DENTON, H. R. 


&ty, 

79/09/20. 


-7910020B12 Urges apposition to licensing of facilitu 
PHILLIPS, P. C. i CLARK, 3. L. Affiliation Unknown. 


79/09/20, 


lp. 


7 ‘ ? 79 nI?R 7 ^ F 0 I 1 , ' ard 9 a NnC r° 525 UP t0 RJ Lagomarsino, in response to 
7904 £3 Itr forwarding County of Santa Barbara Board of 
Supervisors resolution re deferral of issuance of OL for 
facilities until completion of TMI incident evaluation. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/24. lp r 

7910260365 Requests that final rulemaking on emergency plannino Drecedo 
renewed hearing, 6 that NRC renotice licensing proceeding" P 
to allow puhllc to participate in resolving whether actions 
recommended in NUREG-0578 will protect public. 

CLUCAS, U. Sierra Club. 79/10/01. 2pp. 


eci s ions 


7910230135 Responds to C Thomas 790501 ltr opposing OL OL d 
based on Protection of public hoalth U safety. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/10/04. ip, 

— 7910230141 Expresses concern re facilitg const. 

TH0MA8, C. Affiliation Unknown. 79/05/01. ip, 

7 910230153 Responds to K Bhoup 790501 ltr opposing OL. OL decisions will 
be based nn protection of public health & safety 

DENTON, HR. Office of Nuclear Reactor Regulation. 79/10/04. Ip. 

— 7910230162 Expresses concern re facilitu const, 

BHOUP , K. Affiliation Unknown. 79/05/01, lp. 

7910230168 Responds to T Krahn 790501 ltr opposing OL. OL decisions 
P rotB<:t ‘ on of Public health t, safety. 

DENTONj H. R, Office of Nuclear Reactor Regulation. 79/10/04. Ip, 

7910230172 Expresses concern re facilitg censt, 

KRAHN, T. Affiliation Unknown. 79/05/01. ip 

7910230633 Ack receipt of 790501 ltr to JM Hondrie opposing facility 
OL, Assures that decision re OL will be based on protection 
of public hoalth $t safety. 

DENTON, H. R. Office of Nuclear Reactor Regulation, 79/10/04. lp. 

— 7910230639 Urges denial of facility OL. 

LUNA, C, M. Affiliation Unknown. 79/03/01. lp. 

7910230693 Ack 790501 ltr to JM Hendrlo opposing facility OL. Assures 
that decision re OL will be based on protection of public 
health & safety. 

DENTON, HR. Office of Nuclear Reactor Regulation. 79/10/04, lp. 

— 7910230607 Urges denial of facility OL. 

HIR8CH, S. 1. Affiliation Unknown. 79/05/01. lp, 

7910310116 Requests that NRC Issue order of notice 8 , hearing before 
proceeding w/ 1 icensing, 

BARROWS, J. C. Affiliation Unknown. 79/10/09, lp. 

7910250390 Governor of CA petition to participate in proceeding as 
representative of interested s ta t«. Hesponsib i U t 1 e , under CA 
Emergency Bvcs Act differ from those exercised by Public 
Utils Commission of CA. 

KLEIN, d. A. , DROWN, H. H. California, State of. 79/10/15, 2 pp. 

H. General correspondence 

79 nP 2 n? 3i2 R#s P d ’ 1d * tD 770823 ltr expressing concern to issoance of 
OL. Discusses OL Issuance, emergency plamHosgri fault, NRC 
Involvement w/nuclear industry environ impact of 
radiation, 

VA 88 ALL 0 , D. B. Divieion of Project Management. 79 / 10 / 01 , 4 pp. 

Q. Inspection reports, IE Dullstlns (, correspondence 

7 ‘ ? ‘°^° 10 ^„ fr f rl ^* rd * IE In »P Repts 50-278/79-07 8 < 50-323/79-08 on 
790326-29 $, 0403-06. No noncomp 1 lance noted. 

SPENCER, 0. B. Region 5. Ban Francisco, Reactor Construction fc 
Engineering Bupport Branch. 79/03/11, 2 pp, 


” 7<? 0405-06 a Na E nu n,P U * 50-323/79-05 on 790326-29 8 , 

0405 06. No none amp lienee noted. Major areas Inspected- 
action on previous f ind ings, ac t ion on IE bulletins & 
circulars 6 pipe support installation work 

KIRSCH, D. F. , HUTSON, T. U. , HAYNES, R. C. Region 5, San Francisco, 
llpp t0r ConBtroction *■ Engineering Support Branch. 79/05/11. 

R 8 *P °" d3 to IE Bulletin 79-02, Revision 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts," 8 < 

^ S A* nterim ma tl until final rept during Aug 1979. 

CRANE, P. A. Pacific Gas & Electric Co. 79/07/20. 9 p p 

7 910020290 Forwards IE info Notice 79-20, R evi s ion 1 , " NRC Enforcement 
roxicy NRC Licensed Individuals." Notice reissued to 
correct word omission 8 , punctoation error which changed 
ENOELKPN f n’i at# ' n 0 u t ' ? h3 " 9Bd 3 tatement underlined in text, 

79/09/07 lp fiOB ‘ 0n 3 ‘ 330 Francl » co ' Office of the Director. 

/VIOOdOOig Forwards IE Circular 79-19, "Loose Locking Devices on 
FNopi ucrI| 1 o n w ,ld PUmp Im f Bners - " No action required 
79 / 09/13 R ' R°fl i Bn 3. San Francisco. Office of the Director. 

ac t Ton^requir ed" N ° UC ’ 79 ~ 22 ' " Qda 1 ‘Station of Control 


ENQELKEN, R. H. 
79/09/17. lp. 


Region 5, Ban Francisco, Office of the Director. 


7910250300 Forwards IE Insp Rept 50-275/79-18 on 790017-31 No 
noivcompl iance noted. 

Support Branch. ”*79/09/2i aan 2pp dnC ^ 5CC>I RBaCt ° r ° pflrflt ‘ 0na Nuclear 

“ 79 ioUd S Na,or Ire P ”7* 50 : 273/79 "‘ 8 790017-31. No noncompliance 

noted. Major areas inspected : preoperational test ing, actions 
on previous nsp finding*, 0A for pl . ooporat j , toting £ 
fire protection b prevention. 

STERNBERG D ? Bn ^"Cleco, DP flee of the Director. 

STERNBERG, D. M Region 5, Ban Francisco, Reactor Operations 

NucloaT Support Branch. 79/09/21. 4pp. 

7910120203 Forwards IE Circular 79-20, "Failora of GTE Bylvania Relau, 
Typo PM Bulletin 7305, Catalog SU12-il~AC w/120 Volt y 

CoU, No action required. 

79/09/24* lp R * 9ion 5l 8an Francisco, Office of the Director. 

79 Lubo°QH CeoVe^Vw lnfd Notice "Emergency Diesel Generator 

Lube Oil Coolers." No action required. 

79/09/26* ^ ^p Re9lon 3 ' Bfl " Francisco, Office of the Director. 

79 FSom°up2 FoPuar '' 8 « ^Hetin 79-34, "Fro.en Lines." Action required 
79/09/27*” lp Re9 * nn 5 ‘ 9a " Francisco, Office of the Director. 

79 p«! 7 ? 5 n 6 ,x 0r a a . rd ^ ,‘ E . Info N ° tlCB 79-23, "Reactor Trips at Turkey 
Point Units 3 S< 4," No action required. * 

79/fo/Oi* ” i* p R#l,lon 5 ' Ban Francisco, Office of the Director. 


7910190214 Forwards IE Info Notice 79-24, "Overpressur i la t i on of 
Containment of PWR Plant After Main Bteam Line Break " No 
action required. 

ENOELKEN, R. H. 

79/10/01. lp, 


Region 5. Ban Francisco, Office of the Directc 


7910310260 Forwards Revision 2 to IE Bulletin 79-13, "Crack infl in 
Feedwater Bys Piping." Action required. 

79/10/19 * ”'4 R *9 l,,n 3- 9-n Francisco, Office of the Director. 


DOCKET 30-276 GEORGIA TECH REBEARCH REACTOR 
J. Insurance & indemnitg Information 

^UlLBa^ P ° r,u ; rd * Am *" d ‘3 ‘o Indemnity Agreement 6-30. 

WILSON, J. W. Georgia Institute of Technology. 79 / 10 / 24 . 2 pp. 

DOCKET 30-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 
F l„ e ! CUritB ' ffi " d ‘ ca1, emergency & fire protection plans 

7910230313 Forwards revised cover, title page t, Pages 3-3« 3-7, 3-9 & 16-1 
£**, * B ' ur,t9 P l»n. Enc 1 withheld <ref I0CFR2.79O). 

BRADLEY, E. J, Philadelphia Electric Co. 79/10/10. 3 pp, 
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o. Adjudicatory correspondonc e 

■sa ( ni90230 Affidavit of C Kepford rs intervenoT EnviTon Coalition on 
^ mfpower statement of facts to which there is matl 
dispute. Natural ventilation can. bring up radon from interior 

KEPFORD^ 11 Environmental Coalition on Nuclear Power. 79/06/26. 

6PP 

— 79 10190249 Opposes utils joint motion for summary disposition &> NRC 
' motion for partial summary disposition on radon emissions. 

Radon emissions endanger public hea 1 th. Adop ts intervenor 
Fcolaou Action of Oswogo concurrent filing. 

» Environmental Coalition on Nuclear Power. 79/06/27. 13pp. 


7910090552 Forwards Amends 59 6 39 to Licenses DPR-44 6 DPR-56 
r aspect Ively . safe ty evaluation t< notice of issuance 6 


avai lab i 1 i ty . 
IPPOLITO, T. A. 
2pp. 


Operating Reactors Branch 3 IPrt 791030). 79/09/17. 


— 7910090558 Amends 59 l« 59 to Licenses DPR-44 t< DPR-56. resp ec t ive 1 y > 
deleting restriction on fuel decay time prior to movement 
of fuel elements from r eac tor vessel to spent fuel pool. 

IFFOLITQ, T. A. Operating Reactors Branch 3 (Pro 791030). 
79/09/17. 8pp. 


— 7910090563 Safety evaluation Supporting Amends 59 & 59 to Licenses 
DPR-44 fc DPR-5fai r e spec t ive ly . 

• Office of Nuclear Reactor Regulation. 79/09/17. 3pp. 


7910090359 Five requests to male limited appearance statements at 
public heaT ings« submitted by local r e **£*''];*• 

LODKINOBILL.O. Affiliation Unknown. 79/09/02. 5pp. 


7910190337 Requests notification of hearing it opportunity to 
participate in public hearings re restart of TNI 
NE3BIT.D.D. Affiliation Unknown. 79/09/05. Ip 


7910240416 Request* notification of hearing & opportunity to 
participate in public hearings re issuance of permits, 
liesnses *t approvals to reopen TMI-2. 

NESOITiD.D. Affiliation Unknown. 79/09/05. Ip. 


791O190395 Decision ALAB-S62 granting summary judgment for De f i c i enc i or. 
I, 2. 6, B, 9. 11. 12. 15. 19.20 t> 22-25. Denies summary disposition 
for deficiencies re emissions from mill tailings piles, 
underground mines, open pit mines S< water pathways, 

BISHOP. C . J. Atomic Safety and Licensing Appeal Panel. 79/ov/ji. 

26pp. 


791O10OS27 Order directing that prepared testimonies of witnesses be 
filed on or before 7901 IB. Hearing shall commence on BQ0225 
at location to be determined. 

BISHOP. C. J. Atomic Safety and Licensing Appeal Panel. 79/10/03. 
2pp. 


79101B0541 Memorandum ALAB-566: eip lains ASLAB 791003 order directing 
parties to file prepared tea t imortmi es of witnesses by 000118 
4. advising that hearing will commence on B00225. States 
factors considered for issuance of order. 

BISHOP. C.J. Atomic Safety and Licensing Appeal Panel. 79/10/11. 

12pp. 


P, Operating license stage documents & correspondence 


7910090241 Forwards Ffl notice of amend to 10CFR73 55 re requirements 
for physical protection of nuclear power p lants. Amend defers 
implementation of physical search requirements from 79CJG0I 
to 791101. _ „„ 

BENTON. H. R. Office of Nuclear Reactor Regulation. 79/08/10. 49pp 


7910110235 Forwards NUREG/CR-0727, "DHR Offgas Sys Evaluation. " Sy® 
provides reasonable assurance that potential for external 
offgas explosion® is minimi jed. W/o end. 

OAMmUL.H.F. Assistant Director for Operating Reactor Projects tf’re 
791030). 79/08/22. 29pp. 


7910040671 Application to amend Licenses DPR-44 6 DPR-56. Proponed 
change* involve Tech Spec re analog loop Installation 6 mod 
of reactor level indication lo-np Certificate of Bvc.mod 
description l< revised Tech Specs end. 

BAUER, E. 0. . BRADLEV. EJ. DALTROFF. S. L. Ph i lade 1 ph i a C 1 oc tr i c Co. 
79/08/23. 22pp. 


7910090425 Forwards Amends 59 U SB to Licenses DPR-44 6 DPR-56, 
respectively, safety evaluation & notice of issuance t< 
availability. 

IPP0L1TD. T. A. Operating Reactors Branch 3 (Pre 7910301. 79/09/13. 

3pp. 


•7910090431 Amends SB U 3B to Licenses DPR-44 & DPR -56, respec t i vo 1 y , 
revising limiting conditions fur operation for containment 
atmosphere dilution sys.by permitting sy* to be inoperable 
for a period of up bo 30 day®. 

IPPOLITO, T. A. Op orating Reactors Branch 3 <Pre 791030). 

. 79/09/13. 10pp. 


— 79100-90967 Notice of issuance 6 availability of Amends 59 t. 59 to 
Licenses DPR-44 6 DPR-56. r esp e c t i ve ly. 

IPPOLITD.T.A Operating Reactors Branch 3 (Pre 791030). 

79/09/17. 2pp. 


7910090258 Forwards Amends 60 it 60 to Licenses DPR-44 6 DPR-56. 
respectively# 5t notice of issuance 4. availability. 

IPPOLITO. T. A. Operating Reactor® Branch 3 (Pre 791030). 79/09/19. 

3pp. 


— 7910090273 Amend® 60 it 60 to Licenses DPR-44 !. DPR-56, respec tively. 
revising table of primary containment isolation valves to 
reflect rerouting of control rod drive return line to 
reactor water cleanup sy*. 

IPPQL1TQ, T. A. Operating Reactors Branch 3 (Pre 791030). 
79/09/19. 10pp. 


— 7910090277 Notice of issuance *< availability of Amends 60 & 60 to 
Licenses DPR-44 6 DPR-56, res p ec t i ve 1 y . 

IPPOLITO, T. A Operating Reactors Branch 3 (Pre 791030), 

79/09/19. 2pp. 


7910090490 forwards Amends 61 L 61 to Licenses DPR-44 6 DPR-56, 
respectively. U notice of i ssuanc e & ava 1 lab i 1 l ty . 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 79/09/20. 

4pp. 


— 79I009049B Amends 61 tt 61 to Licenses DPR-44 ?< DPR-56, r e®p ac t i vo 1 y , 
revising administrative controls section of Tech Specs to 
requi t e qualification® of health physics supervisor to 
meet or exceed those in Reg Quids 1. B. 

IPPDL ITO, T, A. Operating Reactors Branch 3 (Pro 791030). 
79/09/20. 12pp. 


— 7910090506 Notice nf issuance it availability of Amend® 61 & 61 to 
Licenses DPR-44 & DPR-56, respec Lively. 

IPPOLITO, T. A. Operating Roactars Branch 3 (Pre 791030). 
79/09/20. 2pp. 


7910160145 Notification of 790926 meeting w/Mark 1 owner® in Bethosda. 
HD to discuss pool swelling compressibility effects fc 
downcomer condensation loads. 

CRIMES, C. f. Plant System® Branch (Pre 791030). 79/09/24. ip. 


7910170010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty in load magnitude® re condensation 
oscillation load definition procedures. Draft 1 tr to Mark 1 
util® re teat program end. 

CRIMES. B.K. Assistant Director For Systems Engineering (Pre 
791030) 79/09/23. 4pp. 

7910010271 Submits description of proposed changes to inservice insp 
program submitted 781122. 

GALLAGHER. J. W, Philadelphia ElectTic Ce. 79/09/26. 24pp. 

7910170006 Disc us sos resolution of potential problem re Mark. I 
containment identified in 790S31 memo. Addl info re response 
characteristics of downcomer-vent header sys shows 
sufficient structural fatigue margins ex i*t. Evaluation end. 

DENTON, H. R, Office of Nuclear Reactor Regulation. 79/09/26. 2pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging It venting during normal op erat ion. Request 9 
commitment to implement valve qua 1 if icat ion program within 
30 days. 

EISENHUT. D, 0. Division of Operating Reactors. 79/09/27. 3pp. 


■7910090436 Notice of issuance 4< ava llab i 1 1 ty of Amends 58 fc 50 to 
Licenses DPR-44 i< DPR-56, reaper tively . 

IPPOLITO. T. A. Operating Reactors Branch 3 (Pro 791030). 
79/09/13. Spp, 


'910100144 Forwards appl 1 cat 1 on for amend of License DPR-44 
to temporarily extend core spray pump flow rate surveillance 
test fraquene y. Fi 1 lng fee end. 

BRADLEY, E. J. Philadelphia Electric Co. 79/10/02. Ip. 
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'”'7910100146 Application for amend of License npp- 4 d 4 . 

r tond core spray pump flow rate s^v^Uanc" V,A ‘-P^artly 

frequency. Certificate of Svc end. 1 

BAUER, E.O, BRADLEY, E. J. Philadelphia Electric Co. 79/10/01. 

7910230120 Forwards corrected Pane VOn „« t„,k e „ 

IPPOLIYOd A. operating Reactors Branch 3 <Pre 791030). 79/10/04. 


-7910230123 Corrected Page 220 of Tech Specs. 

* Dperating Reactors Branch 3 (Pre 791030) 


79/10/04 ip. 


7910100306 Forwards descnption of nonsafety-grade sys interaction 
analysis program in response to NRC 790917 Itr 9 interaction 
GALLAGHER, J. U. Philadelphia Electric Co. 79/10/03. 12pp. 

7910120302 Responds to NRC 790008 ltr re adequacu of i c 

u *?* -nductin Jdtag s X " 

comMeUo 7 eqU ' red a '" ,roach - 8 *-« t-h, addl 60 d^s for 

DALTROFF, G L. Philadelphia Electric Co. 79/10/03. 2pp. 

7910240216 Fprwards request for addl info re 791007 „„„„ , r 
to Licenses DPR-44 ft DPfi-56 involving use of analog * 

transmi tter/trip unit sys for engineered so fog uarc^sonsors 
Requests receipt of addl info within 30 days 

I 3 pp LIT0,T A Operating Reactors Branch 3 (Pro 791030). 79/10/05. 

7910230316 Notification of 771030 meeting w/util in Refchesda.MD to 
CeRREu/oT 9 ^ radiological effluent Tech Speics 

V 2pp ELLI,I> Operating Reactors Branch 3 (Pro 791030). 79/10/12. 

7910230520 Forwards response to NRC 790913 request for imo 1 emon tat inn 
of actions contained in NUREG-0370 rD TMI-2 Lessons Leaded 

w/nun F n rCe 3hort-t,,rm recommendations. Response is consistent- 
w/DWR ownors group recommendations. 

DALTROFF, S. L. Philadelphia Electric Co. 79 / 10 / 17 . aipp 

Certificate of Bvc {< filing fee encl. 

BAUER, E. G, Philadelphia Electric Co. 79/10/24. u pp . 

7910300303 Rosponds to 790927 t tr to EO Bauer ro ouidelino* 

operability during venting during norma] oporn t ion. Analu s t s * 

Rnn 4 mn rabl * * tV ° f t,utterf l9 valve3 will be completed by 9 
B00430 per roquest. ' u ' ) 

GALLAGHER, J. W, Philadelphia Electric Co. 79/10/20. 2pp. 

,e Dull »»n» 8. correspondence 

7910090435 Ac k receipt of 790310 ltr informing NRC of stops taken to 
90-27a/79-O6 at4On ° nDted 10 IE ,nBf> n °P ts 30-277/79-07 £ 

Safety ^Branch, "^oa/30. Ph } " 1 p h * - ' ^uel Faculty Materials 

7910050443 Rosponds to NRC 790430 ltr re violating j.. r 

conducted to formulate exposure records, 

DALTROFF, 6. L. Philadelphia Electric Co. 79/05/10. 3 p p . 

'' 7 , 5 ™ S ?” u ' T “; n .'", 5 °~ 277,7, -° 7 * ™ 


-7910090449 Notice of violation from insp on 790213-16 
* R«D‘on 1, Philadelphia, Office of the Director. 


79/04/26. 


-7910050456 IE Insp Repts 90-277/79-07 S, 30-270/79-00 on 790213-16 
Noncomp 1 iance no ted: fa ilure to perform evaluation to 
determine compliance w/10CFR20. 101. 

NEELY, D. R. , OERAB I AN, J. A. Region 1, Philadelphia, Office of the 

CROCKER, H ,W, Region 1, Philadelphia Fuo p«? i A \ 

Materials Befety Branch. 79/04/26. Ip. ’ 


7910150IB1 Submits second response to 1E Bulletin 79-14 re seismic 
analyses for as-built safety-related piping systems 
Addresses 60-day response to Item 2 under action to be taken 
Unable to comply u/schedule of bulletin 
ALLAGHER. J. W. Philadelphia Electric Co. 79/00/31. 3 pp 

79 Jnun?°?n > E Dulletin 79- i S. Th i r t sen deep draft pumps 

found in sa f e tij-re 1 at ed ap p 1 i cat i ona. Du 1 1 1 n*& 1 oc at i pm mod a- 1 ? 

number i pac i ty It manufacturer. 

GALLAGHER, J, W. Philadelphia Electric Co. 79/09/06. 14pp. 

7<? Poli?u‘? NRC U LnLied , ;L° i ND H tiC ? Revision I, "NRC Enforcement 

a J-icensed Individuals." Notice reissued to 

intent^' It ° rnl63 f°" *< Punctuation error which changed 
GRIER R N statement. Changed statement underlined in test. 

79/09/07 ip. 9,0n Ph i ladelph ia, Office of the Director, 

79 lnnoeso?i F p r,1, a TdS IE Cipeular 79 ~ 19 ' "Loose Locking Devices on 
GRTER^ ootl-Rand pump Impellers." No action required 

79/09/13 ip 9 *' Ph ‘ ladBl P*io, Office of the Director. 

7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
Co 79 no n 6 790030 Ur * Publlc Svc Electric {, Gas 

req”?n°wi^ln r %g D L" tl Sj 0 U ^ c T BUed 

DENTON.H U. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 

7 ”Si”iJ°p5«!r2d , d^ IE Bulletin 79 ->0-Noi 5 o level was measured to 
near if public address announcement was audible over 

locJKIr bldgs. * " P,M * reaC ‘° r ' turbine, radwaste ft 

GALLAGHER, J. U. Philadelphia Electric Co. 79/09/21. 3pp. 

79 |ur veil lan ce' 1, ?»e t 790636 Ur re " ultip >* »»i»*pw n t failures ft 

, J k ! nS errnrs, which was incorrectly 

90-304^9^2 Ac Ire d. ^ Sf> - 293/79 -' a * 

EI9ENNUT, D. S. Division of Operating Reactors. 79/09/21. 49pp, 

7910090603 Forwards IE Circular 79-20, "Failure of GTE Sulvania 

FM w n<j1 ,B f in 7305 Catal °9 SU12-11-AC w/120 Vnlt ac^ 

Coil. No action required 

79 / 09/24^' lf> RBBlon Philadelphia, Office of theDirectar. 


"Emergency Diesel Generator 


7910040130 Forwards IE info Notice 79-23, 

Lube Oil Coolers." No action required 
79/09>26 H 4pp R ‘ ,9i0n *' PhiladBl Phia, Office of the Director. 


tbk: 

”ism lisse;.*: i - ,E -- 

month logic ays functional test for containment isolation 
sys components rescheduled. 

GALLAGHER, J. W. Philadelphia Electric Co, 79/09/17, a pp , 

Notice 79-25, »n.. et „ P Trips at Turkey ' 
roini uriit^ J « No action required 

79/10/01 H lp, f,B9l ° n PhnadBl P h ‘ a ' Of»e« Of the Director. 

79 ! 0 i r °* 33 f r «"'"'ards IE Info Notice 79-24, "Dverpressuri zatinn of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

7?/fo/oi H ’ ip nBDlon *' Philadelphia, Office of the Director. 

7910310041 Ac l raceipt of 790917 ltr Informing NRC of steps taken to 
90-270/79- ”* atlono notBl! In Insp Repts 50-277/79-12 E 

" ,s - »*»=*■■■ 

-7910310049 Responds to NRC 790827 ltr re violations noted in IE Insp 
Repts 50-277/79-12 ft 30-270/79-1 4. Corr ec tl va actions- 6 - " ' 

month logic sys functional test for containment isolation 
sys comp orten te rescheduled. 

GALLAGHER, J. W. Philadelphia Electric Co, 79/09/17. s pp . 

"" 79 79 a 32 ? 5 3 d F r‘ 1 ' a rI 8 IE *' n ? P H * pU 5 °- s ^79~IS J. 90-270/79-14 on 
790321 24 *< notice of violation. Nine lnw level radwaste 
shipments made Jan 1970-June 1979. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/08/27. 2 pp. nuejear 
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-7910310034 Notice of violation from insp on 790521-24. 

• Region l< Philadelphia, Office of the Director. 79/00/17. 
3pp. 


-7910310057 IE In*p Flap t a 50-277779-13 b 50-279/79-14 on 790521-24. 
Noneompl iance noted: failure to perform primary containment 
Isolation logic sg> functional test within 6-month, interval. 
CLUHBEflOj N. J. i BrtUNACK. W. H, . KI8TER, H. B. Region 1. Philadelphia. 
Office of the Director. 79/0B/17. IBpp. 


910310139 Submits addl info requested re IE Bulletin 79-14. "Seismic 
Analysis for A»-Built Safety-Related Piping Sys. " Forwards 
tabulation of safety-related piping per FSAR Table A. g. 1. 

CQDNEY, hi. J. Philadelphia Electric Co 79/10/03. 10pp. 


Periodic operating reports 6 related correspondence 


910050353 Forwards Monthly Repfc 73 for Jul 1979. 

M1LL6EV. H. B. Philadelphia Electric Co. 79/09/26. ip. 


-7910090355 Monthly Operating Kept 73 for Jul 1979 re thermal b 
biological monitoring. 

» Philadelphia Electric Co 79/09/26. 33pp. 


9101B0393 Forwards monthly operating rept for Sept 1979. 
CnaMEV, H. J. Philadelphia Electric Co. 79/10/10. lp. 


—7910100396 Monthly operating rept for Sept 1979. 

ALDEM, W. M. Philadelphia Electric Co. 79/10/10. 9pp. 


910260307 Forwards "Thermal t< Biological Monitoring Programs. Month ly 
Rept 74 far Aug 1979. " 

wuxeev.w.o. Philadelphia Electric Ca. 79/10/16. lp. 


—79 10260300 "Thermal Biological Monitoring Programs. Monthly Rept 74 fnr 
Aug 1979. 

» Philadelphia Electric Co. 79/0H/31. ISpp. 


!. Reportable occurrences. LERs !« related correspondence 


'910090708 RO 2-79-43/ IP : on 790906, in response to IE Bulletin 79-07, 
failure In one support associated u/high pressure svc water 
sys piping ih RHR room SA idant i f i cd . Lar g er anchor bolts 
will replace 7/0 inch bolts u/i natal lati on of plate washers. 
ULLRICH, W. T. Philadelphia Electric Co. 79/09/07. 2pp. 


'910010430 Forwards LER 79-042/01T-0. 

COONEY, M. 0. Philadelphia Electric Co. 79/09/20. 3pp. 


— 7910010435 LEO 79-O42/01T-O: on 790906. so 1 smic b redundancy design 
deficiencies re electrical feeds were found on containment 
atmosphere dilution sys valves t, instrumental i an. Caused by 
inadequate design by A/E. Control cables Installed, 

COONEY, M. J. Philadelphia Electric Co. 79/09/20. lp. 


'9100402Q9 Forwards LER 79-O43/01T-0. 

COONEY, M. J. Philadelphia Electric Co. 79/09/20. 2pp. 


—791Q040293 LER 79-043/01T-0: on 790906. two of four holts on hanger 
D2-0E-S41 failed during insp program. Caused by improper 
installation of bolt anchor she 1 1 ». Def ec t ive bolts have been 
removed b replaced by wedge type anchor baits 
COLNEY. M. J. Philadelphia Electric Co. 79/09/20. lp. 


*910030461 Forwards LER 79-044/017-0. 

COONEY. M. J. Philadelphia Electric Co. 79/09/21. 2pp. 


—7910020463 LER 79-044/OIT-O: on 790907. Insp Identified fallirre of one 
support for emergency svc water sys pi p ing. Caused by 
Improper insta 11a t ion. Bol t s replaced * successfully tasted. 

COONEY, M. J. Philadelphia Electric Co. 79/09/21. lp. 


/910030S14 LER 79-039 /03L-0: on 790B2B, inadyer tent 1 y opened drain valve 
caused tnopsrabl 11 ty of channel B of main steamllne D high 
flow isolation signal. Caused by blow by scaffolding being 
transported through area. Valve closed. 

COONEY. M. J. Philadelphia Electric Cu. 79/09/27. lp. 


7910100463 LER 79-041/03L-O: on 790905. inadvertently opened 440-volt 
breaker switch made RHR loop injection valve Inoperable. 

Caused by breaker switch being hit by scaffolding 
transported through area. Breaker switch reclosed, 

COONEY. M. J. Philadelphia Electric Co. 79/10/05, lp. 


DOCKET 50-270 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 
F„ Security, medical, emergency 6 fire protection plans 


7910230313 Forwards revised cover, title page b Pages 3-5. 3-7, 3-9 b 16-1 
to physical security plan. Enel withheld (ref 10CFR2. 790). 

BRADLEY, E. J. Philadelphia Electric Co. 79/10/18. 3pp. 


0. Adjudicatory correspondence 


7910100341 Memorandum ALAB-566: explains ASLAB 791003 order directing 
parties to file prepared testlmonmies of witnesses by B0011B 
U advising that hearing will commence on B00229. Stat es 
factors considered for issuance of order. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 79/10/11. 

12pp. 


7910190230 Affidavit of C Kepford re intervenor Environ Coalition on 
Nuclear Power statement of facts to which there is matl 
dispute. Natural ventilation can bring up radon from interior 
of shutdown mine. 

KEPFBRD. C. Environmental Coalition on Nuclear Power. 79/06/26, 

6pp. 


— 7910190249 Opposes utils joint motion for summary disposition b NRC 
motion for partial summary disposition on radon emissions. 

Fladon emission* endanger public heal th. Adopt s intervenor 
Ecology Action of Oswego concurrent filing. 

» Environmental Coalition on Nuclear Power. 79/06/27. 13pp. 


7910090335 Five requests to make limited appearance statements at 
public hear ing s, submit ted by local residents. 

LOOKINOBILL, 0. Affiliation Unknown. 79/09/02. 5pp. 


7910190337 Requests notification of hearing b opportunity to 
participate in public hearings re restart of TM1. 

NEED IT. D. D. Affiliation Unknown. 79/09/03. lp. 


7910240416 Requosts notification of hearing b opportunity to 
participate in public hearings re issuance of permits, 
licenses 6 approvals to reopen TM1-2. 

NESBIT.D.D. Affiliation Unknown. 79/09/03. lp. 


7910190333 Decision ALAB-562 granting summary judgment for Deficiencies 
1,2,6,8,9,11,12.15,19,20 b 22-23. Denies summary disposition 
for deficiencies re emissions from mill tailings piles, 
underground mines, open pit mines b water pathways, 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 79/09/11. 

26pp. 


79101B0527 Order directing that prepared testimonies of witnesses bo 
filed on or before 790 1 1 B. Hoar Ing shall commence on B00223 
at location to be determined. 

B I SHOP, C. J, A tnmi e Safety and Licensing Appeal Panel. 79/10/03. 

2pp. 


P. Operating license stage documents b c orre spond enc o 


7910090241 Forwards FR notice of amend to 10CFR73. 33 re requirements 
foT physical protection of nuclear power p lant*. Amend defers 
implementation of physical search requirements from 790B01 
to 791101. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/0B/10. 49pp, 


7910010270 Amend 36 to License DPR-36, r e vi s ing App 3 Tech Specs by 
deleting special study on heavy metal sampling b analysis. 

IPPOLITO. T. A. Operating Reactors Branch 3 (Pro 791030), 79/00/22. 

5pp. 


79101 1023S Forwards NURE0/CR-0727, "BUR Offgas Bys Evaluation." Sys 
provide* reasonable assurance that potential for external 
offga* explosions i» m 1 n 1ml led , U/n encl. 

OAMMILL, W. P. Assistant Director for Operating Reactor Projects (Pro 
7910301. 77/0B/22. 29pp. 


7910040671 Application to amend Licenses DPR-44 b DPR-56. Proposed 
change* Involve Tech Bpec re analog loop installation b mod 
of reactor level indication loop. Cert i ficate of Svc.mod 
description b revised Tech Spec* encl. 

BAUER, E.O. , BRADLEY, E. J. I DALTROFF, 8. L. Philadelphia Electric Co. 
79/00/23. 22pp. 


7910090425 Forward* Amend* 3S & 38 to License* DPR-44 b DPR-56, 
re»p active ly, safety evaluation b notice of issuance b 
aval lability. 

IPP0LITD, T. A. Operating Reactor* Branch 3 (Pre 791030). 79/09/13. 

3pp. 
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7910090431 Amends 50 b 5B to Licenses OPR— 44 St DPR— 56, r a sp e c t i ve 1 y, 
revising limiting conditions for operation for containment 
atmosphere -d i lution sys.bg permitting sgs to be Inoperable 
for a period of up to 30 dags. 

1PPQL1T0. T. A. Operating Reactors Branch 3 (Pre 791030). 
79/09/13. 10pp. 


— 7910090436 Notice of issuance b availability of Amends 50 & 50 to 
Licenses DPR-44 b DPR-56, reap ec t i ve 1 y . 

IPPOLITOi T. A. Operating Reactors Branch 3 (Pro 791030), 
79/09/13. 2pp. 


7910090552 Forwards Amends 59 ?< 59 to Licenses DPR-44 b DPR-56 
respec t ively i saf e ty evaluation b notice of issuance U 
aval lability. 

IPP0L I TO. T . A. Operating Reactors Branch 3 (Pre 791030) 79/09/17. 

2pp. 


7910090550 Amends 59 t< 59 to Licenses DPR-44 I, DPR-56. respectively# 
deleting restriction on fuel decay time prior to movement 
of fuel elements from reactor vessel to spent fuel pool. 

IPPOLITO, T. A Operating Reactors Branch 3 (Pre 791030). 
79/09/17. 0pp. 


— 7910090563 Safety evaluation supporting Amends 59 t< 59 to Licenses 
DPR-44 t< DPR-96. respect ive 1 g. 

* Office of Nuclear Reactor Regulation. 79/09/17. 3pp. 


— 7910090567 Notice of Issuance b availability of Amends 59 b 59 to 
Licenses DPR-44 t< DPR-56. r e sp oc t ive 1 y. 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 
79/09/17. 2pp. 


7910090258 Forwards Amends 60 b 60 td Licenses BPR-44 b DPR-56. 
respectively. !# notice of issuance & availability. 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 7910301. 79/09/19. 

3pp. 


--7910090273 Amends 60 b 60 to Licenses DPR-44 b DPR-56. resp ec t i ve I g. 
revising table of primary containment isolation valves to 
reflect rerouting of control rod drive return line to 
reactor water cleanup sys. 

IPPOLITO, T. A Operating Reactors Branch 3 (Pre 791030) 
79/09/19. 10pp. 


--7910090277 Notice of issuance 6 availability of Amends 60 b 60 to 
Licenses DPR-44 J< DPR-56, r e sp ec t ive 1 y. 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 
79/09/19. 2pp. 


7910090490 Forwards Amends 6i b 61 to Licenses DPR-44 b DPR-56, 
respectively, t< notice of issuance & availability. 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 79/09/20. 

4pp. 


— 7910090490 Amends 61 b 6i to Licenses DPR-44 6 DPR-56. respec t ively , 
revising administrative controls section of Tech Bpocs to 
require qualifications of health physics supervisor to 
meet or exceed those in Reg Ouide 1.0, 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 
79/09/20. 12pp. 


--7910090506 Notice of issuance I# availability of Amends 61 t< 61 to 
Licenses DPR-44 & DPR-56. r e sp ec t i ve 1 y . 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 
79/09/20. 2pp. 

7910160145 Notification of 790926 meeting u/Mark I owners in Bethesda, 
MD to discuss pool swelling compressibility effects & 
downcomBr condensation loads. 

GRIMES. C. I. Plant Systems Branch (Pre 791030), 79/09/24. Ip. 


7910170010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty in load magnitudes re condensation 
oscillation load definition procedures. Draft Itr to Mark I 
utils re test program end. 

CRIMES, B. K. Assistant Director for Systems Engineering (Pre 
791030). 79/09/25. 4pp. 


79IO1OO240 Submits design criteria for removeab 1 a adge absorber rod 
re tab stress analysis for alternate ab sorter mat l control 
blade test program, 

BRUGQEiR.O. Qoneral Electric Co., Nuclear Energy Products Div. 
79/10/01. 5pp. 


7910100142 Submits requested infp re results given in App A of QE 
document NED0-24B04A in support of license amend 
app 1 i cat i on. 

COONEY, M. J. Philadelphia Electric Co. 79/10/02. 1 p . 


7910230120 Forwards corrected Page 220 of Tech Specs L instruction 
sheets transmitted ui/Amends 59 i 59 to License DPR-44 l# 

DPR-56. respectively. 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 79/10/04. 

5pp. 


— 7910230125 Corrected Page 220 of Tech Epees. 

« Operating Reactors Branch 3 (Pre 791030). 79/10/04. Ip. 


7910100306 Forwards description of nonsa f ety-gra d e sys interaction 
analysis program in response to NRC 790917 ltr. 

GALLAGHER, J. W. Philadelphia Electric Co, 79/10/05. 12pp. 


7910120302 Responds to NRC 790SOB ltr re adequacy of station electric 
distribution sys vo 1 tag es. Ut 1 1 conducting voltage study 
using NRC-required approach. Study will take addl 60 days For 
completion. 

DALTRDFF. 8. L. Ph 1 lad e 1 p h i a El ec tr ic Co. 79/10/05. 2pp. 


7910240216 Forwards request for addl info re 791027 request for amends 
to Licenses DPR-44 U DPR-56 involving use of analog 
t ran imi tter/trlp unit sys for engineered safeg uard sensors. 

Requests receipt of addl info within 30 days. 

IPPOLITO. T. A Operating Reactors Branch 3 (Pre 791030). 79/10/05. 

3pp. 


7910230316 Notification of 791030 meeting w/util In DethesdarMD to 
discuss proposed radiological effluent Tech Specs. 

VERRELLI, D. M. Operating Reactors Branch 3 (Pro 791030). 79/10/12. 

2pp. 


7910230520 Forwards response to NRC 790913 request for implementation 
of actions contained in NUREO-0570 re TMI-2 Lessons Learned 
Task Force short-term recommendations. Response is consistent 
w/BWR owners group r ec ommonda t i ons. 

DALTRQFF. S, L. Philadelphia Electric Co. 79/10/17. 21pp. 


79 1 0300145 Forwards application for amend of Licenses DPR-44 6 DPR-56. 
BRADLEY, E. J, Philadelphia Electric Co. 79/10/24, ip. 


-"791 0300147 Application for amend of Licenses DPR-44 It DPR-56 to reflect 
removal of certain shock suppressors from each unit. 

Certificate of Svc b filing fee encl. 

BAUER, E.G. Philadelphia Electric Co. 79/10/24. Opp. 


7910300303 Responds to 790927 ltr to EG Bauer re guidelines for valve 
■operability duTing venting during normal opera t ion. Analy si s 
of operability of butterfly valves will be completed by 
000430 par request. 

GALLAGHER, J. W. Ph i I ado 1 ph ia El ec tr 1 c Co. 79/10/25. 2pp. 


0. Inspection reports, IE Bulletins b correspondence 


7910030435 Act receipt of 79D51B ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/79-07 I, 
30-270/79-06. 

SMITH. 0. H. Region 1, Phi ladelphia, Fuel Facility t, Materials 

Safety Branch. 79/00/30. Ip. 


— 7910050443 Responds bo NRC 790430 ltr re violations noted in IE Insp 
Repts 30-277/79-07 b 30-27B/79-06. Corrective actions: survey 
c on due ted to formulate exposure records. 

DALTROFF, S. L. Philadelphia Electric Co. 79/05/10. 3pp. 


— 79100 50447 Forwards IE Insp Repts 50-277/79-07 U 60-270/79-06 on 
790213-16 b notice of violation. 

SMITH, 0. H. Renton 1, Phi lade lDhi a, Fuel Facilitu b Materials 


7910170006 Discusses resolution of potential problem re Mark I Safety Branch. 79/04/30. 3pp. 

containment identified in 790831 memo. Addl info re response 
characterl sties of downcomer-vent header sys shows 

sufficient structural fatigue margins exist. Evaluation encl. —79100 50449 Notice of violation from insp on 790213-16. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/26. 2pp. * Region 1, Philadelphia, Office of the Director. 79/04/26. 

Ip. 

7910220413 Forwards guidelines for valve operability re containment 
purging & venting during normal operation. Requests 
commitment to Implement valve qualification program within 
30 days. 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3pp. 
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79100S0456 IE Insp Repts 50-277/79-07 U 50-270/79-08 on 790213-16. 

Non c on p 1 lance noted: failure to perforin evaluation to 
determine compliance U/10CFR20. 101. 

NEELY, ]}. R. , 5ERAB1AN, J. A. Region li Philadelphia, Office of tho 
Director. CROCKER, H. W Region 1, Philadelphia, Fuel Facility I, 

Materials Safety Branch. 79/04/24. Ip. 


—7910310032 Forwards IE Insp Repts 50-277/79-12 «< 50-270/79-14 on 
790521-24 !< notice of violation. Nine low level raduaote 
shipments made Jan 1970- Juno 1979. 

BRUNNER, E. J Region I, Ph 1 ladelph ia, Roactor Operations Nuclear 

Support Branch. 79/08/27. 2pp, 


7910150181 Submits second response tD IE Bulletin 79-14 re seismic 
analyses for as-built safety-related piping systems. 

Addresses 60-day response to Item 2 under action to be taken 
by licensee Unable to comply u/schedule of bulletin. 

GALLAGHER . J. W. Philadelphia Electric Co. 79/08/31. 3pp. 


7910030023 Responds to IE Bulletin 79-15. Th i r teen deep draft pumps 
found In safety-related app l ica t i ons. Ou 1 1 ines loc at ion, mode 1 
number, capacity 6 manufacturer. 

CALLAGHER. J. H. Philadelphia Electric Co, 79/09/06 14pp. 


7910020112 Forwards IE Info Notice 79-20, Revi sion 1, "NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued to 
correct word omission U punctuation error which changed 
intent of ste tement. Ch a ng ed statement underlined in text. 

GRIER, B hi. Region 1, Philadelphia, Office of the Director 
79/09/07 lp. 


■7910310054 Notice of violation from insp on 790521-24. 

» Region 1, Philadelphia, Office of the Director. 79/08/17. 
3pp. 


-7910310057 IE Insp Repts 50-277/79-12 8, 50-270/79-14 an 790521-24. 

Non comp lianco noted: failure to perform primary containment 
isolation logic sys functional test within 6-month interval. 
BLUMBERG, N, J. , BAUNACK. U. H. , KISTER.H. D. Region 1, Philadelphia, 
Office of the Director. 79/OB/17. 10pp. 


7910310129 Submits addl info requested re IE Bulletin 79-14, "Seismic 
Analysis for As-Built 6a f a ty-Re 1 ot ed Piping Sys." Forwards 
tabulation of safety-related piping per FBAR Table A. g. 1. 

COONEY, M. J. Philadelphia Electric Co. 79/10/03. 10pp. 


R. Periodic operating reports t. related correspondence 


7910020541 Forward* IE Circular 79-19, "Loose Locking Devices on 
Ing sr * o 1 1 -Rand pump imp e-I ler 5, " No action required. 

DRIER, B. H. Region 1. P h i i a d e 1 ph i a , Office of the Director 
79/09/13. Ip. 


7910300082 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys," Westinghouse 790030 Itr i, Public Svc Electric U Oas 
Co 790910 ltr re potential unreviewod safety question Action 
required within 20 days.VI/o end. 

BENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 4Qpp, 


7910030353 Forward's Monthly Rept 73 for Jul 1979. 

WILLSEV, U. □. Philadelphia Electric Co. 79/09/26. lp. 


7910050353 Month by Operating Rept 73 for Jul 1979 re thermal &r 
biological non I tor ing. 

« Philadelphia Electric Co. 79/09/26. 33pp. 


7910260307 Forwards "Thermal & Biological Monitoring Pr ograms, Ma n th 1 u 
Rept 74 for Aug 1979. 11 

WILLSEY, W. B. Philadelphia Electric Co. 79/10/16. lp. 


7910190170 Responds to IE Bulletin 79-10. Noise level was measured to 
hear if public address announcement was audible over 
background noise in plant r eactoT , turb i n e, radua ste *. 
recomblner bldgs. , f 

GALLACHER. J. W. Philadelphia Electric Co. 79 / 09 / 21 . 3 pp.. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures i 
surveillance testing errof^j uhich uas incorrectly 
distributed. Also forwards IE Insp Rents 50-295/79-13 J, 
50-304/79-12, Action required. 

EISENRUT, D. G. Division of Operating Reactors. 79/09/21. 49pp. 


7910090603 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay 
Type PM Bulletin 7305 Catalog 5U12-I1-AC w/120 Volt nr 
Coil, w Ma action required- 

1, Philadelphia. Office of the Director 

79 / Ot/ 24. Ip. 


791026030B "Thermal Biological Monitoring 
Aug 1979. 11 

* Philadelphia Electric Co. 79/00/31. 


Programs, Month 1 y Rept 74 for 

11pp. 


S. Reportable occurrences, LERs «< related correspondence 


7910090703 RD 3-79-26/ 1 P : on 790904, fa i 1 ur e of pipe support anchor on 
HPCI pump discharge piping noted. Und e termi nod factor caused 
overstrect resulting in f a i 1 ore. Vendor presently conducting 
tests to determine optimum method of repair. 

ULLRICH. W. T. Philadelphia Electric Co. 79/09/05. 2pp. 


7910010430 Forwards LER 79-042/01 T-0. 

COONEY, M. J. Philadelphia Electric Co. 79/09/20. 3pp. 


7910040138 Forwards IE Info Notice 79-23, "Emer genet 
Lobe Oil Coolers.' 1 No action required 
CRIER.B.H. Region 1. Philadelphia. Office of th 
79/09/26. 4pp. 


Diese 1 Generator 
Birector. 


-,r,™iuiy3 LCII f9-1)42/01T- 


un nyruo, seismic 


; ' v fvuiia UN LUlHd 1 1 1 TT| I 

atmosphere dilution sys valves «, i ns trumenta t i on. Cau sod by 
desi ° n b 9 A/e. Control cables installed. 

COONEY, M. J. Philadelphia Electric Co. 79/09/20. Ip 


7910180172 Forwards IE 
GRIER, D, H. Region 
79/09/27. lp 


Bulletin 79-24, "Fraien 
I, Philadelphia. Office 


Lines. " Action required, 
of the Director. 


7910310048 Responds to NRC 790027 ltr re violations noted in IE Insp 
n.pts 50-277/79-12 4 50-876/79-14 Corrective actions- 6- P 

month logic sys functional test for containment isolation 
sys components rescheduled. 

GALLAGHER. J. W. Philadelphia Electric Co. 79/07/17, 5 pp, 


"PeactoT Trips at Turkey 


7910160549 Forwards IE Info Notice 79-25, 

Point Units 3 6 4," No action required. 

79/^0/01 H ip Reslor ' Philad »*PMa, office of the Director. 


Forwards IE Info Notice 79-24, "Overpressuriia t i on of 
Containment of PWH Plant After Main Steam Line Break ” No 
action required. 

79/10/01 ^ lp R9SiQn ‘‘ Philadir, P''«a- Offlc® the Director. 

f C f af 7909,7 Hr informing NRC of steps taken to 

50-276/79-14^^ 0,1 * " Dte<l IE InSp 50-277/79-12 A 


'* ,E '"‘ p 

TSs comn^Lrr test far “"tainment isolation 

s r s comp orva-nt j rescheduled. 

GALLAGHER, J. W. Phi lade lph la Elec trie Co. 79/09/17, 5 pp. 


muujusH* LLK 79-025/03L- 


OF-M1S5 I <1 , " p j--- - during teots, roactor vossot Tolay 

2E H18 failed. Caused by worn contact on GE HFA relay. I ogic 
channel placed in tripped conditon t< relay will be replaced 
during refueling /ftaint outage. 

COONEY. M, J, Philadelphia Electric Co. 79/09/30, ip. 


7910150483 RO-3-79-31 / IP : on 791003, insp performed in response to I!£ 
1'^ 79 : 03 T^vealed failure in support in loop core 1) 
spray min flow line. Caused by improper installation of 
anchor bolts, Doits replaced, 

ULLRICH, W. T. Philadelphia Electric Co. 79/10/04. 2 pp, 


79101 5047B RO-3 79-32/lP:nn 791005, insp performod re IE Bulletin 79-0*1 
r?r! a >!, fai,u ^ •"Wwt. in emerguncy svc waUr roSuin 
line. Caused by improper installation of anchor bolts Plate 
washers will be installed over bolts. noics. Plate 

ULLRICHrU. T. Philadelphia Electric Co. 79/10/05. 2 pp, 

7910150484 LER 79-037 /03L-0: on 790909, dur ing survoillanre tost 
performance, h igh pressure svc water pump 3D tripped. Caused 

motor 3 p CUre a m0t ‘ >r of hlsh Pressure svc water pump 

motor. Procedures will be modified. H H 

COONEY, M. J. Philadelphia Electric Co. 79/10/09. lp 


mui LfcK /9— U23/03L- 


“‘*■5.™ srnr.;'Si;iKiT:;:: rs;:„ t* 1 hi '" 

isolation. Caused by dirty contacts on temp switch circuit 
rnnlci,^ 11 i iCt ' cleaned. Temp switch returned to svc 
COONEY, H. J. Philadelphia Electric Co. 79/10/10 ip. 


7910260249 Forwards LER 79-030/01T-0. 

COONEY, M. J. Philadelphia Electric Co. 79/10/17, Spp 
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-7910260295 LER 79-030/01T-0 on 791002,rigid hanger failed due to 
contact betweeen two of fnur bolts b base plate Caused by 
improper ins ta 11a 1 1 on. Two shell-type bolts were replaced w/ 
bolts & Plate washers were installed 
COONEY, M. J. Philadelphia Electric Co. 79/10/17. ip. 


7910290352 Forwards LEFi 79-03 1 /01 T-0. 
COONEV. M. J. Philadelphia Electric Co. 


79/ 1 0/ IB. 2pp. 


" 7 , Jound 3 L 5 tach r:“ 1/01T -° : - 791003. rigid angle-iron hanger boits 
found detached U hanger non func t i ona 1 Caused by improper 
instal lation. Two anchor bolts were replaced w/wedge-type 
anchor bolts. * K 

COONEV. M. J. Philadelphia Electric Co. 79/10/16. Ip. 


7910260259 Forwards LEFi 79-032/01 T-0. 
COONEY. M. J. Philadelphia Electric Co. 


79/10/22. 2pp 


0260266 LEFI 79-032/01 T-0: on 791 005, s e i sm i c support associated w/ 
emergency SVC water return line failed. Two of four holts on 
support plate Palled to meet torque requ i r ement s . Caus ed by 
installat ‘°" Shell-type bolts replaced. 

COONEY, M, J. Philadelphia Electric Co 79/10/22. Ip. 


DOCKET 50-200 SURRY POWER STATION, UNIT 1 
[:„?!!"’' ifcy '_!! d,ca1 ' * mor 9 e ncy U fire protection plans 

7910020B29 Forwards replacement pages to NRC security plan evaluation 
rept. Changes revise certain areas of rept but do not affect 
10CFR2 5 79Ol ° f NRC rcvlBl "^ Replacement pages withheld iref 
SCHWENCER.A. Operating Reactors Branch E (Pro 791030). 79/07/07. 


,ta 9 e documents it correspondence 

79 fnr 9 , oh J, iir^' , ’ ard c FR / ot ‘ tc at a "'Bnd to 10CFR73. 55 re requirements 
physical protection of nuclear power p lants, Amend defers 

to 791101 ° f phu3lcal * ear 'b requirements from 790301 

DENTON, FL Ft. Office of Nuclear Reactor Regulation. 79/06/10. 49pp. 

79 facili£i B C D /Vr UB5t f0r ,locl;r,,ents ™ abnormal settlements at 
info concerning NRC reasons for nut levying 
civil penalty against util in 1972 

ALLEN, J. NoTth Anna Environmental Coalition. 79 / 08 / 14 . 4pp. 

7910010670 Forwards response to IE Bulletin 79-13, “Cracklne in 
Feedwater Sys Piping " Provides results of recently 

^: d “ a r cr insp, feedwater line stress analysis 

summary fi tabulation of feedwater chemistry history. 

STALLINGS. C, M. Virginia Electric !< Power Co. 79/09/05. 7pp. 

7910030039 Forwards Amends 52 V 51 to Licenses DPR-32 8 , DPR-37, 
avallablnty ,SafetW 8ValUation & "“‘ice of issuance 6 
SCI-IWENCER, A. Operating Reactors Branch 1 (Pre 791030). 79/09/06. 

~ _ 79 reou?r ? 2 ?? U 51 t0 LiCB " se « OPR— 32 It DPR-37, resp ec t i ve lu, 

" of >aPety injection based on trip of 

GCHUWeS s n ° f l0U P«'«**UTl*»r pressure. 

79/09/0 T’ 9pp 0pe,,atlr, S Re ac‘“rs Branch 1 (Pre 791030). 

“ 79 DPR-32\ 5 DP R '-3lr^e:ti‘v"ir PP ° rti119 AmBr ' d3 ^ * 51 U Uc9 " S * 3 

* Office of Nuclear Reactor Regulation. 79/09/06. 2 pp. 


7910050027 Submits requested status as of 790904. Three fire protection 
evaluations for si* plants remain to be Issued. 

LA1NAS. 0. Plant Systems Branch (Pre 791030). 79/09/07. Ip 

7910190305 Ack receipt of 790919 ltr transmitting Amends 53 & 54 to 
Licenses DPR-32 6 DPFI-37, Di sagreos w/9oction 3 1 of fire 
protection safety evaluation 8 submits info re desinn & 
present procedures for Mods. 

STALLINGS. C. M, Virginia Electric 6 Power Co, 79/10/15. 2pp 

0. Adjudicatory correspondence 

“‘rector's decision under 10CFRQ 206, Denies request hu 
North Anna Environ Coalition for show hearing It EI 8 

re steam generator repair program. 

DENTON, FI, R. Office of Nuclear Reactor Regulation. 79 / 02 / 01 . 5 pp. 

°y dBrs "‘tension until 790824 for NRC to elect to review 
790201 denial nf enforcement action at facility. 

CMILK, 8 . J, Office of tho Secretary of tho Commission, 79/07/10. 

7910040357 Forwards rovised replacement pages of safety evaluation to 
correct 790009 submittal which had incSr?ect pages Of* of " 

Nuclear Reactor Regulation 790810 order J, entire safety 
evaluation oncl. 

MILLER, J. R. Division of Operating Reactors. 79/00/10. ip. 

7910040364 Draft order lifting suspension of facility operation 
required by 790313 show cause OTitor. Requiros mods to all 
piping sgs equipment non los, containment penetrations ?« 
supports in inaccessible areas prior to startup 
MATTSON, fi. J. Office of Nuclear Reactor Regulation. 79/0B/10 
Opp. 


censes DPR ‘^2 6 f nno 9 m? nCS * avfl “ a bility of Amends 52 8 , 51 to 
Licenses DPfl—32 & DPR— 37, respectively. 

79/09/06 R ' *2pp ° P ' ratin9 R eac tors Branch l (Pre 791030). 

79 Ha?f°^ D F °y ,,, ^ dS . Ust of pla "‘ s TbRuiflng fflicrof ic hinp of up-to- 
date FBARs in Central Files Requests action as soon as 
possible. 

79{Sao ‘, 0 K 79/09/:o 6t3 4pp D,reCt ° r ^ 

7910020534 Forwards Amends 93 6 S2 to Licenses DPR-32 U DPR-37, 

V?! y ' eval “at i on fc notice of issuance k 

ava i lap 1 1 i ty . 

SCHWENCER.A. Operating Reactors Branch 1 {Pro 791030). 79/09/11 

93 * 32 to Licenses DPR-32 ?< DPR-37, respect Ive 1 ii, 
10CFHBo“lSa V P r °t Bc ti on equipment covered by 
interval ?o 92 S^s " 9 bri9fld * tral " in9 dBll ‘ 

79/07/11”' A 23pp tlp0^ati,1^ RBa = tors Branch 1 (Pre 791030). 

—7910020543 Notice of issuance k avoi lability of Amends 53 8 52 to 
L£cen& 0 fi DPR-33 & DPR™37i res p<ac tivalt/ , 

A m Operating Reactors Branch 1 (Pro 793030), 

* 7 / vt /1 1 « 2 JIJI, 

7910100044 Forwards evaluations requested 790905 of all plants 
proviouslg using pipe stress analyses based on unac c ep tab 1 s 
limits'* 1 * su^,,na,;1< ” , techniques. All stresses within allowable 

SCMMENCER, A. Operating Reactors Branch 1 (fre 791030), 79/09/18, 


■7910040367 Safety evaluation supporting revocation of 
for suspension of facility operation. 

3 Office of Nuclear Reactor Regulation, 79/0B/10. 


show cause order 
Opp . 


H. General correspondence 


- - ■ — - — v „ . 3 , ten reporting results 
reanalysls of reactor coolant piping per IE Bulletin 79-0 
Hatter resolved. Safety evaluation oncl. 

79/05/22”" p D P "rating Reactors Branch 1 (Pre 791030), 


seismic 


79 rior 9 ? 383 , BB ^ P ^ nds to ltt ’ ro 3h »tdawn of five nuclear ppwer plants, 
NHL terminated shutdown order for four of five plants after 
completion of reanalysis 8< mods to piping sys. One recoins 
shut down for replacement of steam generators. 

DENTON, H, R. Office of Nuclear Reactor Regulation. 79/09/21. 2pp. 


7910230065 Responds to WP Woodman 79GB20 ltr ro newspaper article 
? t b a t NC Utils Commission has requested refund from 
VEPCO & that Commission is considering control of util 
distribution sys In NC. Forwards ltr. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/02. Ip. 


~ 79 i?n? 2 Qa9 Ba f at }j fy a f“ at ‘ on rG 'eismic rea na 1 ye 1 s of reactor coolant 
plp i??, per IE Bulletin 79-07. Requirements satisfied 
* Office of Nuclear Reactor Regulation. 79/05/22. ip. 


79 1004 00 OB Forwards Amends 54 8 33 to Licenses DPR-32 8 , DPR-37, 
respectively, safety evaluation & notice of issuance 8 
aval lability, 

6 CHWENCER, A. Operating Reactors Branch 1 (Pro 791030). 79/09/19. 
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— 7910040010 Amends 54 ft 53 to L icenses DPR-32 ft DPR-37, res p ective li|. 
adding license conditions pertaining to completion of 
facility mods to improve fire protection program. 

SCHWENCER. A. Operating Reactors Branch i (Pro 791030). 
79/09/19. 4pp. 


— 7910040013 Safety evaluation supporting Amends 54 ft 53 to Licenses 
DPR-32 ft DPR— 37, respect I ve ly . 

* Office of Nuclear Reactor Regulation. 79/09/19, H5pp. 


79101203B4 Rosponds to FOIA request for info re abnormal settlements ft 
NJIC reason* for not levying Civil penalty against util in 
1972. FoTUard s list of relevant documents. Info partially 
withheld: names of individual* (ref FOIA Exemption 7). 

FELTON. J, M. Division of Rules and Records. 79/10/09. 119pp. 


7910170307 Forwards response to NRC 790711 request. Degraded bus voltage 
protection sys should be Installed to provide undervoltage 
protection between 00—907. of nominal voltage. 

STALLINGS. C. M, Virginia Electric ft Power Co. 79/10/15. 4pp. 


— 7910040014 Notice of issuance ft availability of Amends 54 b 33 to 
Licenses DPR-32 ft DPR-37, respec t l ve ly , 

BCHUENCER.A. Operating Reactors Branch 1 (Pre 791030). 

79/09/19. 2pp. 

7910040202 Notification of 790921 meeting u/util to discuss 
contribution of auxiliary feedwater to energy in containment 
following main steam line break. 

NEIGHBORS. D. Operating ReactOTS Branch I (Pro 791030). 79/09/19. 

Ip. 


7910260427 Forwards info re NRC requirements foT auxiliary feedwater 
sys. 

EISENHlfTi D. G. Division of Operating Reactors. 79/09/25, 23pp. 

7910220413 Forwards guideline* for valve operability to containment 
purging ft venting during normal operat i on. Requests 
commitment to implement valve qua 1 i f ica t i on program within 
30 days. 

EIBENHOT. D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910290456 Summary of 790905 meeting w/util,8ftW ft VA State Commission 
re seismic analyses, steam generator repair ft licensing of 
facility, 

NEIGHBORS, D. Operating Reactors Branch 1 (Pre 791030). 79/10/16. 

22pp. 


7910230560 Ac V receipt of 790921 requeet for info re potential for 
multiple equipment failures ft safety sys challenges at PWRs. 
Discusses review of testing procedures. station monthly 
operating repts ft unit trip status repts. 

BTALLING9, C. M. Virginia Electric ft Power Co. 79/10/10. Ip. 


7910240344 Forwards "COBRA IUC/MIT Computer Code Manual, VEPCD 
Version. " 

THOMAS, W. N. Virginia Electric ft Power Co. 79/10/10. Ip. 


— 7910240530 "COBRA IIlC/MlT Computer Code Manual, VEPCD Version." 
DDHRINQ. R. W. » MORENO, P. Massachusetts Institute of Technology. 
79/00/31. 270pp, 


7910020391 Forwards VEP-FRD-33. "VEPCO Reactor Core Therrtta l-Rydrau 1 i c 
Analysis Using COBRA 1IIC/MIT Computer Code," 

THOMAS. H. N. Virginia Electric ft Power Co. 79/09/28. 2pp. 


— 7910020422 "VEPCO Reactor Cere Thermal-Hydraulic Analysis Using COBRA 
I1IC/MTT Computer Code. " 

CROSS, R. W. , BOWLING, M, L. Virginia Electric ft Power Co. 

VEP-FRD-33. 79/00/31. 75pp. 


7910160053 Requests amend or approval fee tn review 790317 ltr re 
nuclear security personnel training ft qualification plan. 

MILLER, W. 0, License Fee Management Branch. 79/10/01, ip. 


7910090419 Forwards proposed amend to Licenses DPR-32 ft DPR-37 re 
secondary water chemistry monitor i ng. in response to Nil C 
790801 request. 

STALLINGS, C. K. Virginia Electric ft Power Co. 79/10/03. 4pp. 


7910260136 Summary of 790921 meeting w/util ft SftW re auxiliary 
feedwater contribution to onergy in containment following 
main steamline break. 

WIGOINTOH, D. Operating Reactors Branch 1 (Pre 791030). 79/10/10. 

3pp. 

7910290270 Requests review of reactor sys transient analysis code ft 
issuance of safety evaluation. Topical ropt will be provided. 

THOMAS, U. N. Virginia Electric ft Power Co. 79/10/23. ip. 


— 7910290277 Request for rovi ew ft issuance of safety eval uat ion, submi t ted 
on behalf of Util Group for Regulatory Application. 

RAGONE, 9. Virginia Electric ft Power Co. 79/10/22. 4pp. 


7910260150 Forwards info re followup actions resulting from NRC review 
qf TM1-3 incident, in response to 790913 request. 

STALLINQB. C. M. Virginia Electric ft Power Ce. 77/10/24, 84pp. 


7910100432 Responds to 790928 telcon between licensee, NRC ft BMJ, 
u/respect to design of piping not subjected to computer 
seismic analy sis. Results of samp le prob lems shew need for 
mods to field-verified piping configuration. 

PROFFITT, W. L. Virginia Electric ft Power Co. 79/10/03. 2pp. 


7910260432 Forwards FR notice re acceptance of 480-volt emergency bus 
mads. Requests that FSAR be updated to reflect mnds. 

BCHWENCER, A. Operating Reactors Branch 1 (Pre 791030). 79/10/03. 

2pp. 


79 1 03001 4B Cites util 790117 ltr as response to NRC 790927 ltr re 
c ontai nman t purging during normal operation. 

STALLINGS. C. M. Virginia Electric ft Power Co, 79/10/26, lp. 


7910300334 Identifies WJ Kennedy as 
BTALL1NGB.C. M. Virginia Electric 


emergency contact individual, 
ft Power Co. 79/10/26. Ip. 


Q. In sp action reports, 


IE Bulletins ft correspondence 


— 7910260435 Notice of approval of design mods, 

SCHWENCER. A. Operating Reactors Branch i (Hre 791030). 
79/10/03. 2pp. 


7910020232 Forwards IE Insp Repts 50-280/79-42 ft 30-201/79-62 on 
790716-10. No nDncorap 1 lance noted, 

SUTHERLAND. J. T. Region 2, Atlanta, Fuel Facility ft Materials 

Safety Branch. 79/0B/10, 2pp. 


7910100220 Responds to NRC 790917 ltr re four items requiring 
rasolution prior to plant restart. Areas Include safety- 
related piping ft anchor bolts on base plates of safety- 
related pipe supports. 

SPENCER, W.C. Virginia Electric ft Power Co. 79/10/04. 7pp. 


7910110430 Forwards amend fee for 791003 proposed license condition 
application re secondary water chemistry. 

BPE1DELL, D. W. Virginia Electric ft Power Co. 79/10/03. lp. 


7910260363 Confirms 791004 telcon re concurrence u/planned actions for 
returning reactor to xvc. 

O'REILLY, U. P. Region 2, Atlanta. Office of the Director. 

79/10/09. lp. 


7910120169 Forwards proposed Startup Test Procedure I -0T-9, Hevi 9 ion 0. 
"Voltage Profile," in response to 790808 request. Also 
submit* info re adequacy of electric distribution on sys 
voltage* in event of loss of both offsite sources. 

STALLINGS, C. M. Virginia Electric ft Power Co. 79/10/09, 2pp. 


—7910120173 Proposed Startup Tost Procedure 1 -ST-9, Revision O, "Voltage 
Profile. " 

HEACOCK. D. A. Virginia Electric ft Power Co, 79/0B/24. 10pp. 


—7910020329 IE Insp Repts 50-2B0/79-42 ft 50-281/79-62 on 79071 6-18. Nil 
noncompliance noted. Major areas inspoc ted ; program auditiflsh 
impingement monitoring ft thermal discharge. 

CUNNINGHAM, A. I.. Region 2, Atlanta, Office of the Director. 
HUFMAN, J. M. Region 2, Atlanta, FubI Facility ft Materials 8afoty 

Branch. 79/08/10. 3pp. 


7910050630 Forwards revised Page 3 of IE Insp Repts 50-280/79-39 ft 
30-281/79-93 to eliminate notice of violation. 

SUTHERLAND, J. T. Region 2, Atlanta, Office of tho Director. 
79/08/10. ,3pp. 


7910150613 Forwards revised Page 3 of IE Insp Repts 50-280/79-39 ft 
50-281/79-58, el lminating notice of violation. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility ft Materials 

Safety Branch.* 79/OB/ lO. 3pp. 


— 7910150617 Forwards IE Insp Repts 30-200/79-39 ft 50-281/79-50 on 
790626-29 ft notice of violation. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility ft Materials 

Bafety Branch. 79/07/19. 2pp. 


— 7910150635 Notice of violation from insp on 790626-29. 

* Region 2, Atlanta, Office of the Director. 79/07/19. lp. 
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79I013063B IE Iniip Repte 30-200/79-39 & 50-201/79-SB on 790620-29. 
Noncomp lianc e noted : fai lure to have shipping documents {< 
failure to folium certificate of compliance. 

ZAVAD09KI, R_ w. Region 2> Atlanta* Office of the Director. 
JENKINS, Q. R. Region 2* Atlanta. Fuel Facility & Materials 

Safety Branch. 79/07/19. 4RP. 


7910020098 Forward* IE Insp Repts 30-2B0/79-41 b SO-201/79-6I on 
790717— 20. No noncompliance noted. 

MORPHY, C. E. Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch. 79/00/17. 2pp. 


—7910020113 IE Insp Repts 50-280/79-4-1 b 30-281/79-61 on 790717-20. No 
none amp I iant a noted. Major areas inspected: f eedua ter piping 
insp per IE Bulletin 79-13, steam generator replacement 6 
inservice insp program. 

BLAKE, J. J. Region, 2, At 1 anta, Office of the Director. 

HERDT.A, R. Region 2, Atlanta* Reactor Construction t< 

Engineering Support Branch, 79/00/17. 4pp. 


7910160338 Forwards IE Insp Repts 50-2B0/79-46 6 50-201/79-65 on 
790709-0010. No none omp 1 i anc e noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/08/27. 2 pp. 


—7910160347 IE Insp Repts 50-200/79-46 b 50-201/79-65 on 790709-0810. No 
noncomp 1 iance noted. Major areas inspected: plant operations 
b maint.Unlt 2 steam, generator outage work & followup on 
LERs. 

BURKE, D. J. Region 2, Atlanta, Office of the Director. 

KELLOQO, P. J. Reg ion 2* Atlanta, Reactor Ope rations Nue leaT 

Support Branch. 79/0B/2 7. 6pp. 


7910020532 Responds to JE Bulletin 79-14. "Seismic Analysis for 
A»-Bullt Baf ety -fie late d Piping Sys. 11 Verification that 
design criteria 8* documents were used as Input to seismic 
analysis is underway. 

SPENCER, W.C. Virginia Electric b Power Co. 79/00/31, 60pp. 


7910010780 Responds to NRC 790831 ltr. Concrete anchor bolt program 
reviewed. Anchor holts meet requirements for interim 
operation. 

PROFFITT, W. L. Virginia Electric & Power Co. 79/09/03. 20pp. 


—7910010703 Forwards IE Insp Rept S0-2BO/79-44 on 790001-03. No items 
of noncomp I iance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch. 79/00/23, 2pp. 


— •7910010785 IE Insp Rept 30-280/79-44 on 790001-03. No noncomp li ante 
noted. Major area* inspected: concrete expansion anchor holts. 

VALLI8H, E. J. , COMPTON, R. M. Region 2, Atlanta, Office of the 
Director. HERDT, A. R. Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch- 79/QB/22. 4pp. 


7910020102 Forwards response tD IE Bulletin 79-16. End withheld (ref 
10CFR2. 790). 

BTALLINQ0, C. M. Virginia Electric t, Power Co. 79/09/07. ip. 


7910010020 Forwards IE Circular 79-18, "Proper Installation of Target 
Rock Safety-Relief Valves." No action required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 

79/09/10. 2pp. 


7910010020 Forwards IE Circular 79-10, "Proper Installation of Target 
Rock Safety-Relief Valves. 11 No action required. 

0 'REILLY, J. P. Region 2. Atlanta, Dffice of the Director. 

79/09/10. 2pp. 


7910020603 Forwards IE Circular 79-19, "Loose Locking Devices on 
Inflersql 1-Rand Impellers. " No action required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Dlroctor. 
79/09/13. Ip. 


7909200159 Forward* IE Notice 79-21, "Transportation b Commercial 
Burial of Radioactive Matl." No action required. 

O’HEILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/14. lp. 


7910040661 Responds to IE Bulletin 79—15, "Deep Draft Pump 
Deficiencies. " Major repair efforts limited to four outside 
recirculation sprag pumps experiencing excessive bearing 

wear. 

8TALLINQB, C. M. Virginia Electric tc Power Co, 79/09/14. 22pp. 


7910030129 Requests deferral of completion date for insps until 791023 
or 90 days after issuance of revised IE Bulletin 79-17, 
whichever is later. 

8TALLINQB, C. M. Virginia Electric 1< Power Co. 79/09/14. Ip. 


7910110279 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys. 11 No action required. 

O 'RE ILLY, J. P. Region 2, Atlanta, Dffice of the Director. 
79/09/14. lp. 


7910300002 Forwards IE Info Notice 79-22, “dual If i c at ion of Control 
Bys," Uestlnghouse 790830 ltr b Public Svc Electric S> Oas 
Co 790910 ltr re potential unreviewed safety quo* 1 1 on, Action- 
required within 20 days. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures b 
survei 1 lance testing errors, which was incorrectly 
d i stributed. Also forwards IE Insp Rept* 30-295/79-13 b 
50-304/77—12. Action required. 

E18ENHUT, D. 0. Division of Operating Reactors. 79/09/21. 49pp 


7910040109 Forwards IE Info Notice 79-23* "Emergency Did sol Oonerator 
Luba Oil Coolers," No action required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director, 

79/09/26. 2pp. 


7910190290 Forwards IE Bulletin 79-24, "Froien Linos." Action 
required. 

□ 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/09/27. 2pp. 


7910230216 Responds to IE Bulletin 79-19, "Packaging of Low Level 
Radioactive Haste for Transport b Burial," Audit of all 
listed activities will be performed prior to 791009, 

STALLINGS, C. M. Virginia Electric b Power Co. 79/09/27. 3pp. 


7910170232 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 b 4. " No action TequiTad, 

O 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910170770 Forwards IE Info Notice 79-24, "Dvorpressuri. xu 1 1 on of 
Containment of PWft Plant After Main atoem Line Break." No 
action required. 

□ 'REILLY, J. P. Region 3, Atlanta, Office of the Director. 
79/10/01. 2pp. 

7910100422 Responds to IE Info Notice 79-22 re Interaction between 
nonsafety-grade t safety-grade sys. Four potential 
interactions iden 1 1 f led, Inc I ud 1 ng steam generator power 
npoTated relief valve control b main feedwater contrail si/s. 
8TALL1NQ3, C. M. Virginia Electric b Power Co. 79/10/09. 6pp. 


7910240037 Responds to IE Bulletin 79-12, "Atypical Held Natl in 
Reactor Pressure Vessel Welds." Vendor presently 
investigating matl. Rept expected late Nov 1979. 

STALLINGS, C. M. Virginia Electric b Power Co. 79/10/00. lp. 


7910240044 Responds to IE Bulletin 79-17, "Pipe Cracks in Stagnant 
Borated Water Sgs at PWR Plants. " Requests 90-day deferral 
for response since revision to bulletin is forthcoming, 
clarifying insp requirements. 

STALLINGS, C. M. Virginia Electric b Power Co, 79/10/08. ip. 


791O15027B Bubmits addl info re A8CQ valves to supplement util 7906,79 
response to IE Bulletin 79-01, "Environ Oualif I cation of 
Class IE Equipment. " 

STALLINGS, C. 14 VlTjinl# Electric b Power -Co. 79/10/10, 2pp. 


79IO26G037 Requests extension of 791030 deadline for responding to 
IE Bulletin 79-14 re verification of all as-built safety- 
related piping sys. 

SPENCER, W, C. Virginia Electric b Power Co. 79/10/15. lp. 


R. Periodic operating reports b related correspondence 


7910190386 Forwards monthly operating rept for Bept 1979, 

STALL INGB, C. M. Virginia Electric b Power Co, 79/10/16. lp. t 

—7910190391 Monthly operating rept for 8«pt 1979. 

COSTELLO, 0. J. Virginia Electric b Power Co. 79/10/04, 46pp, I; 


B. Reportable occurrences, LERs St related correspondence 


7910100166 Forwards LEH 79-O2B/O3L-0, 

STALL INGB, C. M, Virginia Electric b Power Ce. 79/10/04. lp, 


■7910100171 LER 79-03S/03L-0: on 790906, dur ing review of 1978 reacted 
coolant activity records, d iscovered excessive reactor 
coolant activity occurred & not reported, Iodine spike 
caused by reactor trip. Spec i f tc sampling program Initiated. 
STEWART. W. L. Virginia Electric b Power Co, 79/10/03. 2pp. ( 
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79S0230460 Forwards LER 79-027 /O1T-0. 

GTALLIMQB. C. K. Virginia Electric U Power Co. 


79/10/18. 


lP- 


■7910230461 LER 79-027 /OIT-O : an 79 1 003, re v t ew ir response to IE Bulletin 
79-14 indicated three bypass lines t, one safety injection 
line w/stresses in excess of allowable 1 i ml ts. Caused by 
Inaccurately Installed piping line supports. Mod to be made. 

STEWART, U. L Virginia Electric t. Power Co. 79/10/17. 2pp 


7910310378 Forwards LER 79-023/03L-0 

STALLINGS, -C. M. Virginia Electric 6 Power Co. 79/10/29. 


Ip. 


— 7910310280 LER 79-028/03L-0: on 79 1 003, c one 1 ude A that ten of 209 anchor 
bolts Inspected failed to meet acceptance cr 1 ter i a. C a used by 
Improper 1 nsta 1 1 a t ion. De f i c i on c i es corrected as required. 

STEWART, W L. Virginia Electric L Power Co. 79/11/02. 2pp. 


7910310342 Forwards update LER 79-004/01 X-2. 

STALL INOS, C. M Virginia Electric 8, Power Co 79/10/29. Ip. 


7910030038 Forwards Amends 52 6 51 to Licenses DPR 32 8, DPR-37, 
respect ively. safe ty evaluation t, notice nf issuance V 

ECHUENCER, A, Operating Reactors Branch l (Pro 791030 ) . 79/09/06. 

2pp. 


•7910030042 Amends 52 & 51 to Licenses DPR-32 it DPR-37, re sp ec 1 1 ve 1 y , 
requiring initiation of safety injection based on trip of 
two out of three channels of low pressuriior pressure. 

SCHWENCER. A. Operating Reactors Branch 1 (Pre 791030). 
79/09/06. 9pp. 


— 7910030045 Safety evaluation supporting Amends 52 S< 51 to Licenses 
DPR-32 ti DPR-37, respect ivo ly. 

» Office of Nuclear Reactor Regulation. 79/09/06. 2pp. 

— 7910030049 Notice of issuance t< availability of Amends 52 *i 51 to 
Licenses DPR-32 it DP R-37, r asp oc t i ve 1 y . 

SCHWENCER. A. Operating Reactors Branch 1 (Pre 791030). 

79/09/06. 2pp. 


•7910310352 Update to LER 79-004/01 X-2 on 790309, A/E notified util of 
possible nonconservatisms in pips stress code used to 
anaiyie piping sys f, of innaccurate valve weights used by 
error in pipe stress analysis U valve weight. 

BTEUART. W. L. Virginia Electric i. Power Co. 79/10/29. 6pp. 


7910020534 Forwards Amends 53 it 52 to Licenses DPR-32 6 DPR-37, 
respectively, safety evaluation 6 notice of issuance it 

SCHUE-NCER. A. Operating Reactors Branch l (Pre 791030). 79/09/11 

4pp. 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 

F. Security, medical, emergsney 6. fire protection plans 


7910020029 Forwards replacement pages to NRC security plan evaluation 
rept. Changes revise certain areas of rept but do rot affect 
conclusions of NRC rev i ew. Rep lacemen t pages withhold (ref 
10CFR2. 790). 

SCHWENCER. A. Operating Reactors Branch 1 (Pre 7910301. 79/09/07 

2pp. 


7910020540 Amends 53 & 52 to Licenses DPR-32 8< DPR-37, r e s p ec t i ve 1 y , 

deleting ref to respiratory protection equipment covered by 
10CFR20, 10-3 «< increasing fire brigade training t, drill 


interval to 92 days. 

SCHUENCERiA Operating Reactors Branch 1 (Pro 791030). 

79/09/11. 25d n . 


—7910020543 Notice of issuance It availability of Amends 53 4, 52 to 
Licenses DPR-32 b DPR-37, res p ect ively. 

SCHWENCER , A. Operating Reactors Branch 1 (Pro 791030) 

79/09/11. 2pp. 


7910050027 Submits requested status as of 790904. Three fire protection 
safety evaluations for sii plants remain to be issued. 

LAINAS, G. Plant Systems Branch (Pre 7910301 79/09/07. Ip. 


7910190505 Act receipt of 790919 Itr transmitting Amends 53 U 54 to 
Licenses DPR-32 & DPR-37. Dis a gree s w/Section 3. 1 of fire 
protection safety evaluation submits info re design fc 
present procedures for Mods. 

STALLINGS, C. M. Virginia Electric !< Power Co. 79/10/15. 2pp. 


fl. Adjudicatory correspondence 


7910100044 Forwards evaluations requested 790905 of all plants 
previously using pipe stress analyses based on unacc optab 1 e 
algebraic summation t ec hn 1 ques . All stresses within allowable 

5 CHUENCER.A. Operating Reactors Branch 1 (Pro 7910.10). 79/09/IB. 

2pp. 

7910040008 Forwards Amends 54 it 53 to Licenses DPR-32 4, DPR-37, 
r es p ect 1 ve 1 y, sa f ety evaluation it notice of issuance !< 

ava liability. 

SCHWENCER. A. Operating Reactors Branch 1 (Pre 791030). 79/09/19 

3pp. 


7910050626 Orders extension until 790824 
790201 denial of enforcement action at 
CHILK.S J. Office of the Secretary of 
iP- 


for NRC to- oloct to review 
fac ill ty 

the Commission. 79/07/IB 


— 7910040010 Amends 54 it 53 to Licenses DPR-32 J, DPR-37, respei: t ively , 
adding license conditions pertaining to completion of 
facility mods to improve fire protection program. 

ECHUENCER, A. Operating Reactors Branch 1 (Pro 791030). 
79/09/19. 4pp. 


791-0300042 Forwards copg of NRC order imposing civil penalties an 
VEPCO on 791001. 

STELLD.V. Office of Inspection t< Enforcement, Office of the 
Director. 79/10/17. Ip. 


•7910040012 9afety evaluation supporting Amends 54 ?< 53 to Licenses 
DPR-32 (, DPR-37, respectively 

* Office of Nuclear Reactor Regulation. 79/09/19 U3pp. 


H. General correspondence 


7910090383 Responds to Itr re shutdown of five nuclear power plants. 
NRC terminated shutdown order for four of five plants after 
completion of reanalysls 6 mods to piping sys. One remains 
shut down for replacement of steam generators. 

DENTON. It. R. Office of NucleaT Reactor Regulation. 79/09/21. 2pp 


7910230065 Responds to UP Woodman 790B20 Itr re newspaper article 
stating that MC Utils Commission has requested refund from 
VEPCO 6 that Commission Is considering control of util 
distribution sys In NC. Forwards Itr. 

DENTON, HR. Office of Nuclear RaactOT Regulation, 79/10/02. Ip. 


P. Operating license stage documents 6 correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790801 
to 791101. 

DENTON, H R. Office of Nuclear Reactor Regulation, 79/08/tG. 49pp. 


7910120363 FOIA request for documents re abnormal settlements at 
facilities tc info concerning NRC reasons for not Levying 
civil penalty against util in 1972. 

ALLEN, J. North Ann* Environmental Coalition. 79/08/14, 4pp. 


— 791004001 4 Notice of issuance S< availability of Amends 54 L 53 to 
Licenses DPR-32 6 DPR-37. t espec t ively. 

ECHUENCER. A. Operating Reactors Branch 1 (Pre 791030). 

79/09/19. 2pp. 

( 

7910040202 Notification of 790921 meeting w/utll to discuss 
contribution of auxiliary feedwater to energy in containment 
following main steam, line break. 

NEIGHBORS, D. Operating Reactors Branch i (Pro 791030). 79/09/19. 

Ip. 

79101 50310 Notifies that po&t-SER Toview was submitted on 790313 t< that 
Plant Sys Branch will rely on IE to review facility startup 
program. 

ADENSAM.E, Plant Systems Branch (Pro 791030). 79/09/25, ip. 

7910260427 Forwards info re NRC requirements for auxiliary feedwater 
sy o . 

EIBENHUT, D. 0. Division of Operating Reactors. 79/09/25. 23pp. 

7910220413 Forwards guidelines for valve operability re containment 
purging i venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 days, 

EIBENHUT, », 0. Division of Operating Reactors, 79/09/27, 3pp. 
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C 


7910020391 Forwards VEP-FRD-33, 
Analysis Using COBRA 1IIC/MIT 
THOMASi W N. Virginia Electric 


11 VEPCO Reactor Core Thermal-Hydraulic 
Computer Code. " 
t< Power Co. 79/09/20 2pp 


7910260150 Forwards info re followup actions resulting from NRC review 
of Till— 2 incident) in response to 790913 request, 

STALL IMQBi C. M. Virginia Electric & Power Co. 79/10/24. B4pp, 


7910020422 "VEPCO Reactor Core Th erma 1 ~Hyd rau 1 i c Analysis Usinq CDBRA 
II1C/M1T Computer Code." 

CROSS, R. W. , DOWLING, ML. Virginia Electric t< Power Co 
VEP-FRD-33. 79/0B/31. 75pp. 


7910160053 Requests amend or approval fee to review 790B17 ltr re 
nuclear security personnel training & qualification plan 
MILLER, W 0. License Fee Management Branch 79/10/01. Ip 


7910300131 Forwards supplementary info for Proposed Tech Spec Change 78 
to amend OL. in response to NRC 790710 questions re LOCA-ECCS 
analysis. 

STALL I NOS, C. M. Virginia Electric t> Power Co 79/10/25. 5pp, 


7910300148 Cites util 790117 ltr as response to NRC 790927 ltr to 
containment purging during normal operation. 

GTALLING9. C. M. Virginia Electric L Power Co. 79/10/26. Ip. 


7910300324 Identifies UJ Kennedy as emergency contact individual. 
STALLINGS, C. M. Virginia Electric It Power Co. 79/10/26. ip 

G. Inspection reports, IE Bulletins b correspondence 


7910090419 Forwards proposed amend to Licenses DPR-32 & DPR-37 ru 
secondary water chemistry mon i tor i no , 1 n response to NRC 
790801 request. 

STALLINGS, C. M. Virginia Electric tt Power Co 79/10/03. 4pp. 


7910110430 Forwards amend fee for 791003 proposed license condition 
application re secondary water chemistry. 

SPE1DELL, D. W. Virginia Electric ?, Power Co. 79/10/05. Ip. 


7910120168 Forwards proposed Startup Test Procedure l-ST-9, Rev i s i on <1, 
"Voltage Profile," In response to 79080B request. Also 
submits info ro adequacy of electric distribution on oys 
voltages In event of loss of both offsite sources. 

8TALLIN0S. C, M. Virginia Electric b Powor Co. 79/10/09. 2pp 

— 7910120173 Proposed Startup Tost Procedure l-ST-9 , Revi s I on 0, "Voltage 
Prof i 1 o. " 

HEACQCK, D. A. Virginia Electric 5 Power Co. 79/08/24 tiipp 

79101203B4 Responds to FD1 A request for Info re abnormal settlements t< 
NRC reasons for not levying civil penalty against util In 
1972. Forwards list of relevant documents. Info partially 
wi thhe 1 d : names of Individuals (ref FOfA Emmptlon 71. 

FELTON, J. M. Division of Rules and Records 79/10/09. 119pp. 


7910170307 Forwards response to NRC 790711 request. Degraded bus voltage 
protection sys should be installed to provide undervoltage 
protection between 00-90*/ of nominal voltage. 

STALLINGS, C. M Virginia Electric S< Power Co. 79/10/15, 4pp. 


7910190407 Refers to util 790531 request for amend tD License DPH-37. 
Forwards supplemental Info re power distribution monitoring 
requirements for Tech Specs Change 78. NRC review requested! 

STALL IN08, C.M. Virginia Electric 6 Power Co 79/10/16. 16pp. 


7910290436 Bummary of 790905 meeting w/util.BLU ?, VA State Commission 
ro seismic ana 1 y s es , s t oam generator repair 5 licensing of 
fac 1 litij. 

NEIGHBORS, D, Operating Reactors Branch 1 (Pro 791030). 79/10/16. 

22pp. 


7910230560 Ack receipt of 790921 request for info ro potential fur 
multiple equipment failures t, safety sys challenges at PURs. 
Discusses review of testing procedures, station monthly 
operating repts 1< unit trip status reptc. 

BTALLINGS, C, M. Virginia Electric I, Power Cn. 79/10/IB Ip. 


7910020222 Forwards IE Insp Repts 50-200/79-42 t, SO-2B1/79-62 on 
790716— 18. Wo non comp 1 i am e noted. 

SUTHERLAND, J. T. Region 2, Atlanta. Fuel Facility fc Materials 

Safety Branch. 79/00/10, Ppp. 


— 7910020229 IE Jnsp Repts 50-2E0/79-42 fc 30-201/79-62 on 790716-10, No 
none ompl I anco noted. Major areas inepoc ted: program audit, fish 
impingement monitoring it thermal discharge. 

CUNN I NGHAI1) A. L . Region 2, Atlanta, Office of the Director. 
HUFMAN, J. W Region 2, Atlanta, Fuel Facility 8< Materials Safety 

Branch, 79/00/10. 3pp. 


7910030630 Forwards revised Page 3 of IE Insp Repts 50-2B0/79-39 5 
30-281/79-58 to eliminate notice of violation 
SUTHERLAND, J. T. Region 2, Atlanta, Office of the Director 
79/08/10. 3pp. 


7910150613 Forwards revised Page 3 of IE Insp Repts 50-280/79-39 & 
50-2B! /79-S8, elimi nat i ng notice of violation. 

SUTHERLAND, V. T. Region 2, Atlanta, Fuel Facility ?, Materials 

Safety Branch. 79/0B/10 3pp. 


-7910150617 Forwards IE Insp Repts 50-280/79-39 «< 50-281/79-59 on 
790626-29 !, notice of violation. 

SUTHERLAND, J. T. Region 2. Atlanta, Fuel Facility 6 Materials 

Safety Branch. 79/07/19. 2pp , 


— 7910130633 Notice of violation from insp on 790626-29. 

* Region 2, Atlanta, Office of the Director. 79/07/19 Ip. 


-79JO 150638 IE Insp Ropts 50-280/79-39 ft 50-2B 1/79-58 on 790620-29. 
Noncomp 1 ianc e no t ed : f a-i lur e to have shipping documents tt 
failure to follow certificate of compliance. 

ZAVADOSKI, R. W. Region 2, Atlanta, Dfflco of the Director. 
JENKIN9 , 0. R. Region 2, Atlanta, Fuel Facility h Materials 

Sa f ety Branch. 79/07/19. 1PP. 


7910240230 Forwards IE Insp Rept 50-201/79-29 on 790415-19. 

SUTHERLAND, J. T. Region 2, Atlanta. Fuel Facility t< Materials 

Safety Branch. 79/08/16, Ip. 


7910240544 Forwards "COBRA IIIC/M1T Computer Code Manual, VEPCO 
Version. " 

THOMAS, W N. Virginia Electric tt Power Co. 79/10/10. Ip. 


— 7910240550 "CDBRA IIIC/MIT Computer Code Manual, VEPCO Version. " 
BOWRING, R, W. , MORENO, P Mas sac husot ts Institute of Technology 
79/08/31. 270pp. 


7910260136 Summary of 790921 meeting u/util & 9&W re auxiliary 
feedwater contribution to energy in containment following 
main staamlino break. 

WIOOINTON, D. Operating Reactors Branch 1 <Pre 791030), 79/10/18. 

5pp. 


7910240896 Discusses plans for Cycle 9 reload core, oupp lemon ting info 
In 790723 1 tr. WCAP-9272, "Westinghouae Reload Safety 
Evaluation liothodol gy, " used to analyio Cycle 5 reload core. 

THOMAS, W. N. Virginia Electric t< Power Co. 79/10/22. 2pp. 


7910290270 Requests review of reactor ago transient analysis code & 
issuance of safety evaluation, Top ieal rept will bo provided, 
THOMAS, W. N. Virginia Electric U Powor Co. 79/10/23. lp. 


--7910290277 Request for review J, Issuance of safety evaluat Ion, submi tted 
on behalf of Util Group for Regulatory Application. 

RAQONE, 0. Virginia Electric i, Pouibp Co. 79/10/32. 4pp. 


7910240236 IE Insp Rept 50-201/79-29 on 79 04 1 5- 1 9. Mo ncomp 1 ian c es noted: 
quarterly whole body radiation limit ex c cod ed , Pa i 1 ur e to 
perform survey t< failure to provide radiation monitoring 
device. 

HOSEY.C.M. Region 2, Atlanta, Office of the Director. 

JENKINS, G. R. Region 2. Atlanta, Fuel Facility tc Materials 

Safety Branch. 79/09/02. 2pp. 


7910020098 Forwards IE Insp Repts 50-280/79-41 8, 50-281/79-61 on 
790717-20. No non c omp 1 ian ce noted. 

MURPHY, C. E Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/08/17. 2pp. 


■79100201 13 IE Insp Repts 50-280/79-41 6 50-281/79-61 on 790717-20. No 
none omp 1 1 anc e noted. Major areas inspected: feedwater piping 
insp per IE Bulletin 79— 13,stoem generator replacement I, 
inservice insp program. 

BLAKE. J. J. Region 2, Atlanta, Office of the Director. 

HERDT, A. R, Region 2, Atlanta, ReactOT Cone true t i on f< 

Engineering Support Branch. 79/0B/17. 4pp. 


7910160330 Forwards IE Insp Ropts 50-2BQ/79-46 tt 50-281/79-65 on 
790709-0810, No noncomp l lane e noted. 

LEHISiR.C. Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch. 79/08/27. 2pp. 
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--7910I60347 IE Imp Repts SO-2B0/79-46 «. 50-201/79-65 on 790709-001 n Nn 

zziiz 1 l i£\' s nQ t'*- nmiBr ar " 5 0010 n ° 

LER* ntUnlt 3 tea ™ S* nerator outage work t, followup on 

KELL 000 P J ft95 ‘ cn . 2< * tla " ta - Office of the Director. 

»■»*»■»■ «-*.» 

"“-Bum 8"e^ d R \Ul< pr‘!° tin 79 ' M ' '' Bei9, ™ lC *"•»«•«■ for 

dl. <“„* f! f ” e,atf<J Pipi»SF Sys.“ Verification that 
design criteria U document* were used as input to seismic 
analysis la underway. irn,c 

BPENCER, W. C. Virginia Electric & Power Co. 79/00/31. f,o pp . 

79 !oCF?2 e 79o“ rU,ar,S ‘ r “ P ° nBe tE S^ietln 79-16. Enel withheld Cref 
STALLINGS, C. M Virginia Electric 6 Power Co. 79/09/07. Ip. 

SK'iL,,, B " t ‘" ' '*<•" - en, 

— 

radiograph file, & procedure program 

BRVANlfj M C F ' Region 2 At l ‘ * la * ° f f ice of th * director. 
Engineering Support Branch 79/Q9/o“ C * * rUCt< 011 * 

791C010020 Forwards IE Circular 79 - 1 H _ , . , , , . 

•' r *-" 

S ’ «>*"**■ OKU, U Director 

7910020603 Forwards IE Circular 79-19 >i . .. „ 

, T l ! er -- " N ° " on 

79/09/13 fp ’ Atlanta ' Off^e of the Director. 

79l004044i Responds to 16 Bulletin 79-15, "Deep Draft 

Deficiencies." Major repair efforts l ijei tea * Pu “ f 

r^cimiiaHnn H erroris United to four outside 

P ^ •■PiM.ncin* ^c BS3 iv P bearing 

5rALLIN0BrC.il. Virginia Electric 6 Power Co. 79/09/id. 22pp. 

STALLINGS. C.H. Virginia Electric U Power Co. 79/09/M. Ip. 

79/09/14.’^ Ip. RBS<Dn 3 ' At,anta ' of the Director. 

7 ’s“I > S <> S,,feMghou« 1 79^30 3M i t%ubUc’sve ,l EUc f tMc ti ro af C °" tro1 

requlrr^w! thi n^ao^days *w/ 0 ' J Bnp]f lBIJe ^ ^ ^ 0P Action 

DENTON, RR. Office of Nuclear Reactor Regulation. 79/09/J7. 48pp. 

EI SENHUT. D. 0. Divieton of Operating Reactors. 79/09/21. A 9 pp . 

79100401S9 Forwards IE Info Notice 7<?-on i.r 

Lube OM Coolers." No action XIred DleaBl ^nerator 

?9?o5/2l' J 'a P p. nBpl ° n 2 ' AtU,,4fl ' 0ff “° -f ‘he ill rector. 

79 ^J!?re“ F ° rU,i,r,,S ,E DU,,et1 '' 79 " 2i1 ’ ■*«•» Lines. - Action 
79/09/2?! J ' 2pp. fl8!,l0n 2 ’ Mlant -‘ 0fp ‘« of the Director. 

STALLINGS. C. H. Virg 1 n i a El 9 < t r ic & Power Co. 79/09/27. 5 pp. 

7910020455 Forwards requests For relief admit r- 

inservice in.p S, testing of pumps j, va ( v °* requirements re 

drawings available in Central File* onle luW!rsl,e 

STM. LI NOB, C. M. Virg inla Electric l< Power Co! 79 / 09 / 20 . 97 pp. 


"Reactor Trips at Turkey 


7910170232 Forwards IE Info Notice 79-25, 

Paint Units 114." No action required 
79/10/Ol’ J 2pp BB a ion a ' Atlanta, Office of the Director. 


7910170770 Forwards IE Info Notice 79-24, "Overpr essur i lat 1 on of 
Containment of PWR Plant After Main Steam Line Break." No 
action required. 

79/Ttt/Ol' J 2pp RB9lon 2 ' Atlanta, Office of the Director. 

79 JfvMlat1" P r d M D 790904 ltr 1 * eceived ‘A answer to 790815 notice 
oenlirl ei n0ti !! ° f P r0 P osed imposition of civil 

penalties. Confirms Items of noncomp 1 1 anc e re worker 
exposed to ID rems of ra d la 1 1 on. Order end 

Director! 7"!o/0? f 1 ™ pecti ° n fc Enforcement, Office of the 

—7910220219 Order imposing civil monetary penalties on util following 
^ V f ‘i*T* ° f none omp 1 1 anc b during 790415-19 insp. 9 

radiitioiThUnlH r V ‘n* aUD " °f »tds of protection against 
STELLAS b * c Pf id nn hearing should be requested. 

Direct 79/09/2fl F r Sp 6PeCtl ° n 11 EnfDrCaWont ' of thB 

79 ioi°a?et U -oiar d i t0 c'l ^ N ° tiC0 ?9 ~ 22 re Interaction between 
Brade 4 *af e ty— grad e ays. Four potential 
'tlon* identified, including steam generator power 

STALlIngq r « ” ,v ! da ntrol 6 main feedwater control ays. 

STALLINGS, C. M. Virginia Electric & Power Co. 79/10/05. 6pp. 

7910240037 Respond, to IE Bulletin 79-12, "Atypical Weld Matl in 
Reactor Pressure Vessel Wolds." Vendor presently 

BTJiM*twno t i n S mat] R ept e.pected late Nov 1979. 9 

ALLINQS, C. M. Virginia Electric «< Power Co. 79/iO/OB. Ip. 

7910240044 Responds to IE Bulletin 79-17 <pu. 1 D , 

f:;^: dHatBr ?*• at pur ■ R.S.H l K-SM e i:fi:r;; ai,,<,n * 

clar^ng”n:l%drl:ln2 s t0 6UUBt ‘ n ‘ S ' - ^ ' 

STALLINGS, C. M, Virginia Electric 6 Power Co, 79/10/0B. Ip. 

7910150278 Submits addl info re A5C0 valves to supplement util 7906->5 

STALLINGS, C. M. Virginia Electric «< Power Co. 79/10/10. 2pp. 

~-™l™L!f!:!^[l?_ re|,orts * rB l at * d correspondence 

79 s?i!LlNGS F c r M Srd v i m °? t ? ly r 0peratinfl rept SOP* 1^- 

STALLINGS, C. M. Virginia Electric «, Power Co. 79/10/16. Ip. 

^“hLhly operating rept for Sept 1979, 

Q8TELL0, □, J. Virginia Electric *< Power Co. 79/10/04. 46pp. 

*« related correspondence 

™altns E on 7 3ufw° n i 908l rf' 2 0ti 5 e ° f pro P 05Bd ^ m P° s ition of civil 
re Bmploy " eiposu - to b ** dB 

of D the T Director GDt4 79/?i)/o? ff£ Jp. ° f In,p ett 1 on *< Enforcement, Office 


7910240553 Forward* LER 79-013/01 T-O 

STALLIHOB, C. M. Virginia Electric i Power Co. 


79/10/22. ip. 


” 79 i°dectrica?irM 1 ap / p”^t°r 3 91007 '^ MOV-SW-202B operated mechanic*! 

SSaiT^ Ki : i"!iss™“ 

BTEMART, W. L. Virginia Electric t. Power Co. 79/10/19. 2pp. 

ISI :A™ NUCLEAR STATION. UNIT 1 
F, Securityi ffledicali emergency U fire protection plana 

L AINAS, 0 . Plant Systems Branch IPre 791030). 79/09/07, lp. 

7? modffreaM^ l ^r^Mi. lfl,,,Umentati0n dateB for Protection 

HAVER, L.o. Northern State* Power Co. 79/10/17. 3pp. 
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7910240963 Forward* "Revised Fi 
Rept supersedes Section 7 of 
it 770705 suppl. 

MAYER. L. 0. Northern States P 


re Protection Safe Shutdown Analysis." 
770311 fire hniards analysis 

owor Co. 79/10/22. 2pp. 


•7910240566 "Revised Fire Protection Safe Shutdown Analysis. " 
* Northern States Power Co. 79/10/22 41pp 


7910290290 Forwards proprietary version of two sets of cable routioq 
drawings for review of fire protection safe shutdown 
reanalysis. Drawings withheld (ref 10CFR.7901, 

MAYER, L. Q. Northern States Power Co. 79/10/23. Ip 


H. General correspondence 


7910040646 Forwards safety evaluations re fire 
sys. W/o end. 

SCHWENCER, A. Operating Reactors Branch 1 
tp- 


detection & 
<Pre 791030). 


protoc tlon 
79/09/19. 


7910190266 Discusses review re secondary sys flow instabilit 1 es. Water 
hammer events due to rapid steam condensation in Feedwater 
sys at facility are not likely to occur. Forwards safety 
evaluation. 

SCHWENCER p A. Operating Reactors Branch 1 CPre 7910301, 79/09/13, 


7910190279 Safety evaluation re steam generator water hammer. Cone 1 ude 
water hammer events not likely to occur. 

* Operating Reactors Branch 1 (Pre 791030). 79/09/30. 5pp. 

7910050127 Responds to IE Bulletin 79-21, "Temp Effects at Level 
Measurements. 11 Outlines liquid level measuring sys Inside 
containment used to Initiate safety act l ons. Table a 6 charts 
end. 

WACHTER iL. J. Northern States Power Co. 79/09/14. Opp. 

7910030744 Forwards EQ&Q ID. Inc consultant ropts re steam generator 
water hammers. 

MACKAY. 8. Plant Systems Branch (Pre 791030). 79/09/14. Ip. 


I. Financial information 


7910160475 Forwards schedule showing generated cash flow in 1978 U 
projections for 1979. Also forwards Annual Financial Root 
197B. 

CARLSON, L. R. Northern States Power Co. 79/10/11. 2pp. 


J. Insurance it indemnity information 


7910220224 Executed Amend 0 to Indemnity Agreement B~60. mod i f y i no 
prefatory language re transportation, hand 1 ing or temporary 
storage of radioactive matl. 

BALTZMAN, J. Antitrust it Indemnity Group. JOHNSON, R. Q. Northern 
States Power Co, 79/10/16. Ip. 


P. Operating license stage documents & correspondence 


7909140043 Requests that review of potential for inadvertent reactor 
scrams it safety injection sys actuations be submitted to 
NRC within 30 days. 

EISENHUT, D. 0. Division of Operating Reactors. 79/06/26 2pp. 

7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 79080! 
to 791101. 

DENTON, H. R. Offico of Nuclear Reactor Regulation. 79/0B/I0. 49pp. 


7910030004 Forwards stonm generator water hammer safety evaluation 
Plant mod not nee essary. Oporat I ng repts will be monitored 
for indications of water hammer, 

LAINA9.0. Plant Systems Branch (Pro 791030). 79/09/03. 2pp, 


■7910030005 Safety evaluation re steam generator water hammer. Water 
hammer not likely during normal operation. 

* Plant Systems Branch <Pre 791030). 79/09/30. 5pp 


7910050360 Responds to util answer to NRC 7Q0202 I tr re reactor cavity 
seal ring goneric issue. Util answer acceptably resolves 
issue. 

SCHWENCER, A. Operating Reactors Branch 1 (Pro 791030). 79/09/10, 


7910050279 Responds to IE Bulletin 79-19 re transport oF low level 
waste. Will maintain current set of regulations *, licenses on 
burial firms t, will initiate training program re waste 
solidification within six months. 

WACHTER, L. J. Northern Status Power Co, 79/09/21. 2pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging *, venting during normal operation. Request* 
commitment to implement valve qualification program within 
30 days. 

EISENHUT. D. 0. Division of Operating Reactors. 79/09/27. 3pp, 


7910170410 Forwards request for addl info re containment purge &, vent 
sya to continue review. 

L AINAS, 0, Plant System* Branch (Pre 791030). 79/10/01. 3pp, 

7910260370 Requests info- re events of loss nf offsite power t, 
concomitant degraded voltage or frequency conditions. 

SCHWENCER, A. Operating Reactors Branch 1 (Pro 791030). 79/10/01, 


7910110441 ACR receipt of NRC 790917 1 tr re potential for adverse 
environ affects ccausing interaction between nonsafety- 
grade & safety-grade sy*. Review has not Identified condition 
which would jeopaTdiie safe operations. 

MAYER, L.O, Northern Etatcs Power Co, 79/10/05, 6pp. 


7910220460 Discusses review of responses to IE Bulletins 79-05C l 
79-06C re need for tripping of reactor coolant pumps for 
certain small break LOCAs, 

ROBB, D. F. Till -2 Bulletins & Orders. 79/10/05. 2pp. 


79101B0147 Forwards Amends 39 h 33 to Liconses DRR-42 *< DPR-60, 
respectively, safety evaluation, notice of i ssuance fc RE Hal 1 
790621 1 tr. 

8CHWENCER, A. Operating Reactors Branch 1 (Pro 7910301. 79/09/06. 


-7910180158 Amends 39 6 33 to Licenses DPR-42 & DPR- 60, respectively, 
adding license conditions re completion of mods & 
implementation of administrative control. 

SCHWENCER, A. Operating Reactors Branch 1 (Pro 791030). 

79/09/06. 19pp, 


7910100168 Fire protection safety evaluation supporting Amends 39 !< 33 
to Licenses DPR-42 & DPR-60, respec tive ly . 

» Office of Nuclear Reactor Regulation. 79/09/06. 03pp. 


7910100176 Notice of issuance of Amends 39 U 33 to Licenses DPR-42 t, 
DPR-60, respectively. 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 791030) 

79/09/06. 2pp. 


7910240724 Responds to 790921 request for addl Inf o. Impossib le to 
respond in seven working days. Response will be submitted hu 
791031, v 

WACHTER, L. J. Northern Btates Power Co, 79/10/00. Ip. 

7910230321 Notification of 791012 meeting u/util in Bethesda.MO to 
discuss 791022 tube rupture. 

OROTENHWI0, M. Operating Reactors Branch 1 (Pre 791030) 79/10/11 

2pp. 


7910170359 Responds to 790730 request for info re degraded voltage 
protection c treu i try . Submi ts criteria re voltage selection, 
voltage drop analysis *< load injection schoroe. 

MAYER. L.O. Northern State* Power Co. 79/10/12. 4pp. 


7910190370 ConPJrms commitment made to NRC at 791012 meeting re 
submittal of license amend request within 30 days to adopt 
primary t, secondary coolant activity Tech Specs. Forwards 
Interim limit on primary coolant iodine activity. 

MAYER. L.O. Northern States Power Co. 79/10/16. ip. 


7910040002 Forwards safety evaluation of steam generator water hammer 
per 750801,760310 t, 780203 submi tta 1 s. No mods required. 

NRC will continue to monitor operating repte. 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 791030), 79/09/13 

2pp. 


7910340619 Commits to implement requirements of NURE0-037B for followup 
actions to TMI-2 acc i dent. Forwards description of actions 
already taken, planned actions & expected implementation 
dates. 

MAYER, L. D. Northern State* Power Co. 79/10/17. 15pp. 


■7910040005 Safety evaluation of steam generator water hammer at 
facl 1 i ties, 

» Operating Reactors Branch 1 (Pre 7910301. 79/09/13. 4pp. 


7910260293 Advises of NRC requirements for auxiliary feedwater sys 
Saner tc t plant-specific requirements end. 

EI8ENHUT, D. 0. Division of Operating Reactors. 79/10/19. B3pp, 
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7910300142 Discusses review of acceptability of station electric 
distribution sys. Horst case combination of steady state & 
transient loading will not cause spurious operation of 
undervoltage protection or extend acceleration times. 

MAYER- L. 0 Northern States Power Co. 79/10/26. 2pP- 


7910300299 Discusses 790917 Itr re plans for implementing requireman ts 
of 40CFR190. Beginning 791201- prior to issuance of semiannual 
Tadloative effluent rept.offsite doses due to liquid ft 8 as 
will be calculated per NUREG-0133. 

MAYER- L 0 Northern States Power Co. 79/10/26 «?j>p 


— 7910120313 IE Insp Repts 50-202/79-19 it 50-306/79-16 on 790801-22. No 
noncompliance noted. Major areas inspected: p lant operations, 
secur 1 ty, fol lawup of IE bulletins ft circulars 8, previously 
identified unresolved Items, 

FEIERABAND. C. D. Region 3. Chicago- Office of the Director. 
WAF1NICK-R, F. Region 3. Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/03. 4pp. 


7910020212 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies." Two safety-related pumps tested monthlu. 
WACHTER, L.J. Northern States Power Co. 79/09/07. 2pp 


0, Inspection reports. IE Bulletins ft correspondence 

7410090003 Forwards tE Bulletin 79-19. "Packaging of Low Level 
Radioactive Haste far Transportation ft Burial," Action 

REPPLER, JO Region 3, Chicago, Office of the Dir ec tor. 79/OB / 10. 

IP- 


7910090191 Forwards IE Bulletin 79-21. "Temp Effects on Level 


Measurements. 
KEPPLER, J. G 


Action required. 

Region 3, Chicago. Office of the Director. 


Ip- 


79/08/13 


7910050420 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals.” No action required. 

KEPFLER. J. G, Region 3, Chicago, Office of the Director. 79/08/14. 
IP- 


7910050493 Forwards IE Circular 79-17, "Contact Problem in Sti-12 
Switches on OE tletaldad Circuit Breakers. " No action 
rcouiTfd, 

KEPPLER. J. G. Region 3, Chicago. Office of the Director. 79/08/14. 
IP- 

7910010729 Forwards IE Insp Repts 50-202/79-19 ft 50-306/79-15 on 
790701-31 ft notice of violation 

HE1SHMAN. R. F. Region 3. Chicago, Reactor Operations NuclBar 

Support Branch 79/09/23. 13pp 


— 7910010733 Notice of violation Prom insp on 790701-31. 

• Region 3, Chicago. Office of the Director. 79/08/23. 3pp. 

— 7910010735 IE Insp Repts 50-282/79-1B ft 50-306/79-15 on 790701-31 
Noncompliance noted : fai lure to adhere to controls for making 
changes to test procedures. 

FEIERABEHD, C. D. , WARN1CK.B F. Region 3, Chicago- Office of the 
Director. 79/00/23. 10pp. 


7910020215 Forwards IE Info Notice 79-20, Revision l, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission ft punctuation error which changed 
intent of ota t gain t . Chan god statement underlined in tent. 

KEPPLER, J. 0. Region 3. Chicago. Office of the Director. 79/09/07. 
Ip. 


7910030578 Forwards action taken ft to be taken in response to IE 
Bullet In 79-16. Enc 1 withheld <rof 10CFR2, 790) . Sec ur i ty plan 
evaluation concludes modified amended security plan provides 
adequate physical protection. 

UACHTER, L J. Northern States Power Co. 79/07/11. Ip. 


7910030269 Forwards IE Circular 79-19. "Loose Locking Devices on 
I ngerso 1 l-Rand Pump Impellers. ,l No action required. 

KEPPLEfl.J. 0 Region 3, Chicago, Office of the Director. 79/09/13. 

IP- 

7910240003 Forwards IE Insp Repts 50-282/79-22 ft 50-306/79-17 on 
790905. No none amp 1 lance noted. 

F10RELLI.G. Region 3, Chicago, Office of the Director. 79/09/13. 

2pp. 

— 7910240004 IE Insp Repts 50-282/79-22 ft 50-306/79-17 un 790905. No 
noncompl ianc e noted. Major areas inspec ted: NRC requirements, 
work procedures ft records. 

YIN. IT. , DANIELSON. D. H. Region 3, Chicago, Office of the 

Direc tor 79/09/12. 3pp. 


79103000E32 Forwards IE Info Notice 79-22, "flualt f icati on of Control 
Sya, " Westinghousc 790030 ltr ft Public Svc Electric ft Oau 
Co 790910 ltr re potential unrevleued safety quest ion. Ac 1 1 on 
required within 20 days W/o and 

DENTON, H H. Office of Nuclear Reactor Regulation 79/09/17. 48pp. 


79 10010184 Forwards "ASME Code Section XI Iriservico Insp ft Testing 
Program ft Info Required for NRC Review nf Requests Pdf 
Relief from ASME Code Section XI Requirements," Revision 3. 
MAYER. L.O. Northern States Power Co. 79/09/19. 3pp, 


7910050460 Forwards IE Insp Repts 50-282/79-17 ft 50-306/79-14 pn 
790712-13 ft 17 ft notice of violation. 

DAVI9, A. B. Region 3, Chicago. Fuel Facility ft Materials Safety 

Branch. 79/08/24. 2pp. 


■7910010188 "ASME Code Section XI Inservice Insp ft Testing Program ft 
Info Required for NRC Review of Requests for Relief from 
ASME Code Section XI R oqu i r oments, " Revision 3, 

# Northern States Power Co, 79/09/19. 22pp. 


■7910050462 Notice of violation from insp on 790712-13 ft 17. 

s Region 3. Chicago. Office of the Director. 79/00/24. Ip 


— 7910050469 IE Insp Repts 50-282/79-17 ft 50-306/79-H on 790712-13 ft 17. 
Noncompliance no t ed ; neu t ra 1 i I Ing tank batch, release u/pH 
less than 6.5 ft failure to count ft repoTt fish loss due from 
impingement. 

0E3TMANN, M J. , ESSIO, T. H Region 3. Chicago. Office nf the 
Director. 79/08/21. 6pp 


7910090282 Forwards IE Insp Rept 50-282/79-20 on 790814-15. No 
none orrp J lance noted 

FI0RELL1. 0. Region 3. Chicago. Reactor Construction 6 Engineering 

Support Branch. 79/08/29 2pp. 


— 79 1 00902BB IE Insp Rept 50-282/79-20 on 790814-15. No noncomp 1 ianc o 
noted. Major areas inspec ted: QA/GC program review ft 
evaluation of nondestructive * Kami nation ft welding data, ft 
repts ft radiographs of feeduiateT piping repair activities. 

WARD. K. D. , DAN IEL30N. D. !H. Region 3, Chicago, Office of the 
ntrnrt.F to // in , am epp 


79-14. Item of nonconformance 
f LER 79-25). Visual 
1 be completed 

'9/08/31. 3pp. 


•19 ft 50-306/79-16 on 
tor Operations Nuclear 


7910030331 Ack receipt of 790911 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-202/79-18 ft 
50-306/79-15. i 

HEISHMAN, R. F. Rogion 3, Chicago. Reactor Operations Nuclear 

Support Drone h 79/09/21. Ip. 


— 7910030338 Responds to NRC 790905 ltr re violations noted In IE Insp 
Rapt 50-282/79-18 ft 50-306/79-1 5. Corr ec 1 1 ve actions: 
roins truct 1 on of operators in Tech 9pec requirements. 

WACHTER, L. J. Northern States Power Co. 79/09/il, 2pp. 


7910090788 Responds to IE Buletin 79-18, "Audibility Problems 
Encountered H/Evac uafcion of Personnel From High Noise Area. " 
Bevoral speakers will bo added to sys . Po ss 1 b 1 1 1 ty of adding 
visual annunciation in selected areas is being investigated. 
WACHTER. LJ. Northern States Power Co. 79/09/21. 2pp 


7910230561 Forwards NRC 790626 ltr ro multiple equipment failures ft 
surveillance testing errors, wh ich was incorrectly 
distributed. Also forwards IE Insp Repts 50-295/79-13 ft 
30-304/79-12. Action required. 

EIBENHUT, D. O. Division of Operating Reactors. 79/09/21. 49pp. 


7910090662 Submits addl info re reactor vessel weld metal Info 
specified in IE Bulletins 78-12, 70-12A ft 78-12B. Final 
response to bulletins expected Nov 1979, 

WACHTER, L.J. Northern States Power Co. 79/09/24. Ip. 


79101 L0I36 Forwards IE Circular 79-20, "Failure of GTE Bylvania Relay. 
Type PM Bulletin 7305,Catalog 3U12-11-AC ui/120 Volt ac 
Coll.” No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/24. 
Ip. 
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7910040291 Forwards IE Info Notice 79-23, “Emergency Diesel Generator 
Lube Oil Coolers.” No action required. 

KEPPLER.J. G. Region 3. Chicago. Office of the Director. 79/09/26. 

Ip- 


79100400 95 Forwards IE Info Notice 79-24. “Fro 2 on Lines. " No action 
required. 

KEPPLER.J. G. Region 3. Chicago, Office of the Director 79/09/27. 
Ip. 


7910170294 Forwards IE Info Notice 79-25. “Reactor Trips at Turkey 
Point Units 3 !< 4,” No action required. 

KEPPLER, J. G. Region 3. Chicago, Office of the Director. 79/10/01 

Ip- 


7910100627 Forwards IE Info Notice 79-24, “Dverpre ssur i lat i on of 
Containment of PUR Plant After Main Steam Line Break. “ No 
action required. 

KEPPLER, J. G Region 3, Chicago, Office of the Director. 79/10/01 

lp 


7910190131 Responds to IE Bulletin 79-02. Te 1 odijne Engineering Svc a 
performing plant-specific baseplate analysis which is appTox 
907 complete. 

WACHTER, L. J. Northern States Power Co. 79/10/02. lp, 


7910220356 Responds to IE Dulletln 79-23. "Potential Failure of 
Emergency Diesel Generator Field Exciter Transformer, 11 
Submits data illustrating extensive testing of both diesel 
generators prior to startup. 

WACHTER, L. J. Northern States Power Co. 79/10/00. 2pp 


7910220375 Requests 90-day delay In implementation of Item 2 of IE 
Bulletin 79-17, "Pipe Crack in Stagnant Berated Water Sys 
at PWR Plants." Need to evaluate TMI data re Intergranular 
stress corrosion cracking h implement insp program. 

WACHTER, L. J, . Northern States Power Co. 79/10/09. Ip. 


7910310261 Forwards Revision 2 to IE Bulletin 79-13, “Cracking in 
Feedwater 9ys Piping. 11 Action required. 

KEPPLER.J. G. Region 3, Chicago, Office of the Director. 79/10/19. 

lp. 


R. Periodic operating reports fc related correspondence 


7910030152 Submits Environ Event Rept 79-00 for cooling touiBr 
operations during Sept. Covers operation of plant circulating 
water ays in partial recycle mode w/dally average blowdown 
flow over 150 cf. Daily average for month was 269 cf. 

WARD, E. C. Northern States Power Co. 79/10/01. lp. 


7910150472 Forwards monthly operating rept for Sept 1979. 
MAYER, L. 0. Northern States Power Co. 79/10/10. lp. 


■7910130409 Monthly operating rept for Sept 1979. 

HUN3TAD, A. A. Northern States Power Co. 79/10/01. 0pp. 


S, Reportable occurrences, LERs 6 related correspondence 


7910170704 PN0- III — 79-03A: on 790926, c oo li ng tower water found to 
contain amoeba encephal i t i s. Amoeba present in all US fresh 
water bod ies. Treatment w/biocides being considered. 

QEBTMANN, M. J. , ESSIG.T.H, Region 3, Chicago, Office of the 
Director, 79/09/27. 2pp. 


7910170513 PNO-1 1 1-79-09: on 791002, steam generator tube ruptured. 
Initiating reactor & turbine trip L safety injection. 

Cause not sta ted. Re loose occurred from turbine bldg. 

Steam isolation valves are closed. 

8PE99ARD, R. L. , WARN ICK, R. F. , BQYD, D. C. Region 3, Chicago, Office 
of the Director. 79/10/02. 2pp. 


7910100339 R0 79-27: on 79 1 003, reac tor tripped on low prossurirer 
pressure followed by safety injection & containment 
1 salat ion. Caused by steam generator tube 1 aakage. Fa i 1 ed 
tubes will be plugged fa inspected. 

TIERNEY, F. P. Northern 9tatos Power Co. 79/10/03. lp. 


791OIB05Q4 PNO- II I -79-09B : upda tes PNO- 1 U-79-09A. On 791003, unit reached 
cold shutdown. Caused by tube rupture in steam generator A. 

Plant will remain shut down pending completion of generator 
insp St necessary repairs. 

SPESSARD.R. L, . BDYD, D. C. Region 3. Chicago, Office of the 
Director. 79/10/03. lp. 


7910230513 Forwards LER 79-027 /01T-0. 

MAYER, L. 0. Northern States PouieT Co. 79/10/16. lp 


— 7910230520 LER 79-027/0 1 T-0 : on 791002, tube break occurred in steam 
“generator 11. Caused by mechanical wear. Two defective tubes 
plugged. 

GOMYEAU, J. Northern States Power Co. 79/10/16. 43pp. 


DOCKET 50-284 IDAHO STATE UNIV. RESEARCH REACTOR 


J. Insurant e & indemnity information 


7910300320 Forwards executed Amend 12 to Indemnity Agreement E-49. 
EASTMAN. P. H. Idaho State Univ. 79/10/25. 2pp. 


DOCKET 30-283 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


7910110467 Forwards "NRC Pus j t i nn, 8a f e ahutdnwn Capability" to help 
util modify fire protection safety evaluation for Amend 40 
to License 0PR-4O. Roque sts info within 60 days. 

REID, R, W. Operating Reactors Branch 4 (Pre 791030). 79/09/IB. 

2pp. 

— 7910110470 "NRC Po s i t i on, Sa f e Shutdown Capability," re fire protection 
pro-grams . 

» Operating Reactors Branch 4 (Pre 791030). 79/09/10. 7pp, 

7910030901 Ack receipt of security plan for revi gu. Request s Class III 
fee. 

MILLER, W, 0. License Fee Management Branch, 79/09/20. lp. 


7910040273 Forwards payment of Class III fee for revision of site 
security plan submitted 790817. 

JDNE9.H.C. Omaha Public Power District, 79/09/27, 2pp. 


7910300310 Forwards commitments to comply ui/imp 1 ementa t i on schedule of 
Enel 6 to NRC 790913 Itr, Items 2-6 of one 1 will be addressed 
In revised emergency plans. 

JONES, W.C. Omaha Public Power District. 79/10/25. 31pp. 


O. Ad judicatory correspondence 


7910190175 Requests all futUTe correspondence bo sent to 1333 New 
Mamp shire Ave NW, Washington, DC. 

VOIGT, M. H. Loaooufi Lamb. Leiby & MacRau. 79/10/02. lp. 


7910300376 Request far hearing in Omah a, NE. C i t i i e-ns adversely affected 
should be given opportunity to be heard. Affidavit ?< 

Certificate of Svc end. 

KIRSHEN.A.R Omaha, NE. 79/10/00. 6pp. 


7910300379 Request for h ear in g. Ro a sons arc stated in similar request 
filed separately, Affidavit t< Certificate of 5vc end. 

KIRBHEN, A. R Affiliation Unknown. 79/10/00. 3pp. 


H. Qenera 1 correspondence 


7910050347 Notifies of change of address to 1333 New Hampshire Ave«NW» 
Wash inn ton, DC N requests all future correspond once be sent 
to new ad dress. 

VOIGT, H. H, teHoeufi Lamb, Leiby 6 MacRae. 79/10/02. lp. 


P. Operating license stage documents & correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 59 re requirements 
for physical protection of nuclear poweT plants. Amend defers 
imp 1 emon ta 1 1 on of physical search requirements from 790801 
to 791101. 

DENTON. R. R. Off ice of Nuclear Reactor Regulation. 79/00/10, 49pp. 


7910170520 PNQ-I I I-79-09A: on 7910D2, tube ruptured in steam generator 
A. Amount of radioactive matl released to containment bldg 
through opened rupture disk is small. Cooldown was 
accomplished sat isfacturi t y. Plant remains shut down. 

BOYD, D. C. Region 3, Chicago, Office of the Director. 79/10/03. 
2pp. 


7V lot) 50206 Forwards notice of proposed issuance of amen-t) to OL 
DPR— 40 per 790717 application to increase power level, change 
fuel for Cycle 6 operation it use Exxon Nuclear analytical 
methods. 

REID, R. W. Operating Reactors Dranch 4 IPre 791030). 79/00/30, 

2pp. 
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— 7910030273 Notice of proposed issuance of amend to License BPR-40 
author i t i ng increase in. power level from 1420 MW-t to 
1900 HWt. increased use of Euxan fuel for Cycle 6 operation 
(t use of Exxon Nuclear Co analytical methods. 

REID. R. W Operating Reactors Branch 4 (Pro 79J030). 79/00/30. 

4pp. 


7910090577 Forwards results of review of atmospheric dispersion factors 
for 13 plants. Requests confirmation of accuracy of ’seclusion 
area boundaries. 

KVLMAN, L. 0 Hydrology Meteorology Branch. 79/09/04. 13pp. 


7910160136 Forwards request for arfdl info, for Hestinghousa *, C-E plants 
that are not equipped u/top discharge devices an steam 
generator feedwater spar g ars. Need further assurance re steam 
generator water hammer. 

LAINAS»G. Plant Systems Branch IPre 791030). 79/09/04. 5pp. 


7910020587 Sumary nf 790623 meeting ui/util in Bethesda, MD re 
containment purge valve If vent valve designs, purge 
operating requirements it purge electrical override 
circuitry. 

Efi ICK50N,F. B. Operating Reactors Branch 4 (Pre 791030). 79/09/09. 

4pp. 

7910050340 Forwards list of plants requiring ml crof ich log of up-to- 
date FSAfla in Central Fi les. Requests action as soon as 
possible. 

OR IHES. B. K. Assistant Director for Systems Engineering <Ptb 
791030). 79/09/10 4pp. 


Q. Inspection reports. IE Bulletins !< correspondence 


7910090770 Forwards IE Insp Rept 50-205/79-11 on 790007-10. No 
noncomp 1 i ante noted. 

MADSEN. 0. L. Region 4, Dallas. Reactor Operations Nuclear Support 

Branch. 79/00/22. 2pp. 


—7910090772 IE Insp Rapt 50-2B5/79-11 on 790007-10. No noncompliance 
noted. Major areas insp acted; f i re pT even t i on. serve i 1 1 anc e 
testing Si followup to LERs & IE bulletin responses. 

KELLEY, D. L. . WESTERMAN, T. F. Region 4, Dallas, Reactor 

Operations Nuclear Support Branch. 79/00/22. Bpp. 


7910020635 Responds to IE Bulletin 79-06C re operation of reactor 
coolant pumps after initiation of acc ident. Ci tes 0 Liebler 
79QB29 ltr u/r op t. CENPD- 1 1S-P, as answer to Items 1-3. 

Emergency procedure* t, operator training being reviewed. 

EKORTp T. £. Omaha Publ ic Power District. 79/08/29. Ip. 


7910050437 Responds to IE Bulletin 79-14, "Seismic Analysis for 
As-Built Baf ety-Related Piping Sys. " One discrepancy found 
in pipe run g oometry. Insp of 827 hangers Si supports 
identified 104 which do not conform ui/design documents. 

JCNE8. W. C. Omaha Public Power District. 79/08/31. 3pp. 


7910250464 Forwards IE Inep Rept 30-265/79-12 on 790021-24. No 
none ompl Janice noted. 

MADSEN, 0. L. Region 4. Dallas! Reactor Operations Nuclear Support 

□ranch. 79/09/05. 2pp. 


7910190274 Requests further verification that steam generator water 
hammer will not occur t< surveillance procedures will be 
adequate to detect water hammer or water hammer damage. 

Response requested within 60 days. 

REIDrR.W. Operating Reactors Branch 4 fPre 791030). 79/09/11. 

4pp. 


7910250215 Informs that effective date for implementation of EPA std 
f d r LWR U fuel cycle is 791201. Requests compliance w/ 

Tadioiogical effluent Tech Spec implementing LWR provisions. 

Method for implementation requested by 791101. 

GAMH1LL, W.P. Assistant Director for Operating Reac tor Projects (Pro 
7910301. 79/09/17. Ip. 


— 79102S0473 IE Insp Rept 30-285/79-12 on 790821-24. No noncompl ianco 
noted. Major areas inspectediQA program ti housekeeping 
cl eanliness program. 

KELLEY* D. L. * DEAN. 9, R. * WESTERMAN, T. F. Region 4, Dallas, Office 
of the Director. 79/09/05. 4pp. 


79LQ020271 Forward s IE Info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word amission i< punctuation error which changed 
intent of statement. Changed statement underlined in text. 

8EYFRIT, K. V, Region 4. Dallas, Office of the Director, 79/09/07. 
Ip. 


7910220413 Forwards guidelines for valve operability ro containment 
purging 6 venting during norma) operate on. Request » 
commitment to implement valve qualification program within 
30 days. 

EI3ENHUT* D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910030402 Discusses 790023 meeting w/NRC re purge U vent valve 
operations 5 submits response to NRC concerns in regard 
to licensee compliance w/stds It Tech Specs. 

JONES, W.C. Omaha Public Power District. 79/09/20. 3pp. 


79 ID 100272 Forwards application for Amends 30 U 40 to License OPfi-40, 
certificate Df Svc end. 

MACRAE, C. F. LeHoeuf, Lamb, Leihy t MacRae. 79/10/09. 2pp. 


7910150036 Forwards Info in responso to IE Bulletin 79-21. All level 
measurement channels consist of level transmitter 8, 
associated indicating S, alarming equipment. Graphs end. 

JDNEG,U.C. Omaha Public PowBf District. 79/09/12. 21pp. 


7910030319 Foruards IE Circular 79-19, "Loose Locking Devices on 
Ingerso 1 1-Rand Pu/np Impel lers. " No action required 

SEYFRITi K. V. Region 4, Dallas, Office of the Director. 79/09/13. 
ip. 


7910120186 Forwards IE Info Notice 79-22, "dual i f i ca t ion of Control 
Dye, " Na action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Dlroctor. 79/09/14. 

Ip, 


— 7910100205 Application foT Amends 38 & 40 to License DPR-40 specifying 
requirements for operation & surveillance of fire 
suppression sys scheduled for installation In Dec 1979. 

JONES, W.C. Omaha Public Power District. 79/10/09. 7pp. 


7910300082 Forwards IE Info Notice 79-22, "Qualification of Control 
Bys," MeitinghousB 790830 ltr 6 Public 8vc Electric Si Oas 
Co 790910 ltr ro potential unrevlewed safety quest ion, Ac t ion 
required within 20 days. H/o end. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/09/17. 48pp. 


7910220492 Forwards "Alternative Shutdown Capability Dssign 
Description." Gives info t» attaining hnt shutdown from 
area* remote from control room p«T fire protection safety 
evaluation U in support of Amend 40 to License DPR-40, 
JONES, W. C. Omaha Public Power District 79/10/12. Ip. 


7910160033 Responds to IE Bulletin 79-18, "Audibility Problems 
Encounterod on Evacuation of Personnel from High Noise 
Areas." Alarm audibility tost performed 790908-12. Four areas 
determined to be inaudible. Flashing lights to be Installed. 
JONES, W, C . Omaha Public Power District. 79/09/20. 3pp. 


— 7910220497 "■Alternative Shutdown Capability Final Design Description." 
Twenty-five oversiie drawings available in Central Files 
only. 

* Omaha Public fewer District. 79/10/01, 31pp. 


7910310163 Notification of 79i023 meeting u/util to discuts feedwater 
non le Insp that util plans to perform 791026 during bet 
shutdown conditions. 

ERICKSON. P. B. Operating Reactors Drench 4 ifre 791030). 79/(0/19. 

Ip- 


7910300239 Forwards map of reactor vess * 1 , dep ic t inj vertical weld seams 
at belt line evaluation relative to core f- surveillance 
capsule, in response to question raised at 790325 mooting 
w/NRC. 

JONES, W.C. Omaha Public Power District. 79/10/25. 2pp. 


7910150620 Responds to IE Bulletin 79-19, "Packaging of Low Level 
Radioes te for Transport t, Durlal, " Discusses operating & 
radiation protection manual procedures t, standing orders re 
tram i Per, packaging I, transport of waste matl. 

JONES, W, C. Omaha Public Power District. 79/09/21, 7pp. 


7910230361 Forwards NRC 790626 ltr re multiple equipment failures 8, 
survs 1 1 lane e testing errors ( which was incorrectly 
distributed. Also forwards IE Insp Repts 50-295/79-13 S, 
30-304/79-12. Ac tlon required. 

EISEWHUT, D. 0, Division of Operating Reactors. 79/09/21. 49pp. 


7910120190 Forwards IE Circular 79-20, "Failure of OTE Sylvania Relay, 
Type PM Bulletin 7305, Catalog 5U1B-11-AC w/120 Volt ac 
Coil." No action required, 

0EYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/24. 
ip. 
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79101 10103 Forwards IE Info Notice 79-23 

SEVFF??T 1 K C u° lBr V a ' tion squired. 

SEYFRIT, K. V. Region 4. Dallas, Office of the Director 


'Emergency Diesel Generator 
79/09/36, 


7910180045 Forwards IE Bulletin 79-24 "Frn.o i i 

BEYFRIT, K. V. Region 4 , Dallas, Office of Action roi l ul 

Ip. *' ur rice Of the Director. 79/09/27. 

^oncom^lancnour InSP 3 °-^/79-,6 on 790917-20. No 
Branch. 79/10/01 BQ ^pp^ Dall ° 9 ' RBactor Operations Nuclear Support 

7910290065 IE Insp Rept 50-205/79-16 on 790917-PO w 

noted. Major areas inspet tod : a udi t program onsftn^ "° n,:om P 1 1 a "< a 
committee !< plant operations P 9 1 to rBvlBt “ 

KELLY, D. L. , WEHTERMAN, T. F 
Director. 79/09/20. 5 pp. 


Region 4, Dallas, Office of the 


7910120211 Responds to NRC 790917 1 tr S< IF i„(„ - 

Interactions between safety 6 nonsa f e tu-„^H ^ 7<? : 32 - 

pose substantial safety haxard. Requirements of info°notlce 
are fully encompassed by NUREQ-Q 57 B. t0 noc,ce 

JONES, W.C. Omaha Public Power District. 79/10/03. 7 pp 

79 nencomp 5 I,anco fl no:ed E InSP fiePt 3O ' 20S ^-‘» •" 79091 1-14, No 
Branch. 79/10/1 if 9 * 3 p P Dalla *‘ RBilt:t:or Operations Nuclear Support 

8 up port ^Dr an c h . "Wnoni. ^p”' " BaCt ° p DpB -“°"-» ^clear 

correspondence 

79 , inipB 4 i 3 / 0 r n ar ^ monthl « “perating rept for Sept 1979 
JONES, N. C. Omaha Public Power District. 79/10/10. Ip 

79 u?rui°p , n operating rept for Sept 19/9 

HICKLE, D. J. Omaha Public Power District. 79/10/10. 7 pp. 


sas‘-"“ 

1 :: ' ; rv; * 

2 pp ’ ' Atomic Safety and Licensing Appeal Panel. 79/09/06, 

Panel THA 79/09/06 EUC ^pp H - 8 ^ BtU ar>d ^‘-.ing Appeal 

” _ 79 di«snnf? opinion in response to MC Farrar 790603 

D . i “ , on 8 * iSmlC iB *^ ‘K ALA 0-436, 

79/09/06/ 4 pp RLEB ' L ' n At0,,,ic Safety and Licensing Appeal Panel, 

" 7, !mibU A " ,B ? d t0 H !r /* rraP 7^B03 dissenting opinion to avoid 
consarvatl am P u 8 1 0 n betu,eBI > two different areas of 

™S cS ' 3 :;”' C ' J At ™“ SaP “^ — Licensing Appeal Panel. 

791°100i31 Petition for decommissioning of Unit I tr suspension of Units 
b. en^i 1 B# ! * potential consequences of accident could 

to fatluTB dp utn to compi « -“ft 

Ha^;V W eiss‘ O "79j09/?3 Brn l7p BClBnU5tS - MEISB ' E R ' Weldon, 

7910100141 Responds to 690902 1 tr Advi«« s cc-c u,. 

if renewal is filed before 69 ^ tec L\ cl ITotZ “ 

MORRIS pV # *aJ V '? prnpoBDd schedule. 

69 / 09/22 ip E " 8r ^ Commi s s ion. Directorate of Licensing. 

,flr -««—«•««« ^ 

POLLARD, FI. 0. Union of Concerned Scientists. 79/09/13. 3 pp. 

7 <? piun5 

Cor?{nca?e r ors« t encl NffC * ^ ° f NV *** fci " on1 ”- 

^79/09 / 24 ER '^pp, Committee for Protection of the Environment. 


DOCKET 50-206 INDIAN POINT STATION, UNIT 3 

4 f,r " P r «t»c b lan plans 

QLSHAN. L. Operating Reactors Branch 1 (Pro 791030). 79/09/19. 

7910250542 Summary of 790925-26 meeting w/utils at elant „ 
emergency preparedness. aC pJant iiie re 

OLBHAN.L.N. Operating Reactor, Branch 1 (Pre 791030). 79/iO/ltJ. 

0 . Adjudicatory correspondence 

79^“',"' r,."' 51 "" *• nui.d.iphi., d„„, 



DAVI^.R, Affiliation Unlcnown. 79/06/11. l p . 

- 

ALAB— 422 k ALAB-436. Time for NRC to grant 

CHILES J 1, n?Ji tBndB l 30 da ' ,, ‘ of petitions. 

2p p ' ‘ ’ flCB of ths Secretary of the Commission. 79/08/23. 


7910190020 apposes UCS request that NRC Issue order dlrectino 

UnitTnolief “f 00146 3 *■ 3 i. dec omml e s 1 onln g of 

Unit 1- Relief sought should be denied or al ternat ivelu h» 
doemed request for rulemating. ‘ * * U ba 

DRAMDENBURO, B. L Consolidated Edison Co. of New York. 79/09/28. 

7910240632 Motion for e, tension until 791109 to respond to NY = 
entltl ° fc * Clt ^ enB Committee for Protection of Environ 
BMITH l n H rogu os 1 1 n g review of expansion of seismic network 
SMITH. D. H, Branch 3. 79/10/05. 27pp. 

’' 79 b !^°^ 1 AfP 1 a a a i a attcst,l 'a that tolemic Issues in proceeding have 
been disregarded for two years. making current review more 
complex. Addl time will serve interest of p ub 1 ic , Mot i c e of 
?£ “ 8 [ l "' c “ * Certificate of Svc oncl. 

KNIttHTiO.P. Divisi*Tt of Systems Safety. 79/10/05, App. 

7910230230 Answer in oppostion to NY State Energy Ofc 790921 oetitlon 
requesting Commission review of ALAB-436 Si ALA0-56I . P e ti t ion 
does not show proper basis for review. ABLAD decision has not 
bain d 1 apu t a-d. C e r-fc I f i c & of Svc encl, 

DAVIS, J. P, Consolidated Edison Co. of New York. 79/10/09. 2 pp. 

7910250449 Answer In opposition to NY State Energy Ofc 790931 oetition 
requesting Commission reveiw of ALAB-436 t, ALAB- 561 . Test of 
decision" hat not been met , Car t i f t ca t e 

FREY, T. 2. Power Authority State of New York. 79/10/09. 11 pp. 

FLEIBCHAKER, D. Fleischakar, D. B. 79/10/10. Ip. 

? 9 wv a n ? 4 ? 7 £ rd * r BPant,n 9 extension until 791 10B for NRC to respond to 
NY State Energy Ofc s, Citisens' Committee for Protection of 
Environ ptbltlon* to- intorvien®. Good caus* s^own, 

CHJLKfS.J, Office of t h o Bpcret^iry of the Can icnUsion. 79/10/10, 
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P. Operating license stage documents 6 correspondence 


7910090341 Forwards FR notice of amend to 10CFH73. 55 re requirements 
for physical protection of nuclear power plants .Amend defers 
implementation of physical search requirements from 790801 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/08/10, 49pp, 


7910350358 Responds to NRC 790913 ltr ro followup action resulting from 
TMI accident. Submits implementation commitments 6 schedule 
for supply Of emergency power for preseuriier heaters, pouer 
operated relief valves & block valvar 


FAB] V. 0 .J 


Aufhnri hi State of New York. 


7 0 / i n /nr> 


Q, Inspection rp,pnrfcfli l£ JJ ui 1 e t ins h correspondence 


7910590577 Forwards results of review of atmospheric dispersion factor! 
for 13 p lants. Requests confirmation of accuracy of exclusion 
area boundaries. __ 

HOLMAN, L. 0. Hydrology Meteorology Branch. 79/09/04. upp. 


7910030814 Forwards IE I nop Rept 50-206/79-15 on 790519-31. No 
none omp 1 lance noted. 

CARLSON. R. T. Region 1, Philadelphia, Reactor Construction 6 

Engineering Support Branch. 79/09/06. 3pp. 


7910100623 FQI A request for sequel to WASH-88, d oc umen t s re 1952 53 
ACR8 proceadings, documents submitted to ACRS during 175J 
concerning proposed reactor site it documents reference n 

YELL IN. J. Massachusetts Institute of Techno logy. 79/09/04. c.pp. 


— 79IC030S19 IE I nsp Rapt 50-2B6/79-1S on 790519-21 No noncompliance 
noted. Major areas i n sp e c ted : as-b u 11 t accuracy of 
safety-related pipe support Ji pipe sys drawings. 

DURR, J. P . , BATEMAN i U. H. , TRIPP, L.E. Region 1, Philadelphia, 
Office of the Director 79/0B/01. 4pp. 


7910050113 Forwards response to IE Bulletins 79-05C t> 79-06C, 'Nuclear 
Incident at TMi - Buppl." Discusses Implementation of short- 
t< long-term design changes. 

BAYNE, J. p. Power Authority State of New Yot k 79/09/10, 5pp. 


7910030034 Forwards IE Insp Rep t 30-286/79-13 on 790503-04. No 
none ompl iance noted. 

CARLSON, R. T. Region 1, Ph i lad o 1 p h i a. Reactor Construction !, 

Engineering Support Branch. 79/08/09. 3pp. 


7910090640 Notifies that util response to NRC 7BQ202 ltr rc potential 
for reactor cavity annulus seal ring to become destructive 
missile during LCJCA acceptably resolves issue^ vo/nyyia 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 791030), 79/09/18. 

app. 


7910100613 Partially responds to FOIA request for sequel to WASH-BB, 
documents re 1952-53 ACRS p r oc eed in g %. d ocume ots submitted 
to ACRS during 1953 concerning proposed reactor site t< 
documents ref in WASH-BB. 

MCCAULEY, W. R. Ener g y , Dep t. o f 79/09/20. 3pp. 


7910320413 Forwards guidelines for valve operability re containment 
purging Sc venting during normal operation. Request s 
commitment to implement valve qua 1 i f lea t ion program within 

EI8ENHL1T, D. 0. Division of Operating Reactors. 79/09/37. 3pp. 


7910220323 Requests addl Info re loss of offsite power on 770506,0713 
& 7B0124 to aid In review of offsite pouieT sys adequacy. 

Requests response within 40 days. 

BChUENCER, A. Operating Reactors Branch 1 (Pre 791030). 79/10/01. 

3pf. 


7910 1001 B9 Forwards application for amend to License OPR-64, consist ing 
of proposed Tech Spec changes to mgt organi ration charts l, 
position t i tlas. Safety evaluation ?« Class II fee end. 

EARLY, P. J. Power Authority State of New York. 79/10/02 Ip 


— 7910100195 Application for amend to License DPH-64 to change Toth 
Specs App A 6 B to simplify mgt organ j la 1 1 on chads t< to 
correct titles of certain job p osit Ions. Tech Spec changes 

EARLY. P. J. Power Authority State of New York. 79/10/02. Ip. 


— 7910100302 Proposed Tech Spec changes to License DPR-64. const st ing of 
changes to mgt organiiation charts 6 position tit lea. Safety 
evaluation end. 

EARLY. P, J. Power Authority State of New York, 79/10/02. Qpp. 


7910100619 Responds to FOIA request for sequel to PfAGIf-88 documents 
re 1952-53 ACRS p roc eod i ngs, documents submitted to ACRS 
during 1953 concerning proposed reactor site t> documents 
ref in WA5H-8B. Unable to locate documents, 

FELTON, J. M. Division of Rules and Records. 79/10/05. ip. 


79 1 0O3OB29 IE Insp Rept 50-396/79- 13 on 790503-04. No noncompliance 

noted. Major areas i nsp e c t e d : adequac y of fire protection 
in containment b 1 dg, el ec tr i cal penetration aroa.cable 
spreading room 6 cable tunnel. 

HOLT AY, P. S. . OEDROE, H Region 1, Philadelphia, Office of the 

Director. EBNETER, 8 D. Region 1. Philadelphia, Reactor 

Construction t< Engineering Support Branch. 79/07/05. 3pp. 


7910010706 Forward's response to IE Bulletin 79-07. Prog ram listing of 
appropriate portion of PIPDYN-II program, ver i fi cat i on 
Statement t< affidavit end. Program listing 6 affidavit 
withheld (ref 10CFR2. 790), 

EARLY, P. 0 Power Authority State of New York. 79/00/32. 3pp. 


7910020666 Responds to IE Bulletin 79- 17. I osorvi c u insp has revealed no 
evidence of degradation in stainless steel p ip ing. Stri ct 
chemical control has been maintained over source of supply 
for sys containing stngnant o-tygenated borated water. 

ZULLA, S.6. Power Authority State of New York. 79/0B/23. 3pp. 


7910050229 Responds to IE Bulletin 79-21, "Temp Effects on Level 
Measurements." Due to manpower requirements to answer 
other NRC requests It preparation for fuel outage, response 
will be delayed until 791102 

BAYNE, J. P. Power Authority State of New York. 79/09/03. Ip. 


7910020105 Forwards IE Info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice roissued to 
correct word omission !< punctuation error which thonged 
intent of statement. Changed statement underlined in text. 

OR I ER, D. H. Region 1, Philadelphia, Office of the Director. 
79/09/07. Ip. 


7910290349 Forwards IE Insp Rept 90-206/79-08 on 7403 1 B-04 14. No 
non comp lianco noted. 

□ RUNNER, E. J. Region i. Phi ladelphia, Reactor Operations Nuclear 

Support Branch. 79/09/07. 3pp. 


■79 1 0290230 IE Insp Rept 30-206/79-08 on 790319-0414 No noncompliance 
noted. Major areas 1 nspec t c d: 1 lconsee action# on previous 
insp findings, review of plant operat i ona, phy s lea 1 security, 
periodic rept# ft generator repairs. 

REBELOWBIU. T. Regi on 1, Philadelphia, Office of the Director. 

RE IMIS, It. R. Region l> Philadelphia, Reactor Operations Nuclear 

Support Branch, 79/09/05. 10pp. 


7910160469 Responds to NRC 790626 ltr re possibility of operator CTror 
during surveillance testing causing reactor scram. Review of 
described events Indicates possibility remote due to basic 
design of protective logic sys. 

EARLY, p. J Power Authority State of New York. 79/10/05. 2pp. 


7910310032 Requests util review ACRS 791012 comments re syc 
Interaction study !, for discussion at 791115 meeting. 

SCHHENCEfli A. Operating ReactdTS Branch I (Pro 7910301. 79/10/19. 

3pp. 


7910310157 Notification of 791025 meeting w/util in MD to diecuso 
steam generator Insp results. Meet ing previously scheduled 
on 791024 

OLSHAN, L. N. Operati ng Reactors Branch 1 (Pre 7910301. 79/10/19. 

ip. 


7910290038 Forwards IE Insp Ropt 50-286/79-14 on 790507-23. No 
noncompliance noted. 

□RUNNER, E. J. Region l, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/09/12. 2pp. 


— 7910290041 IE Insp Rept 50-2B&/79-14 on 790507-23. No noncompliance 
noted. Major areas Inspected: ver i fi cat ion that licensee has 
taken action required by IE bulletins, operator training, 
valve breaker/swi tch alignment & sys operability. 

RED EL0N3KI , T. Region l, Philadelphia, Office of the Director, 

KLINQLERiQ. Office of Nuclear Reactor Regulation. KE1MI0,R. R- 
Region 1, Philadelphia, Reactor Operations Nuclear Support Branch. 
79/09/06. 10pp. 


7910020537 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ineersol 1-Rand Pump Impellers. " No action required. 

QRIERiD.H. Region I, Philadelphia, Office of the Director, 
79/09/13. lp- 
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791019022B Responds to IE Bulletin 79- 1 4, Re vi s i on l.Item 2. Yer i f i c a ti on 
of as-built configuration of safety-related piping sys in 
normally accessible areas outside containment has been 
comp leted. Tab 1 63 oncl. 

EARLY, P. J. Power Authority State pf New York. 79/09/17. 6pp. 


7910300020 Forwards, "Indian Point Generating Station Entrainment 
Survival & Related Studies 197B Annual Rapt. “ Affidavit ft 
Certificate of Svc oncl. 

CAHILL, U. J. Consolidated Edison Co. of New York. 79/10/33. 5pp. 


7910190336 Responds to IE Bulletin 79-1B, "Audibility Problems 
Encountered on Evaluation of Personnel From High Noise 
Areas. " Survey to determine adequacy of evacuation 
notification ays will be conducted during current outage. 
BAYNE, J. P. Power Authority State of New York. 79/09/17. Ip. 


79 fi 0300082 Forwards IE Info Notice 79-32, "dual i f i ca t i on of Control 
Sys," Hestinghouse 790S30 ltr S< Public Svc Electric «< Gas 
Co 790910 ltr re potential un revie wed safety question. Action 
required within 20 days. W/o end. 

DENTON- H R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 


7910300033 "Indian Pnint Generating Station Entrainment Survival & 
Related Studies, 197G Annual Rept. " 

« Ecological Analysts, Inc. 79/09/30. lOOpp 


7910300301 Forwards monthly operating rept for Sept 1979, am ended Page 
BAYNE, J. P. Power Authority State of New York. 79/10/23. Ip. 


— 7910300307 Amended Page 5 to monthly operating rept for Sept 1979. 
CONNELL. C. Power Authori ty State nf How York. 79/10/03 lp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures E, 
surveillance testing errors, which was incorrectly 
distributed Also fqrwards IE Insp Repts 30-295/79-13 1, 
50-304/79-13, Ac t ion required. 

EISENHUT, D. G. Division of Operating Reactors. 79/09/21. 49pp. 


7910090600 Forwards IE Circular 79-20, "Failure of OTE Sylvania Relay, 
Type PM Bulletin 7303 Catalog 3U12-11-AC w/120 Volt ac 
Coil " No action required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director 
79/09/24. lp. 


7910310205 Forwards response to IE Bulletin 79-19. No law level liquid 
radwaste is processed. Hi ttman Nuclear Co is presently 
contracted as shipper for solid radwaste. Rad iolog ical 
environ svcs superintendent is responsible for transfer. 

BAYNE, J: P. Power Authority State of New York. 79/09/24. 4pp 


7910020447 Submits rept re unqualified solenoid valves used on 
containment fan cooler units, as addl response to IE Bulletin 
79-0 1 . Unqua 1 i f i e d valves will be replaced w/envi ronmenta 1 1 y 
qualified types when available. 

BAYNE, J. P. Power Authority State of Now York. 79/09/25 2pp 


7910040136 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/09/26. 4pp. 


7910100159 Forwards IE Bulletin 79-24, "Froien Lines." Action required. 
GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/09/27. lp. 


7910160546 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 & 4. 11 No action required. 

QRIERiB.H. Region 1, Philadelphia, Office of the Director. 
79/10/01. lp. 


B. Reportable occurrences, LERs & related correspondence 


7910170051 PNQ-I I E-79-03 (corrected copy >; on 790926, cool ing touier 
waters were found tD contain amoeba which cause 
encephal i t I s. Precautions to protect personnel are being 
under taken. 

FEIERADEND, C. D. , HARNICK, R. F. , HE I SHMAN, R. F. Regions, Chicago. 
Office of the Director. 79/09/26. lp 


79 1 01130514 PNO- 1— 79-009: on 7910O1 , c onta i nmen t spray was Inadvertently 
initiated when incorrect containment spray pump was started 
while attempting to fill refueling cavi ty. Spray delivered 
borated water into containment. Me contamination occurred. 

JOHNSON, J., KE1MIG, R. , BRUNNER, E. Office of Inspection h 
Enforcement, Office of the Director. 79/10/02. lp. 


7910130467 Forward s LER 79-Oi 2/03L-0. 

BAYNE. J P- Power Authority State of New York. 79/10/09. lp. 


■7910150471 LER 79-0 1 2/03L-0: on 79091 4, c ondon sate storage tank level 
dropped below 360, 000— g a 1 1 on limit in course of routine 
shutdown. Caused by normal use of steam generator blowdown 
sys, w/1 imi ted makeup water from external water factory. 

QUMBLE, F. W. Power Authority State of New York. 79/10/09. 2pp. 


U. CnngrosBi anal /Executive Correspondence 


7910310056 Requests response to end Holden 79OB20 ltr re possible 
facility safety problems. 

PEYSER, P, A. House of Rep. 79/09/17. 2pp. 


7910260442 Expresses dismay w/de facto secret meetings conducted by 
NRC on 790925-26 re upgrading of inadequate emergency 
preparedness planning. Requests rescheduling t, oponing of 
meeting for public. 

FISH-H. House of Rep. 79/10/09. lp 


7910130585 Forwards info re potential unrovieued safety question on 
interaction between nonsafety-grade sys t safety-grade sys, 
in response to IE Info Notice 79-22. Info justifies continued 
operation of facility, 

BCHMIEDER. J. R. Power Authority State of New York. 79/10/09. 24pp. 


7910260073 Notification of 791024 meeting w/util in Bothesda-MD to 
discuss steam generator insp results. 

OLSHAN, L. N. Operating Reactors Branch 1 (Pre 791030) 79/10/17, 

2pp. 


R. Periodic operating reports t< related correspondence 


7910020385 Forwards Quarterly Rept 16 for seismic monitoring program 
for Mar-May 1979. 

CAHILL, W. J, Consolidated Edison Co. of New York. 79/09/19. lp, 


•7910020380 Quarterly Rept 16 for seismic monitoring program for Mar-Hay 
1979. 

* Woodward-Clyde Consultants. 79/09/07. 43pp. 


7910220295 Forwards tabulation of daily record of fish collections for 
Bept 1979. 

CAHILL, W. J. Consolidated Edison Co. of New York. 79/10/12. 4pp. 


7910190384 Forwards monthly operating rept For Bept 1779. 

BAYNE, J. P. Power Authority State of New York. 79/10/15. lp. 


•7910190389 Monthly operating rept for Bept 1979. 

CONNELL, C. Power Authority State of New York. 79/10/03. 6pp. 
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F. Security, medical, emergency !< fire protection plans 


791005G095 Ack receipt of util 790B17 ltr transmitting nuclear security 
training i, qualification plans. Class I it Ill fees & 
application for approval required, 

MILLER. WO, License Fee Management Branch , 79/09/24, lp . 


P. Operating license stage documents t< correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 53 re requirements 
for physical protection of nuclear power plants, Amend defers 
implementation of physical search requirements from 790301 
to 791101. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/OH/tO, 4Vpp. 


7910090536 Summary of 790809 meeting w/B&W owners group t, BtU in 
Bethesda.MD to long-term generic requirements applicable to 
B&W operating plants. 

CAPRA, R. A, TMf-2 Bulletins ft Orders. 79/0B/24. 41pp. 


7910010269 Summary of 790024 meeting w/subc ommi tt ee of U&W owners group 
in Bethesda, MB re alternate proposal to requirements of IE 
Bulletin 79-13 for BLW operating plants. 

GARNER, D. J. Operating Reactors Branch 4 (Pre 7910301. 79/08/31. 

14pp. 


7910040423 Responds to Special Inquiry Group 790724 request for info on 
operational history. Significant events reported in LERs. 

Three events transferred to Div of Operating Reactors: 
atypical Ida Id wire, turbine bldg Flooding A tube failures. 

E I8ENHUT, D. G. Division of Operating Reactors. 79/09/04. 3pp. 
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791C04-0434 Requests Info re significant technical Issues of CP 4 OL 
stages, ex tint to which Issues were addressed In review 4 
summary of significant aspects of operational historu. 

Response requested by 79-0B24. 

DEVOUNQ, R, C, NRC Three Mile Island Task Force. 79/07/24. Epp. 


7910EE0413 Forwards guidelines for valve operability re containment 
purging 4 venting during normal operation. Requests 
cartuni tmen t to implement valve qual if lea t ion program within 
30 day 9. 

EI6ENHUT, D. Q. Division of Operating Reactors. 79/09/27. 3pp. 


7910330122 Requests addl Info re upgrade of anticipatory reactor trip 
REID.R. W. Operating Reactors Branch 4 (Pro 791030), 79/09/07 

i3pp. 


7910010192 Summary of 790424 meeting W/D4H reactor operators 4 B4U in 
Dethesda, MD re response to plant transients. Li st of 
attendees, agenda of 4 excepts from Bj,W presentation end. 

FAIRTJLE, N. D. Operating Reactors Branch 4 (Pre 7910301 79/09/10 

19pp. 


7910070415 notification of 790913 meeting w/B4W owners group in 
Dethesda, MD to discuss analysis of des i gn. of f -normal 
transients 4 other generic requirements. 

CAPRArR.A. TMJ-2 Bulletins 4 Orders. 79/09/H, 3 pp. 


7910250436 Summary of 790B23 meeting w/B4W operating plant licensees re 
post-THI feedwater trans i e-nts. Agenda, 1 i s t of at tendees, 1 i st 
transients & outline of NRC rept on loss of pressuriior 
level Indication end. 

CAPRA, R. A. TMI— 2 Bulletins 4 Orders. 79/09/13, 99pp. 


7910230091 Provides NRC requirements for resolving matter of power 
operated relief valve & safety valve lift frequency 6 
mechanical reliability. 

REID.R, W. Operating Reactors Branch 4 (Pre 791030) 79/09/20 

12pp. 


7910160445 Discusses 790826 earthquake near Jocassee Dam. Eva 1 uat i on of 
effect of earthquake will continue. 

JACKSON, R. E. Geosciences Branch. 79/10/01. 2pp. 


t,i * cu,s »3 790026 earthquake near p 1 an ts. Recommend s extentlcm 
of Simpson contract for preparation of final rept re 
potential impact of reservoir-induced earthquake activity 
near plants. 

SDBELiP. Qeoscleisces Branch. 79/00/29. 7pp. 


7910190409 RO:on 790926— 29, au x i 1 i ary electrical power sys degraded 
beyond limiting conditions for operation. Causod by trip of 
Lee turbine g enara tor. Procedures are being revised. 

PARKER. W. □. Duke power Co. 79/10/01. 2pp. 


7910250215 Informs that affective date for implementation of ERA std 
for LWR U fuel cycle is 791201. Requests compliance w/ 
radiological effluent Tech Spec implementing LWR provisions 
Method for implementation requested by 791101 

791030^' ^ 79 / 09 / 17 * * Dir ‘ rCt0r for °P» ratt "» "sector Projects (Pre 


7910090237 Forwards "Jocassee Development Rept on 790825 Earthquake 6 
Its Effect on Jocassee Structures." Addl info requested on 
79091B re seismic instrumentation will be provided under 
separate cover. Rept available in Central Files only. 

PARKER, W. 0. Duke Power Co. 79/10/03. Ip. 


7910120033 Requests that calibr of station seismic instruments be 
checked, in order to estimate g-loedlng received during 
790B25 earthquake. Forwards BTS representing latest guidance, 
to be incorporated into license amend. 

REID. R. M, Operating Reactors Branch 4 IPre 791030). 79/09/18. 


7910020751 Summary of 790029 meeting w/util In Dethesda, MD re NflC 
position on con ta i nmer> t purge valve*. 

FAIRTILE. K. D. Operating Readers Branch 4 <Pre 791030) 79/09/19 

3pp. 


7910120171 Forwards response to NRC 790907 Itr requesting addl info 
re conceptual safety- grade reactor trip design, Discusses 
conformance w/BRP 4 IEEE-279-171 design requirements. 

Oversiie drawings end. 

PARKER, W. □. Duke Power Co, 79/10/05, 25pp. 


7910120102 Forwards addl responses to NRC 790821 Itr re iriun t i f 1 cat ion 
t resolution of long-term generic items regarding May 1979 
Commissi on orders. 

PARKER, W. 0. Duke Power Co. 79/10/05, 32pp. 


7910040640 Forwards request for addl info re containment 
sys. 

REID, R. W. Operating Reactors Branch 4 (Pre 791D30I 
3pp. 


purge velve 
79/09/20. 


7910170290 Ack receipt of 790302 Itr transmitting Amends 69,69 4 66 to 
Licenses DPR-38. DFFJ-47 4 DPR-55, reap ec t i ve 1 y , d e 1 et ing 
environ monitoring program re nonradiolog ical ET9. Util 
considers request in 771202 Itr granted. 

PARKER, W. a. Duke Power Co. 79/10/11. Ip. 


7910040020 Summary of 790913 meeting w/D&W owner* flroup to disc 
analysis of design 4 off-normal transients 4 accidents 4 
other B4W generic requirements. Lis t of attendees, agenda 4 
presentations and. 

CAPRA, R. A. TMI-2 Bulletins 4 Orders. 79/09/21, 45pp. 


uss 


7910230371 Ack receipt of 790921 Itr. Ltr did not provide required 
responses. Response should demonstrate that seal ring cannot 
become destructive missile. Info requested within 30 days of 
ltr receipt. 

REID, R. W. Operating Reactors Branch 4 (Pro 791030), 79/10/11, 


7910190353 Supplements 79QB0! ltr re measuri 
In fish sample. Bubmiti analytical results 
In thrie addl fish samples collected furtt 
effect on public health 4 safety. 

PARKER, W. 0. Duke Power Co. 79/09/21. 2c 


levels of Sr-90 activity 
Bi — 90 activity 
upstream. No 


7910260409 Discusses survey of paging »y». Mods r equ ir ed, i nc 1 ud ing addl 
speakers in selected ar eat, rep os 1 1 ion i ng 4 relocation of 
existing speakers 4 repair of existing equipment. Corrective 
actions will be completed 791227 or next outage. 

PARKER, W, 0. Duke Powbt Co, 79/10/11, ip. 


79 °Ii 3 "” U " S W/B ™ 0wne ^ i„ Dethesda. 

re analysis of design, off-normal transi ents, act i dents 4 B 4 W 
generic requirements. 

* Commission. 79/09/21. 45pp. 


to NRC 790022 ltr requiting addl Info re 
containment purging during opera t ion. Uti 1 intends to limit 
purging during power operation 4 has Initiated evaluation of 
P n r ?* to bl £on, P tv mld-NDV. 

PARKER, W. 0, Duke Power Co. 79/09/25. ip. 


7910220202 Notification of 791019 meeting w/B&W owners group in 
BethestfarND to discuss lead plant event trees, safety 
sequence diagrams 4 anticipated analysis re abnormal 
transient operational guidelines In NUREQ-057B. 

CAPRA, R. A. TMI-2 Bulletins 4 Orders. 79/10/12. 10pp. 


79102304 B7 Cites HO Parker 790925 ltr as response to 790927 ltr of 
concern re containment purging during normal operation 4 
valve operability, 

PARKER, U. □. Duke power Co. 79/10/15. Ip. 


79 iaT‘?rJad?IJ P S n<,S F0IA r* ,UB!,t »0P documents re transport routes 
f«T rr^dlated r*a-ctor fu*l. Forward* l reunited Info Info 

E TOM, J„M. Division of Rules and Records, 79/09/26, 4pp. 


79 0010027 Forwards "Spent Fuel Root* Survey" containing info re lo, 

I! ,p 0 r* "Pintle*. h Svens) food 4 
Exemption*!) 1 P9r * ln,,,t Info. Info withheld Iref FOIA 

MCCORKLE, 0. If. Physical Security Licensing Branch. 79/08/15. 


7910230539 Dis 
valve life f 
to D4H.NSSB 
utils, to be 
PARKER. W. O. 


cusses 790920 ltr re power operated relief valve, safety 
requency 4 mechanical rel lab 1 1 i ty , Inf o provided 
vendor. D4W prepering rept w/info from all S4H 
provided by 791115. 

Duke Power Co. 79/10/13. Ip. 


7910230525 Forwards revised proposed Tech Spec 4.17 re steam generator 
tubing lurvi 1 1 lance, i n response to NRC request. 

PARKER, W, Q, Duke Power Co. 79/10/16. Ip, 


79 p£?l°2 39 Fu «l Route Survey." 

FOIA Exemption 4 ). 

• Commission. 79/07/30, g pp . 


Rspt contents withheld (ref 


—7910230330 Revised proposed Tech Spec 4.17 re steam generator tubing 
surveillance. 

a Duke Power Co, 79/10/16. 5pp. 
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7910250390 Orants request for exemption from emergency feedwater Mow 
rate t< stability test provided all motor-operated pump* are 
available prior to 3— unit operation. Suppl 1 to evaluation of 
790907 order end. 

REIO.R.W. Operating Reactors Branch 4 (Pre 7910301. 79/10/16. 

4pp. 


7910230493 Responds tD I terns 3A b 3B of NRC 790021 ltr re long-term 
generic items from NRC May 1979 orders. Bubmi ts info re 
noncondensible gases. 

PARKER. W. 0. Duke Power Co. 79/10/17 7pp. 


7910330500 Forwards response to NRC 790913 ltr re implementation of 
NUREQ-0570 short-term r ec online nd at 1 ons. 

PARKER. W. 0, Duke Power Co. 79/10/10. 17pp. 


7910250307 Notifies that mod is being designed to isolate nonessential 
sys, inc ludiog purge sys, on low RCB pressuro. safety injection 
initiation b high reactor bldg pressure, in response to 
790920 request. 

PARKER, W. 0. Duke Power Co. 79/10/19. lp. 


7910310167 Notification of 791023 meeting w/B&W, B&U owners group 8, 
DRNU in Lynchburg, VA to discuss BAW-1564, "Integrated 
Control By s Reliability Analysis. " 

CAPRA, R. A. TMI-2 Bulletins & Orders. 79710/19. Ip. 


7910310423 Requests criteria for proposed insp of tube leak In steam 
generator IB tube 73-130, Also requests meeting u/utll & 
consultants to discus* erosion/corrosion phenomenon b 
general condition of Unit 1 steam generator. 

tlEID.R.R Operating Reactors Branch 4 CPre 7910301. 79/10/22. 

3PP- 


Q. Inspection reports. IE Oulletins & correspondence 


7910050410 Forwards JP □'Reilly 790426 ltr b IE Insp Repts 
30-269/70-20,30-270/78-27 b 30-287/7B-2a, De tai 1 s of insp 
repts to be withheld Iref 10CFR2. 790) . W/o end. 

OOHER.O. C. Office of Inspection 8, Enforcement, Office of the 
Director. 79/00/20. 2pp. 


— 7910050426 Forwards addl info re 790323 request to hold certain parts 
of IE Insp Repts 30-269/70-28,30-270/78-27 b 50-287/78-20 
proprietary. End withheld (ref 10CFR2. 790). 

PARKER, W. 0. Duke Power Co. 79/06/12. Ip. 


7910020203 Provides addl info to 790024 response to IE Bulletin 79-05C, 
"Nutlesr ■ Inc ident at TMI - Buppl. " All licensed reactor 
operators have been trained on new guidelines. 

PARKER, W. 0. Duke Power Co. 79/09/07. ip. 


7910030656 Informs that response to IE Bulletin 79-16. "Vital Area 
Access Control, 11 will be forwarded no later than 790921. 

PARKER. W. O. Duke Power Co. 79/09/07. Ip. 


7910170009 Notifies of review of responses ta IE Bulletin 79-03B. 
Requests addl info re proposed design description & 

Implementation scheduLo for safety-grade anticipatory 
reactor trip. 

REID, R. W. Operating Reactors Branch 4 (Pre 791030). 79/09/07. 

13pp. 


7910100069 Forwards FL Power Carp response ta IE Bulletin 79-05C. 
HELTEME8, C. 0. Btandarditation Branch. 79/09/11. Ip. 


7910240077 Forwards IE Insp Repts 50-269/79-22. 50-270/79-20 b 
50-207/79-22 on 790820-23. No noncompliance noted. 

HURPHYrC.E. Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch. 79/09/11. 2pp. 


7910240092 IE Insp Repts 50-269/79-22,50-270/79-20 & 50-207/79-22 an 

790020-23. No noncomp 1 lance noted. Major areas inspected: 
design ofc in areas of concrete expansion anchor work 
activities b record*. 

AND.W. P, , HERDT, A.R. Region 2, Atlanta. Reactor Construction 8, 

Engineering Support Branch. 79/09/10, 6pp. 


7910020202 Ack receipt of IE Insp Repts 50-269/79-21,50-270/79-19 & 
50-287/79-21 on 790007-09. No proprietary info. 

PARKER, W. 0. Duke Power Co. 79/09/13. Ip. 


7910020207 Forwards IE Imp Repts 50-269/79-21,50-270/79-19 b 

50-287/ 79-21 on 790807-09. No noncomp liance noted, 

MORPHY, C. E. flag Ion 2, Atlanta, Reactor Construction b 
Engineering Support Branch. 79/09/11, 2pp. 


—7910020211 IE Insp Rept* 50-269/79-21,30-270/79-19 U 50-287/79-21 on 
790807-09. No n one amp 1 i an c ■ noted. Major areas inspected: pipe 
welds in Unit 3 stagnant bnrated water ay* 4c Unit 1 steam 
generator IB tuba leak repair record. 

HERDT, A.R. Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch. EC0N0MQ8, N. Region 2. Atlanta, 
Office of the Director. 79/09/10. 3pp. 


7910020376 Forwards IE Circular 79-19, “Loose Locking Devices on 
Ing erso 1 1-Rand Pump Impellers." No action required. 

O 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/13. Ip. 


77 10050609 Forwards response to IE Bulletin 79-21, "Temp Effect* on 
Level Measurements." Liquid level measuring sy t for steam 
generator, pTasgur 1 rer 6 core flood tank are delta pressure, 
open co 1 uron, uninsul ated ref leg type. 

PARKER, U. 8. Duke Power Co. 79/09/14. 6pp. 


7910110240 Forwards IE Info Notice 79-22, "dual 1 f lea t ion of Control 
Bys. " No action required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/09/14. ip. 


7710150678 Discusses error by BbW In generic rept "Analysis Summary in 
Support of Early Reactor Coolant Pump Trip," Section III ro 
Impact on non-LOCA events. Ltcene ess endorsed applicability 
of DbW rept in responses to IE Bulletin 79-03C. 

HELTEME8, C. J. TMI-2 Bulletins -b Orders. 79/09/14. 22pp. 


7910300002 Forwards IE Info Notice 79-22, "Qualification nf Control 
Bys," Meetinghouse 790830 ltr 6 Public Bvc Electric b Oas 
Co 790910 ltr re potential unrevlewed safety quest ion. Ac t ion 
required within 20 days. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 


7910020799 Ack receipt of NRC 790023 b 0910 ltrs transmitting IE Insp 
Repts 30-269/79-19,50-270/79-17 6 30-2B7/79-19. No 
proprietary info. 

PARKER, W. 0. Duke Power Co. 79/09/10. Ip. 


--7910020803 Forwards revised copy of NRC 790823 ltr which transmitted IE 
Insp Repts 50-269/79 -21. 30-270/79-19 k 50-287/79-21. Insp 
rspt numbers V Insp dates corrected. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch. 79/09/10, ip. 


— 7910020808 Corrected copy of 790823 ltr which forwarded IE Insp Repts 
50-269/79-19,50-270/79-17 b 50-207/79-19 on 790723-26. No 
n one cimp 1 ion c e noted. Insp rept numbers end insp dates 
revised. 

MURPHY, C, E. Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch. 79/09/10. 2pp. 


— 7910020818 Forwards. IE Insp Repts 50-269/79-21,50-270/79-19 b 
50-207/79-21 an 790807-09. No n pneomp 1 1 ance noted. 

MURPHY , C. E. Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch. 79/08/23. 2pp. 


-7910020823 IE Insp Rap t 50-269/79-19,50-270/79-17 *, 50-207/79-19 on 
790723-26. No non comp 1 1 anc e noted. Major areas inspected: 
emergency feedwater mod welding b nondestructive 
examinations. 

ECON0MO8, N. , HERDT, A. R. « KLEIN30R0E, W. P. Regions, Atlanta, 
Office of the Director. 79/OB/BO. 6pp. 


7910050290 Ack receipt of 790831 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-269/79-18, 

30-270/79-16 b 50-287/79-18. 

LEU 1 8, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/09/18. Ip. 


—7910030294 Respond » to NRC 790809 ltr re violations noted In IE Insp 
Repts 30-269/79-18,80-270/79-16 b 50-207/79-18. Corractive 
actions: all safety -related eys In inacceesib le areas 
physically verified vs piping drawings. 

PARKER, W. 0. Duke Power Co, 79/08/31. 2pp, 


— 7910050299 Forwards IE Insp Repts 50-269/79-10,50-270/79-16 b 
50-287/79-18 on 790701-31 b notice of violation. 

LEWIB, R. C. Region 2i Atlanta, Reactor Operations Nuclear 
Support Branch. 79/08/09. Kpp. 


— 7910050306 Notice of violation from insp on 790701-31. 

* Region 2, Atlanta, Office of the Director. 79/08/09. Ip. 
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— 791009031B IE Insp Repts 50-269/79- IB, 50-370/79-11* ft 50-287/79-18 on 
79Q70t-31. Nonccmpliance no t ed : f a 1 lor e of working file 
drawings to accurately reflect bldg conditions. 

JAPE# F. , BELISLE, Q. A. Region 2, Atlanta, Dffice of the Director. 

VERDERY, E. H. Region 2. Atlanta# Reactor Operations Nuclear 

Support Branch. 79/08/09. 1 1pp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures 6 
surveillance testing err ors# wli i ch was incorrectly 
distributed. Also forwards IE Insp Repts 50-295/79-13 & 
50-309/79—12. Action required. 

£ ISENHUT# D 0. Division of Operating ReactoTS. 79/09/21. 49pp 


7910090664 Responds to IE Bulletin 79-19 re low level ratfwaste disposal 
6 packaging. Bulletin requirements will be formally 
documented in Station Directive 3.0.21 by 791101. 

PARKER# W. 0. Duke Power Co. 79/09/24. 6pp. 


7910020550 Ack receipt of 790806 ltr informing NRC of steps takne to 
correct violations noted in IE Insp Repts 50-269/79- 1 <1 . 

50-270/79-10 & 50-287/79-10. 

LEWIS#R. C. Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch. 79/09/25. Ip. 


—7910020560 Advises that supplemental response to IE Insp Repts 
90-269/79-10.50-270/79-10 f. 50-287/79-10 will be provided. 
PARKER# W. D. Duke Power Co. 79/07/26. Ip. 


— 7910020565 Responds to MAC 790925 ltr re violations noted in IE Insp 
Repts 50-269/79-10.50-270/79-10 !< 50-287/79- 10. Corre c ti ve 
actions: changed reactor bldg sump. d i scharge valve control 
switch from OE VB2Q3A to Cutler-Hammer 10250. 

PARKER# H.O. Duke Power Co. 79/08/06. 5pp. 


7910100052 Cists addl util responses to IE Bulletin 79-06C. 
HELTEMES. C. J. THi— 2 Bulletins 6 Orders. 79/09/25. 2pp. 


79 100401 6S Forwards IE Info Notice 79-23# "Emergency Diesel Generator 
Lube Oil Coolers." No action required. 

O'REILLY, J. P. Region 2. Atlanta, Office Df the Director. 

79/09/26. 2pp. 


791019024B Forwards IE Bulletin 79-24, "Froren Lines. " Action 
required. 

O'REILLY. J. P. Region 3, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170213 Forwards IE Info Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 6 A. 11 No action required. 

O'REILLY. J. P. Region 2. Atlanta, Dffice of the Director. 

79/ 1 0/01 . 2pp. 


7910170725 Forwards IE Info Notice 79-24. "Overpressur i. la t, i on of 
Containment of PUR Plant After Main Steam Line Break." No 
action required. 

O'REILLY. J. P. Region 2. Atlanta, Office af the Director. 
79/10/01. 2pp. 


7910120177 Ack receipt of NRC 790917 ltr. Submits evaluation of 
potentially adverse environ effects on nofisafety-grade 
control sys, in response to IE Info Notice 79-22. 

PARKER, W.O. Duke Power Co. 79/10/09. 21pp. 


7910250139 Ack receipt of IE Insp Repts 50-269/79-21,50-270/79-19 6 
50-287/79-21. No proprietary Info. 

PARKER# H.O. Duke Power Co. 79/10/09. Ip. 


7910250239 Ack receipt of IE Insp Repts 50-249/79-22# 50-270/79-20 6 
S0-2B7/79-22. No proprietary Info. 

PARKER# H. 0. Duke Power Co 79/10/09. Ip. 


7910240274 Ack receipt of 790926 ltr informing NRC of steps takon to 
correct violation noted in IE Insp Repts 30-269/79-20, 

30-270/79-1 B 6 50-237/79-20. 

SUTHERLAND, J, T. Region 2, Atlanta, Fuel Facility ft Materials 

Safety Branch. 79/10/11. 1 p . 


--7910240SB7 Responds to NRC 790910 ltr re violation noted in IE Insp 
Rapts 50-269/79-20, 50-270/79-18 6 30-207/79-20 Corrective 
actions: directive issued on 790917 assigning direct control 
of keys to high radiation area to health physicist. 

PARKER, H.O. Duke Power Co 79/09/26. 2pp. 


—7910240296 Forwards IE Insp Repts 50-269/79-20.50-270/79-18 ft 
S0-2B7/79-20 on 790806-10 ft notice of violation. 

SUTHERLAND, J. T. Region 2, Atlanta, Dffice of the Director. 
79/09/10. 2pp. 


— 7910240301 Notice of violation from insp on 790806-10. 

* Region 2, Atlanta, Offica of the Director. 79/09/10. Ip 


— 7910240312 IE Insp Repts 50-269/79-20,50-270/79-18 6 30-287/79-20 on 
790B06-10. Non comp 1 lane e notad : fa i 1 ure to maintain pnsitlve 
control over Individual entries to high radiation areas 
KasEV.C.M., ALLEN. J. R. , GIBSON, A. E. Region 2, Atlanta, Office of 
the Director. 79/09/10. 7pp. 


S. Reportable occurrences, LERs 6 related correspondence 


7910170708 PN0-II/79-D03: on 790923 6 25, rad ioac t i ve liquid waste 
d 1 sc barges wore made, contrary to mar permi ssib 1 e 
concentration. Caused by inadequate dilution water flow, 
because Keowee hydro units were eut of sve 

TROUP, G.L. Region 2. Atlanta, Office nf the Director. 79/09/27. 
Ip- 


7910050548 RO: on 790926, Lee turbine generator 6C tripped three times 
for no apparent reason. Revleu of incidents underway. During 
out-of-svc per i ad, o f f si t e ac power was available 
PARKER, W, 0. Duke Power Co. 79/10/01. 2pp. 


7910180429 Forwards LER 79-031 /03L-0. 

PARKER, H.O. Duke Power Co. 79/10/15, 3pp. 


— 7910180433 LER 79-031 /03L-O: on 790925, while high pressure sve water 
pump D was removed from sve, redundant pump A found 
i noperab le. Caused by erosion resulting from constant flow 
through cooler tubes. Leak soldered. 

LEWIS, 5. R Duke Power Co. 79/10/15. Ip, 


7910240465 Forwards LER 79-032/03L-0 

PARKER. W. D. Duke Power Co. 79/10/19. 3pp. 
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J. Insurance ft Indemnity information 


7910230446 Executed Amend 10 to Indemnity Agreement E-52. mad t fy lng 
prefatory language re transportation, handl ing ft temporary 
storage of radioactive mat I. 

SALTZMAN.J, Antitrust ft Indemnity Group. MCF ARLANE, E. 0. Rued 
College. 79/10/19. Ip 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical# emergency ft fire protection plans 


7910100239 Emergency Procedure 1202-14, Revisi on 5# "Loss of Reactor 
Coolant F 1 mu, Reactor Coolant Pump Trip." 

» Me tr op o 1 i tan Edison Co. 79/06/28. Ilpp. 


7910100196 Emergency Procedure 1202-1 2, Re vt s l on 9, "Excessive Radiation 
Leva 1 s. " 

» Metropolitan Edison Co, 79/07/07. 16pp. 

7910100226 Emergency Proc edures, 1202-2 ft 1202-2A, Revi s i on 10, "Station 
Blackout ft Station Blackout W/Loss of Doth Diesol 
Generators , " 

* tletrcpol i tan Edison Co. 79/07/13. 10pp. 


7910100242 Emergency Procedure 1202-33, Revis i on 4, "Loss of Decay Heat 
Removal Sy 9, " 

• Mstropo'litan Edison Co, 79/09/04. 6pp. 


7910100230 Emergency Procedure 1202-36. Revi si on 6, "Loss of Instrument 
Air. " 

« hto trope li tan Edison Co. 79/09/06, 9pp. 


7910100234 Emergency Procedure 1202-29, Revis Ion 7, "Pressurixer Sys 
Fa 1 lure. " 

* Metropolitan Edison Co. 79/09/06. !6pp. 


7910030053 Forwards addl info re alternate safe shutdown capability as 
indicated in safety eva lua t ion for fire protection 
supporting Amend 44 to QL DPR-50, 

REID, FI. W. Operating Reactors Branch 4 (Pro 7910301. 79/09/11. 

9pp. 


7910030254 Notification of 790924-20 meeting w/General Public Utils 8vr 
Corp ft Met Ed in Mi dd 1 e town, PA to discuss emergency planning 
In accordance lu/NRC action plan for upgrading emergency 
planning at lie on sad facilities. 

ENGLE, L. D, Nile Three Mile Island Task Force. 79/09/12. 3pp. 
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7910100199 Emergency Proctdur. 1 302-37, Rev i s i on 0, "Cooldown From 
Outside Control Room. " 

* Metropolitan Edison Co. 79/09/12. lipp. 


79 i^H^ 3 ? t> F ° rward *' P° r commitment made in 790731 1 tr. Commission 790009 
order I, notice of hearing re TMI-l.W/o unci 
MULHEY. M E. Branch 2. 79/08/ 14. Ip. 


7910100213 Emergency Procedure 1202-3, Revi s l on 9, 
* Metropolitan Edison Co. 79/09/12. 5pp. 


"Turbine Trip. 


7910100275 Emergency Procedure 1202-26B, Rev! s ion 6, 
One StBam Generator. " 

* Metropolitan Edison Co. 79/09/12 4pp. 


"Loss of Feed to 


791 01002B2 Emergency Procedure 1202-4, R ev 1 s i on 12, 
* Metropolitan Edison Co. 79/09/24 6pp. 


"Reactor Trip. 11 


7910030025 Petition on behalf of PA Ofc of Consumer Advocate to 
participate «aa interested state a g enc y , Par t i c i t i on in 
rnulL n ?<*„ Protect interest of consumor* 

COHEN. W. W. Ponnsijl vania* State of. 79/08/13. 2pp. 


79 10050020 Public Statement of Consumer Advocate. Part i c i pa t i on 
proceeding is necessary to uphold statutory mandate Seeks 
to protect consumers from bearing costs associated 
ui/c x ten d ed pr oc eed i ng . C or t 1 f i cat e of Svc end. 

COHEN, W. W Pennsylvania, State of. 79/00/15. 3pp. 


in 


7910100204 Emergency Procedure 1202-5, Revi s i on 7, “One e-lhrouq h Steam 
Generator Tube Rupture. " 

* tie tropo 1 i tan Edison Co. 79/09/26. 7pp. 


•7910050029 Notice that Ofc of Consumer Advocate submitted petition to 
intervene on 790815. 

COHEN, W. W. Pennsylvania, State of. 79/00/15. Ip. 


7910230496 Submits eight outstanding items from Table 3. 1 of fire 
Smnnm^.V 0n ^ 5afety 0 va 1 » o " Sc h e rf u 1 e for completion end 
HERBEIN, J. G. Metropolitan Edison Co. 79/10/16 4pp. 


7V i?°pA 0 nL NO n^ fl 0f a ' , P eflrante °t UW Cohen on behalf of Commonwealth 
of PA Ofc uf Consumer Advocate. 

COHEN, HU. Pennsylvania, State of. 79/OB/J5. ip. 


7910250343 Discusses mods completed on 790427 required by fire 
protection safety e va 1 ua t ion. PI p ing U cable penetration 
saals now conform to guidance presented in Branch Tochniral 
Pond tion 9. 5-1. 

HERDEINiJ.G. Metropolitan Edison Co. 79/10/19. Ip. 


G. Adjudicatory correspondence 


" 0p fppearance of Commonwealth of PA Ofc of Consumer 

Advocate. lg|j Cohc-n will appear on behalf oF agency. 

COHEN* W. W* P«?nn.inj 1 van i a . State of. 79/08/15. Ip. 


79 iS| 1 |pS'’n 0 . F ° r u ard5 Dauph * n County, PA 7900 1 5 petition to intervene. 
KNIIPP, R. L. Knupp U Andrews. 79/00/15, lp. 


7910040119 Responds to NRC 790702 order re 
Ad jud i ca tnry— ty p e hearing is unnecessary 
public interest. Certificate uf Svc end. 
TRQWDRIDGE, G, F. Metropolitan Edison Co. 
Pittman, Potts, {< Trowbridge. 79/07/02. 


foe i 1 1 ty shutdown. 

?< contrary to 

TROWBR IDQE, G. F. Shaw, 

21pp. 


. .. - ii V iraupiun county, 

facility is located within coun t y. R i g h ts ic liabilities of 
citiiens nf Dauphin County may be affected by NRC judgments 
it decisions in proceeding. 

KNUPP < R. L. Knupp U Andrews. 79/00/ 15. i p . 


7910030074 Requests to make limited appearance at hearings re possible 
opening of fac 1 1 i ty. Suggests that psychological h health !< 
safety of local residents be cons idered. Cert i f icate of Svc 
enc l . 

HDSSLER, D. E. Affiliation Unknown. 79/07/16, 9pp. 


7910100597 Forwards Goldsboro Borough 
NRC postpone startup of plant until 
taken to assure safety of citiiens. 
MYERS, K. E. Goldsboro Borough, York 
4pp. 


resolution re TUI. Requests that 
nocessary actions are 

County, Etturs, PA. 79/07/20. 


-7910180603 Requests to make limited appearance statement at BO02O1 
hearings re operation continuation. 

LEE, J. Affil iation Unknown. 79/00/20. lp. 


7910030356 Forwards Ofc of Executive Legal Director view on util 
response to NRC 790702 order directing facility to remain 
shut down until further notice. 

BHAPrtfliH. K. Office of the Executive Legal Director. 79/07/25. 9pp, 


7910120010 Response to NRC 790725 memorandum re procedures for 
resolution of restart i ssues. Res tar t hearings should he 
separated from hearings on suspension of I icense. Cert i fi cate 
of Svc and. 

TRCJWDR IDQE, G. F. Metropolitan Edison Co. TRDWBR IDOE, G. F. Shaw. 
Pittman, Potts, *< Trowbridge. 79/07/26. 0pp. 


7910090270 Comments on expediting discovery procedures, per NRC 790727 
meeting. List of all relevant documents can be given to all 
partles.All parties should exchange common types of info 
u/a 1 l other parties. 

WEI&S, E. R. Sheldon, Harmon it Weiss. 79/07/30. 2pp. 


7909250034 Discusses NRC 790702 order for suspension of operation & 
public hearing prior to restart of fac i 1 i ty. Pub 1 lc interest 
demands early decision on restart. NRC should meet u/DOE & 
state representatives to consider public interest, 

TROWBRIDGE, G. F. Shaw, Pittman, Potts, 6 Trowbridge. 79/07/31 
hand Tie, j. 


7910230003 Requests cancellation of TMI 1 icense. Recent radioactive 
discharge into Susquehanna River shows inadequate concern 
for public safety. 

HURST , A. Affiliation Unknown. 79/07/31. lp 


7910090211 Notice %t order that facility remain in cold shutdown until 
short-term actions have boon satisfactorily completed f< 
reasonable progress has been made toward completing 
long-term requiremente, ASLB will conduct hearing. 

CHILK. 3. J. Office of the Secretary of the Commission. 79/00/09 
I9pp. 


7910096582 Seeks to participate in hearings re 
Hishes to represent views pro so *, on behalf 
AjjciiniJt Nuclear Energy, 

HEIVLY, Q, J. Affiliation Unknown 79/09/17. 


reopening of facility, 
of People 

ip- 


7910170209 Urges permanent shutdown of nuclear f ac i U ties. Alter nato 
sources of energy should be studied. 

MCDIWI TT, R, M. , KCDIHI TT , R.E. Affiliation. Unknown. 79/00/ 10. ip. 


7910110142 Memorandum per ASLB request that NRC Qfc Df Public Affairs 
report on extent of publication re opportunity to seek 
intervention in proceedings. No nows accounts or other 
publicity TO time limits e x 1 s t. Cer t i f i ca t e of 3vc end. 

SMITH. I, W. Atomic Safety and Licensing Ooard Panel. 79/00/21. 4pp. 


7910050666 Orders extension until 790914 for filing of petitions to 
intervene. 

CHILK, B.J. Office of the Secretary of the Commission. 79/08/23, 


7910090156 Order extending deadlines in Commission 790BD9 
order?, notice of hearing until 790914 for filing 
petitions to intervene !« licensee answer to order. 

CHILK, 8. J. Office of the Secretary of the Commission. 79/00/23, 


* . “* w * ■»» nnsrescej s cate, subml ttc 

Commonwealth of PA. Notices of appearance of KM Carter on 
behalf of Commonwealth of PA, notice of filing of petition tu 
participate ?< Certificate of 3vc end. 

THORNBURGH, R. Pennsylvania. State of. 79/00/23. 5pp. 


. ini enjeo accioenc was not 


xviuuoywis Responds to ASLB Question 

Class 9 ac c 1 d on t. R 1 s k to h ea 1 1 h, sa f ety *, environ was 
extremely low. Ho consideration of meltdown or explosion 
should he given in proceeding. 

^ Service Electric 6 Gas Co, of New Jersey. 

WETTER HAHN* n. J. Conn&r* Moore t* Corber, 79/09/24. 5Qpp. 


7910050020 FES for fa c i 1 i ty , 8e c t i on VI, "Environ Impact of Postulated 
rtc c i d ant s , " 

* Atomic Energy Commission. 72/12/31. 13pp. 


7910:240006 Requests publication of newspaper ad on or before 790027 re 
opportunity for participation in hearing m restart of 
facility. FR notice encl. 

REID, R.W. Operating Reactors Branch 4 (Pro 791030). 79/00/24. 


■7910240094 Notice U opportunity for participation in hoaTing re restar! 

O r In I —1 . 

MCNULTY, A. Division of Contracts. 79/08/24. 7pp. 
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79 10190006 Discusses NRC order -for TMI-I to remain shut down until 
public hearings are held to address safety concerns. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/QB/20. ip. 


—7910190009 Opposes restart of TNI plant 

CORSON, M. Af f i I iation Unknown. 79/04/13. Spp 


7910190011 Discusses NRC orders for TMi-I to remain in shutdown until 
public hearings are held to address safety concerns. 

DENTON, HR. Office of Nuclear Reactor Regulation. 79/OS/2B. 3pp. 


— 7910190013 Opposes restart of TM1-6 until safety concerns are resolved. 
Host area residents favor permanent shutdown. 

LOOHI NODILL, D. P Affiliation Unknown. 79/0B/0*. ip. 


7910190297 Discusses NRC order for TMI-1 to remain shut down until 
public hearings are held to acfdTess safety concerns. 

DENTON) H. R Office of Nuclear Reactor Regulation. 79/08/28. ip 


— 7910190307 Opposes resumption of operation for TMI-1 because no 
adequate evacuation plan exists for all residents of 
vicinity. 

PETRDSKY, J. Affiliation Unknown. 79/05/11. 2pp 


7910190342 Discusses NRC order for TMI-1 to remain shut down until 
public hearings are held to address safety cancers!. 

DENTON, H. R. OFfice D f Nuclear Reactor Regulation. 79/0B/2S. Ip. 


— 791D19034B Requests that TMI be closed forever. H/brochure re machine 
company svcs end. 

WILKE, D. Affiliation Unknown. 79/07/1*. Ip. 


7910090422 No abjection to Commonwealth of PA 790B33 petition to 
participate In proceeding as interested state. Cert i f i cate of 
Svc end. 

TROWBRIDGE, Q. F. Shaw, Pittman, Potts, & Trowbridge. TRONDR1 DOE. 0 F. 
Metropolitan Edison Co. 79/08/29. 2pp. 


791009005* No objection to Dauphin County 790915 petition to intervene 
Jnterv»nor5 must clarify or amend petition as to whether 
participation is sought as representatives of state or as 
local govt. Certi f icate of Svc end. 

TROWBRIDGE) 0. F. Metropolitan Edison Co. TROWBRIDGE, 0. F. Shaw. 
Pittman, Potts, & Trowbridge. 79/08/29. 3pp. 


7910110417 Petition to intervene submitted by Anti-Nuclear Group 
Representing York. Members are res idents, proper ty owners t< 
business owners in York, PA area. Af f idavi t of 115 Keck * 

Certificate of Svc end, 

KECK, H. S. Anti-Nuclear Group Representing York. 79/08/29. 7pp. 


791015024* No objection to Commonwealth of PA 79D923 petition to 
intervene in proceeding as interested state. Certificate of 
Svc end. 

TRDWDRIDQE. 0. F. Metropolitan Edison Co. TROWBRIDGE, 0. F, Shaw, 
Pittman, Potts, t, Trowbridge. 79/0B/29. 2pp. 


79101103*9 Intervenor Dauphin County PA petition tn intervene should 
be regarded as request to participate under 10CFR2. 7 I5fe ) . 

SMITH, I. W. Atomic Safety end Licensing Board Panel. 79/0B/30. Ip. 


— 7910H0383 Discusses request to participate in proceedings. 
Appropriate mails will be forwarded, 10CFR2.7I4 & 2.715 
are end. W/o end. 

MORAN, D. M. Atomic Safety and Licensing Board Panel. 79/08/30. 
IP- 


791010019* Response to DJ Heivly 790BI7 communication re participation 
in hearing pro se & as representative of People Against 
Nuclear Energy. Licensee does not abject to limited 
appearance of pati ti oner . Cer 1 1 f 1 cate of 9vc end. 

TROWBRIDGE) 0. F. Metropolitan Edison Co. TROWBRIDGE, G. F. Ehaw, 
Pittman, Potts, U Trowbridge. 79/08/30. 2pp. 


79101B0213 Response to J Lee undated communication requesting 
participation in hearing re reopening of facility. Licensee 
doe* not abject to petitioner making limited appearance by 
oral or written statement. Cert i f i cate of Svc end. 

TROUBRIDGE.O. F. Metropolitan Edison Co. TROWBR IDOE, G. F. 9haw, 
Pittman, Potts, U Trowbridge. 79/08/30. 2pp. 


7910030*71 Orders that licensee & NRC answer petition! to intervene as 
soon as reasonably poss ib 1 e. Answer s to petitions received 
before 790907 must be received by ASLB on 790913. Later 
petitions must be answered within four working days. 

SMITH, I. W. Atomic Safety and Licensing Board Panel, 79/00/31. 2pp. 


79102204*3 Petition to intervene by Newberry Township TMI Steering 
Commi ttee. Psycho log ice 1 impact should be regarded as reason 
for nonreac t i vation of f ac i 1 tty . W/aff idavi ts 8, Certificate 
of Svc. 

CUNNINGHAM, -J. D. Wewberry Township, York Haven, PA. 79/08/31. ISpp. 


7910090333 Five requests to make limited appearance statements at 
public h ear i ngs, submitted by local residents. 

LOOKINGBILL', G. Affiliation Unknown. 79/09/02. 5pp. 


7910030*29 Requests full participation in hearings re restart af 
faci I i ty. 

BERRVHILL, F. Coalition for Nuclear Power Plant Postponement. 
79/09/03. ip. 


7910100203 Petition to intervene re reopening of TMI-1. Requests waiver 
of procedural form, of filing due to failure to receive order 
* notice of hearing until 790B27. Safety of TMI operation 
should be assured beyond any reasonable doubt. 

POLLARD, R, Q. Chesapeake Energy Alliance, 79/09/03. 5pp. 


7910030*70 Ack receipt of petition to intervene in proceeding, Forwards 
NRC 7 90-009 order, notice of hearing * 10CFR2. W/o end. 

MULKEY, (1. E. Branch 2. 79/09/04. ip. 


7910030732 Requests to amend 790B20 petition to intervene. Seeks 
intervenor status on basis of residence in Mechanlcsburg, 

PA, emp loymen t in Hershey,PA * participation in original ASLB 
hearings. Bubmi ts revised contentions. 

SHOLLY, S. C. Affiliation Unknown. 79/09/04. Bpp. 


79101*0040 Supports Commonwealth of PA 790823 & Dauphin County 790815 
petitions to intervene, PA Ofc of Consumer Advocate 790813 
petition to intervene does not fulfill interest stds of 
10CFR2. 715 (c ) . W/no t ice of appearance * Certificate of Svc. 

MULKEY, M. E. Branch 2. 79/09/04. 8pp. 


7910190337 Requests notification of * opportunity to participate In 
public hearings re restart of TMI. 

NE8BIT) 0. 0, Affiliation Unknown. 79/09/05. ip 


7910240416 Requests notice of t< opportunity to participate in public 
hearings re issuance of permits, 1 lcanses * approvals to 
reopen TMI-2. 

N EBB IT, D. D. Affi l iation Unknown. 79/09/05. Ip. 


7910090303 Responds to Chesapeake Energy Alliance request for extension 
to amend petition to i n tervene. ASLB has granted extension 
until 790914 for filing petitions in proceeding. 

HOFtAN,D.M. Atomic Safety and Licensing Board Panel. 79/09/0*. Ip. 


791003077* Requests to make limited appearance statement at public 
hearings, 

CARTER. P. Affiliation Unknown. 79/09/07, lp. 


7910110072 Request for participant status in public hearing. 

CARRICK.P. Harrisburg Area Community College. 79/09/07. 2pp. 


791Q1600BB Answer to Anti-Nuclear Group Representing York 790B29 
petition to intervene. Petit! on adequately states interest in 
proceeding ft specific aspects for which intervention is 
sough t. Cert i f icate of Svc end. 

TROWBRIBCE.G. F. Metropolitan Edison Co. TROWBR IDOE, G. F. Shaw, 
Pittman, Potts, & Trowbridge. 79/09/07. 3pp. 


79101*0091 Answer to joint Newberry Township TMI Steering Committee i 
II residents of towns h ip undated petition to intervene. 

Petition satisfies criteria re intervention. ASLB decision 
should await content ions. Cer ti f icate of Svc end. 

TROWBR I DDE. G. F. Metropolitan Edison Co. TROWBRIDGE, 0. F. Shaw, 
Pittman, Potts, fc Trowbridge. 79/09/07, 3pp. 


79 101B0207 Petition by PA Public Util Commission to participate in 
proceeding. Seeks participation as interested agency of 
Commonwealth of PA. Pet i tinner provides * regulates public 
svcs. Notice of appearance It Certificate of Svc end. 

LEVIN, *J. A, , HCCLAREN, 6. A. , KASHI, 0, ft. Pennsylvania, State of, 
79/09/07. 4pp. 


791 0180259 Petition to intervene in evidentiary hearings on reopening 
af TMI-1, revocation of OL T, other matters. Requests financial 
assistance from NRC in proceeding. Petitioner interests are 
at stake. 

KEPFORDiC.. -JOHNSRUD, J. H. Environmental Coalition on Nuclear Powbt. 
79/09/07. 9pp. 


7910050774 Three requests to make limited appearance statements at 
hearings re restart of fac il ity, submitted by local 
residents. 

GILBERT, R. B. Af f i Uat i on Un known. 79/09/08. 3pp. 
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7910090322 Request* to supplement petition to intervene. Costs U 
responsibility For reproducing h distributing petitioner 
submittals should be borne by NRC. Seeks intervention as 
citiren of State of PA, 

LEWIB, M. I. Affiliation Unknown. 79/09/09. Bpp. 


7910110025 Ac k receipt of 790B30 1 tT re Dauphin County request to 
participate In hear ing Requests addition of Ell Hoffman to 
mai 1 tng list. 

KNUPPi R. L. Knupp L Andrews. 79/09/11. Ip. 


7910160059 Answer to Environ Coalition on Nuclear Power 790904 petition 
to Inter vene. Peti tlon adequately sets forth interest h 
specific aspects of proceeding as to which intervention is 
sought. Certificate of Svc end. 

THQWBR 1 DQE, 0. F. Metropolitan Edison Co. TROWDR I DOE, G. F. Shaw, 
Pittman, Potts, & Trowbridge. 79/09/11. 2pp. 


7910160067 Answer to PA Public Util Commission 790907 petition to 
participate in proceeding as agency of Commonwealth of PA. 

Hot Ed has no objection to part lcipat ion. Cert i ficate of Svc 
encl. 

TROWDR r DOE, 0. F. Metropolitan Edison Co. TROWBRIDGE, 0. F. Shaw, 
Pittman, Potts, & Trowbridge. 79/09/11. 2pp. 


7910180111 Responds to Coalition for Nuclear Power Plant Postponement 
790903 communication expressing intent to intervene. Qb jec ts 
to Pull par t lcipa t Ion status but expresses no objections to 
limited appearance. Certi f ieate of Svc end. 

TROUDRIDOE, 0. F. Metropolitan Edison Co. TROWBRIDGE, 0. F. Shaw, 
Pittman, Potts, «, Trowbridge. 79/09/11. 3pp. 


7910030606 Discusses notice published in 790902 Lancaster News re 
hearings prior to restart Df TMI-1. Proposes Installation of 
permanent air 6 water monitors in 25-mile radius of 
facility. 

PENNEBAKER, K. L. Affiliation Unknown. 79/09/12. 2pp. 


7910090651 Submits petition to intervene re proposed reopening of 
facility. 

AAMQDT, K M. Affiliation Unknown. 79/09/12. Ip. 


7910090271 Thirteen requests to make limited appearance statements at 
hearings re restart of facility, submitted by local 
residents. 

SMITHOAtX, T. Af f i 1 Iat ion Unknown. 79/09/12. 14pp. 


791-0160074 Answer to Chesapeake Energy Alliance 790903 petition to 
1 nter vene. Pet i tioner has shown interest 6 has identified one 
aspect of proceed i ng, r e applicant mg t capab i 1 i ty . as to which 
intervention is sough t . Certificate of 9vc end. 

TROWDRIDGE, G. F. Metropolitan Edison Co. TROWBRIDGE, 0. F. Shaw, 
Pittman, Potts, 6 Trowbridge. 79/09/12, 4pp. 


791O10O2Q4 Answer in opposition to MI Lewis 790B21 petition to 
in t erven e. Petitioner fails to demonstrate standing or to 
identify aspects of proceeding for which intervention is 
sough fc. Certificate of Svc end . 

TROWBRIDGE, 0. F. Metropolitan Edison Co. TROWDR IDGE, 0. F. Shaw, 
Pittman, Potts, & Trowbridge. 79/09/12. 21pp. 


7910050654 Requests to mako limited appearance statement at hearing. 
LEHMAM, E. W. Af P i 1 iat i on Unknown. 79/09/13. Ip. 


7910090613 Forwards 790009 J, 23 orders U Press Release 79-157 in 
response to 790719 1 tT to JM Hendrie re economic impact on 
NJ ratepayers of NRC decision to conduct public hearings 
prior to restart of facility. Ltr dtd 790719 end only. 

CH1LK. B. J. Office of the Secretary of the Commission. 79/09/13. 
ip. 


--7910090620 Opposes conducting of public hearings prior to facility 
restart due to negative economic impact on NJ taxpayers. 
MCQLYNN, R. B. New Jersey, State of. 79/07/19. 2pp. 


7910150716 Supports petitions to intervene Prom Anti-Nuclear Group 
Representing York, Chesapeake Energy A1 Uance, Environ 
Coalition on Nuclear Power tt SC Bholly. Notices of appearance 
*< Certificate of Svc encl. 

MULKEY, M. E. Rulemaking 6 Enforcement Division. DERSON.BA. 
Branch 3. 79/09/13. 24pp. 


7910160080 Answer to SC Sholly 790820 petition 6 790904 supplemental t, 
amended petition to in terveno. App 1 leant has no objection to 
Intervention. Certificate of Svc end. 

TROWDR IDGE, Q. F. Metropolitan Edison Co. TROWBRIDGE, G, F. Shaw, 
Pittman, Potts, 6 Trowbridge. 79/09/13. 3pp. 


7910160005 Response to P Carrick 790907 ltr requesting participant 
status. App licant has no objection to appearance by means of 
oral or written statement re matters Integral to proceeding. 
Certificate of Svc end . 

TROWBRIDGE, 0. F. M etr op n 1 1 1 e n Edison Co. TROWBRIDGE, 0. F. Shaw, 
Pittman, Potts, S< Trowbridge. 79/09/13. 3pp, 


7910 18O0B9 Petition requesting limited appearance on behalf of 
Manufacturers Association of Berks County. Cont inuous TMI-1 
shutdown impairs financial interests of association members. 
FIELD, M. P. Affiliation Unknown. 79/09/13. 4pp. 


7910180221 Petition to intervene as party in proceeding Resumption of 
TMI— 1 will threaten physical 6 economic well-being of UCS 
members even after imp 1 emon t a t ion of required long-term 
ae t 1 ons . Notic e of appearance & Certificate of Svc encl. 

WEISS, E. R. Union of Concerned Scientists. WEI6B,E.R. Sheldon, 
Harmon 6 Weiss 79/09/13. 7pp. 


7910030761 Discusses P Carrick 790907 petition to intervene P Carrick 
wishes to participate per 10CFR2. 7i5(a >. 

SMITH, l.W. Atomic Safety and Licensing Board Panel. 79/09/14. Ip, 


7910160129 Answer to ABLE 790809 ordor tc notice of hearing 
supplementing A9LB 790702 order which suspended TMI-1 
operation, Urge s ABLB to confine hearing to Issues directly 
& strictly related to TMI-2 accident. W/Certificate of Bvc . 
TROWBRIDGE, G. F. Metropolitan Edison Co. TROWDR IDGE, 0, F. Shew, 
Pittman, Potts, & Trowbridge. 77/09/14, 8pp. 


7910100022 Response in support of PA Public Util Commission 790907 
petition to participate as interested agency in proceeding. 
Specific interest has been shown. Certificate of Bvc encl. 

MULKEY, M. E. Branch 2. 79/09/14. 3pp. 


7910180040 Petition to intervene on behalf of 11 interested members of 
People Against Nuclear Energy. Renewed operation of TMI-1 ’ 
poses threat to stability 6 health of area , Aff i davi t * . not 1 c e 
of appearance U Certificate of Bvc encl. 

SHELDON, K, P. People Against Nuclear Energy. GHELDON, K. P. Sheldon, 
Harmon & Weils. 79/09/14 17pp. 


7910220240 Notice of appearance on behalf of Met Ed, 

TROWBRIDGE, G. F. Shaw. Pittman, Potts, b Trowbridge. 79/09/14. Ip 


— 7910220243 Notice of appearance on behalf of Met Ed. 

BLAKE, E. L. Shaw. Pittman, Potts, * Trowbridge. 79/09/14. Ip. 


— 7910220246 Notice of appearance on behalf of Met Ed. Certi f lea te of 
Bvc encl. 

ZAHLER, R. E. Shaw, Pittman, Potts. U Trowbridge, 79/09/14. Bpp. 


7910050657 Requests full intervener status for M Lewis, duo to technical 
expertise. 

GORMLEY, J. E. Af f 11 la 1 1 on Un known. 79/09/17. Ip. 


79101B0071 Motion requesting ASLB set 791003 for petitioners to 
intervene to file draft of contentions ?< 791022 to file 
final contentions, Majority of other parties 6 petitioners 
have no objection to suggested d ates . W/C er 1 1 f 1 cate of Svc. 

MULKEY, M. E. Branch 2. DERSON, B. A. Drench 3. 79/09/17. 7pp. 


7910180278 Memorandum establishing tentative schedule for neai — term 
prehearing ac t tvi t i os. t o afford max opportunity for 
preparation of con tent ions. Lists tentative schedule which 
will closely follow anticipated final schedule. 

SMITH, 1. W. Atomic Safety and Licensing Doard Panel. 79/09/18, 3pp. 


--7910180230 Courtesy notification advising that ABLD will mail memoranda 
Ci orders to all par t i es. p » t i t i oner s & interested 
participants, Courtesy notification list encl. 

MORAN, D. M. Atomic Safety and Licensing Board Panel. 79/09/18. , 

2pp. 


7910250443 Correction to 790904 petition to i nt ervene , Not e 4, Page 6, 
Note 7, Page 7 & Note 3, Page 5. Addition# & corrections 
constitute amend to petition to intervene. Certificate of Svc 
enc 1 . 

JOHNSRUD, J. H. Environmental Coalition on Nuclear Power. 79/09/18. 

2pp. 


7910110232 Twenty-ona requests to make limited appearance statement! 
at public hearing, aubmi tted by residents of area near TMI. 

QDLD.F. J. Affiliation Unknown. 79/09/20, 24pp. 


7910240671 Responds to Sept 1979 petitions to 1 nterveno. TMI Alert *, UCS 
have satisfied Interest requirements. Peep le Against Nuclear 
Energy failed to identify aspect for hearing. M Aamudt & MI 
Lewis did not establish In teres t. W/Certi flea te of Svc. 

BERSDN. B, A. Branch 3. MULKEY, M. E. Branch 2. 79/09/20. 10pp. 
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7910230040 Responds to 790807 petition for rul ema k ing . I s sues of concern 
<nag be raised at hearings re restart of THI-l. 

FELTON, J. M. Division of Rules and Records. 79709/21. Ip. 

7910170127 Requests full intervener status for F 13 e rryh i 11 . base i on 
handling 4 dispersing of pertinent info during TUI 
incident. 

AUGUST. 0. J. Citiiens. Against Nuclear Power 79/09/22. Ip. 

7910170362 Notifies of public hearing re restart of TMI-i. First cage 
of Ffi notice end. 

VOLLMER, R. H. Assistant Director for Systematic Evaluation Proqram 
(Pro 791030). 79/09/25. Ip 


^oi^TMI-l ReqU * 4fcB to “ Jk0 limite,J appearance at hearing on reopening 
HITE.S. J, Affiliation Unknown. 79/09/30. Ip 

7910190167 Responds to ASLB 790921 order requesting submittal of draft 
contentions by 791003. Contentions contained in intervention 
petition regain unchanged, 

HCCAUGHIN. K Three Mile Island Alert. 79/10/01. Ip, 

7910220367 Requests to make limited appearance statement at hearing on 
reopening of TMI-1. H 

PERKINS. J. Affiliation Unknown, 79/10/01. lp 


7910240291 Forward s FR notice of NRC order outlining issues to be 
considBred at public hearing r H TMI-1 operation status. 

VOLLMER, R. H. TMt-2 Dp e rat i on s /Supp or t. 79/09/25. lp. 

7910240313 Responds to 79040B request that TMI-I be shut down . Forward s 
FR notice of NRC order outlining issues to be considered 
at public bearing 

VOLLMER, R. H. TMI-2 Ope rat i ons / Soppor t . 79/09/25. Ip. 

7910240317 Urges that THI-l bo permanently shut down. 

RGNTZ, %). Affiliation Unknown. 79/04/08. Ip. 

7910190017 Amends petition to intervene per ASLH-790921 order Operation 
of unit endangers human life Class 9 accident will have 
substantial environ impact. Submits partial list of 
contentions. 

LERIS. M. I. Affiliation Unknown, 79/09/26. 12pp. 

7910220475 Corrects address of firm representing l/CS, i naccuratelu 
captioned on svc list. 

H£ISa,IT. R. Sheldon. Harmon 6 Weiss. 79/09/24. 2pp. 


7910300031 Motion requesting mod of ABLD 790921 memorandum 4 order 
P JrtlBS to ’'»>»' psychological distress issues by 
791022. Commission 790809 order S< notice of hearing re issue 
was mis i nterpreted. Cot ti fi cate of Svc end. 

JORDAN, w. S. , SHELDON, K. P. People Against Nuclear Energy 
JORDAN, kl. S. 3h eld nn. Harmon & Woiss. 79/10/01. 7pp. 

7910260386 Request by member af DE Senate to make limited appearance 
at TMI-I restart hearings. 

MCDOWELL . H. B. Delaware, State of. 79/10/02. 1 p. 

7910 1 70635 Notice of 791100 special prehearing conference at 
Harrisburg, PA re operation of TMI-1. Identification of key 
Issues & status of contentions 4 parties will be discussed 
CouTtesy notification oncl, 

BMTTH, I. W. Atomic Safety and Licensing Hoard Panel. 79/10/03. 7pp. 

7910240306 Further contentions submitted in addition to 791001 draft 
contentions. Alleges that one nuclear plant at Grand Prairie 
had major pipe break) raising more concern re facility 
auxiliary bldg filtering ays. 

LEW I Bd rt, I. Affiliation Unknown. 79/10/03, 2 pp, 


79 |K™ < 2 8 B li " |U,!U NRC corrBet mailing address for svc list. 

WE153. E.ff. Sheldon. Harmon 4 Weiss. 79/09/26. 2pp. 

7910290016 Motion requesting mod of ABLD order re special prehearing 
conference. Deadline of 771032 for submittal of final 
d# P riv * s interveners from access to flll-g 
771035 of F i c iai rep t, 

POLLARD, FI ,0, Ch**a p ea It e Energy Alliance, 77/09 /27. App. 

-7910290017 Suppl to motion requesting mod of memorandum 4 order served 
on 790927 NJREG-0386 4 other relevant documents are 
voluminous 4 need adequate time to be assimilated Two 
Certificates of Bvc end 

POLLARD, R. Q. Chesapeake Energy Alliance. 79/09/20. 9pp. 


^hearings R€q0Bst5 to make limited appearance at TMI-I reopening 
* Environmental Coalition on Nuclear Power 79/10/03. 2 pp. 

79 TMi H u 5 ?Mi ,, f 5P0r '2 B 7e0B07 ltr urging permanent shutdown of TMI-I t 
rrtI-2. TMI-1 restart Is now pending before ABLD. Forward s rept 
re doses received by public due to TMI-2 event All TMI 
discharges are closely mon 1 1 ored . W/o oncl. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/04, 2pp. 

—7910180338 Urges permanent shutdown nf TMI-1 4 TM I -2. Di scusses effect 
of TMI-2 event on personal life 6 communi ty. Expresses 
concern re discharge of water from TMI 
IIEICKER, M. J. Affiliation Unknown. 79/08/07. 2 pp. 


7 ^en 7 “‘!l F ^ r / e,Ue9tS tD ™ I[B llmUBd appearance statements at 
reopening of hearing. 

DOUGLAS, M H. . MILLS,S. , MILLS. R Affiliation Unknown. 79/09/28. 


7910180047 Submits second petition to intervene in TMI-1 restart 
hearings. Lists supporting reasons including di stance, cos t 
* personal issues. 

AAM8DT. M. M. Affiliation Unknown. 79/10/04. 2 pp. 


INQDYE.E, , ZITZER.P. Affiliation Unknown. 79/09/28. 2pp. 

7<? i?pncable e Uw n Weour 9 M 29 Ur dddre ? 9 * J Co-I«ion.r Dradford. 
7 if “ 1 f , * Te 3 u lotions were applied to Ml Lewis 

forwarded*"" lnt9rvBnB ' WJREQ-Q 6 Q 0 4 NUREC-0578 will be 
ENOELHARDT, T. F. Deputy Ececutivo Legal Director, 79/09/2 8. ip. 


7910250352 Draft connections superseding 790B20 4 0904 original 4 
amended petitions to i n t ervene. Li censee emergency plan is 
defective 4 environ radiation monitoring proqram io 
inadequate. Certificate of Svc end, 

BHALLY, S, C. Affiliation Unknown. 79/10/04. I7pp. 

7<? of 2; TMI-l RBquests t0 n " ake United appearance at hearings on reopening 
WOOD, J. Affiliation Unknown. 79/10/04. lp. 


””v°8te!!o r J H m Dentn , ’ qUir ? T * 790027 *■ Intervene. Requests 

1FUI9 J T „r«?J?V 1 ' ptS c Dn cer " j "9 accident. 

LEWIS# K. I. Affiliation Unknown. 79/09/10. lp. 

79 iesdtrof°Iu*UiaruT^ °! 790830 to dlscUBS P^tminary 

Rancho Been 9 f " tf “ ater reliability study for 

MULKEY, M. E. Branch 2. 79/09/28. lp. 

~’=rir mS.sKKi.ijir- ™’» ™«- « 

APRA, R. A. TMI-2 Bulletins t. Orders. 79/09/20. HBpp, 

of TM?-?. ReqUeStB t0 make limited appearance at hearing on reopening 
FREEMAN, C. Affiliation Unknown. 79/09/29. lp. 

7<? rmTar,ng q0 “ t3 ^ Mf LBwi> *" ^ha.f of AP Midouhas at 

M1D0UHA8, A. P. Affiliation Unknown. 79/09/30. Ip. 


7910100303 Draft contentions, ip response to ASLD 790921 ord er. Renewed 
operation of facility will cause psychological distress to 
oun nil 1 ’! 1 '! k may dam age stability of community. 

n' ' ^ 0RDflN>w - 8 - People Against Nuclear Energy. 

SHELDON. K. P. Bheldon, Harmon 4 Weiss. 79/10/05, 3pp. 

79 i° IB03 j B Bu PP lemen t al petition to Intervene & draft contentions. 
Renewed operation of facility will jeopardize health 4 
safety. Des, go of D fi.er 0 ency 5, safety sys is inadequate. 

Certificate of Svc oncl. 

HE IBB, E. R, Union of Concerned Scientists. WEISS, E. H. Sheldon, 
Harmon & Weiss. 79/10/05. 13pp. 

79102402B6 Motion for ABLD certification tp NRC re financial assistance 
to a 1 1 intervsnqrs. Requests clarfc if icatlon of ASLU authority 
re status of OL. Demands e*«mpfcicm for numerical filing 
required under LQCFR2. 70B<cf) , 

KECK-i H, S. Anti-Nuclear Group Representing York, 79/10/05, 4pp. 

—7910340293 Petition far rulemaking, Requests hearing panel to find out 
whether M>t Ed Palled to comply u/Atamic Energy Ac tr NRC 
regulations & applicable OL condi tions# in light of 
NUREG -0600. 

BOWERB, J. Ant 1 -Noe 1 ear' Ora up Representing York, 79/00/07. tp. 
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— 7910240300 Responds to 790B07 petition 1 , . 

to meet 10CFR2. 002 requirements Issues^ 1 n f" 1 " Pb *’ “ 0n faiU 

during hearings for which recipient fil^ 79002?" 
to intervene. Certificate of Svc end ^ pBtlt,on 

FELTON. J. M. Division of Rules and' Records. 79709/21 3pp 

^iv^r oper * tion of 

KECK. H. S. Anti-Nuclear Group Representing York. 79/10/05, 9pp. 

POLLAHD.R.O. Chesapeake Energy Alliance. 79/10/05. 7pp 

reach sound judgmont A1 lege* tfcat V" ‘ 1 to 

P0LLARD U R te Q C.rtlMea^Tf’Si, 1 ‘Jin?, ' # ' lMlpn " ,,t 

POLLARD. R. Q. Chesapeake Energy Alliance. 79/10/05 3pp , 

7910290431 Ac k receipt gf 791003 Dom'd nrt n 

appearances. Protests Doard stipulations Jor heaHngV 1 " 4 * ° n 
Eapresses concern for PA population Reeuest. fair 

st ” 1 ■“«’ 

wnwio. n. i. Affiliation Unknown. 79/10/09. 2 pp 

79102204-10 Memorandum directing attention of n „nn„ . 

& 2. 70S which govern filing of I . f P k ‘‘ tl0n,fr9 tn >0CFR2. 701 

WZtlVWEi' t0 m ° li CO?i °' t0 o^C^tS"' 

SMITH. t.W. Atomic Safety and Licensing Doard Pane!. 79/10/11. 3 pp . 
7910290250 Statement of protest rg 791003 rmtifn n c ^ 

LEE, J. Affiliation Unknown. 79/10/11. 3pp. 

mil lanC S ^o5a 7 faH W i n a9 1 motTS«. fc tS , ‘«25J?J| ASI.D fl 7TO92r aPe!i " ,e Enerny 

SMITH, r.W. Atomic Safety and Licensing Doard Panel. 79/10/15. 

H£*rHr£r -« « 

LEE.J. Affiliation Unknown. 79/10/15. 3pp. 

” 79 heaMngs. f? ‘ MlU,,, ‘ t0 t0 ™ ke 1 ‘*“- ^P-rance statement at D 00201 
LEE.J. Affiliation Unknown. 79/00/14. i p , 

7 „. 

SMITH, I. W. Atomic Safety and Licensing Hoard Panel, 79/10/10, lp. 

itiiras-TS'K — 

assigned rather than allotted on first tome, first sorvo 
HOSBLER, D. E. Affiliation Unknown. 79/10/10, Ip. 

dB ve^p D 790920 0r " 0r 

c«pabantie« 0 CertiHta^ 1 of P 8vc t ‘n"? l,rann3BOrlfll 6 
79/{o/22 rt ''9jf CLAREN,8 A " KABHI,0 M - Pp "»*ylvania, State of 


Oeneral correspondence 


power plant. Jnsists S that U evafuatlon t of r s P f 0 t BedirV93 reBtart 0 f 

SvF-Fr i 

iIGBLVNNr R. D. New Jersey. State of. 79/07/19. 2pp. 



. R. J. All i s-Cha lmer s Carp. 79/07/27. Ip 

KILLER, Q.p. Metropolitan Edison Co. 79/00/27. lp 

” 7, ip-4591 2 «« *«h-r for renewal of Operator License 

BOOMER, R. R. Metropolitan. Edison Co. 77/08/27. J pp , 

- 

sssis*i’s *■">»'!«" Jr”.;;;"' 

DENTON. H.H. Office of Nuclear Reactor „ /Qt?/07 ^ 

791 009032Q Rssponds to 7 f ?OflnR i i-t, pw ,, 

two— year delay re restart of TM1 i n M Hel ? drle espreesing concern re 
proceedings undorwly b r e ASLn~L e T * ^ 
to FERC.790B09 order end / ' SLD - Rof er 8 energy rate question 

ENT0N.H R. Office of Nuclear Reactor Regulation. 79/09/20. 2pp. 
19pp KS ^ ° fficB “F tflc Sec rotary of the Commission. 79/00/09. 
Cumberland Valley Cooperative, 79/OS/OB, lp, 

rr tonlty *• partici ^ *■ 

2 p p , ' Operating Reactors Branch 4 tPre 7910301. 79/09/26. 



COLLINS 1 J fl r e,1C TMl' 1 3 , 'm 0ld ( roP J°CFR2. 790 > . 

LLINSi J. T. mi-2 Opera t i ons/Support. 79/09/2H. 2 pp. 

"fSI 

FELTON, J. M. Division of Rules and Records. 79/10/01, 4 PP , 

DEl5ni«,H M R flr<, Sf!i« l 2J N° ^ 0BUpt - Hhlt<) referral end. 

f ee of Nuclear Reactor Regulation. 79/10/03. 9 pp, 

C ARTErH *< » Of npent fudTom sHe 9 

, J. President of US I, Erecutive Offices. 79/07/20. 5 PP . 

7 ”ea^h I ?;^ r p ^ :: e Rn s P ^;r“ in!, order * anoui upit to ^ * 

HENDERSON, M. D. Envi rot ech C or p. , Elmc o Fu „ ndry Dl v. 79/10/12. lp. 
HERHETNrJ.O. Metropolitan Edison Co. 79/10/16. ip. 


79 pSd°clpate. li,,V ** ™ 1 " 1 * l,0Ul11 b ° an ‘" J,Bd to return to svc. Offers to 
LEWIB.M, I. Affiliation Unknown. 79/07/04. Ip. 


I. Financial information 

VOLLMEfl i R. H. TM1-2 Op era 1 1 ans/Suppor t. 79/09/21. 10pp. 
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7910160253 Forwards financial info ra TMi-t restart proceeding in 
response to NRC 790921 ltr. 

WAFER. F. D General Public Utilities - CPU Service Corp. 79/10/1 
,2500pp. 


5. 


— 7910160257 "Annual Financial Rept 1978. " 

DIECKAMP.H. General Public Utilities - GPU Service Corp, 
78/12/31. 30pp. 


— 7910160264 "Annual Financial Rept 1977." 

KUHNS. W. G. . DtECKAMP.H. General Public Utilities - GPU Service 
Corp. 77/12/31. 35pp. 


— 7910160271 "Annual Financial Rapt 1978 " 

BARTNPFF# S. Jersey Central Power i Light Co. 78/12/31. 20pp. 


—7910160277 "Annual Financial Rept 1977." 

BARTNQFF, 6. Jersey Central Power 6 Light Co. 77/12/31. 20pp. 


7910100253 Operating Procedure 1 103-6. Revls i on 15. "Reactor Coolant 
Pump Dperat i on. 11 

■* Metropolitan Edison Co. 79/07/12. 42pp. 

7910100266 Operating Procedure 1 1 02-4, Revi s i on 26, "Power Operation.'' 
* Metropolitan Edison Co. 79/07/16. 40pp. 


7910100295 Operating Procedure 1 106-3. Revi sion 13. "Feedwater Sy«. " 
» Metropolitan Edison Co. 79/07/18. 98pp. 


79101G017B Administrative Procedure 1002, Revision 16, "Rules for 
Protection of Employees Working on Electrical 6 Mechanical 
Apparatus, " 

* Metropolitan Edison Co 79/07/25. 35pp. 


7910100211 Administrative Procedure 1037,Revision 2, "Control of 
Caution tc Do-Mot-Qpera to Tags." 

» Metropolitan Edison Co 79/07/31, 8pp. 


— 7910160296 "Annual Financial Rept 1977." 

CRE171.W, M. Metropolitan Edison Co. 77/12/31. 20pp. 

— 7910160300 "Annual Financial Rapt 1978, " 

VERR8CHI . W. A Ph t ladel p h 1 a El ec tr ic Co. 78/12/31. 17pp. 

—7910160305 "Annual Financial Rept 1977." 

VERR0CHJ, W. A. Philadelphia Electric Co. 77/12/31. 17pp. 


7910100191 Opera ting Procedure 1102-16, "RCS Natural Circulation 
Coal ing. " 

a Metropolitan Edison Co. 79/08/02. 12pp. 

7910090241 Forwards Fit notice of amend to 10CFH73. 55 re requirements 
for physical protection of nuclear power p lan ts. Amend dehors 
implementation of physical search requirements from 790801 
to 791101. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/08/10. 49pp. 


7910I903BO Responds to 790921 request for Financial info to supplement 
util 791015 response. Forwards info re estimated costs Df 
plant mods re NftC 790809 order C, util 790620 ltr. 

KEH8EIN. J. G. Metropolitan Edison Co. 79/10/17. 17pp. 


7910190380 Supplements 791019 ltr re NRC 790921 request fOT financial 
Info. Responses to Request* 1,2 J, 9 will be provided at 
restart meeting an 791017. Requests ack of receipt of matl. 

HAFER, F. D. Genera! Public Utilities - GPU Service Corp. 79/10/17. 
17pp. 


7910830204 Forwards responses to 790921 ltr tb financial info, Items 
6,7 & IOC. Submits info re expected source of funds to cover 
casts of decommissioning & effect of recent relief actions 
on revenues. 

HAFER, F. D. General Public Utilities - GPU Service Corp 79/10/19. 
56pp. 


J. Insurance & indemnity information 


79 1 01 80515 Forwards Amend 9 to Indemnity Agreement D-64, Chang 1 ng 
definition of "in the course of transportation." 

SALTZMAN, J. Antitrust 6 Indemnity Group. 79/10/10. 2pp. 


7909240597 Forwards "Executive Summary, TMI Liquid E, Gaseous Releaues va 
Tech Specs as Result of Incident on 790328. " 

PORTER, 8. W. For ter-Ger ti Consultants, Inc. 79/08/12. ip, 


— 7909240602 "Executive Summary, TMI Liquid 8, Gaseous Releases vs Tech 
Specs as Result of Incident on 790328." 

» For tei — Ger t J Consul tants, Inc. 79/08/10. 10pp. 


7910100251 Auxiliary Sys Operating Procedure 1 106-6, Revi s i on 13, 
"Emergency Feed. " 

* He t ropo 1 i tan Edison Co, 79/08/15. 10pp. 


7910100263 Operating Procedure 1 102-10, Revi s i on 16, "Plant Bhutdown. " 
*• Metropolitan Edison Co. 79/00/15. I9pp. 


7910170365 Requests that 790613 license renewal application for 
CL Guthrie be amended to apply only to Unit 2. 

MILLER, J. P. Metropolitan Edison Co. 79/08/16. Ip. 


7910110443 Expresses desire to testify at hearings being scheduled re 
TMI, as president of Bwatara Water Sports Association. 

KII?MAN,S.T. Affiliation Unknown. 79/0B/21, 3pp. 


P. Operating license stage documents S, correspondence 


7910010542 afe of GA Surveillance Rept 74-253 re removal (< replacement 
of valve RC-HV-2. Nonconformance rept for 741030,741026 
NOT rept, 741026 c heck 1 i s t, wel d history record of RC-RV-2 *< 
work request end. 

POTTS, W. E. Metropolitan Ed ison Co. 74/1 1/22. 24 pp , 


7910010533 GC Surveillance Rept 75-182 to testing ft re instal la ti on of 
valve RC-RV-2 to RCS. Work request procedure form for 750913, 

18 & 30 work request approvals 6 741817 Maint Procedure 
1401-2.1 rt pressuriier relief valve end. 

POTTS, W.E., NE1DIO.R.E. Metropd 1 tan Ed i son Co . .75/10/08. 48pp. 


7910100190 Administrative Procedure 1020# "Operator at Controls. 11 
* Metropolitan Edison Co. 77/05/05. 0pp, 


79101001BG Administrative Procedure 1013. Revi sion 7, "Bypass of Safety 
Functions U. Jumper Control." 

• Metropolitan Edison Co. 78/02/21, 27pp. 


7910010534 "Borated Water Storage Tank Level vs Vol U Calibr Sheets. " 
BENNETT. M. K. Metropal i tan Edison Co. 78/00/04. 0pp. 


7910100269 Operating Procedure 1 103-5, Revision 11, "Pressuriier 
Operation. " 

• Metropolitan Edison Co. 79/06/20. 29 pp. 


7910100105 Surveillance Procedure 1301-1, Revi si on 27# "Required 
Interval-Shift 5 Dally Check*. " 

* Metropd ilan Edison Co. 79/07/07. 30 pp. 


7910090536 Summary of 790809 meeting w/D&tJ owners group t# RfcW in 
Dethesda.MD re long-term generic requiremento applicable to 
DLtl operating plants. 

CAPRA, R. A. TMI— 2 Bulletins 6 Orders. 79/08/24. 41pp. 


7910020609 Forwards infn re examinations performed during 1979 
Tofueling outage t< Unit I pump & valve testing program to 
comply w/Sub art i cl e IWA-6220 of ASME Section XI. Rept la 
late due to TMI incident. 

HERDEIN, J. G. Metropolitan Edison Co. 79/08/29. 73pp, 


791001026? Summary of 790824 meeting ui/subcommi ttoe of D6W owners group 
In Be th esda , MD re alternate proposal to requirements of IE 
Bulletin 79-13 for BtiW operating plants. 

GARNER# 0. J. aperating Reactors Branch 4 {Pro 791030). 79/00/31. 

14pp. 


7910100247 Abnormal Procedure 1203-24, Revision 4, "Steam Supply By* 
Rupture Actuation on One Steam Generator." 

« Metropolitan Edison Co, 79/09/04. Bpp. 1 


79101 0025B Operating Procedure 1 102-1 1 , Revision 21. "Plant Cooldown," 
* Metropolitan Edison Co, 79/09/06. 19pp. 


7910230122 Requests addl info re upgrade of anticipatory reactor trip, 
REID, fl, W, Operating Reactors Branch 4 (Pro 791030). 79/09/07. 

I3pp. 


7910090635 Urges NRC to try to solve problem of nuclear wastes 
accumulating around c eon try. Continued shutdown of TMI will 
demonstrate to other plants that careless operation t< flawed 
design are unacceptable. 

BOWMAN, S. L. H. Affiliation Unknown. 79/09/10. 3pp. 
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7910100205 Abnormal Procedure 1203— 1 , Re vi s i on 5r ‘'Load Rejection. 11 
* Metropolitan Edison Co. 79/09/10. 6pp. 


7910040404 Notifies that util response to NRC 7B0202 ltr acceptably 
resolves issue re potential for reactor cavity annulus seal 
ring to become destructive missile during LOCA 

REID,R.U. Operating Reactors Branch 4 (Pre 7910301. 79/09/tl. 

2pp. 


7910090415 Notification of 790913 meeting w/BLN owners group in 
Bethesda.MD to discuss analysis of design, off-normal 
transients & otheT generic requirements. 

CAPRA, R. A. TMI-2 Bulletins U Orders. 79/09/11. 3pp. 


7910040396 Notification of 790924 meeting w/util to discuss emergency 
planning In accordance w/NRC action plan for upgrading 
emergency planning at licensed facilities. 

ENOLE, L. B. Division of Project Management. 79/09/12. ip. 


7910100207 Surveillance Procedure 1300-3F, Revis ion 3, "Motor Driven" 
Emergency Feedwater Pump Functional Test Surveillance 
Frequency-31 Days (Ml for Pump Test. " 

* Metropolitan Edison Co. 79/09/12. 16pp. 


7910040016 Summary of 790B23 meeting w/B&lf licensees to discuss post— 
TMI feedwater trans tents. Agenda t, list of attendees end. 

CAPRA, R. A. TMI-2 Unresolved Safety Issues. 79/09/13. 99pp. 


7910250436 Summary of 790B23 meeting u/Blcbl operating plant licensees re 
post-TMI feedwater transients. Agenda, 1 i st of attendees, l ist 
of transients !< outline of NRC rept on loss of pressuriieT 
level indication end. 

CAPRA, R. A. TMI-2 Bulletins & Orders. 79/09/13. 99pp. 


7910250215 Informs that effective date for implementation of EPA std 
for LUR U fuel cycle is 791 20 1 . Reque 5 ts compliance w/ 
radiological effluent Tech Spec implementing LUR provisions. 

Method for implementation requested by 791101. 

QAMM1LL, W. P. Assistant Director for Operating Reactor Projects (Pro 
7910301. 79/09/17. Ip. 


791010027B Emergency Procedure I202-26A, Rovl a Ion 7, "Loss of Steam 
Generator Feed to Both Once-Through Steam Generators. " 

* Metropolitan Edison Co. 79/09/IB. 4pp. 


7910240390 Forwards proposed agenda & press release for 790920-20 
meeting w/General Svc Corp It Met Ed re emergency planning 
for Unit 1. 

ROE, J. U. Reactor Safeguards Licensing Branch (Pro 791030). 
79/09/20. 3pp 


7910040020 Summary of 790913 meeting w/B6W owners group to discuss 
analysis of design t, off-normal transients t< accidents fc 
other Bt<W generic requirements. Li s t of attendees, agenda !< 
presentations end , 

CAPRA, R. A. TMI-2 Bulletins L Orders. 79/09/21. 45pp. 


791025041B Summary of 790913 meeting w/Dl,U owners group in Bothesda.MD 
re analysis of design, of f-normal trans lent s, acc idBnts tc BtiW 
generic requirements. 

« Commission. 79/09/21. 45pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging & venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 days. 

EI8ENHUT, D. G. Division of Operating Reactors. 79/09/27. 3pp, 


7910050545 Informs that delivery of equipment necessary to implement 
BiW proposed safety-grade trip sys may not be consistent w/ 
restart. To provide high quality trip sys before startup, sys 
will be upgraded per restart rept. 

HERBEIN, J. G. Metropolitan Edison Co. 79/09/28. ip. 


7910230091 Provides NRC requirements for resolving matter of power 
operated relief valve t< safety valve lift frequency & 
mechanical reliability. 

REID, R. W. Operating Reactors Branch 4 (Pre 791030}, 79/09/SB, 

12pp. 


7910170354 Provides definitive guidance ro need for & lifetime of 
environ barrier separating fuel handling areas of two units, 
based on NRC 790B09 order 6 notice of hearing, 

COLLINS, J.T. Division of Bite Safety U Environmental Analysis. 
79/10/01. Ip. 


7910100218 Cancellation of Surveillance Procedure 1303-9.4, "Emergency 
Feedwater Pumps. " 

FREDERICK, N. Metropolitan Edison Co. 79/10/02. Ip. 


7910190211 Forwards response to JR Wallis 790B21 followup ltr ro 
treatment of flood risks. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/02. Ip. 


7910190216 Responds to 790821 followup ltr re treatment of flood risks. 
Only first page of ltr in package, 

MULLER. D. R. Division of Site Safety & Environmental Analysis. 
79/09/27. lp. 


79 1 0250354 Discusses review of util "Rept in Response to NRC Staff 
Recommended Requirements for Restart of TMI-1." Requests 
addl info by 791005. Table 3. 1 — i re Group 1 procedures end. 
VQLLMER, R. M. TMI-2 Opcr a 1 1 ons /Sup p or t. 79/ 10/02. 6pp. 


7910170735 Submits addl recommendations re NRC 790809 order. Mods will 
permit finding of reasonable assurance that facility can 
safely resume operation. 

VQLLMER, R. H TMI-2 Dp ot e 1 1 on 9 /Bup p or t. 79/10/04. 6pp. 


■7910170744 Discusses 790B09-11 meeting of ACRS re short-term 
recommendations of TMI Lessons Learned Task Force. Extended 
S< more flexible schedule of Implementation will be required. 
CARBON. M. W ACRS — Advisory Committee on Reactor Safeguards. 
79/00/13. 3pp. 


•7910170756 Forwards revised Pago 3 of ACRE 790B13 ltr re shoTt-term 
recommendations of TMI Lessons Learned Task Force, Papers 
ro alternatives to technical advisors L instrumentation to 
monitor containment conditions during accident and, 

FRALEY, R.F, ACRS — Advisory Committee on Reactor Safeguards 
79/OB/13. 38pp. 


7910100139 Forwards Amend 1 to 790912 restart rept, Amends re RCS high 
point venting t emergency planning will be filed in Oct 
1979. 

HERBEIN, J. O Metropolitan Edison Co. 79/10/09. lp 


•7910100162 Amend 1 to restart rept. 

* Metropolitan Edison Co, 79/10/09. 43pp. 


7910110384 Forwards Amend 2 to restart rept. Amend provides addl Info 
Te plant mod, 

HERBEIN, J. G. Metropolitan Edison Co. 79/10/10. Ip. 


— 79101 1 0383 Amend 2 to restart rept. 

» Metropolitan Edison Co. 79/10/10. 12pp. 


7910220336 Notification of 791017 meeting w/General Public Utils !< 
Met Ed in M 1 dd le t own, PA te discuss NRC comments t< questions 
re TMI-1 restart rept. 

SILVER, H. TMI-2 Operations/Support, 79/10/10, 2pp. 


7910170330 Forwards Licenoe Amend Request 09 for License DPR-90. 
HERBEIN, J. G. Metropolitan Edison Cfl, 79/10/JI. Ip. 


■7910170336 License Amend Request 99 for License DPR-50. Cert i flea te of 
Svc end. 

HERBEIN, J. 0. Metropolitan Edison Co. 79/10/11. 4pp. 


7910220202 Notification of 791019 meeting w/BtM owners group in 
□ethesda. MD to discuss load plant event trees, safety 
sequence diagrams U anticipated analysis re abnormal 
transient operational guidelines in NURE0-057B. 

CAPRA. R. A. TMI-2 Bulletins & Orders. 79/10/12. 10pp. 


7910190347 Requests that annual radiation emergency drill be deferred 
until startup of f ac i 1 1 ty . Emerg enc y plans It procedures are 
being revised to satisfy r equir omen t» of special NRC Task 
Force on, Emergency Planning. 

HERBEIN, J O. Me t rgpo 1 i tan Edi son Co. 79/iO/16. lp. 


7910220284 Responds to NRC 790302 L 0808 Itrs 6 submits technical rept 
re electric distribution sys voltages, offsite power sys l 
onsite distribution sys. Facility has capacity 6 capability 
to automatically start J, operate safety loads. 

HERBEIN, J. 0. Metropolitan Edison Co. 79/10/16. SOpp. 


7910230240 Forwards updated status rept of Phases I & II ultrasonic 
Insp.All welds u/ s 1 gn 1 f i can t Intergranular stress corrosion 
cracking have been identified. Requests approval for 
metallurgical repair procedure & metis replacement. 

HERBEIN, J. G. Metropolitan Edison Co. 79/10/19. 45pp. 


7910300393 Forwards description of info required for review of mgti 
technical capability It QA program. 

VQLLMER, R, H. TMI-2 Qp era t i ons/Bupp er t. 79/10/19. 9pp. 
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7910310167 Notification of 791023 mooting w/B&W, B.VW owners group 6 
ORNL in Lynchburg, VA to discuss DAW-1564, "Integrated 
Control 5ys Reliability Analysis." 

CAPRA. R. A TMI-2 Dulletins It Orders. 79/10/19. Ip. 


7910300196 Discusses agreements reached at 791023 meeting re 
draining of borated water storage tank for tank 6 decay heat 
piping repairs. Use of EPIC0R-1I requires suitable tankage at 
Unit l be maintained for storage of wastewater from Unit 2. 
ARNOLDiR.C. Metropolitan Edison Co. 79/10/33. lp 


7910300013 Forwards Amend 3 to restart rept. 

HEREE I N. d. 0. Metropolitan Edison Cn. 79/10/26. ip 


•7910300016 Amend 3 to restart rep t. provi d i ng addl info. 
* Metropolitan Edison Co 79/10/26 66pp. 


Q. Inspection reports. IE Bulletins 6 correspondence 


7910020634 Responds to Item 1 of IE Bulletins 79-14 & 79- 14. Rev i s i on 1 
re design verification of safety-related piping sys. forwards 
list of design documents serving as input for seismic 
analys is. Bulletin I terns 2 6 3 will be answered together. 

HERBEIN.J. 0. Metropolitan Edison Co. 79/0B/24. 190pp 


7910180577 FnrwaTds IE Insp Repts 50-330/79-15 !< 50-209/79-13 on 
790530-0613 It notice of violation. 

CARLSON. R. T. Region 1. Philadelphia. Reactor Construction !< 

Engineering Support Branch. 79/00/27. 2pp. 


— 791018057B Notice of violation from insp on 790930-0613. 

* Region 1. Philadelphia, Office ef the Director. 79/09/20. 
IP- 


7910170005 Notifies of review of responses to IE Bulletin 79-05B. 
Requests addl info re proposed design description It 
implementation schedule fOT safety-grade anticipatory 
reactor trip 

RE1D.R, W. Operating Reactors Branch 4 (Pre 7910301. 79/09/07. 

13pp. 


7910170332 Forwards Euppl 2 to IE Bulletin 79-14 re seismic analyser, 
for as-bui 1 t safety-related piping sys. No written response 
required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Oiroctor. 
79/09/07. lp. 


7910170373 Forwards IE Info Notice 79-21, "Transportation h Commercial 
Burial of Radioactive Matl. " Nu action required. 

GRIER, B, H. Region 1, Philadelphia, Office of the Director. 
79/09/07. lp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures I< 
surveillance testing error s, wh i e h was incorrectly 
d is tr i butod, Also forwards IE Insp Repts 50-295/79-13 !< 

50-304 / 79- 12. Action required. 

EISENHUT, D. Q. Division of Operating Reactors. 79/09/21. 49pp. 


7910170408 Forwards IE Circular 79-20 re failure of OTE Sylvania relay. 
No written response required. 

GRIER. B.H. Region 1, Ph i 1 a d e 1 ph 1 a. Office uf the Director. 

79/09/24. lp. 


7910260375 Submits schedule for planned submittal dates of IE Bulletinn 
79-01 through 79-23. 

HERDEIN. J. 0 Metropolitan Edison Co. 79/09/25. 2pp. 


7910040104 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

GRIER, B, H Region 1, Philadelphia, Office of the Director. 
79/09/26. 4pp. 


7910100142 Forwards IE Bulletin 79-24, "Froien Lines. " Action required. 
GRIERiB.H. Region 1, Philadelphia, Office of the Director 
79/09/27. lp. 


7910160531 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 6 4." No action required. 

GRIERiB.H. Region 1, Philadelphia, Office of the Director 
79/10/01, lp. 


7910170610 Forwards IE Info Notice 79-24, "Qverpros sur i i a t i on of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

GRIER, B. H. Region 1, Ph i 1 ad o 1 p h ia, Office of the Director. 
79/10/01, lp. 


7910230536 Forwards "Evaluation of Potentially Adverse Environ Effects 
on Nonsafoty-Grade Control Sys, " prepared by Met Ed 6 BI.H 
HERDEIN. J. G. Metropolitan Edison Co. 79/10/17. 14pp. 


7910260339 Discusses Investigation Dept 50-320/79-10 on 790328-0731. 
Items of noncompliance described in NUREG-0600. Si » 
violations noted. Four contributed to severity of accident 
Indicates weakness in mg t controls. 

5TELL0, V. Office of Inspection & Enforcement, Office nf the 
Director. 79/10/25. 5pp. 


R. Periodic operating reports 6 related correspondence 


7910190272 Forwards monthly operating rept for Sept 1979. 
HERDEIN. J. G Metropolitan Edison Co. 79/10/13. Ip. 


7910240340 Forwards IE Bulletin 79-20, Revision I re NRC enforcement 
policy. No response requested. 

GRIER, B.H. Region 1. Philadelphia, Office of the Director, 
79/09/07. lp. 


7910290027 Forwards IE Insp Rept SO-289/79-14 on 790622,25 U 26. No 
noncompliance noted. 

CARLSON. R, T. Region 1. Ph t lade 1 ph ia. Reactor Construction & 

Engineering Support Branch. 79/09/07. 2 pp. 


-7910190281 Monthly operating rept for Sept 1979. 

MITCHELL, D. G. tropo 11 tan Ed i s on Co. 79/10/15. 5pp 


7910240426 Forwards monthly operating report for Sept 1979, 
HERDEIN, J. G. Metropolitan Edison Co. 79/10/15. Ip 


— 791024042B Monthly operating rop t for Sept 1979. 

MITCHELL, D. G. Me tr pp o 1 i tan Ed i son Co. 79/10/15, 3pp. 


7910290029 IE Insp Rapt 50-2S9/79-14 on 790622,25 & 26. No noncompliance 
noted. Major areas l nspec ted : aud i t i ng activities. 

JERNIGAN.E.P Region 1, Philadelphia, Office of the Director. 

TRIPP, L. E. Region 1, Ph i 1 ade I ph i a. Reactor Construction 6 
Engineering Support Branch. 79/09/05. 3pp. 


7910150719 Informs NRC qn progress re IE Bulletins 79-01A 6 79-03. A3CD 
solenoid valves are in use in safeguards sys. Volumetric 
esamination of longitudinal pipe welds will be addressed in 
791005 response to IE Bulletin 79-03. 

HERDEIN, J. G. Metropolitan Edison Co. 79/09/10. ip. 


7910020526 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingerso 1 1-Rand Pump Impellers." No action required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Diroctor 
79/07/13. Ip. 


7910290357 Forwards "TMI Aquatic Study, Month ly Rept for Sept 1979. 11 
MALJCK, D. Ichthyological Assoc la teg, Inc, 79/10/15. lp. 


-7910290359 "TMI Aquatic Study, Month ly Rept for Sept 1979." 

NARDACC I , G, A. Ichthyological Associates, Inc. 79/09/30. 27pp. 


S. Reportable occurrences, LERs &. related correspondence 


7910100290 Abnormal Procedure 1203-4 1 , Re vi s i on 1 , "Lou Sub (Grid) 
Voltage, " 

* Metropolitan Edison Co. 79/07/tS. 4pp. 


T. Hearing transcripts on non-ant i trus t matters 


79103000B2 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys," Wes t ing house 790B30 ltr 6 Public Sve Electric t Gao 
Co 790910 ltr re potential unreviewed safety question Action 
required within 20 days. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 48pp, 


7910110439 Forwards transcripts of public hearings on personal health 
effects of TMI accident. 

KING, M. J. Health Resources Planning i Development. 79/08/28. 94pp 

U. Congressional/Executive Correspondence 


7910010173 Forwards 790731 ltr from Valley Rural Electric Coop re 
operation of TMt-t. Requests that statements be investigated 
SHUSTER, B. House of Rep. 79/00/13. 2pp, 



DOCKETED ITEMS 


ill 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency 8, fire protection plana 


7910110306 Submits results of safe shutdown analysis & conceptual 
design for alternate shutdown c apab i 1 i t y, p er safety 
evaluation supporting fire protection Amend 33. 

AND0GNINI, 0. C. Boston Edison Co. 79/10/05. 7pp 


7910250537 Notification of 791029 meeting w/util in Bethesda, MD to 
discuss revision of draft radiological emergency plan. 

HANNON, J. N. Operating Reactors Branch 3 IPre 791030). 79/10/10. 

2pp. 


H. Oeneral correspondence 


7910020372 Forwards Proposed Change 5 to License UPR-35, App A. 
consisting of or gan i > a t i ona 1 restructuring & new position of 
Vico Chairman. 

HOWARD, J. E, Boston Edison Co. 79/07/27 5pp. 


J. Insurance ?< indemnity information 


7910300347 Forwards executed Amend 9 to Indemnity Agreement B-4B. 
FOULSHAM, P. A. Boston Edison Co. 79/10/26. 2pp 


M. Antitrust correspondence 


7910260330 Withdrawal of Intervention by Power Planning Committee of 
Municipal Electric Association of MA 6 various 
men icipalities. Betti emen t is finalized, mooting intervention 
pe 1 1 1 lor), Cer t i f ica to of Bvc end. 

MCDIARMID, R. C. Municipal Electric Association of Massachusetts. 
MCDIARMID, R. C. Spiegel &McDiarmid. 79/10/11. 2p|>. 


P. Operating license stage documents S, correspondence 


7910090241 Forwards PR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants, Amend defers 
imp lomentation of physical search requirements from 790001 
to 791101. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/00/10. 49pp. 


7910110235 Forwards NUREG/CR-0727, "BWR Offgas Sys Evaluation. ” 8ys 
provides reasonable assurance that potential for external 
offgas explosions is ml n i m i i od . W/o oncl. 

OAMM ILL, W. P. Assistant Director for Operating Reactor Projects <Pro 
791030). 79/08/22. 29pp. 


7910030751 Confirms 790905 meeting w/util in King of Prussia,Pa re 
NRC insp program. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/08/29. ip 


7910030340 Forwards list of plants requiring mi crof iching of up-to- 
date FSARs in Control Fi los. Requests action as soon as 
peso i b 1 e. 

GRIMES, D.K. Assistant Director for Systems Engineering (Pro 
791030). 79/09/10. 4pp. 


7910220315 Requests addl info re loss of offsite power on 740415, 
0524,770901,10,700120 tt 0806 to aid in review of 
offsite power sys adequacy. Requests response within 90 days. 

IPP0LITO, T. A, Operating Reactors Branch 3 (Pre 791030). 79/09/10. 

3pp. 


7910130109 Ac k receipt of util 790813 1 tr transmitting security force 
training it qual i f icotion p Ians. 8ubmi t ta 1 was not accompanied 
by approval or amend fee. 

MILLER, W. 0. License Foe Management Branch. 79/09/24. Ip. 


7910160145 Notification of 790926 meeting w/Mark I owners in Bethesda, 
MD to discuss pool swelling c ompr es b i b i 1 i ty effects &• 
downcomer condensation loads. 

QRIMEB. C. I. Plant Systems Branch (Pro 791030). 79/09/24. Ip. 


7910170010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty in load magnitudes re condensation 
oscillation load definition procedures. Draft ltr to Mark I 
utils re test program end. 

GRIMES, D. K. Assistant Director for Systems Engineering (Pre 
791030). 79/09/25. 4pp. 


7910170006 Discusses resolution of potential problem re Mark 1 
containment identified in 790031 memo. Addl info re response 
characteristics of downcomer-vent header sys shows 
sufficient structural fatigue margins o x 1 s t. Eva 1 ua t i an end. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/09/26. 2pp. 


7910030240 Submits addl info re degraded grid voltage, in response to 
NRC 790619 request. 

ANDOQNINI, G. C. Boston Edison Co. 79/09/27. 4pp. 


7910100167 Forwards summary of safety evaluations of all mods 
implemented 6 tests conducted at facility from Jul 1970- 
Jul 1979. 

ANDOQNINI, G. C. Boston Edison Co. 79/09/27. 6pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging ?< venting during normal opera t ion. Request s 
commitment to implement valve qualification program within 
30 days. 

EISENHUT, D.'G. Division of Operating Reactors. 79/09/27. 3pp. 


7910130574 Forwards addl info re design S< const of breakwater, in 
response ta NRC 790731 request. A/E contains photographs 
6 overs 1 1 e drawings separately bound i, available in 
Central Files only. 

ANDOQNINI, G. C. Boston Edison Co. 79/09/2B. 9pp. 


7910220199 Notification of 791012 mooting u/util in Bethesda, MD to 
hear util proposal foT multiple control rod removal during 
refueling operations, 

HANNON, J. Operating Reactors Branch 3 (Pro 791030). 79/10/10. 

ip. 


7910230540 Discusses reasons for delays in completion of further 
penetration seal tests. Tests completed 790907. Final detailed 
rept will be available in late Nov. Preliminary summary of 
test results t< description of intended design changes end. 
ANDOQNINI , Q. C . Boston Edison Co. 79/10/10, 20pp. 


7910220319 Extends completion date far I tern 3,21 re safe shutdown 
analysis from 791001 to 1115. 

ANDOQNINI , G. C. Boston Edison Co. 79/10/16. Ip. 


7910260200 Notifies that reviews of electrical power sys have already 
been completed 6 were transmitted to NRC per 770000.24 6 
790927 ltrs. 

MCGUIRE, P J. Boston Edison Co. 79/10/16. ip. 


7910240401 Responds to 790913 ltr re Followup actions from review of 
TMI-2 Incident S, implementation of NUREG-057B. Fo rwar d s 
responses to NUREO-O570 re short-term recommendations for 
Lessons Learned Task Force. 

ANDOQNINI i G. C. Boston Edison Co. 79/10/19. 42pp. 


7910260206 Requests deletion of FSAR Amend 35 re installation of 
containment atmospheric dilution sys. Util unable tn commit 
to design changes for combustible gas control until NRC 
completes re-evaluation of syG. 

MCGUIRE, P. J. Boston Edison Co. 79/10/19. Ip. 


0. Inspection reports, IE Bulletins !« correspondence 


7910020630 Responds to IE Bulletin 79-14, "Seismic Analysis for As- 
Built Safety-Related Sys." Insp of accessible piping 
comp loted. Li Gts of valve vendor drawings h pipe support 
vendor drawings end. 

* Boston Edison Co, 79/0B/31. 41pp. 


7910020000 Forwards IE Info Notice 79-20. Revision l, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission it punctuation error which changed 
intent of statement. Changed statement underlined in text. 

GRIER, B. H. Region 1, Ph 1 1 od e 1 ph i a. Office of the Director. 
79/09/07. Ip. 


7910150135 Discusses 790905 meeting w/util in King of Prussia, PA re 
7906J2 violation of containment integrity. 

GRIER, B. H. Region 1, Philadelphia, Office of the Direc tor. 
79/09/10. 2pp. 


■7910150162 IE Insp Rept 50-293/79-1 7. Re s ul ts of 790905 moeting re. 
790612 violation of containment ac tivi ty. Licensee described 
effects of corrective actions ta k en, i nc 1 ud 1 ng provision of 
administrative assistance for senior licensed operator, 

ALLAN, J. M. Region 1, Philadelphia, Office of the Director. 
BRUNNER, E. J. , MCCABE, E, C. Regiun 1, Philadelphia, Reactor 

Operations Nuclear Bupport Branch. 79/09/07. 2pp. 
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R. Periodic operating reports t, related correspondence 


79101604,50 Forwards monthly operating rept for Bept 1979. 
MCGUIRE, P. J. Boston Edison Co. 79/10/12. lp 


7910020507 Forwards IE Circular 79-19, "Loose Locking Devices on 
lug er so 1 1-Rand Pomp Impellers." No action required 
0R1£R,B,H. Region 1, Philadelphia, Office of the Director 
79/09/13. Ip. 


7910290062 Forwards re Jnsp Rept 50-293/79-OS on 79072S-27. No 
noncompliance noted. 

SMITH, 0. H. Region l, Philadelphia, Fuel Facility 8, Materials 

Safety Branch. 79/09/13. 2pp. 


—7910290066 IE Insp Rept 30-293/79-05 on 790729-27. No non c omp 1 1 anc e 
noted. Major areas inspected : chemical it radiochemical 
measurements program, program for UC of analytical 
measurements St audit results. 

KDTTAN, J. J. , BORES, R. J. Region 1, P h i 1 ad e 1 ph ia , Office of the 
Director. 79/09/10. app. 


"9 1 0300082 Forwards IE Info Notice 79-22, "Gua 1 i f i cat i on of Control 
Sys, " UBstinghouse 790B30 ltr & Public Svc Electric l< das 
Cd 790910 ltr re potential unreviewed safety q u es t i on. Ac t i on 
required within 20 days. W/o end. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/09/17. 4Bpp. 


910160161 Ack receipt of 790B30 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-293/79-11. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/09/20 Ip. 


-791Q16016B Responds to NRC 790B10 ltr re violations noted in IE Insp 
Rept 50-293/79-1 1. Cornet t ive ac t i ons : amer gency bus voltage 
relays calibr on 790629 8r station procedures revised. 

ANDOQNINI, 0. C. Boston Edison Co. 79/03/30, 2 pp. 


-7910160172 Forwards IE Insp Rept 50-293/79-11 R on 790626-29 It notice 
of violation. 

BRUNNER, E. J. Region 1, Ph 1 ladelp h 1 a. Reactor Operations Nuclear 

Support Branch. 79/0B/1O 2pp. 


*7910 1 60174 Notice of violation from insp on 790626-29, 

* Region l, Philadelphia, Office of the Director 79/0B/10 

»P 


-7910160179 IE Insp Rept 50-293/79-11 on 790626-29. No nc nmp 1 i anc e noted: 
calibr not performed within time period required by Tech 
Specs. 

Z IMMERMAN, R. P. Region 1, Philadelphia, Office of the Director. 
K^7ER,H.B. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/00/07. 10pp. 


— 7910160463 Monthly operating rapt for Sept 1979. 
0AFFNEViC.fi. Boston Edison Co. 79/10/04. 6pp. 


7910170396 Forwards monthly operating rept for Bept 1979 
MCGUIRE, P. J. Boston Edison Co. 79/10/12. ip. 


— 7910170401 Monthly operating rept for Bupt 1979. 
GAFFNEY, C, M. Boston Edison Co. 79/10/04. 6pp, 


S. Reportable occurrences, LERs fc related correspondence 


7910100333 RO 79-036/0 1 X-0: on 791001, util was informed that portion of 
loop piping does not meet SSE c r l teT ia. Cause d by failure to 
include pipe flange weights in design calculations, 

MATHIB.C.J. Boston Edison Co. 79/10/02. Ip. 


7910150329 RO 79-036/0 1 X-0: on 791001 , p or ti on of loop piping B did not 
meet criteria for SSE (pipe could" bo overstressed during 
seismic e vent > . De s igr calculations did not include weight of 
pipe flanges, Design change Initiated. 

MATHIB.C.J, Boston Edison Co. 79/10/02. Ip. 


7910110419 Forwards LER 79-037/03L-0. 

MCGUIRE, P. J. Boston Edison Co. 79/10/03. Ip. 


7910110424 LER 79-D37/03L-0: on 790919, stem guide on valve M0V-1G01-36I) 
slipped up, exposing valve stem guide key. Caused by 
loosened Allen set screw. Repair s were made h sys returned to 
svc on 790919. 

FULTON, J. M. Boston Edison Co. 79/10/05. Ip. 


7910150535 Forwards LER 79-036/01 T-0. 

MCGUIRE, P. J. Boston Edison Co. 79/10/09, lp. 


— -791015033B LER 79-036/01 T-0: on 791001, d i sen vered that portion of 5SW 
loop piping B could be over s t res serf during seismic event, 

Caused by design error. Plant design change request initiated 
to reduce stress to acceptable limits, 

WHITNEY, G. 0. Boston Edison Co. 79/10/09 Ip. 


110230561 Forwards NRC 790626 ltr re multiple equipment failures tc 
surveillance testing orTors, wh i ch was incorrectly 
distributed. Also forwards IE Insp Repts 50-295/79-13 6 
50-304/79-12. Action required. 

EI8ENHUT, D. 0. Division of Operating Reactors. 79/09/21. 49pp. 


79101 70260 RQ: on 791009 , Bee h t e 1 notified util that reanalysis Df 
reactor bldg component cooling water sys as— built 
conf l jura t i on indicated sys would not remain functional 
during BSE. Caused by design error. Mods underway, 

MATHIS, C. J. Boston Edison Co. 79/10/10. Ip. 


'10090563 Forwards IE Circular 79-20, "Failure of GTE Syl vania 
Type PM Bulletin 7305 Catalog 5U12-U-AC w/120 Volt ac 
Coil." No action required 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/09/24. Ip. 


Re lay. 


101B0115 Forwards IE Bulletin 79-24, 
BRIER, 0 H. Region 1, Philadelphia, 
79/09/27. tp. 


"Fraien Lines." Action required. 
Office of the Director. 


79)0190439 Forwards LER 79-03B/03L-0, 

MCGUIRE, P. J. Boiton Edison Co. 79/10/10. lp. 


•7910190451 LER 79-03B/03L-0 : on 791002, valve CV5D63-26 failed to close 
in 5-s as required by Tech 8poc. Caused by maladjusted lever 
arm swi tc h . Swl tc h adjustments were made & valve retimed 
within limits. 

WHITNEY, 0. 0. Boston Edison Co. 79/10/09. lp. 


10160514 Forwards IE Info Notice 79-25, "Reactor 
Point Units 3 8, 4. " No action, required. 

CRIER, B.H. Ragion 1, Philadelphia, Office of 
79/ i 0/01 . |p. 


Trips at Tur k o 
the Dlrec tor. 


y 


7910260450 RQ 79-039/01 X ; u n 79 1 009. Boch to I Corp notified util that 
reana lysis of as-built configuration of safety-related ays 
indicated that sys would not remain functional during SSE. 

Caused by design error. Suppor to modified. 

MATHIS, C. J. Boston Edison Co. 79/10/10. lp. 


10175573 Forwards IE Info Notice 79-24, "Dve r p ress ur i cat i on of 
Containment of PHR Plant After Main Bteam Line Break " No 
action required. 

Region 1, Philadelphia, Office of the Director 

79/10/01. lp. 


10300372 Responds to IE Bulletin 79-19. Conf irms that current 
regulations tc requirements for packaging U transporting low 
level raduastes are maintained, provides list of responsible 
jfficlals |< commits to proper training program. 

1NDQGNINI, 0. C. Boston Edison Co. 79/10/02. 3pp. 


7910260251 Forwards LER 79-039/O1T-0. 

MCGUIRE, P. J. Boston Edi son Co. 79/10/22. ip. 


-7910260236 LER 79— 039/01T-0; on 79 1 009, r e— an a 1 y * 1 s of so f e ty— rel at ed oys 
indicated as-built conf igora t Ion would not remain functional 
during BSE. Caused by design error. Three supports have been 
modified & sys is normal, 

WHITNEY, 0. Q. Boston Edison Co. 79/10/22. lp, 


DOCKET 50-294 MICHIGAN STATE UN1V. RESEARCH REACTOR 


10120314 Respond s to NRC 790917 ltr re interaction between nonsafoti 
irade fc safety-grade equi pment. Util assessment performed. No 
mp acts on required safety actions ident i f i ed. One potential 
malysis conclusion Identified & justified, 

IBSEN, S. L. Boston Edison Co. 79/10/05. IQpp 


G. Inspection reports, IE Bulletins l< correspondence 


7910090501 Forwards IE Bulletin 79-19, "Packaging of Low Leval Radwaste 
for Transport & Burial." Action required. 

KEPPLER, J. o. Region 3, Chicago, Office of the Director, 79/08/10. 
lp. 
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7910050300 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/00/14. 

ip. 


7910020139 Forwards IE Info Notice 79-20, Revi s i on i, "NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued to 
correct word omission b punctuation error which changed 
intent of statement. Changed statement underlined in text. 

KEPPLER, JO. Region 3, Chicago, Office of the Director. 79/09/07. 
tp- 


DOCKET 30-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


79101 10365 Forwards Revision 3 of interim security plan. Plan withheld 
(ref 10CFR2. 790). 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/04. ip. 


0. Adjudicatory correspondence 


7910190073 Forwards 790723 proposed findings of fact l< conclusions of 
laid. 

SEKULER, B. N. Illinois, State of. 79/07/25. Ip. 


— -79I01900B1 Adopts certain Comm Ed proposed findings of fact b 
conclusions of law. License amend, re spent fuel storage racks 
rep lac ement, shoul d not be issued. Draft of order b 
Certificate of Svc encl. 

SEKULER, S. N. Illinois, State of. 79/07/25. AOpp 


7910190091 Requests corrections to statement of findings of facts b 
conclusions of law. 

SEKULER, S. N. Illinois, State of. 79/OB/Ol. 2pp. 


7910030607 Proposed findings of facts b conclusions of law in form of 
initial decision. Concurs J sdDpts licensee Proposed Findings 
1-17, w/some mods. ' 

QODDARD, R. J. , GOLDBERG, 6, C, Branch 2. 79/OB/03. 10pp. 


— 7910030614 Memorandum of law on Minnesota vs NRC, Appl icab i 1 i ty of caso, 
as suggested by Board, should not affect Immediate outcome of 
proceed lng. Certi ficate of Svc end. 

00LDBER0, 8. C. Branch 2. 79/00/03. 4pp. 


7910040112 Reply to intervener 790725 proposed findings of fact & 
conclusions of law b to lntervenor 790727 supporting brief b 
accompanying motion for stay . C#r t 1 f i ca to of Bvc end. 

0TEPTOE, P. Commonwealth Edison Co. BTEPTOE, P. Isham, Lincoln U 
Beale. 79/08/07. 23pp. 


7910040670 Response to NRC proposed findings of fact b conclusion of 
law. Does not object to NRC mods of util proposed findings, 
except re NRC interpretation of 40FR42B01. Certificate of 
Svc end. 

STEP TOE, P. P. Commonwealth Edison Co. BTEPTOE, P.P. Isham, Lincoln b 
Beals. 79/00/10. 4pp. 


7910030625 Memorandum b order denying State of IL 790727 motion for 
stay of proceed ing. Possib i 1 1 ty of prevailing on merits, 
injury to lntervenor b harm to other parties have not been 
shown. 

WOLF, J. F. Atomic Safety and Licensing Board Panel. 79/08/27. 4pp. 


7910090234 Memorandum b order ruling on A9LB 790014 notification re 
pipe cracks in stagnant borated water sys at PWRs b IE 
Bulletin 79-17 raising passible problems re use of Type 304 
stainless steel. Affidavits re extent of use should be filed, 
WDLFiJ.F, Atomic Safety and Licensing Board Panel. 79/09/14, 3pp. 


7910310029 Motion for continuance until 791019 for filing affidavits 
par ASLB 790914 memorandum b order. Addl time needed for 
collection b analysis of data re stress corrosion cracking. 
Certificate of 8vc encl. 

BTEPTOE, P. Commonwealth Edison Co. BTEPTOE. P. Isham, Lincoln b 
Beale. 79/10/04. 3pp. 


7910190107 Memorandum b order granting applicant 791004 motion for 
extension until 791102 to respond to ASLB 790914 order, NRC 
Should file response on 791102, State of IL on 79U16 b any 
rebuttal on 791130. Good cause has been established. 

WOLF, J. F. Atomic Bafety and Licensing Board Panel. 79/10/09. 4pp. 


H. General correspondence 


7910010364 Discusses reorgani xati on of design, operations b licensing 
activities. 

REED, C. Commonwealth Edison Co. 79/09/21. ip. 


7910030509 Notifies of internal reorgani < at 1 on of nucleaT activities. 
All correspondence re licensing should be directed to 
DL Peoples. 

REED, C. Commonwealth Edison Co. 79/09/21. 2pp. 


7910230270 Forwards addl detailed info re util resources b technical 
capabilities available to handle unusual events. 

JANECEK. R, F. Commonwealth Edison Co. 79/10/16. 240pp. 


J. Insurance b indemnity information 


7910230176 Forwards Amend 10 to Indemnity Agreement B-59. 

SALTZMAN, J. Antitrust b Indemnity Group 79/10/10. 2pp. 


P. Operating license stage documents b correspondence 


7909140043 Requests that review of potential for inadvertent reactor 
scrams b safety injection sys actuations be submitted to 
NRC within 30 days. 

EIBENHUT, D. G. Division of Operating Reactors. 79/06/26. Spp. 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plant*. Amend defers 
implementation of physical search requirements from 790001 
to 791101. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/OB/IO. 49pp. 


7910090377 Forwards results of review of atmospheric dispersion factors 
for 13 p lants. Requests confirmation of accuracy of exclusion 
area boundaries. 

HOLMAN, L. G. Hydrology Meteorology Branch, 79 /09/04. 13pp. 


7910050340 Forwards list of plants requiring microfiching of up-to- 
date FBARs in Central FI les. Requests action as soon as 
possible, 

GRIMES, B. K. Assistant Director for Systems Engineering (Pre 
7910301, 79/09/10. 4pp. 


7910090571 Informs of NRC acceptance of Revisions 0 b 9 to Comm Ed 
OA Topical Rept CE-l-A, "Comm Ed Co GA Program for Nuclear 
Generating Stations. " 

HAA98, W. Quality Assurance Branch. 79/09/11. Ip. 


791 00404 B2 Forwards Amends 51 b 40 to Licenses DPR-39 b DPR-4B, 
respectively, safety evaluation b notice of issuance b 
availability. 

SCHWENCER, A. Operating Reactors Branch t (Pro 7910301. 79/09/17 

3pp. 


— 7910040405 Amends 51 b 40 to Licenses DPR-39 b DPR-40, respec t ively, 
reviling ETB to delete 0 F/hour rate of temp change under 
normal startup b shutdown. 

BCHWENCER, A. Operating Reactors Branch 1 (Pre 791030). 
79/09/17. 14pp. 


■7910040490 Environmental impact appraisal supporting Amends 81 b 40 to 
Licenses DPR-39 b DPR-40, respectively. 

* Office of Nuclear Reactor Regulation. 79/09/17, 7pp. 


-7910040492 Notice of issuance b availability of Amends 51 b 40 to 
Licenses DPR-39 b DPR-40, resp ec t ive ly. 

0CHUENCER, A. Operating Reactors Branch I (Pro 791030). 
79/09/17. 2pp. 


7910020702 Notifiss util that response to NRC 700202 1 tr re potential 
for reactor cavity annulus seal ring to become destructive 
missile during LOCA acceptably resolves problem. 

BCHWENCER, A. Operating Reactors Branch 1 (Pre 7910301. 79/09/10. 

2pp. 


7910030030 Forwards NRC requirements for auxiliary feedwater sy* b 
requests that plant designs b procedures be evaluated 
against applicable requirements to determine degree of 
conformity. 

EIBENHUT, D. G. Division of Operating Reactors. 79/09/10. 29pp. 


7910100044 Forwards evaluations requestad 790905 of all plants 
previously using pip# stress analyses based on unacceptable 
algebraic summation tschniques. A1 1 strsssas within allowable 
1 lmits. 

0CHWENCER, A. Opereting Reactors Branch 1 (Pre 7910301. 79/09/10. 

2pp. 
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— 7910100064 Responds to Itrs reporting results of seismic reanalysis of 
reactor coolant piping per IE Bulletin 79-07. Matter 
Tesolved. Safety evaluation and 

SCHWENCER.A. Operating Reactors Branch 1 (Pre 791030). 

79/07705. 2pp. 


——7910100072 Safety evaluation re seismic reanalysis of reactor coolant 
piping per IE Bulletin 79-07. Requirements satisfied, 
a Office of Nuclear Reactor Regulation. 79/07/05. Ip. 


7910030256 Notifies that util will follow NRC recommendation & combine 
response to NRC 790806 Itr re degraded grid voltage 
w/response to NRC 790B08 generic request to all power 
reactor licensees on same subj. 

NAUOHTON, W. F. Commonwealth Edison Co. 79/09/2 0. ip. 


7910020352 Submits results of analysis of 10-loch vent valve closure 
capability under accident c on d i 1 1 ons. Va 1 ves twill properly 
close if required during containment pressurization. 

PEOPLES. D. L. Commonwealth Edison Co 79/09/25. ip. 


7910030466 Forwards revision to Tech Specs to provide overpressure 
protection. 

PEOPLES. D. L. Commonwealth Edison Co. 79/09/26. 2pp. 


—7910030467 Tech Specs for low temp overpressure protection. 
* Commonwealth Edison Co. 79/09/26. 2pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging t< venting during normal operation. Requests 
commitment to implement valve quali ficat ion program within 
30 days. 

EISENHUT, D. S. Division of Operating Reactors. 79/09/27. 3pp. 


7910040281 Forwards request for change to Licenses DPR-39 it DPR-48 re 
implementation of secondary water chemistry monitoring 6 
control program. 

PEOPLES. D. L. Commonwealth Edison Co. 79/09/28. 2pp. 


—7910040202 Application to amend Licenses DPR-39 & DPR-48 to implement 
secondary water chemistry monitoring !< control program. 

* Commonwealth Edison Co. 79/09/28. Ip. 


7910040259 Requests advance approval for nondestructive examination 
exemptions requested in WF Naughton 790628 Itr to HR 
Denton. Review of plant design k capabilities indicates 
exemption will not decrease safety. 

PEOPLES. D. L. Commonwealth Edison Co. 79/10/01. 13pp. 


7910300414 Discusses 791003 tulcon w/N Berry re facility evacuation 
plan it conflicting repts from NRC. 

REEVES. E A. Operating Reactors Branch 1 (Pre 791030) 79/10/ 10. 

Ip 


7910230305 Forwards commitments to meet TMI-2 Lessons Learned & 
Emergency Preparedness Task Force requirements re Ends 6 it 
7 of NRC 790913 1 tr. Demonstr a 1 1 on of compliance for Dresden 
Unit 1 will be sent in Nov 1980. 

REED.C. Commonwealth Edison Co. 79/10/18. 19pp. 


7910230291 Forwards responses to NRC short-term recommendations re 
auxiliary feedwater sys. Schedule far submittal of requested 
infe not available until Westinghouso Investigates 
possibility of generic response. 

PEOPLES.D. L. Commonwealth Edison Co. 79/10/19. 24pp. 


7910310341 Forwards proprietary version of "ECCS LDCA lleana 1 y s i s, " 
proposed changes to Tech SpBcs, app 1 ica tiori for withholding 
it affidavit. Enel withheld (ref 10CFR2.790). 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/22 5pp. 


7910310322 Forwards proposed change to Tech Epees 3, 2. 2-4. H. 
request for proprietary s tatus . af f 1 da vi t & nnnproprictary 
version of "ECCS LOCA Roanalysis. " 

PEOPLES. D. L. Commonwealth Edison Co. 79/10/22. 9pp. 


—7910310326 Proposed changes to Tech Specs 3. 2. 2-4. 8 re allowable LOCA 
peaking factor limit. 

« Commonweal th Edison Co. 79/10/22. 4pp. 


——7910310331 "ECCS LOCA Reanalysio." nonp r op r i e tary version. 
* Commonwealth Edison Co. 79/10/22. 116pp. 


7910310172 Notification of 791025 meeting w/utlls in Dothosda.MD re 
probabilistic assessment of station blackout ?< to establish 
recommended approach for applicability regarding affected 
plants. 

GAMMILL, W. P. Assistant Director for Operating Reactor Projects (Pro 
791030). 79/10/23. Ip. 


0. Inspection reports. IE Bulletins t , correspondence 


7910090521 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwoote 
for Transport it Burial. ” Action required, 

KEPPLER, J, 0. Region 3, Chicago, Office of the Director 79/08/10 
ip. 


7910220487 Forwards Sept 1979 safety evaluation "Steam Generator Mater 
Hammer" 6 ECLQ Idaho 790515 “Steam Generator Hater Hammer 
Technical Evaluation. " 

LAIN AS, 0. Plant Systems Branch (Pre 791030). 79/10/01. 2pp. 


7910050470 Ack receipt of 790726 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropt 50-295/70-22. 

FI DR ELL 1,0 Region 3, Chicago, Reactor Construction ?< Engineering 

Support Dranch, 79/08/13. Ip. 


—7910220489 “Steam Generator Water Hammer. " 

* Plant Systems Branch (Pre 791030). 79/09/30. 9pp. 


— 7910220493 "Steam Generator Water Hammer Technical Evaluation " 
« EO «< 0. Inc. 79/05/15. 22 pp. 


7910110330 Responds to 790730.0820 te 0907 requests for addl info re 
containment purge & venting sys at fac 1 1 i tie s. Forwards 
outlined question it answer format to NRC for review in 
response to request. 

PEOPLES.D. L. Commonwealth Edison Co. 79/10/04. Bpp. 


7910110269 Forwards "Evaluation of Interactions Between Nensaf ety-Orado 
Sys & Safety-Grade Gys For Zion Station" & "Evaluation of 
Interaction Between Nonsafa ty-Orad e Sys it Safety-Grade Sys 
for Dresden 6 Ouad-Cities Stations. " 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/B5. 2pp. 


7? «°i I02a3 ” Ev ' a * or» “f Interactions Between Nonsaf ety-Orado Sys t< 
Safety-Grade By s for Zion Station. " 

» Commonwealth Edison Co. 79/10/05. 24pp 


79 ua^r» 327 addl inf0 r » methodology for determining degraded 

voltage conditions, in response to 790917 request. Rapt re 
review of adequacy of electric distributing eye voltage, 
will b. submitted by 791101. vo. cages 

JANECEK.R.F. Commonwealth Edison Co. 79/10/09. 9pp. 


791003 telcan re insp of facilities 

REEVES, E. A. Operating Reactors Branch 1 (Pre 791030). 79/10/10. 


— -7910050400 Responds to NRC 790105 Itr re violations noted In IE Inup 
Rept 50-295/7B-22 , Correc t i ve ac t i ons: repeat of ultrasonic 
insp to be compared w/previous insp t, comparable 
radiographic insp. 

REED.C, Commonwealth Edison Co, 79/07/26. 4pp. 


7910090151 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements, " Action required, 

KEPPLER, J, 0. Region 3, Chicago, Office of the Director. 79/08/13. 
Ip- 


7910050392 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals, " No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/00/14 

lp 


7910050455 Forwards IE Circular 79-17, “Contact Problem In SB-12 
Switches on GE Metalclad Circuit Breakers." No action 
required. 

KEPPLER, -J, 0. Region 3, Chicago, Office of the Director, 79/08/14 
ip. 


7910030795 Forwards IE Bulletin 79-02, Rovi sion l.Suppl 1, "Pipe Support 
Base Plate Designs Using Concrete Expansion Anchor Bolts." 

Action required. 

KEPPLER, J, G, Region 3, Chicago, Office of the Director 79/00/20 
lp. 


7910040106 Forwards IE Insp Repts 50-295/79-17 & 50-304/79-16 on 
790008, No noncompliance noted. 

FlDRELLIiG. Region 3, Chicago, Reactor Construction & Engineering 

Support Branch. 79/08/24. Zpp. 
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— 7910040100 IE Insp Repts 50-295/79-17 8, 50-304/79-16 on 790003. No 
rmncomp 1 lanes noted. Major areas ins p ec t ed : 1 ic ensee actions 
re IE Bulletin 79—14 Zt work procedure review. 

YIN. I.T. , DANtELSDN, D. H Region 3» Chicago, Office oF the 
Director. 79/00/23. 3pp 


7910230561 Forwards NRC 790626 1 tr re multiple equipment failures Si 
surveillance testing errors, which was incorrectly 
distributed. Also forwards IE Insp Repts 30-295/79-1 3 8, 

30-304/79 — 12. Action required. 

E 1SENHUT , D. G. Division of Operating Reactors, 79/09/21 49pp. 


7910030125 Forwards response to IE Bulletin 79-15, "Peep Draft Pump 
Def ic ienc i es. " 

REED, C, Commonwealth Edison Co. 79/09/05. 20pp. 


7910160140 Forwards IE Insp Repts 50-295/79-16 U 50-304/79-15 on 
790701—0001 Zt notice of violation 

HE I SHMAN, R.F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/06 2pp. 


— 7910160147 Notice of violation From insp on 790701-0001. 

* Region, 3, Chicago, Office of the Director, 79/09/06 


— 7910160156 IE Insp Repts 50-295/79-16 f, 50-304/79-15 on 790701-0001. 
Noncompliance noted r Fa i 1 ur e of individuals working in 
radiation area to wear required respirators. 

KOHLER, J. E. , SPESSARD, R.L Region 3, Chicago, Office of the 
Director. 79/09/04. 7pp. 


7910020176 Forwards IE Info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals.” Notice reissued to 
correct word omission U punctuation error which changed 
intent of s ta tement Changed statement underlined in tent. 

KEPPLER, J. C. Region 3, Chicago, Office of the Director 79/09/07 
IP 


7910160190 Submits status rept in response to IE Bulletin 79-14, 
"Beismic Analyses for As-Dullt Safety-Related Piping ays.' 1 
Describes sc op e, prog re s s, manp ower 8, completion schedule for 
accessible 8< inaccessible insps. 

PEOPLES, D. L, Common wea 1th Edison Co. 79/09/1 1 . 3 pp. 


7910190343 Responds to IE Bulletins 79-02,79-13,79-14 re pipe support 
base plate d e s i g ns, c rac k i ng in feedwater ays piping 8 , 
seismic ana lyses, rospec t ive ly Requests extension of time to 
complete insps. Extension will have no adverse effects. 

PEOPLES, 0. L. Commonwealth Edison Co. 79/09/11. 4 pp. 


7910190351 Submits status rept per Ju 1 1979 discussion, in response to 
IE Bulletin 79-02, re pipe support base plate designs using 
concrete expansion anchor bolts. Describes scope, progress & 
manpower of anchor assemblies through 790910 . 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/11. 3pp. 


7910030220 Forwards IE Circular 79-19, "Loose Locking Devices on 
I ng er s o 1 1 -Rand Impellers. " No action required. 

KEPPLERi J. Q. Region 3, Chicago, Office of the Director. 79/09/13. 


7910240047 Forwards IE Insp Repts 50-295/79-10 8< 50-304/79-17 on 
790001-30. No none omp 1 i anc e noted. 

HEISKMAN. R, F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/14. 2pp. 


7910110111 Forwards IE Circular 79-20. "Failure of GTE 9ylvanio Relay, 
Type PM Bulletin 7305, Catalog 5U12-11-AC w/120 Vo 1 1 ac 
Coll." No action required. 

KEPPLER, J O. Region 3, Chicago, Office of the Director. 79/09/24 
lp. 


7910040195 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers " No action required. 

KEPPLER. d.G. Region 3, Chicago, Office of the Director. 79/09/26 

lp 


7910040034 Forwards IE Info Notice 79-24, "Fraior Lines.” No action 
required. ' 

KEPPLER, J. G Region 3. Chicago, Office of the Director. 79/09/27 

lp. 


7910170241 Forwards IE Infe Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 ti 4. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/01, 


791 0 1 80590 Forwards IE Info Notice 79-24. "Dvcrp res sur 1 ra 1 1 an of 
Containment of PUR Plant After Main Steam Line Break." No 
action required. 

KEPPLERi J, G. Region 3i Chicago; Office of tho J>iroctar. 79/10/01. 


79101 10336 Bubmits addl response to IE Bulletins 79-01 8, 79-01A rt) 
environ qualification of Class IE equ i pm ent, Bub mi t a 
justification for continued use of switches nut 
environmentally qualified until replacement. 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/04. 2pp. 


7910230633 Corrects oversight re switches reported on 790006 as not 
environmentally qualified for ap p li c at i on. Subm 1 to addl info 
m util justification for continued operation until switcheo 
ore replaced 

PEOPLES, D,L, Commonwealth Edison Co. 79/10/04. 2pp, 

7910260376 Approves request for time extension re completion of Insps 
required by IE Bulletins 79-21,79-13 6 79-14, 

KEPPLER, J O Region 3, Chicago, Office of the Director. 79/10/04, 


7910310253 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sys Piping." Action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/19. 


ft. Periodic operating reports & related correspondence 


-7910240067 IE Insp Repts 50-293/79-10 8, 50-304/79-17 on 790001-30. No 
noncomplianco noted. Major areas inspected : p Ion t operations, 
physical protection; physical barrier^* access control & 
communications, reviews & aud i ts , ca 1 1 br 8, LEH rept followup 
KOHLER, J. E. , SPEBBARD, R. L. Region 3, Chicago, Reactor 

Operations Nuclear Support Branch. 79/09/12, 9pp. 


791OO40267 Forwards errata sheet for previously submitted environ U 
radioactive affluent repts for Jan-June 1979. 

WANDKE, N. E. Commonwealth Edison Co. 79/09/17. lp 


7910040291 Errata sheet to environ It radioactive effluent rests for 
Jan-June 1979. 

* Commonwealth Edison Co, 79/06/30. 2pp. 


7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys," Westinghouse 790830 1 tT 8, Public Svc Electric b Oas 
Co 790910 1 tr re potential unreviewed safety question. Action 
required within 20 days. W/o end, 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 


7910240080 Responds to IE Bulletin 79-18, "Audibility Problem 
Encountered on Evacuation of Personnel from High Noise 
Areas." Nods issued to install addl evacuation' sirens at 
several outside locations, 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/20. 4pp. 


7910160021 Responds to IE Bulletin 79-19 re packaging «, disposal of 
level radwaste.AH requirements followed. 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/21. 3pp. 


7910171062 Responds to IE Bulletin 79-21 . Forwards "Temp Effects on 
Level Measurements. " 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/21. lp. 

—7910171063 "Temp Effects on Level Measurements. " 

* Commonwealth Edison Co. 79/09/21, Spp. 


7910130474 Forwards monthly operating rept for Sept 1979. 
MATTHEW9, E. R. Commonwealth Edison Co. 79/10/09. lp. 


7910150491 Monthly operating rept for Sept 1979. 
JEFFERS. J. Commonwealth Edison Co. 79/10/09, 


S. Reportable occurrences, LERs J, related correspondence 


7910020457 Forwards LER 79-057/03L-0. 

WANDKE, N, E. Commonwealth Edison Co, 79/09/06. Ip. 


—79100^0439 LER 79-Q57/O3L-0: on 790011 , ins truniBnt inverter 114 failed 
Caused by defective transformer in master unit of inverter. 
Defective transformer was replaced. 

ARDERiK. J. Commonwealth Edison Co. 79/09/06, Ip, 


7910130576 Forwards LER 79-065/03L-0. 

WANDKE, N. E. Commonwealth Edison Co. 79/09/2B. lp 
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-79101 50581 LER 79-065/03L-O. on 790S31 . op era tor fDunif S/0 level channel 
indicating higher than normal. Caused by transmitter 
mechanically 1 1 irk ing. Maint adjusted to t cto. Transmi tter 
win be realigned at unit refueling outage. 

ROGERS. C. L. Commonwealth Edison Co. 79/09/20. Ip. 


910150565 Forwards LER 77-060/01 T-0. 

WAMDKE. N. E. C ommonwtalth Edison Co. 79/10/01. 2PP- 


-79-10150569 LER 79-060/01 T-0: on 790917, s el smic anchor point S1A-4 for 
RHH dot leg injection lines S. cold leg crosstie lines found 
underdes tgned Caused bg A/E design deficiency. Temporary 
supports installed. Redesigning new permanent support. 

JOOSTEW, J. K. Commonwealth Edison Co. 79/10/01. Ip. 


9101 90328 Forwards LER 79-Q66/03L-0. 

KANDKE.N B. Commonwealth Edison Co. 79/10/00. Ip. 


-7910190332 LER 79-066/03L-0: on 790909, steam flow channel found 
indicating lower than redundant. Caused bg failed oscillator 
casket. Failed oscillator replaced, transmitter recalibr fc 
returned to svc. 

ROGERS, C.L. Commonwealth Edison Co. 79/10/00. Ip. 


Operator Eliminations 


910040330 Notifies that administration of operator (, senior operator 
eliminations will be resumed per results of review of 
ifacilitg response to IE Bulletins 79-06 h 79-06A 
COLLINS* P . F. Operator Licensing Branch. 79/09/04. Ip. 


OCKET 50-296 0RQWNS FERRY NUCLEAR POKER STATION, UNIT 3 


Security* medical, emergencg (* fire protection plans 


9101 10395 Forwards addl Info requested in 790720 ltr re contingencg 
plan. Info withheld (ref 10CFR2.79O). 

KILLS. L. M. Tennessee Valley Authoritg. 79/10/04. Ip. 


910230045 Requests submittal of Class III fee for review of securltg 
training S* qualification plan submitted 790017. 

MILLER* W. 0. License Fee Management Branch. 79/10/09. Ip, 


910250273 Forwards revised Copies 6-10 of contingency plan. Copies 
withheld (ref 10CFR2. 790). 

MILLS. L. M. Tennessee Valley Authority. 79/10/10. Ip. 


Operating license stage documents & correspondence 


9tO09O241 Forwards FR notice of amend to 10CFR73 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
Imp 1 ementatl an of physical search requirements from 790001 
to 791101- 

DEMTON.H R. Office of Nuclear Reactor Regulation. 79/00/10. 49pp, 


910110235 Forwards NUREC/Cft-0727, "BWR Offgas Sys Evaluation." Sgs 
provides reasonable assurance that potential for external 
offgas eiplosioni ts minimi led. H/o end. 

OAMrtl LL. H. P. Assistant Director for Operating Reactor Projects (Pre 
7910301 . 79/08/22. 29pp. 


7910170010 Discusses need for addl confirmatory full scale teats to 
establish uncertainty In load magnitudes rc condensation 
oscillation load definition procedures. Draft ltr to Mark I 
utils re test program unci. 

CRIMES, 0 . K. Assistant Director for Systems Engineering (Pre 
791030). 79/09/25. 4pp. 


7910100360 Forwards addl requested change to chock valve Tech Specs 8< 
justification for proposed change per 790006 request for 
amend to License DPR-68. 

MILLS, L. ft. Tennessee Valley Authority. 79/09/26. 6pp. 


7910190314 Notifies that Sandia test of facility connectors probably 
cannot bo completed by 790920 due to possible problem 
iii/either superheater or regulating valve. 

LAINAS.Q. C. Plant Systems Branch (Pre 791030). 79/09/26. Ip. 


7910170006 Discusses resolution of potential problem re Mark I 
containment identified in 790031 memo. Addl info re response 
characteristics of downcomer-vent header sys shows 
sufficient structural fatigue margins ex 1st. Evaluat 1 on end 
DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/26. 2pp. 


7910220413 Forwards guidelines for valve operability ro containment 
purging 6 venting during normal operation. Requests 
commitment to Implement valve qualification program within 
30 days. 

EISENHUT, D. G. Division of Operating Reactors. 79/09/27. 3pp. 


7910230127 Respond* to technical assistance request. Forwards safety 
evaluation. Pr op o-sed change in dryuiell high pressure setpoint 
from 2 pslg to 5 psig acceptable. 

LAINAS.Q. Plant Systems Branch (Pre 791030). 79/10/03. 2pp. 

--7910230130 Safety evaluation of proposed Tech Spec changes re drywell 
high pressure setpoint from 2 psig to 3 psig. 

* Plant Systems Branch CPre 791030). 79/10/03. 2pp. 


7910240002 Informs that design of LPC! power supply mods w/o motor 
generator sets is acceptable. Requests documentation in 
writing of certain items discussed in 700017 mee tl ng , since 
units will temporarily fall to comply w/FSAR or 790511 ltr. 

IPPOLITO, T. A. Operating Raactors Branch 3 (Pre 791030). 79/10/03. 

3pp. 


7910120110 Requests amend to License DPR-60 to change Tech Specs to 
facilitate second refueling, 

MILLS. L. M. Tennessee Valley Authority. 79/10/10, 2pp, 


— 7910120124 Proposed changes to Tech 8p ec s, amend 1 ng License DPR-60 tn 
facilitate *ec ond refueling. 

* Tennessee Valley Authority. 79/10/10. 14pp. 


7910160539 Notifies of typographical error in 790921 ltr ro addl info 
about safety relief va Ives. Submi t s correct answer to 
Question 1. B. 

MILLS, L. M. Tennessee Valley Authority. 79/10/10. lp. 

7910260016 Forwards Amends 53,40 t, 25 to Licenses DPR-33, DPR-32 L 
DPR-60, respectively, safety evaluation Si notice of issuance 
% availability. 

1PPOLIT0, T, A. Operating Roactors Branch 3 (Pro 791030). 79/10/11. 

2pp. 


910030637 Forwards list of incomplete licensing activities b requests 
list of items to be deleted from licensing backlog. 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 79/00/28. 

□ pp. 


910010550 Notifies that HB Clayton will replace RJ McDermott as 
alternate on ASHE Subcommittee on Performance Testing. 
M 1 NO- 8 UE. R. 8. Office of Standards Development. 79/09/05. lp. 


910020628 
Research 
ass emb ly 

FfTIT, R. 


Notification of 790913 Dual 1 f lea tlon Testing Evaluation 
Review Croup meeting In Bethesda.MD re connector 
test plan for connectors. W/o encl. 

Division oF Reactor Safety Research. 79/09/05. lp. 


910100010 Request* addl inf* re — i— a for Cyel|| a . Requests ODYW 

ansirnts or 

■nch 3 (Pre 791030). 79/09/19. 


I owners in Bethosda, 
ects t 

•09/24. Ip. 


— 7910260021 Amends 53,48 S, 25 to Licenses DPR-33, DPR-S2 & DPR-60. 
respective ly, changing Tech Specs to allow count rate to drop 
below 3-counts per second Si deleting sections re respiratory 
pro tec t ive equipment. 

IPPOLITD, T. A. Operating Reactors Branch 3 (Pre 791030). 
79/10/11, 52pp. 


— 7910260024 Bafety evaluation supporting Amends 53,40 Si 25 to Licenses 
DPR-33, DPR-52 S, DPR-60, respectively. 

« Operating Reactors Branch 3 (Pre 791030). 79/10/11. 6pp. 


—7910260026 Notice of Issuance Si availability of Amends 53,40 &, 25 to 
Licenses DPR-33, DPR-52 & DPR-60, resp ec t Ive ly. 

IPPDL1 TO, T. A. Operating Reactors Branch 3 (Pre 791030). 

79/10/11. 2pp. 


7910230519 Responds to 7908H7 request for addl info ro Inservice innp 
program, Request for Relief IBI-9. Info re pipe integral 
attachment welds encl. 

MILLS, L. M, Tennessee Valley Authority. 79/10/16. 3pp. 


7910300263 Forwards fish Impingement rapt for third quarter of 1979. 
MILLB.L, M. Tennessee Valley Authority. 79/10/23. 19pp. 


DOCKETED ITEMS 


7910290201 Forwards addl info requested in 790919 ltr re reload 
analyses for Cycle 3 operation. 

MILLS, L. M. Tennessee Valley Authority. 79/10/25. 9pp. 


0. Inspection reports, IE Bulletins Ji correspondence 


7909130067 Discusses TVA responses to IE Bulletin 79-01 re environ 
qualification of stem-mounted limit switches on main steam 
line isolation valves Lists conditions to be met for 
unqualified switches. 

LAINA6, 0. Plant Systems Branch (Pre 791030). 79/06/06. 2pp. 


7910090123 Forwards IE Insp Repts 50-239/79-16,50-260/79-16 & 
30-296/79-16 on 790530-0601 S, notice of violation. 

LEWIS, R. C. Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch 79/07/06. 2pp. 


—7910090135 Notice of violation from insp on 790930-0601. 

a Region 2, Atlanta, Office of the Director. 79/07/06. ip. 


—7910090146 IE Insp Repts 50-259/79-16,30-260/79-16 J< 50-296/79-16 on 
790530-0601. Noncomp 1 iance no ted : improper shift turnover. 

JULIAN, C. Region 2, Atlanta, Office of the Director. 

MARTIN, R. D. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/06/20. 7pp. 


7910020322 Forwards IE Insp Repts 50-239/79-1B, 50-260/79-18 1 
30-296/79-10 on 790621-0706, No noncompliance noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/00/06. 2pp. 


— 7910020333 1E Insp Repts 50-239/79-10,50-260/79-10 fe 50-296/79-18 on 
790621-0706. No none nmp 1 1 anc e noted. Major areas Inspected: 
radiation aroa controls & plant physical protection. 

SULLIVAN, R. F. Region 2, Atlanta. Office of the Director. 

DANCE, H. C. Region 2, Atlanta, Reactor Operations Nucloar 

Support Branch. 79/00/06. 4pp. 


7910010153 Forwards IE Insp Repts 50-259/79-20,50-260/79-20 8, 
30-296/79-20 on 790802-03. No noncompliance noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction t< Engineering 

Support Branch. 79/00/20. 2pp. 


— 7910010162 IE Insp Repts 50-259/79-20,30-260/79-20 t, 50-296/79-20 on 
790002-03. No noncompliance noted. Major areas Inspected: 
seismic qualification of dc batteries. 

CQNLDNrT.E. Region 2, Atlanta, Office of the Director. 

HARDWICK. R. J. Region 3, Chicago, Reactor Construction & 

Engineering Support Branch. 79/0B/17. 3pp. 


7910290214 Forwards IE Insp Repts 50-239/79-19,50-260/79-19 & 
50-296/79-19 on 79QB0B-10. No none amp 1 i anc e noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction tt Engineering 

Support Branch. 79/09/06. 2pp. 


—7910290220 IE Insp Repts 50-259/79-19,30-260/79-19 I. 50-296/79-19 un 
790800-10. No non comp 1 lance noted. Major areas inspected: 
concrete expansion anchor Installation. 

MODENO0, L. Region 2, Atlanta, Office of the Director. 

HERDTiA. R. Region 2, Atlanta, Reactor Construction Si 

Engineering Support Branch. 79/00/31. 4pp. 


7910010010 Forwards IE Circular 79-18, "Proper Installation of Target 
Rock Safety-Relief Valves." No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/10. 3pp. 


7910020514 Forwards response to IE Bulletin 79-15. "Deep Draft Pump 
Deficiencies. " 

MILLS. L.M. Tennessee Valley Authority. 79/09/10, 7pp. 


7910030667 Responds to IE Bulletin 79-16, "Vital Area Access Control." 
Details withheld <ref 10CFR2. 790). 

MILLS, L.M. Tennessee Valley Authority. 79/09/10. Ip. 


7910020393 Forwards IE Circular 79-19, "Loo-se Lociing Devices on 
Ingersol 1-Rand Pump Impellers " No action required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/09/13. ip. 


7910110260 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/14. lp. • 


7910300082 Forward* IE Info Notice 79-22, "Qualification of Control 
Sys," Westinghouse 790B30 ltr li Public Svc Electric 1* Oas 
Co 790910 ltr re potential unrevleued safety quest 1 on. Ac ti on 
required within 20 days. W/o end. 

DENTON, H, R. Office of Nuclear Reactor Regulation. 79/09/17, 40pp. 


7910090674 Responds to IE Bulletin 79-iB "Audibility Problems 
Encountered W/Evacuation of Personnel From High Noise Area, " 
Results of 790821 plant survey are being evaluated to define 
necessary improvements. 

MILLS, L.M. Tennessee Valley Authority, 79/09/21. 2pp, 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures S< 
surveillance testing errors, which uias incorrectly 
d istributed. Also forwards IE Insp Repts 50-293/79-13 It 
50-304/79-12. Action required. 

EISENHUT, D. 0. Division of Operating Reactors, 79/09/21. 49pp. 


79 1 010003B Responds to IE Bulletin 79-19 re packaging 6 disposal of low 
level radwaste. Current set of requirements placed or waste 
burial firm of Chem-Nuclear 8ys, Inc by Agreement Bta to of SC 
are being maintained. 

MILLS, L.M. Tennessee Valley Authority. 79/09/24. 3pp. 


7910040185 Forwards IE Info Notice 79-23, "Emergency Diesel Oanerator 
Lube Oil Coolers. No action required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 

79/09/26. 2pp. 


7910190275 Forwards IE Bulletin 79-24, "Frozen Lines, " Action 
required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170226 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 !« 4. " No action required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 
79/10/01. 2pp. 


7910170755 Forwards IE Info Notice 79-24, "Overpressuri zation of 
Containment of PWR Plant After Main Steam Line Break, 11 No 
action required. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/10/01 , 3pp, 


7910120143 Forwards "Evaluation of Environ Effects on NonsaPaty-ltelated 
Sys Resulting From Postulated High Energy Pip# Failures 
Inside t< Ouside Primary Containment," in response to 790917 
ltr ft IE Info Notice 79-22. 

MILL8,L. M. Tennessee Valley Authority. 79/10/09. Ip. 


—7910120148 "Evaluation of Environ Effects on Nonsafe ty-Relatctf 8ys 
Resulting From Postulated High Energy Pipe Failure* Inside 
h Outside Primary Containment. " 

* Tennessee Valley Authority, 79/10/03. 10pp. 


R. Periodic operating reports U related correspondence 


7910160368 Forwards monthly operating repts for Bept 1979, 
ABERCROMBIE, H. L Tennessee Vail ey Author 1 ty. 79/10/10, lp. 


— 7910160369 Monthly operating repts for Sept 1979, 

THOM. T. Tennessee Valley Authority. 79/10/02. 30pp 


B, Reportable occurrences, LERs & related correspond enco 


7910020358 Forwards LER 79-014/03L-0. 

CALHOUN, J. R. Tennessee Valley Authority. 79/09/27. lp. 


— 7910020360 LER 79-014/03L-0: on 790831, five MSIVs exceeded Te£h Bpoc 
leakage 1 imi ts . Caused by age t use of seating surfaces. Valve 
seating surfaces will be repaired ti MBIVe retested to meet 
Toch Spots. 

» Tennessee Valley Authority. 79/09/27. 2pp, 


7910170203 Forwards LER 79-01 S/03L-0. 

CALHOUN, J. R. Tennessee Valley Authority. 79/10/12. ip. 


— 7910170210 LER 79-015/03L-0: on 790913. annunciator panel XA-33-20B 
became Inoperab le, mak ing two fire alarm circuits inoperable. 
Caused by inverter printed circuit card failure due to 
natural aging . Circuit card replaced. 

» Tennessee Valley Authority. 79/10/12, 2pp. 


7910230434 Forwards LER 79-017/D3L-O. 

CALHOUN, J. R. Tennessee Valley Authority. 79/10/17, lp. 



DOCKETED ITEMS 


i 


910230459 LER 79-01 7/03L-O: on 790917* durihg look rate testing, total 
l«ak rot* exceeded Tech Spec 1 1 mi t. Cause il by deterioration 
af valve seats through normal operation on main steam t< 
containment inerting sys. Valves will be repaired $< retested 
* Tennessee Valley Authority 79/10717. 3 pp. 


4ET 50-297 NORTH CAROLINA STATE UN1V. PULSTAR REACTOR 
operating license stage documents L correspondence 


J230475 Forwards proposed change to Tech Spec Paragraph 3 5(2) & 
JppoTtlng ana ly s i s. W/o end. 

10MA8, J. L. North Carolina State t/niv. 79710/10. lp 


7910090677 Notification of 791011 mooting 10 /util to discuss proposed 
revisions to App 1 Tech Specs. 

ROONEV.V, L Operating Reactors Branch 3 (Pre 791030) 79/09/19 

»P 


7910040172 Ack receipt of 790905 Itr transmitting util guard training 
qualification plan. Class III fee & application for approval 
requ t red, 

MILLER, W. a. Office of Administration. 79/09/20. ip 


7910160145 Notification of 790926 meeting w/Mark 1 ouneri in Bethesda. 
MD to discuss pool swelling compressibility affects f< 
doiun comer condensation loads. 

GRIMES. C. I, Plant Systems Dtanch CPre 7910301. 79/09/24. lp. 


IET 50-390 COOPER NUCLEAR STATION 

iecurity, medical, emergency !< fire protection plans 


1170341 Forwards fee for 790905 submittal of guard traininq !< 
ratification plan per NRC 790920 request. 

LANT. «J,M. Nebraska Public Power District. 79/10/05. Ip. 


'260312 Forwards summary decrlption of Minor Design Change 79-012 re 
tomatic wet pipe sprinkler protection. 

LANT. J, M. Nebraska Public Power District. 79/10/19. 5 pp. 


7910170010 Discusses need for addl confirmatory full scale 
establish uncertainty in load magnitudes re condensation 
oscillation load definition procedures. Draft ltr to Mark 
utils re test program unci. 

GRIMES, B. K. Assistant Director for Systems Engineering 
791030 ) . 79/09/35. 4pp . 


tests 

I 

(Pre 


to 


7910170006 Discusses resolution nf potential problem re Mark 1 
containment identified in 790331 memo. Addl info ro response 
characteristics of downcomer-vent header sys shaws 
sufficient structural fatigue margins exist. Evaluation end. 

DENTON. II. FI. Office of Nuclear Reactor Regulation. 79/09/26, 2 pp, 


nsurancr U indemnity Information 


240372 Forwards executed Amend 10 to Indemnity Agreement D-57, 
dlfying prefatory language re tTanspor tat Ion. hard 1 lng ft 
orage of radioactive mail. 

LANT, J, M. Nebraska Public Power District. 79/10/13. 3pp. 


pcTating license stage documents 6 correspondence 


390241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
r physical protection of nuclear power plants, Amend defers 
) 1 ementat i on of physical search requirements From 790001 
791 101, 

dTCN.H. R. Office of Nuclear Reactor Regulation. 79/QB/10. 49pp. 


110235 Forwards NURE0/CR-0727, "DWR offgas Sys Evaluation." Sy s 
ivides reasonable assurance that potential for external 
“gas explosions is minim I red. W/o end. 

iMILL.W. P. Assistant Director for Operating Reactor Projects 
1030), 79/0B/22. 29pp. 


(Pro 


7910220413 Forwards guidelines for valve operability ro containment 
purging ft venting during normal op erat 1 on. Requests 
commitment to implement valve qualification program within 
30 days. 

EIBENHUT. D. (5. Division of Operating Reactors. 79/09/27. 3pp, 


7910220307 BummaTy of 790912 meeting w/NE Public Power District in 
Bethesda. MD to discuss unique design features It operating 
requirments for purge & vent valves, 

RODNEY, V. Operating Reactors Dranch 3 (Pre 791030) 79/09/20 

3pp. 


7910120325 Responds to 79080B request for analysis of electric 
distribution ays voltages by 791000. Due to large amount of 
time required tn acquire all power source S< distrubutiun 
equipment data nscetsary, analysis will ho submitted 791115. 
PILANT, J. M. Nebraska Public Power District. 79/10/00. lp. 




_ > ~ w ' 1 u ' iLJ i y TL7 1 1 fnp -l BJflB n C 3 V J 

in NUHEO-O570. Implementation can best be handled within 


framework of DWR owners group. 

PILANT, J. M. Nebraska Public Power District. 


79/10/17. 3pp. 


130763 Notifies of suspension of review work on submittals re 
itainmint air dilution sys & dinerting until NRC acts on 
ommendations of TM1-2 Lessons Learned Task Group. 

'"“-L.W. „ Assistant Director for Operating Reactor Projects CPre 
030). 79/08/27. 2pp. 


7910230540 Summary of 791011 meeting w/util in Hethesda.MD re question 
resulting from review nf util App I submittal. 

JfQONEY, V. , Operating Reactors Branch 3 (Pre 791030), 79/10/19 

2pp. 


40435 Forwards request for addl Info re containment purge sys 6 
talnment venting sys. Licensee decided to justify 
imited purging. 

NA3. 0. Plant System* Dranch (Pro 79J030K 79/08/31, 3 pp. 


50 35?« Fr '° r “"i; d * ltst Df Plant* requiring mtcrofichlna 
e F3AR* in Central FI 1 es. Requests action as soon as 


o f 


up-to- 


MES, B, K. Assistant Director 
030). 79/09/10.. 4pp. 


for Systems Engineering 


(Pre 


79 1 025027 S Forwards Tech Specs changes por fire protection safety 
evaluation. 1 

P I LANT, J. M. Nebras ka Public Power District. 79/10/22. 3pp. 

—7910230274 Tech Specs changes re fire gr ot ec tion. Tab 1 es 3.10,3 14 fc 
Spec 3. 16/4, 16. 

► Nebraska Public Power District. 79/10/22. 4pp. 

G, Inspection reports, IE Bulletins & correspondence 


90009 Forwards Amend 39 to License DPR-46, safety evaluation t, 

Ice of issuance A availability, 

PLITQ, T. A. Operating Reactors Branch 3 (Pre 791030), 79/09/IB, 


7910010543 Submits response to IE Bulletin 79-13, "Deep Draft Pump 
Deficiencies." No failure to meet design specs) no further 
action required 

PILANT, J. M. Mobraska Public Power District. 79/00/27. 


3pp. 


0090012 Amend 59 to License DPR-46. modi fy lng Tech Specs to require 
-man Fire brigade. 

Operating Reactors Dranch 3 (Pre 79103D1. 

f/09/18. 3.pp. 


791016004! Responds tu IE Bulletin 79-19, "Packaging of Lou) Level 
Radwaste for Transport U Durlal, " Maintains radioactive 
matls shipping manual containing applicable pert® of CFR 
pertaining to radloactlvve shipments. 

PILANT, J. M. Nebraska Public Power District. 79/08/31. 3pp. 


>090015 Notice 
>H-46. 

►PDLITtl, T. A. 
1/09/10. 2pp. 


of Issuance S, availability of Amend 59 to License 
Operating Reactors Branch 3 (Pre 791030). 


7910050261 Respond g to IE Bullotin 79-14. "Seismic Analysis for 
As-Built Safety-Related Piping Sys. 11 Review conducted in 
accordance u/bulletin revealed no n a nc onf or mane es. 

PILANT, J. M. Nebraska Public Power District. 79/09/04, 6pp, 


10391 Requests addl info 
■svlew of offsite power 
In 90 days. 

ILITOjT. A, Operating 


re loss of offsite power on 760221 to aid 
sys adequacy. Requests response 

Reactors Branch 3 (Pre 791030), 79/09/10. 


7910160221 Forwards IE Insp Rept 50-290/79-13 on 790020-22 No 
noncomp 1 lance noted. 

MADSEN, 0. L_ Region 4, Dallas, Reactor Operations Nuclear Support 
Branch. 79/09/06. Bpp, 


DOCKETED ITEMS 


119 


--7910160229 IE Insp Rept 30-290/79-13 on 790820-22. No none omp 1 i anc e 
noted. Major areas i nspec t ed: 1 i censee actions taken in 
response to IE Bulletin 79-02. 

BEACH, A. 0., CONSTABLE, 0. L. , UESTERMAN, T. F . Region 4, Dallas, 
Office of the Director. 79/09/04. 6pp. 


7910190049 Responds to IE Bulletin 79-10, "Audibility Problems 
Encountered on Evaluation of Personnel from High Noise 
Areas. 1 ' Test revealed several areas uihich required speaker 
vo 1 adjustment to improve audibility. 

PILANTiJ. M. Nebraska Public Power District, 79/09/07. 2pp. 

7910030319 Forwards IE Circular 79-19, "Loose Locking Devices on 
IngersDll-Rand Pump Impellers." No action required. 

SEYFR1T, K. V. Region 4, Dallas, Office of the Director 79/09/13 
IP, 


79I01201B9 Forwards IE Info Notice 79-22, 
Sys. " No action required. 

BEYFR IT, K. V. Region 4, Dallas, Dffic 
lp. 


'Qualification of Control 
of the Director 79/09/14. 


7910300082 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys, " Westinghouse 790030 1 tr «< Public Bvc Electric t< Oa s 
Co 790910 1 tr re potential unreviewed safety question Action 
required within 20 days.W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, 79/09/17. 48pp. 


7910230361 Forwards NRC 790626 Itr re multiple equipment failures *< 
surveillance testing errors, which was incorrectly 
distributed. Also forwards IE Insp Repts 30-295/79-13 6 
50-304/79-12 Action required. 

EI8ENHUT, D. 0 . Division of Operating Reactors 79/09/21 . 49pp. 


7910120196 Forwards IE Circular 79-20, "Failure of OTE Sylvania Relay, 
Type PM Bulletin 7303, Catalog 3U12-11-AC w/120 Volt ac 
Coil." No action required. 

8EYFR IT, K. V. Region 4, Dallas, Office of the Director. 79/09/24. 


7910260295 Forwards executed copy of Amend 12 to Indemnity Agreement 
D -4 1 . 

DUNDAS, W. J. Wisconsin Electric Power Co. 79/10/23. lp. 

P. Operating license stage documents & correspondence 


7910040310 Confirms 790703 telcon re util program to revi ew, ana I y ze & 
repair cracks in steam generator no 1 1 la- 1 o-f eedwa ter pipe 
welds. Fac i 1 1 1 y will remain shut down until program is 
reviewed lu/NRC. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/07/09 
IP- 


7910090241 Forwards FR notice of amend to 10CFR73. 35 re requirements 
for physical protection of nuclear power p lants. Amend defers 
implementation of physical search requirements from 790001 
tu 791101. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/10. 49pp. 


7910010213 Opposes use of dedicated telephone line to obtain operating 
status rept 8, as daily telephone c hoc k . Or i g lna 1 function at 
line was to facilitate initial notification J, assure 
continuing communications during nuclear incident. 

BURSTEIN, S. Wisconsin Electric Power Co. 79/00/13. 2pp. 


7910220400 Discusses safety concern re sufficiency of diesel generator 
capacity to simultaneously start emergency 1 oads. Recommend s 
installation of add] station battery & two addl inverters. 

LAINAS, 0, Plant Systems Branch fPre 791030). 79/0B/27. 6pp, 


7910030004 Forwards steam generator water hammer safety evaluation. 
Plant mod rot necessary. Operating repts will be monitored 
for indications of water hammer. 

LAINAS, 0 . Plant Systems Branch tPra 791030). 79/09/03, 2pp. 


■7910030005 Safety evaluation re steam generator water hammer. Water 
hammer not likely during normal operation. 

» Plant Systems Branch (Pre 7910301. 79/09/30. 5pp. 


7910110181 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coalers. " No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/26. 


7910180043 Forwards IE Bulletin 79-24, "Frozen Lines. " Action required, 
SEYFRITrK. V, Region 4, Dallas, Office of the Director. 79/09/27. 


7910260418 Forwards add! info ro IE Bulletin 79-01, in response to 
790919 request. Info pertains to ancillary components. 

PILANTiJ.M. Nebraska Public Power District. 79/10/02. 4 pp. 


7910160319 Forwards rept re effect of nonsafe t y-gradc sgs failures on 
safety-grade per formance, i dent i fi ed in IE Info Notice 79-22. 
Validity of safety evaluators remains unchanged. 

PILANTiJ.M. NobraHka Public Power District. 79/10/00, Bpp. 


R. Periodic operating reports & related correspondence 


7910150594 Forwards monthly operating rept for Bept 1979. 

LESSOR, L. C. Nebraska Public Power District. 79/10/00. lp. 


— 7910150601 Monthly operating rept for Bept 1979. 

BALLINQER, P. L. Nebraska Public Power District. 79/10/OS. 4pp. 


7910030775 Notifies that water hammer events due to rapid condensation 
of steam in feedwater sys is not likely to occor during 
normal operation or trans i ent/ac c 1 dent condi tl ons. Forwards 
EER re steam generator water hammer. 

SCHUENCER, A. Operating Reactors Branch 1 (Pre 791030). 79/09/13. 

2pp. 


7910030779 Safety evaluation re steam generator water hammer. Does not 
find rands necessary for safe operation. 

* Operating Reactors Branch 1 (Pre 7910301. 79/09/30. Spp, 


7910040002 Forwards safety evaluation of steam generator water hammer 
per 750001,760310 1< 780203 submi tt a 1 s. No mods required. 

NRC will continue to monitor operating repts. 

BCHWENCER, A, Operating Reactors Branch 1 (Pre 791030). 79/09/13. 

2pp. 


7910040005 Safety evaluation of steam generator water hammeT at 
fac i 1 i ti as. 

• Operating Reactors Branch 1 (Pro 791030). 79/09/13. 4pp. 

7910190266 Discusses review re secondary sys flow instab U i ties. Water 
hammer events due to rapid steam condensation in feedwater 
sys at facility are not likely to occur. Forwards safety 
evaluation. 

BCHWENCER, A. Operating’ Reactors Branch 1 (Pre 791030). 79/09/13. 

2pp. 


DOCKET 30-301 POINT BEACH NUCLEAR PLANT, UNIT 3 
F. Security, medical, emergency t< fire protection plans 


7910020484 Submits technical corrections to NRC 79D0Q2 fire protection 
safety evaluation l< lists mods completed as of 790901. 

Forwards Tech Specs PB-B2 i, PB-06 & four overalls drawings. 

Drawings available in Central Files only. 

FAY, C.W. Wisconsin Electric Power Co. 79/09/26. 3pp. 


J, Insurance 5, Indemnity Information 


7910170074 Forwards Amend 10 to Indemnity Agreement B-41. 

BALTZMANiJ. Antitrust t< Indemnity Group. 79/09/28. 3pp. 


7910170417 Forwards executed Amend 10 to Indemnity Agreement B-41. 
DUNDAS, W. J. Wisconsin Electric Power Co. 79/10/12, Spp. 


--7910190279 Safety evaluation to steam generator water hammer. Concl udes 
water hammer events not likely to occur. 

* Operating Reactors Branch 1 (Pre 791030). 79/09/30. Spp. 


7910050744 Forward* EGtiO Idaho, Inc consultant repts re steam generator 
water hammers. 

MACK AY. B. Plant Systems Branch <Fre 7910301. 79/09/14. lp. 


7910090035 Forwards response to IE Bulletin 79-21. Test Si review results 
enc 1. Disagree* that possible effect of containment temp on 
water levels inside containment presents potential 
substantial safety hazard. 

FAY, C. W. Wisconsin Electric Power Co. 79/09/17, 13pp. 


7910030031 Forwards NRC requirements for auxiliary feedwater sys t< 
requests that plant designs U procedures he evaluated 
against applicable requirements to determine degree of 
conformity. 

EIBENHUT, D. O. Division of Operating Reactors. 79/09/21. 23pp. 
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7910120321 Forwards Tech Spec Chan-go Request 61 to amend Licenses 
DPfi-24 It DPR-27. R evi se d tech Spec pages U Class II amend 
fee end. 

BURSTEIN, S. Uisconsin Electric Power Co. 79/09/26. 2pp. 


—7910120222 Revised Tech Spec 9. Sec t ions l 5. 5. 1-15. A. 9. amending Licenses 
DPR— 24 fc DPR-27 to incorporate administrative & 
organizational changes, revise description df snubber 
locations & clarify testing of ins trumenta t ion. 

• Wisconsin Electric Power Co. 79/09/21. 23pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging it venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 days. 

EIBENHDT, D. Q. Division of Operating Reactors. 79/09/27. 3pp. 


7910030144 Proposes changes to Tech Specs of Licenses DPR-24 t< DPR-27 
ts fire brigade siie, in reponsa to NRC 790821 request. Change 
modifies Tech Spec Change Request 46. 

BURSTEIN, 8. Wisconsin Electric Power Co. 79/10/01. 3pp. 


7910220324 Requests addl info re loss of offsite power on 731013 to 
aid in review of offsite power sys ad equacy. Requests 
response within 90 dags. 

SCHHENCER, A Operating Reactors Branch 1 CPre 791030). 79/10/01. 

3pp. 


7910230107 Discusses review of response to 780202 1 tr. Requests 
demonstration that seal ring cannot become destructive 
missile during long-term operation t, that public health J. 
safety is not threatened. 

8CHWENCER, A. Operating Reactors Branch i (Pre 791030). 79/10/02. 

2pp. 


791 00201 2B Forwards addl info In response to IE Bulletin 79-14. Provides 
results of insp as of 790923. Total of 350 discrepancies have 
been found between design documents tr actual se i smi ca 1 1 g 
designed piping sys configurations. 

FOX, C. W. Wisconsin Electric Power Co. 79/09/07. 3Bpp. 


7910020223 Forwards IE Info Notice 79-20, fie vi s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals, " Notice reissued to 
correct word omission !< punctuation error which changed 
intent of statement. Changed statement underlined in text 
KEPPLER, J. 0. Region 3, Chicago, Office of the Director, 79/09/07. 

Ip- 


7910010051 Forward s IE Insp Repts 50-266/79-12 *. 50-301/79-14 on 
790B20-24 t< notice of vi o 1 at i on. No 1 1 c e of violation ti 
details of insp repts withheld (ref 10CFR2. 790). 

HIND, J. A Region 3, Chicago, Safeguards Branch. 79/09/12. 2pp. 


—7910010063 IE Insp Repts 50-266/79-12 !< 50-301/79-14 on 790820-24. 
Details withheld (ref 10CFR2. 790). 

CREED, J. R, , MADEDA.T.J. Region 3. Chicago, Office of the 
Director. HIND, J. A, Region 3, Chicago, Safeguards Dranch. 

79/09/11. Ip. 


7910030203 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersoll-Rand Pump Impellers. ” No action required. 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director. 79/09/13. 
Ip 


79103000B2 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys." Westinghouse 790B30 ltr ti Public Bvc Electric t< Oas 
Co 790910 ltr re potential unreviewed safety quest Ion. Ac t ion 
required within 2D days. U/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 


7910110370 Forwards license amend re secondary water chemistry 
monitoring program peT NRC 790801 ltr. 

BURSTEIN, S. Wisco-nsin Electric Power Co. 79/10/00. 3pp. 


791022-0336 Forwards response to 79QB0B request for addt info re 
adequacy of station distribution sys vo 1 tages. Rosul t s of 
verification testing described will be submitted separately 
after completion of tests. 

FAViC. W. Wisconsin Electric Power Co. 79/10/12. 3 pp. 


7910250355 Forwards response to NRC 790913 ltr requesting commitments 
to implement NUREG-Q57B r ecommenda t i ons. Des ign differences 
decrease chance of TMl-type accident. 

BURSTEIN, S. Wisconsin Electric Power Co. 79/10/20. 28pp. 


Q. Inspection reports, IE Dulletins !< correspondence 


7910090786 Responds to IE Bulletin 79-10, "Audibility Problems 
Encountered W/Evacuation of Personnel From High Noise Area." 
Program to assure operability of all public address speakers 
is underway. 

FAY, C. W. Wisconsin Electric Power Co. 79/09/20. 3pp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures It 
surveillance testing error s , uih 1 c h was incorrectly 
d i stributed. A1 so forwards IE Insp Repts 30-295/79-13 & 
50-304/79-12. Act i on required. 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/21. 49pp. 


7910110146 Forwards IE Circular 79-20, "Failure of QTE Bylvanla Relay, 
Type PM Bulletin 7303, Catalog 5U12-1I-AC w/!2D Volt ac 
Coil." No action required. 

KEPPLER, J O. Region 3, Chicago, Office of the Director. 79/09/24 
IP 


7910090532 Forwards IE Bulletin 79-19. "Packaging of Low Level Radwaste 
for Transport U Burial. " Action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/08/10 
Ip- 


7910090207 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements." Action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/08/13 
ip- 


7910150201 Responds to IE Bulletin 79-19. Low level radwaste Is shipped 
to licensed burial site at Darnuel 1, SC. Radiochemical 
engineer is designated as individual responsible for 
shipments k/or disposal of radwaste. 

FAY, C. Id. Wisconsin Electric Power Co. 79/09/24. 3pp, 


7910020426 Requests meeting oi/NRC to discuss schedule for responding to 
IE bulletins N NUREQ-0570. 

BURSTEIN, S. Wisconsin Electric Power Co. 79/09/26. Ip. 


7910050434 Forwards IE Info 
NRC Licensed Individuals. 
KEPPLER. J. 0. Region 3, 
ip- 


Notice 79-20. "NRC Enforcement Po 
’ No action required. 

Chicago, Office of the Director 


1 icy - 
79/08/ 


14 


7910050505 Forwards IE Circular 79-17, "Cont 
Switches on GE Hetalclad Circuit Breakers, 
required. 

KEPPLER. J. 0. Region 3, Chicago, Office 

lp. 


act Problem in 3B-12 
" No action, 

of the Director. 79/09/14, 


7910020480 Forwards Revision i to special order for supplemental info 
in response to El Bulletins 79-06A U 79-06A, Revi a i on 1. 

Recommendas reactor coolant pressure to 400 lbs per square 
inch to preclude void formation. 

FAY,C.W. Wisconsin Electric Power Co. 79/09/26. 3pp. 


7910040261 Forwards IE Info Notice 79-23. "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/26. 


79 i2in? 237 /°‘'' , ' ard, ‘ IE 111 5 p Ro P ts 50-266/79-11 It 30-301/79-13 on 
790B1 4-34. No non c omp 1 lance noted. 

HEIBHMAN. R. F. Region 3. Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/03. 2 pp. 


7910040065 Forwards IE Info Notice 79-24. "Frozen Lines." No action 
required. 

KEPPLER. J. G. Region 3, Chicago, Office of the Director, 79/09/27 
tp, 


-7910120262 IE Insp Repts 30-266/79-11 t< 30-301/79-13 an 790814-14 
noncompliar.ee noted. Major areas insp ec ted : training proprams 
6 implementation of programs for nonljcensed, I i censed 6 
temporary employees. 

SWANSON,E.R. Region 3, Chicago. Office af the Director. 

c .1 [ i L.fc .1 h. S. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/04. 3 pp. 


7910170260 Forwards IE Info Notice 79-25, "Reactor Trips at 
Point Units 3 M, " No action required. 

KEPPLER. J, 0. Region 3, Chicago, Office of the Director. 
Ip. 


Turkey 

79 / 10 / 01 . 


7910IB063B Forwards IE Info Notice 79-24. "Overpressur i ration of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

KEPPLER, J.O. Region 3> Chicago, Office of the Director. 79/10/01 
lp. 
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7910230102 Requests addl info within 60 days to continue review of 
inset-vice insp program. Future correspondence re program 
review to be applied to both facilities. 

BCHWENCER, A. Operating Reactors Branch 1 CPre 791030). 79/10/04. 

lP- 


— 79100206B6 Requests infD re facility startup & effect on public safety 
Plant has been economic b environ liability to Citrus 
County. 

LAMOUTH, E. Affiliation Unknown. 79/00/02. Ip. 


7910100462 Responds to IE Info Notice 79-22 re potential for certain 
nonsafety-grade sys to malfunction due to high energy line 
breaks b to impact protective functions performed by 
safety-grade equipment. No major safety hazards Found. 

HURBTEIN.S. Wisconsin Electric Power Co. 79/10/09. 4pp. 


7910220202 Responds to 790923 ltr requesting addl info re IE Bulletin 
79-01, "Environ Qualification of Class IE Equipment. 11 
Forwards equipment descr ip t i ons. Deocr ibes insp methods used 
In verifying components b mods to transmitters. 

FAY, C. W. Wisconsin Electric Power Co. 79/10/09. 4pp. 


7910310266 Forwards Revision 2 to IE Bulletin 79-13i "Cracking in 
Feedwater Sys Piping. 11 Action required. 

KEPPLER, vJ. 0. Region 3, Chicago, Office of tho Director. 79/10/19. 
Ip. 


S. Reportable occurrences, LERs 6 related correspondence 


7910230122 Requests addl info re upgrade of anticipatory reactor -trip. 
REID, R. W. Operating Reactors Branch 4 (Pre 791030). 79/09/07 

13pp. 


7910090366 Requests addl info re alternate safe shutdown capability In 
safety evaluation for fire protection supporting Amend 23 to 
License DPR-72. Forwards NRC position re safe shutdown 
capabi 1 1 t y . 

REID, R. W. Operating Reactors 0ranch 4 (Pre 791030). 79/09/11. 

9pp. 


7910090415 Wot if i cat Ion of 790913 meeting w/BbW owners group in 
Dethesda. FID to discuss analysis of d es ign, of f-norma 1 
transients 6 other generic requirements 
CAPRA, R. A. TMI-2 Bulletins b Orders. 79/09/11. 3pp, 


7910040016 Summary of 790B23 meeting w/B&W licensees to discuss pest- 
TM1 feedwater trans i on ts. Ag enda b list of attendees end. 

CAPRA, R. A. TMI-2 Unresolved Safety Issues. 79/09/13. 99pp. 


7910190417 Forwards LER 79-007/01 T-0. 

FAY, C. U. Wisconsin Electric Power Co. 79/10/10. Ip. 


—7910190429 LER 79-007/01T-0: an 790929, main steam line B isolation valve 
failed to close during 207. steam flow.w/unit off 
line. Caused not stated. Pac k ing was loosened b Atwood Morrill 
reverse swing check valve closed. 

FAYrC.W, Wisconsin Electric Power Co. 79/10/10. 2pp. 
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H. General correspondence 


7910100399 Forwards supplemental info to 790731 response to NRC 790629 
request for info re technical qualifications of mgt 8, 
resources available to handle events such as TMI-2 incident. 

STEWART, W. P. Florida Power Corp. 79/10/15. 29pp. 


P. Operating license stage documents b correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790801 
to 791101. 

DENTON, H. R. Office of Nuclear Reactor Regulation, 79/08/10. 49pp 


7910090536 Summary of 790009 meeting w/flbW owners group b BbW in 
Bethesda,MD re long-term generic requirements applicable to 
B8.W operating plants. 

CAPRA, R. A. TMI-2 Bulletins 6 Orders. 79/08/24. 41pp. 


7910010269 Summary of 790B24 meeting w/subcommi ttse of BbW owners group 
in Bethesda,MD re alternate proposal to requirements of IE 
Bulletin 79-13 for BbW operating plants. 

GARNER, D. J. Operating Reactors Branch 4 (Pre 791030). 79/0B/31. 

14pp. 


7910020703 Forwards Amend 24 to License DPR-72. safety evaluation b 
notice of issuance b aval lab i 1 i ty. 

OAMMILLiW P. Assistant Director for Operating Reactor Projects (Pro 
791030). 79/09/06, 3pp. 


— 791002070S Amend 24 to License DPR-72, incorporating approved dome 
de lamina 1 1 on surveillance program, correcting typographical 
errors b making Tech Specs more consistent with current std 
Tech Specs. 

REID, R. W. Operating Reactors Branch 4 (Pre 791030). 79/09/06. 

30pp. , 


—7910020706 Safety evaluation supporting Amend 24 to License DPR-27. 
* Office of Nuclear Reactor Regulation. 79/09/06. 6pp. 


— 7910020708 Notice of Issuance b availability of Amend 24 to License 
DPR-27. 

REID.R.W. Operating Reactors Branch 4 (Pre 791030). 79/09/06. 

2pp. 


7910020684 Respond* to 790002 ltr re concern about facility operation. 
Forwards supportive documentation re util mods to ensure 
safety. W/o end. 

EI8ENHUT, D. G. Division of Operating Reactor*. 79/09/07. 2pp. 


7910250436 Summary of 790B23 meeting w/BbW operating plant licensees re 
post-TMI feedwater transients. Agenda, list of attendees, list 
of transients b outline of NRC ropt on loss of pressurizer 
level Indication end. 

CAPRA. R. A. TMI-2 Bulletins b Orders. 79/09/13. 99pp, 


7910250215 Informs that effective date for implementation of EPA std 
for LWR U fuel cycle is 79 1201 . ftequ e s ts compliance w / 
radiological effluent Tech Spec implementing LWR providons. 

Method for Implementation requested by 791101. 

GAMMILL, W. P. Assistant Director for Operating Reactor , Pro jects (Pro 
791030). 79/09717. Ip. 


7910040028 Summary of 790913 meeting w/BbW owners group to discuss 
analysis of design b aff-normal transients U accidents b 
other BbW generic requ i r ements , LI s t of attendees, agenda b 
presentations end. 

CAPRA, R. A. TMI-2 Bulletins b Orders. 79/09/21. 43pp 


7910230418 Summary of 790913 meeting w/BbW owners group in flethesda, MD 
re analysis of design, off-normal transients, acc idenls b BbW 
generic requirements. 

» Commission. 79/09/21. 45pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging b venting during normal op erat ion. Request s 
commitment to implement valve qual i f i ce t ion program within 
30 days. 

EIBENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910230091 Provides NRC requirements for resolving natter of power 
operated relief valve b safety valve lift frequency b 
mechanical reliability. 

REIDiR. W. Operating Reactors Branch 4 IPre 791030). 79/09/28. 

12pp. 


7910040285 Forwards request for amend to License DPR-72 re Tech Spec 
Change Requests 52 b 23, Revision 1, Affidavit b Certificate 
of Bvc end. 

STEWART, W. P. Florida Power Corp, 79/10/01. 4pp. 


— 7910040287 Tech Spec Change Request 23, Revision 1 to App A for crane 
travel over spent fuel pool bldg, 

* Florida Power Corp. 79/10/01, 2pp. 


—791 0040292 Tech Spec Change Request 52 to App A changing site of fire 
brigade to five members. 

# Florida Power Corp. 79/10/01. 2pp. 

7910100361 Ack receipt of NRC 790907 request for addl info re upgrade 
of anticipatory reactor trips on turbine trip or loss of 
main feedwater at facll ity. Provides responses to questions b 
improved schedule for design mod. 

STEWART, W. P. Florida Power Corp. 79/10/02. 26pp. 


79101 10347 Ack receipt of NRC 790BOB ltr r« adequacy of station 
electric distribution on sys vol tages. Review currently 
underway indicated onsite distribution sys adequate to 
start b operate required safety loads, 

MOORE, G. C. Florida Power Corp. 79/10/08. 3pp. 


7910160423 Forward* Gilber t/Cdizwnonweal th 791003 ltr re required 
response spectrum curves for current b potential 
transformers. Supplements 790814 1 tr. 

STEWART , W, F. Florida Power Corp. 79/10/09. 4pp. 
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7910150466 Forwards "Local Leak Test Rapt. " 

HCCRE, G. C. Florida Power Corp. 79710/10. 2pp 


•79101504B7 Local Leak Rate Test flept. 

DEGRASSE, A. J. , MJLSEW.fi. Catalytic. Inc. (subs, of Air Products S< 
Chemicals. Inc. ). 79/09/30 41pp 


7910150364 Forwards response to informal NRC questions re high density 
rack mod. 1 nclud ing rack r emova 1 . decontamination. rac k 
disposal ?< installation of new high density racks. 

MOORE. 0. C . Florida Power Corp. 79/10/10. 6pp. 


7910160434 Forwards responses to OF Ross 790931 1 tr listing outstanding 
items re D6W small break analysis 
MOORE. 0. C. Florida Power Corp. 79/10/10. 40pp 


7910190258 Forwards addl info consisting of 790516 B&W rept. 
"Anticipatory Trip Functions Fot 177 Fuel Assembly Plants." 
in response to 790919 request. 

MOORE. G. C. Florida Power Corp. 79/JO/tI. 2pp. 


7910220202 Notification of 791019 meeting w/D&W owners group in 
Qethesda.IlO to discuss lead plant event trees, safety 
sequence diagrams i< anticipated analysis re abnormal 
transient operational guidelines in NUHEG-0578. 

CAPRA. R. A. TMI-2 Bulletins U Orders. 79/10/12. 10pp. 


7910180252 Responds to 790928 ltr requesting addl info re lift 
frequency of power operated relief ?< safety valves. Vend or 
BfeW Is assisting evaluation. I nfo to be submitted to NRC by 
791115. 

STEWART, W. P. Florida Power Corp. 79/10/15. 2pp. 


7910190491 Forwards util interim response to 790821 1 tr. Attachment A. 
I terns 3A 6 SB. Subml ts info re sources tt effect of 
none ondens it 1 e gases on natural circulation following small 
break LOCA. Add info submitted when insp completed. 

STEWART. W.P. Florida Power Corp. 79/10/17. 7pp. 


7910230255 Forwards response to NRC 790913 ltr re NUREQ-0570. Design 
reviews t< mods for I960 are in preliminary s tages. Schedu 1 e 
U description of interim actions end. 

STEWART, W. P. Florida Power Corp. 79/10/17. klpp 


7910310167 Notification of 791023 meeting iu/D%Vi. Df.W owners group S, 
ORNL in Lynchburg, VA to discuss DAU-1564, "Integrated 
Control Sys Reliability Analysis. 11 

CAPRA. R. A. TMI-2 Bulletins it Orders. 79/10/19. ip. 


7910310172 Notification of 791025 meeting w/tutils in Dethesda.MD re 
probabilistic assessment of station blackout l« to establish 
recommended approach for applicability regarding affected 
p lants. 

GAMMILL, W. P. Assistant Director for Operating Reactor Projects (Pro 
791030). 79/10/23. ip. 


0. Inspection reports. IE Bulletins it correspondence 


79 i 0020210 Forwards IE Insp Rept 50-302/79-2B on 790710-12. No 
noncomp 1 lance noted. 

MURPHY. C E. Region 2, Atlanta. Reactor Construction Engineering 

Support Branch. 79/08/06. 2pp. 


— 7910020217 IE Insp Rept 90-302/79-28 on 790710-12. No none omp 3 ianc e 
noted. Major areas i nspar ted : program revi eui. procedure review 
& data evaluation. 

EC0N0M85, N. Region 2, Atlanta, Office of the Director. 

HERDT.A. R. Region 2. Atlanta, Reactor Construction 6 

Engineering Support Branch. 79/0B/06. 5pp. 


7910260419 Submits supplemental info to original response tD Item A of 
notice of violation in Insp Rept 50-302/79-03. Ful 1 
compliance will be achieved by 7909 1 7. Requos ts extension nf 
previous submittal date. 

BTEWART.W. F. Florida Power Corp. 79/08/29. Ip. 


7910250446 Forwards IE Insp Rept 30-303/79-32 on 790820-22. No 
non comp 1 lance noted. 

MURPHY, C.E. Region 2. Atlanta, Reactor Construction & Engineering 

Support Branch. 79/09/04. 2pp. 


— 79102SO450 IE Insp Rept 50-302/79-32 on 79OB20-22. No n opcomp 1 ianco 
noted. Major areas inspect ed: s eisml c analysis for as-built 
safety-related piping sys. 

MODENOB. L. Region 2, Atlanta. Office of the Director. 

HERDT, A, It, Region 2, Atlanta. Reactor Construction & 

Engineering Support Branch. 79/08/31. 4pp. 


7910110117 Ack receipt of 790730 6 0824 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-302/79-23. 

LEWIS, H. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/09/06. Ip. 


■7910110123 Responds to NRC 790705 ltr re violations noted in IE Insp 
Rept 30-302/79-23. Corrective a c t i ons: add i t i on of sixth 
shift. 

BTEWART.W. F. Florida Power Corp. 79/08/23. 2pp. 


— 7910110127 Responds to NRC 750705 ltr re violations noted in IE Insp 
Rept 50-302/79-23. Corr ec tive ac t i on s : semiannua 1 evaluations 
will be prepared For all licensed personnel. 

STEWART, W.P, Florida Power Corp. 79/07/30. 2pp. 


— 7910110132 Forwards IE Insp Rept 50-302/79-23 on 790614-15 & notice Df 
viola t i on. 

LEWIS, R. C. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/07/05. 2pp 


— 7910110134 Notice of violation from insp Dn 790614-15. 

» Region 3, Chicago, Office of the Director. 79/07/05. 2pp. 


— 7910110140 IE Insp Rept 50-302/79-23 on 790614-1 5. None omp 1 1 anc e noted: 
decreased time allotted to Tequa 1 i f i cat ion program, fai lure 
of employees to attend required 1 ec t u res, f al 1 ure tD fallow 
procedure «< Inadequate 10CFR19. 12 training. 

RUHLMAN, W. A. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. JENKINS, H. D. Region 3, Chicago. Office of the 
Director. 79/07/05. 7pp. 


7910170005 Notifies of review of responses to IE Bulletin 79-05B. 
Requests addl info re proposed design description 8< 
implementation schedule for safety— grade anticipatory 
reactor trip. 

RE ID, R. W. Operating Reactors Branch 4 (Pro 791030). 79/09/07. 

13pp. 


7910030210 Responds to IE Bulletin 79-15. "Deep Draft Pump 
Def i c ienc i es. 11 Four S i ngham-Wi 1 1 ane t te Pumps. Model 1QX34D 
VCM> In use as emergency nuclear sve pumps U decay heat 
seawater pumps. Pumps are n-ot multistage. 

BTEWART.W. P. Florida Power Cotp. 79/09/10. 3pp. 


7910100069 Forwards FL Power Corp response to IE Bulletin 79-05C. 
HELTEMES, C. J. Standard 1 1 a t i on Dr anc h. 79/09/1 1 . Ip. 


7910030579 Forwards IE Circular 79-19, "Loose Locking Devices an 
Ingersol 1-Rand Pump Impellors " No action required. 
O'RElLLYiJ.F. Region 2, Atlanta. Office of the Director. 
79/09/13. Ip. 


79100501 16 Responds to IE Bulletin 79- 16 re vital area access controls, 
including establishment of criteria for granting unescorted 
access to each vital area It development of access list for 
each area w/duration not to exceed 31 days. 

STEWART, W, P. Florida Power Corp. 79/09/13. 4pp. 


791Q02O59S Forwards response to IE Bulletin 79-05C. Discusses small 
break analysis per short-term Items 2 S. 4. 

STEWART, W. P. Florida Power Corp. 79/09/14. 53pp. 


7910110351 Forwards IE Info Notice 79-22, "dual i f i cation of Control 
Sys " No action required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/09/14. Ip. 


7910150670 Discusses error by Bt<W in generic ropt "Analysis Summary in 
Support of Early Reactor Coolant Pump Trip," Section III re 
impact on non-LOCA events. Licensees endorsed applicability 
of B!<W rept in responses to IE Bulletin 79-05C. 

HELTEMES, C. J. TMI-2 Bulletins & Orders. 79/09/14, 22pp. 


7910250023 Forwards IE Insp Rept 50-302/79-33 on 790B20-24. No 
none omp 1 ianco noted. 

LEWIS, R. C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/09/14. 2pp. 


•7910250025 IE Insp Rapt 50-302/79-33 on 790820-24. No noncompliance 
noted. Major areas inspoc ted : spec i al repts & independent insp 
effort. 

MCHENRY, T. J. Region 2, Atlanta, Office of the Director. 
KELLOGG. P, J, Region 2, Atlanta, Reactor Operations Nuclear 

Suppqrt Branch. 79/09/12. 5pp. 


7910050196 Forwards response to IE Bulletin 79-21. Rosu 1 ts of review of 
liquid measuring sys within conteinmsn t, descr ip t ion of sys 
so employed & description of type of ref leg end. 

BTEWART.W. P, Florida Power Corp 79/09/17. 7pp. 
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7910300062 Forwards IE Info Notice 79-22. "Qualification of Control 
Sys, " Westinghouse 790830 Itr t< Public Svc Electric & Oac 
Co 790910 ltr re potential unr e vi ewed safety q ues t i on. Ac t i on 
required within 20 days. W/o encl. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 4Bpp. 


7910250477 Forwards IE Insp Rept 50-302/79-37 on 790902-04. No 
noncomp lianco noted 

LEWIS, R. C. Region 2, Atlanta, Reactor Construction ?, Engineering 

Support Branch. 79/09/10 2pp. 


•7910230484 IE Insp Rept 50-302/79-37 on 790902-04. No noncompliance 
noted. Major areas inspected: licensee actions re Hurricane 
□avid. 

MCHENRY, T. J. Region 2, Atlanta, Office of the Director. 
KELLDQG, P. J. Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch. 79/09/17. 3pp. 


7910050001 Responds to IE Bulletin 79-14. Exempt i on from insp 
requirements reque s t e d Ju c 1 1 f i c a 1 1 on for each exemption 
request encl. 

STEWART, W. F. Florida Power Corp. 79/09/19. 3pp. 


7910050321 Forwards response to IE Bulletin 79- 1 4. Requos ts exemptions 
for 14-lnch line from auxiliary bldg to borated water 
storage tank 8, hangar clamps located on floor drain piping 
above control complex. 

STEWART, W. F. Florida Power Corp, 79/09/19. 3pp. 


7910050336 Forwards response to Items 1 & 2 of IE Bulletin 79-16. 
Annunciator sys In auxiliary 1, intermediate bldgs need 
audibility improvements. Tone signal sys has been installed 
in radiation control area. 

STEWART, W. P. Florida Power CoTp. 79/09/21. 2pp 


7910230561 Forwards NHC 790626 ltr ro multiple equipment failures 8, 
surveillance testing errors, which was incorrectly 
d istri butod. Also forwards IE Insp Repts 30-295/79-13 l< 
50-304/79-12. Action required. 

EISENHUT, D. G. Division of Operating Reactors. 79/09/21. 49pp. 


7910150671 Responds to IE Dulletin 79-19 re packaging 8, disposal of low 
level radwas to. All low level rad waste shipped to State of 
SC. Personnel Involved in shipping radwasto will have min of 
8-h classroom training in specified areas. 

STEWART, W. P. Florida Power Corp. 79/09/24. 4pp. 


7910100052 Lists addl util responses to IE Bulletin 79-06C. 
HELTEMES, C J 7MI-2 Bulletins 8, Orders. 79/09/23. 2pp. 


7910040170 Forwards IE Info Notice 79-23, "Emergency Diesel Qenorator 
Lube Dll Coolers." No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/26. 2pp. 


7910190259 Forwards IE Dulletin 79-24, "Frozen Linos." Action 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170215 Forwards IE Info Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 4 4." No action required, 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910170737 Forwards IE Info Notice 79-24, "Overp ressur i zat i on of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/10/Ot. 2pp. 


7910250147 Confirms 791003 telcon re security problems observed during 
790020-30 8, 0911-13 insp. Util will respond to all operative 
vital area intrusion detection annunc i at i ons. Ro sponsos will 
be rocorded. Info re door locks will be provided. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/10/04. 2pp. 


7910160305 Forwards "Evaluation of Potentially Adverse Environ Effects 
on Nonsafety-Grade Control Sys. " in response to 790917 
request. Continued operation justified. 

STEWART, W. P. Florida Power Corp. 79/10/07. 2pp, 


— 7910160500 "Evaluation of Potentially Adverse Environ Effects on 
Nonsaf ty-Grade Control Sys. " 

» Florida Power Corp. # Babcock 8, Wilcox Co. * 
Gilbert/Commonwealth Cos. 79/10/07. 24pp, 


791D2603B5 Ack receipt of 791010 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/79-26. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch . 79/10/16. Ip. 


— 7910260390 Responds to NRC 790817 ltr re violation noted in IE Insp 
Rept 50-302/79-26. Correc t ive actions: al 1 procedures will be 
followed step by step while task is being performed. Briefing 
emphasizing strict compliance was held. 

STEWART, U. P. Florida Power Carp. 79/10/10. 2pp. 


•7910260393 Forwards IE Insp Rept 50-302/79-26 on 790613-17 & notices 
of violation 8, deviation. 

LEWIS, R. C. Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch. 79/09/18. 2pp 


— 7910260396 Notice of violation from insp on 790B13-17, 

* Region 2. Atlanta, Office of the Director. 79/09/12. lp 


— 7910260400 Notice of deviation from insp on 790013-17. 

» Region 2, Atlanta. Office of the Director. 79/09/12 lp. 


—7910260403 IE Insp Rept 50-302/79-26 on 79081 3- 1 7. Noncomp 1 ianc e noted 
sa f e ty-r e 1 a te d Instrumentation procedure was not followed b 
790501 commitment to correct Noncomp 1 lance 79-03-02 was not 
met, 

MESSITTiB. n. . MOON, D. T. Region 2, Atlanta, Office of the 
Director. RUHLMAN, W. A. Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch. 79/09/12. 9pp. 


R Periodic operating reports 8 related correspondence 


7910160477 Forwards Annual Environment Operating Rept 1978. Vol 1, 
nonrad iologicaliBuppl 1. 

STEWART, U. P. Florida Power Corp. 79/10/10. lp, 


— 7910160481 Annual Environ Operating Rept 197B,Vol 1 , nonrad iolog i cal , 
Sup pi 1. 

» Florida Power Corp 79/10/31. 55pp 


791 019037B Forwards monthly operating rept for Sept 1979. 
STEWART, W. P. Florida Power Corp 79/10/10. lp. 


— 7910190362 Monthly operating rept for Sept 1979. 

STEPHENSON, W. A. . DEATTY, G.P. Florida Power Corp 79/10/02. 6pp. 


S, Reportable occurrences, LEDs & related correspondence 


7910100311 RO 79-097-01P: on 7909 18, reac tor power exceeded power level 
cutoff limit of 92X. Nuclear instrumentation calibr b reactor- 
power reduced. Detai ) ed rept will follow within 14 days. 

DEATTYiG.P. Florida Power Corp. 79/09/IB. lp. 


7910030492 Forwards LER 79-083/0 1 T-0. 

STEWART, W. P Florida Power Corp 79/09/27. lp 


—7910030503 LER 79-083/01 T-0: on 790917, at 5:20 PM In Mode 1, reactor 
power levol of 9&X exceeded power level cutoff limit of 92X, 
Caused by personnel error. Procedures revised to prevent 
reoccurrence. 

COOPER, J. Florida Power Corp. 79/09/24. 2pp. 


7910100264 Forwards LER 79-064/03L-0. 

STEWART, W. P. Florida Power Corp. 79/10/05. lp. 


— 7910100276 LER 79-084/03L-0: on 790906, individual received accumulated 
whole body dose of 305 mi 1 1 irem. Caused by inadequate 
review of revisions to CFR Plant exposure record review 
program revised. 

CODPER, J. Florida Power Corp. 79/09/2B. Rpp, 


7910160472 Forwards LER 79-O05/O3L-O. 

STEWART, W. P. Florida Power Corp. 79/10/H. lp. 


—7910160400 LER 79-O05/O3L-O; on 790915, while in Mode 1, control rod 
partially dropped, Cause unknown. Rod withdrawn to group 
average position. No further corrective action deemed 
necessary. 

COOPER, J. Florida Power Corp. 79/10/00. 2pp, 


79101 B0469 Forwards LER 79-066/03L-0. 

STEWART, W.P. Florida Power Carp. 79/10/15. lp 
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— 7910180473 LER 79-O06/O3L-O: on 7909 16, c hanna 1 D reactor bldg high 
(raiivre bistable tr ipped, Caused by buildup of dust on shaft 
of reactor bldg switch B-S-62— PS. Ewi tch was disassembled, 
c leaned, roassemb led U returned to svc 
COOPER, J. Florida Pomr Corp. 79/10/10. 2pp. 


7910220290 Forwards LER 79-087/0 1 T-0. 

STEWART, W. P. Florida Power Corp. 79/10/18. Ip. 


7910300309 Forwards LER 79-087/0 1 T-l . 

STEWART, U P. Florida Power Corp. 79/10/26. Ip. 


— 7910300322 LER 79-0B7/01T-1 : on 791 01 5, dur i ng verification of computer 
analysis of seismic restra int s, s vc water reservoir 151 
found inadequately designed. Svc water reservoir redesigned 8c 
rep laced . 

COOPER, J. Florida Power Corp, 79/10/22. 2pp. 


—7910220293 LER 79-087/0 1T-0: on 791004, seven Nuclear Svcs closed cycle 
cooling sys hangers did not meet safety requirements per IE 
Bulletin 79-02. Caused by inadequate hangar design. Mod 
i.nit iatad, provid i ng min safety factor of four. 

COOPER, J. Florida Power Cotp 79/10/17. 2pp. 


7910230522 Forwards LER 79-OS0/O3L-O. 

STEWART, W. P. Florida Power Corp. 79/10/10. Ip. 


DOCKET 50-304 ZION NUCLEAR POWER STATION. UNIT 2 
F. Security, medical, emergency Sc fire protection plana 

7910110365 Forwards Revision 3 of interim security plan. Plan withheld 
(ref 10CFR2. 790). 

PEOPLES, D. L. Commonwealth Edison Ca, 79/10/04, Ip. 


— 7910230539 LER 79-08B/03L-0: on 7909 1 0, ga s eous release monitor RMA-1 was 
found 1 so lated. Caused by personnel err or. Hon i tor not 
properly returned 1 to svc following filter replacement. 

Rev ision is being made. 

COOPER, J. Florida Power Corp. 79/10/11. 2pp. 


7910230543 Forwards LER 79-QB9/03L-0. 

STEWART, U, P. Florida Power Corp. 79/10/19. ip. 


— 7910230549 LER 79-O09/O3L-O: on 790922, remote shutdown indicator for 
decay heat cooler outlet temp fa i led. Caused by failed 
resistance temp detector DH-2-TE. Replaced w/sparo 6 
returned to svc. 

* Florida Power Corp 79/10/15. 2pp. 


7910250236 Forward* LER 79-093/03L-0 . 

STEWART, U P. Florida Power Corp. 79/10/22. ip. 


— 7910230242 LER 79-093/03L-0: o n 790924. crack noted in casing drain line 
weld of makeup pump HUP— ID. Caused by cyclic vibration 
fatigue. Line repaired U returned to svc on 791006. 

COOPER, J. Florida Power Corp. 79/10/IB 2pp. 


7910250283 Forwards LER 79-091/03L-0. 

STEWART, H. P. Florida Power Corp 79/10/22. Ip. 


0. Ad juoica tory c orr o spond enc e 


7910190073 Forwards 79072S proposed findings of fact Sc conclusions of 
law. 

SEKULER, S. N. Illinois. State of. 79/07/25. lp- 


— 7910190081 Adopts certain Comm Ed proposed findings of fact 8c 
conclusions of law. License amendcre spent fuel storage racks 
replacement, should not be issued. Draft of order 8c 
Certificate of Svc end. 

SEKULER, S. N. Illinois, State of. 79/07/25. 60pp. 

7910190091 Requests corrections to statement of findings of facts «< 
conclusions of law. 

SEKULER, S. N. Illinois, State of. 79/00/01. 2pp. 

7910030607 Proposed findings of facts *c conclusions of law in form of 
Initial decision. Concurs 8c adopts licensee Proposed Findings 
1-17, ui/sDme mods. 

GODDARD, R. J. i OQL DBEFIQ. S. C . Branch 2. 79/00/03, 18pp. 


—7910030614 Memorandum of law on Minnesota vs NRC. App 1 iceb i 1 i ty of case, 
as suggested by Board, should not affoct immediate outcome of 
proc eed i ng. Cert i f 1 ca to of Svc end, 

OOLDBERG, S. C. Branch 2, 79/0B/03. 4pp. 


— 79102S0292 LER 79-091/03L-0: on 790925, power range nuclear instrument 
channel NI-5 was erratic causing multiple trip oignals on 
reactor protection sys channel A. Caused by rapid temp change 
from area around instrumentation detector. 

COOPER. J. Florida Power Corp. 79/10/17. 2pp. 


7910040 112 Reply to intorvenor 790725 proposed findings of fad 8c 
conclusions of law 8c to intorvenor 790727 supporting brief 8c 
accompanying motion for s tay. C er 1 1 f i ca ta of Eve end. 

STEPTOE.P. Commonwealth Edison Co, BTEPTOE.P. Isham, Lincoln 8c 
Deale. 79/00/07. 25pp. 


7910250294 Forwards LER 79-G90/03L-0. 

5TEUAR T, W. F . Florida Power Corp. 79/10/22. Ip. 


— 7910250309 LER 79-090/03L-0; on 790924, rea c tor bldg temp was 136 F. 
exceeding Tech Specs. Caused by failed temp transmitter 
Cl 563 TT. Tamp transmitter replaced ui/spare 8c returned to 
svc. 

COOPER, »). Florida Power Carp. 79/10/16. 2pp. 


7910250347 Forwards LER 79-092/03L-0. 

STEWART, U. P. Florida Power Corp, 79/10/22. Ip. 


7910040670 Response to NRC proposed findings of fact 8< conclusion of 
taw, Does not abject to NRC mods of util proposed findings, 
except re NRC i n t orpro tat i on of 40FR42801 . Cer tl f 1 ca t e of 
Svc end, 

STEPTOE, P. F. Commonwealth Edison Co. BTEPTOE.P. P. Isham, Lincoln ?i 
Beale, 79/00/10, 4pp. 


7910030625 Memorandum order denying State of 
stay of proceeding. Possibility of prevailing 
injury to Intorvenor 8c harm to other parties 
shown. 

WOLFrJ. F. Atomic Safety and Licensing Board 


1L 790727 motion for 
on merits, 
have not been 

Panel. 79/00/27. 4pp. 


•7910250358 LER 79-Q92/03L-0: orv 790925. in Mode 1, Union recirculation 
fans FSF-l !c F5F-2 failed to start during functional test. 

Caused by faulty design which rendered motor overloads 
inadequate for fan operating characteristics. 

COOPER, J. Florida Power Corp, 79/10/17. 2pp. 


7910090234 Memorandum 8c order ruling on ABLB 790014 notification re 
pipe cracks in stagnant Unrated wateT sys at PWRs 8c IE 
Bulletin 79-17 raising possible problem* re use of Typo 304 
stainless steel. Affidavits re extent of uis should be filed. 

WOLF, J. F. Atomic Safety and Licensing Board Panel. 79/09/14. 3pp. 


7910300333 Forwards LER 79-095/03L-0. 

STEWART. U, P. Florida Power Cnrp. 79/10/25. Ip. 


—7910300340 LER 79-09S/03L-Q: on 790930. remote shutdown indicator for 
decay heat cooler outlet temp DK-40. TI discovered to be 
i noperab le. Caused by defective meter movemen t. Movement 
replaced 8c returned to svc. 

COOPER, J. Florida Power Corp. 79/10/25. 2pp. 


7910300345 Forw*rds LER 79-094 /03L-0. 

STEWART, U. P. Florida Power Corp. 79/10/25. Ip. 


—7910300353 LER 79-094 /03L-0; on 790927. on c e-th r ough steam generator Q 
isolation valve M6V-149 was not properly tested prior to 
being returned to svc. Caused by defective procedures. 

Procedures will be Tevised. 

COOPER, J. Florida Power Corp. ,79/10/19. 2pp. 


7910310029 Motion for continuance until 791019 for filing affidavits 
per ASLD 790914 memorandum 8c order. Add! time needed for 
collection !< analysis of data re stress corrosion cracking. 
Certificate of Bvc end. 

BTEPTCE, P. Commonwealth Edison Co. BTEPTOE.P. Isham, Lincoln 8, 
Beale. 79/10/04, 3pp. 


7910190107 Memorandum 8, order granting applicant 791004 motion for 
extension ontil 791102 to respond to ABLB 790914 order. NRC 
should file response on 791102, Btate of IL on 791116 8< any 
rebuttal on 791130. Good cause has been eetab 1 lshett. 

WOLF, J. F. Atomic Bafety and Licensing Board Panel. 79/10/09. 4pp. 


H. Ooneral correspondence 


7910010364 Discusses reorgani cation of des Ign, opera tinns 8c licensing 
activities, 

REEDxC. Commonwealth Edison Co. 79/09/21. ip. 
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7910030509 Notifies of Internal r eorgan t rat i on of nuclear activities. 
All correspondence re licensing should he directed to 
DU Peoples. 

REED. C. Commonwealth Edison Co. 79/09/81 2pp 


7910230270 Forwards addl detailed info re util resources J. technical 
capabilities available to handle unusual events. 

JANECEK, R.F. Commonwealth Edison Co. 79/10/16. 240pp 


J. Insurance 6 indemnity information 


.it* of anaH* 1 ’ 

'910020392 Bubmits re-* ;j;nt 


of 10- inch vent valvs i:lol 
Valve* wl 1 1 properly 
pr » liur I i at I on 
79/OV/aS l|> 


7910030466 Forwards r*vi»l* >n 
protection. . ». h 

PEOPLES. D. L Cofn'P t » n,,, ® 


to Tech llpeet t« provide overp r *#*i»r 
Edi*on Co 79/09/2* 2 pp 


—7910030467 Tech Spots fd r 

» Cammonwea 1 1 * Ed i s 


1 aw 
Co 


twmp over p t-««tiir e protection 
79/09/116 Upf 


7910230176 Forwards Amend 10 to Indemnity Agreement 0-59 

3ALTZMAN, J. Antitrust h Indemnity Group. 79/10/10. 2pp 


P. Operating license stage documents Si correspondence 


for valve (iperib 1 1 I ly re c cmt eiiimn 
7910220413 Forward* normal (iff'dilon Request* 

purging & venting dur 1 V 9 , v * o l i P 1 c #t t nn progran 
commitment to implement valve 


p roil r am w( thin 


30 days. 


.. Ilea* lor* 


itunu/j i 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790B01 
to 791101. 

DENTON, H.R Office of Nuclear Reactor Regulation. 79/OB/lO. 49pp 


, ft)r chAiigtt l» i. ill'll 

79100402B1 Fot war d s requas* uatar chcmlitry muni luring L 
implementation of secondary 

control program. .. Fd , * fl i, Co /9/09/2II i?(i n 

PEQPLEB. D. L f oMO"W*» 1 th 


7910090577 Forwards results of review of atmospheric dispersion factors 
for 13 p Iants. Requests confirmation of accuracy of exclusion 
area boundaries. 

HULMANiL.G. Hydrology Meteorology Branch. 79/09/04. 13pp. 


7910090571 Informs of NRC acceptance of Revisions B l 9 It Comm Ed 
QA Topical Rept CE-t-A. "Comm Ed Co OA Program for Nuclear 
Generating Stations. " 

HA ASS. W. Qua 1 i ty Assurance Branch 79/09/ 11. Ip. 


79100404B2 Forwards Amends 51 t< 48 to Licenses DPR-39 Si DPR-4B, 
reap ec t Ively i saf c ty evaluation S< notice of issuance ?< 
aval lab 1 1 i ty . 

SCHWENCER. A. Operating Reactors Branch 1 (Pro 791030) 79/09/17. 

3pp. 


>4 + to am on (1 W'N •'"> •" l« t*!) 

— 79100402 B 2 Ap p I ic o t * mu n i t or I ng ». Mintrol program 

is?::: v» >«« 


. a - iqyo safety evaluation "Uleem DviieealAr 

7 , ^r 5 Vi™ris.hS t ?^ 2 n «... ...... 

J :;!;!;; 1 «"•*» ■««.«» “»« 


i & v&sk " 


-7910220493 "Steam Oenerator Water Hammer lerhiiliel Evaluation 
4- .4 * ~ . ■7tj4n<l/l!l 23110 


•7910040403 Amends 51 ti 48 to Licenses DPR-39 & DPR-48. respec t ively . 
revising ET5 to delete 0 F/hour rate of temp change under 
normal startup \< shutdown. 

BCHWENCER, A. Operating Reactors Branch 1 (Pre 791030) 

79/09/17. 14pp. 


7910110300 Responds to 7907:K> . OIU'O K O'JIH request* Hiraddl H«fP 
containment purge R. ventiiiO » * f a ! ..‘. l 1 \ "* , 

outlined goes t i nn Si imndor 
response to requeot. 

PEOPLES. D L. Commonwealth (id i si on tl» 


Format tn NMI: Mir review In 


/9/ |()/l)4 Hpp 


— 7910040490 Environmental impact appraisal supporting Amends 51 *- 40 to 
Licenses DPR-39 t< DPR-48. respec t ivel y. 

a Office of Nuclear Reactor Regulation. 79/09/17. 7pp. 


■7910040492 Notice of issuance & availability of Amends 51 t< 40 to 
Licenses DPR-39 <i DPR-4B. respec tl ve 1 y. 

8CMWENCER, A. Operating Reactors Branch 1 (Pre 791030) 
79/09/17. 2pp. 


7910020702 Notifies util that response to NRC 700202 Itr re potential 
for reactor cavity annulus seal ring to become destructive 
missile during LOCA acceptably resolves problem 

BCHWENCER. A. Operating Reactors Branch 1 (Pro 791030), 79/09/IH. 

2pp. 


7910030028 Forwards NRC requirements for auxiliary feedwater sqs t, 
requests that plant designs t< procedures bn evaluated 
against applicable requirements to determine deyreo of 
conf ormi ty 

EI8ENHUT. D G. Division of Operating Reactors. 79/09/IB 29pp 


7910110269 Forwards "Evnludtlon ti P I rvt e r»i M lilt* lletw#»H Nnueefeti 
Sys t< Safety-Orndr 3y * for Zluit (ltd! tl tin" h "live 111* 1 1 UN It* 1 
Interaction Between Nonsatety Or»d« fly* t list * ty Grade My# 
for Dresden Sc Quad- Cl t i es (Itatlnns. ” 

PEOPLES. D. L, Commonweal Ui frill non C o 79/ iO/Oft 3PP 


7910110203 “Evaluation (if In trrac linn* llstueeti Nttiitafelit liretln 
Safety-Grade By a For Zion illation '* 

» Commonwealth Ed Uon Co /V/IO/IW H4pp 


7910220327 Forward* add 1 i*iFo re me 1 7> o do I ilfly for r! B i Pf mi r*| i'0 4dgi 
voltage condition*, in ronpunse to y/flV I t request r# 

review of adequacy of electric d I s l r I tin 1 i hq M|« volleys* 
will bo submitted by 791101. 

JANECEK. R, F. CDnmonwfnltli Edison C I) /V/ 1 0/1)9 *>Pt 


7910300410 oiacuseet 79 1 OOO tplien w/lt npimnud re I nip nf faxiM 
in Aug 1979, 

REEVES. E, A. Operating Rnac tori |li-«nth 1 U'r» 79l0:illi 79/11 

Ip- 


7910100044 Forwards evaluations requested 790905 nf all plants 
previously using pipe stress analyses based on unacceptable 
algebraic summation techn iques. A1 1 stresses within allowable 
1 Imi ts. 

SCHWENCER. A. Operating Reactors Branch 1 <Pre 791030). 79/09/IB. 

2pp. 


— 7910100064 Responds to ltrs reporting results of seismic roanalysia nf 
reactor coolant piping per IE Bulletin 79-07. Matter 
resolved. Bafety evalua t ion one 1. 

BCHWENCER, A. Operating Reactors Branch 1 (Pre 791030). 

79/07/03. 2pp. 


-79 10 J00072 Safety evaluation re seismic reanalysis of reactor coolant 
piping p»r IE Bulletin 79-07, Requirement* satisfied, 
e Office of Nuclear Reactor Regulation. 79/07/05. Ip. 


7910030256 Notlfie* that util will follow NRC recommendation & combine 
reeponee to NRC 790006 ltr re degraded grid voltage 
w/re kpons e to NRC 790B08 generic request to all power 
reactor licensee* on same subj. 

NAUQHTON. W. F. Commonwealth Edison Co. 79/09/20. ip. 


7910300414 Discusses 79 iqoli telcon w/m Berry r« facility •vanuit 
plan «- conflicting repU from HIIC. 

REEVEB. E. A. Operating Reactnn nraruh I H*r# '/'IIOIKH 79/ji 

lp. 


7910230303 Forurard* commitrnentt to meet TMI -2 l.Biton* l,»*rhH 1 
Emergency Pre pare. , in* *B Tank F#p(i r uqul r#**»nte re Foci* t> *> 

7 of NRC 79091J! ltr, Dsmonitratlpq of t t/mp 1 1 *nt e for l>r«iH(#r» 
Unit 1 will he sent in Nov 1900 

REED. C. CommoTuueo 1 t h Ed 1 eon Co. 79/10/111 S*»pp 

7910230291 Forward* ritponiii lo FfllC ohort-ter* r*i;i)A»*'nd*U«n: 
infi nnt y .,«-t» W K l"" r a f or • ii t, oi 1 1 ti • J «frfqve*t#fil 

i u *' u 7 fcil W^tnohom* invattlyaiM 

possibility OF generic reaponea. 

PEOPLES, D. L, Commsnwea Ibh H if 1 a fin Co. 79/10/19 84pp 


iroposed cSingit to rEmi n W version of "RC» UOCA Heo/uilyi 
& affidevit Enel #C *' p 1 1 •«* withholding 

PEOPLES, D L lrsf 7W> 

PEOPLES, D.L Cqmmo„ UMU h Ed loon Co 79/10/32 9pp 
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? 1 0310322 Forwards proposed change to Tech Specs 3 2. 2-4. B. 
request for proprietary s t a tui. a f f Ida vi t 8, n onpr op ri etaru 
version of "ECCS LCCA Hear a J ys i % . » 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/22. Spp. 


-7910310326 Proposed changes to Tech Specs 3. 2. 2-4. a ra allowable LClCA 
peaking factor limit. 

* Ccmmonuea 1 th Edison Co. 79/10/22. 4 pp 


-7910310331 "ECCS LCC/i lieana 1 ysis, " nonproprietary version 
* Commonwealth Edison Co, 79/10/22. 116 pp. 


7910190343 Responds to IE Bulletins 79-02,79-13,79-14 re pipe support 
base plate designs, cracking in feeduiater sys piping 8, 
seismic ana lyses, respec 1 1 vely. Request s extension of time to 
complete insps. Extension will have no adverse effects. 

PEOPLES, D.L. Commonwealth Edison Co. 79/09/11. 4 pp. 


7910190331 Submits status rept per Jul 1979 d i a c uss i on, 1 n response to 
IE Bulletin 79-02, re pipe support base plate designs using 
concrete expansion anchor bolts. Describes scope, progress 2, 
manpower of anchor assemblies through 790910. 

PEOPLES, D, L. Commonwealth Edison Co. 79/09/11. 3pp 


*10310172 Notification of 
probabilistic assessment 
recommended approach for 
plants. 

QANMILL, W P. Assistant 
7910301, 79/10/23. Ip, 


791025 meeting u/utils tn BethesdaiMD re 
of station blackout 8, to establish 
applicability regarding affected 

Director for Operating Reactor Projects (Pro 


Inspection reports, IE Bulletins St correspondence 


7910030220 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersoll-Rand Impellers. 11 No action required. 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director 79/09/13 

Ip. 


7910240047 Forwards IE Insp Repts 50-295/79-1 B 8, 50-304/79-17 on 
790001-30. No noncompliance noted. 

HEIBHMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/14. 2pp, 


10090321 Forwards IE Bulletin 79-19, "Fac 
for Transport !< Burial. " Action required. 
KEPPLER, J. G. Region 3. Chicago, Office 
lp 


kaglng of Lou Level Rad waste 
of tho Director. 79/OB/lO. 


10090151 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. " Action required. 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director 
lp. 


79/03/ 1 3. 


f.n? 5 . 0 ? 92 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
VRC Licensed Individuals, 14 No action required, 

^EPPLER, J. G. Region 3, Chicago, Office of the Director. 79/00/14. 


10050435 Forward s IE Circular 79-17, "Contact Problem in SB-12 
iwitchos on OE Metalclad CiTcult Breakers. “ No action 
■equi red. 

IEPPLER.J- G. Region 3, Chicago, Office of the Director. 79/00/14 
lp. 


0030795 Forwards IE Bulletin 79-02, Revis , on 1. Suppl I, "Pipe Support 
tase Plate Designs Using Concrete Expansion Anchor Bolts " 
ictiofii requirod, 

EPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/00/20 

Ip. 


— 7910240067 IE Insp Repts 50-295/79-10 «, 50-304/79-17 on 790001-30. No 
noncomp ] lance noted. Major areas 1 ns p ec ted : p lan t operations, 
physical protocti on, phys leal b arr i er s, ac c e ss control 8< 
communications, revi ews & aud 1 1 s, ca 1 i br 8, LER rept Followup. 

KOHLER, J. E. ■ BPESSARD, R. L. Region 3, Chicago, Reactor 

Operations Nuclear Support Branch. 79/09/12. 9pp. 


7910300002 Forwards JE Info Notice 79-22, "Qua 1 1 f i cat i on of Control 
Sys," Westinghouse 790330 ltr 8, Public Svc Electric 8, Can 
Co 790910 ltr re potential unroviewed safety ques 1 1 on. Ac t i on 
required within 20 days. W/o and. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 


7910240000 Responds to IE Bulletin 79-13, "Audibility Problem 
Encountered on Evacuation of Personnel from High Noise 
Areas. " Hods issued to install addl ovacuation sirens at 
several outside locations. 

PEDPLEB, D. L. Commonuiaa 1 th Edison Co. 79/09/20. 4pp. 


7910160021 Responds to IE Bulletin 79-19 re packaging 8, disposal Df low 
level ra d was t e All requirements followed. 

PEOPLES, D. L, Commonwealth Edison Co. 79/09/21. 3pp 


791017 1 062 Responds to IE Bulletin 79-31 . Forward s "Temp Effects on 
LdvbI Measurements. ir 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/21. lp. 


0040106 Forwards IE Insp Repts 50-295/79-17 t< 50-304/79-16 on 
90808 , No none nmpl iance noted. 

IORELLI , G. Region 3, Chicago, Reactor Construction 8, Engineerin' 

upper t Branch. 79/08/24. 2pp, 


910040106 IE Insp Repts 50-295/79-17 h 50-304/79- J fa un 790B0B No 
noncompliance noted Major areas Inspec ted : 1 icensee actions 
re IE Bulletin 79—14 6 work procedure review. 

YIN, I.T. , DAN1ELSDN, D. H. Region 3, Chicago, Office of the 
Director. 79/00/22. 3pp 


JMOigg Forwards response to IE Dullotin 79-15. "Deep Draft Pump 
sfi c lent us. " ' 

SED, C. Commonwealth Edison Co. 79/09/05. 20pp. 


,-7910171063 "Temp Effects on Level Measurements. " 
« Commonwealth Edison Co. 79/09/21. 0 pp, 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures ?, 
surveillance testing errors, wh ich was incorrectly 
distributed. Also forwards IE Insp Repts 50-295/79-13 8, 
50-304/79-12. Action required. 

E I BENHUT, D. G. Division of Operating Reactors. 79/09/21. 49pp. 


7910110111 Forwards IE Circular 79-20. "Failure of GTE Sijlvania Relay, 
Type PM Bulletin 7303, Catalog 5U12-11-AC w/120 Volt ac 
Coil." No action required. 

KEPPLER, J. 0. Rogion 3, Chicago, Office of the Director 79/09/24 
lp- 


1160140 Forwards IE Insp Repts 30-295/79-lfa 
10701-0801 8< notice of violation. 

• ISHMAM. R, F. Region 3, Chicago, Reactor 

ipport Branch. 79/09/06. 2pp. 


!< 50-304/79-15 on 
Operations Nuclear 


7910040195 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Qil Coolers, M No action required 

KEPPLER, J. G. Region 3, Chicago, Office of tho Director 79/09/26 
lp 


110160147 Notice of violation front insp on 790701-0BQ1 
* Region 3, Chicago, Office of the Director. 79/09/06. 


lp- 


'10160156 IE Insp Repts 50-295/79-16 8« 50-304/79-15 on 790701-08 
None ompt lance no ted: fa i lure of individuals wor k 1 nq in 
radiation area to wear required respirators 

Sire^;r: E 79%9/of D ’7pp: 981051 3 ’ C<, ‘ Ca90j of the 


Uci 7 - 79-20,^ ftevislon I. "NRC Enforcement 

NRC Licensed Endivi rfua l-s, u Notice rei&aured to 
rrect word omission 8, punctuation error which changed 
** a tem ® nt - Changed statement underlined in text. 

PPLER, J. G. Region 3, Chicago, Office of the Director 
P- 


79/09/0 


7910040034 Forwards IE Info Notice 79-24, "Froxen Lines." No action 
requ i rad, 

KEPPLER, J. G. Region 3, Chicago, Office of the Director 79/09/27 
lp. 


7910170241 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 8 4." No action required. 

KEPPLER, J.G. Region 3, Chicago. Office of the Director 79/iO/Oi 
lp. 


7910180590 Forwards IE Info Notice 79-24, "Overpressur 1 xa t ion of 
Containment of PWR Plant After Main Steam Line Break. " No 
ac tion required, 

KEPPLER, J. G. Region 3, Chicago, Office of thn Director 79/10/01 
lp. 


16Gi9B Submits status rept in response to IE Bulletin 79-i 
eismlc Analyses for As-Built Safety-Re lated Piping Su's " 
scribes scope, progress, manpower 8, completion schedule for 
cesalble 8, inaccessible insps 

3PLES.D.L. Commonwealth Edison Co, 79/09/11. 3pp. 


7910110356 Submits addl response to IE Bulletins 79-01 8< 79-01A ri 
environ qualification of Class IE equipment. Submi ts 
justification for continued use oP switches not 
environmentally qualified until replacement. 

PEOPLES, D.L, Commonweal th Edison Co, 79/10/04. 2pp. 
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7910230653 Corrects oversight re switches reported on 790806 as not 
environmentally qualified for app li c at 1 on- Submi ts addl info 
rs util justification for continued operation until switches 
are replaced. 

PEOPLES. D. L. Commonwealth Edison Co. 79 / 10 / 04 . 2 PP 


7910260376 Approves request for time extension re completion of insps 
required by IE Bulletins 79-21,79-13 h 79-14. P 

KEPPLER* J. G. Region 3# Chicago, Office of tho Director 79/10/04 
Ip. 


7910050744 Forward, EQfaQ Idaho, Inc consultant repts re steam generator 
water hammers, 

MACKAY. S. Plant Systems Branch (Pro 7910301. 79/09/14. ip. 


7910020691 Discusses action recommended by LLL to correct design 
deficiency in overpressure protection sys. Valves associated 
w/overpressuri jatlon are susceptable to loss of offsite 
power resulting in uncontrolled RCS blowdown. 

LA1NA8.G., CHECK, P. Plant Systems Branch (Pre 791030). 79/09/18. 


7910310253 Forwards Revision 2 to IE Bulletin 79-13, "Crackinq 
Feedwater Sys Piping. ” Action required. 

KEPPLER, J. Q. Region 3. Chicago, Office of tho Director 


in 

79/10/19. 


R. Periodic operating reports fa related correspondence 


7910040267 Forwards errata shoot for previously submitted 
radioactive effluent repts for Jan-June 1979 . 

WANDKE, N. E. Commonwealth Edison Co. 79/09/17. |p, 


environ fa 


7910020837 Notifies that util response to NRC 780202 Itr re potential 
for reactor cavity annulus seal ring to become destructive 
missile during LOCA acceptably resolves issue. 

SCHUENCER/A. Operating Reactors Branch 1 <Pre 791030) 79/09/IB 

2pp. 


7910020819 Responds to 790730 ltr. No objection to check of dedicated 
telephone line for daily operating status rept to NRC ofc. 

KEPPLER. J. 0, Region 3. Chicago, Office of tho Director. 79/09/19, 


*--7910040291 Errata sheet to environ & radioactive effluent roots for 
Jan-Juno 1979. 

* CDirmonwBalth Edison Co, 79/06/30, 2 pp. 


7910150474 Forwards monthly operating rept for Sept 1979 
MATTHEWS, E. R. Commonwealth Edison Co. 79/10/09. Ip 


DOCKET 30-303 KEWAUNEE NUCLEAR POWER PLANT 
0. Adjudicatory correspondence 


7910090605 Orders termination of civil penalty proceeding. NRC 
incident was solated act fa approves licensee corrective 
action®. Licensee agrees to pay civil penalty fa withdraws 
request for hearing. 


agrees 


SMITH, I, W. Atomic Safety and Licensing Board Panel. 79/07/17. 2PP 


P. Operating license stage documents fa correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power p lan Is. Amend defers 
implementation of physical search requirements from 790B0I 
to 791101. 

DENTON, H, R. Office of Nuclear Reactor Regulation, 79/OB/lO. 49pp. 


7910030004 Forwards steam generator water hammer safety evaluation 
Plant mod not necessary. Operating repts will be monitored 
for indications of water hammer. 

LA I NAS, 0. Plant Systems Branch (Pro 791030), 79/09/03. 2pp 


7910030026 Forwards NRC requirements for auxiliary feedwater sys fa 
requests that plant designs fa procedures be evaluated 
against applicable requirements to determine degree of 
conformity. 

EISENHUT, 0. 0. Division of Operating Reactors. 79/09/21. 25pp. 






purging fa venting during normal operation, Requests 
commitment to implement valve qualification program wi thin 
30 days. 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910170315 Forwards response to 790717 request for addl info re 
degraded grid vn 1 tage. Und ervo ltage relays will be added to 
protect safeguard continuous duty motors from long-term 
degraded voltage operation. 

MATHEWS, E. R. Wisconsin Public Service Corp 79/10/11. 4pp. 


7910250264 Responds to 790B27 fa 0914 requests for add) Info re 
containment purge fa vent sys. Facility dues not have on-line 
purge sys. Containment temp fa humidity is controlled 
independently of purge fa ventilation sys 

MATHEWS, E. R. Wisconsin Public Service Corp. 79/10/18. 6pp. 


* mm™- MB *f 10na6 to 790913 request for commitment to recommendations 
of NUREG-0578, Spec i f ic commitments deferred until mod 
proposed to accomplish intended task u/o compromising other 
safety functions. Rept will be submitted by 800101. 

MATHEWS, E, R, Wisconsin Public Service Corp. 79/10/19, 30pp. 


7910230287 Forwards proposed Tech Spec Amend 40 re fire protection. 
MATHEWS, E. R. Wisconsin Public Service Corp. 79/10/19. 2 pp. 


7910030003 Safety evaluation re steam generator water hammer. Hater 
hammer not likely during normal oporation 
* Plant Systems Branch (Pro 7910301. 79/09/30. Hpp. 


79 !»r 4 5nnnnT°v^n ,’"™n!LS Val Ua • l ° n ° f stDnm 9 eno '' at ° T water hammer 
per 750801,760310 fa 700203 submi ttnl n. No mads required, 

NRC will continue to monitor operating repts. 

SCHWENCEH, A. Operating Reactors Branch 1 (Pro 791030) 79/09/1’) 

2 PP- 


■7910250290 Proposed Tech Spec Amend 40, adding fire protection sys 
committed to in Amend 23, deleting mods required as license 
condition, adding 3-man fire response requirements fa 
correcting inconsistencies. 

* Wisconsin Public Service Corp. 79/10/19. 7pp. 


7910250266 Forwards corrected Page 27 of Cycle 5 startup rept. 
MATHEWS, E, R. Wisconsin Public Service Corp. 79/10/22. 2 pp. 


7910040005 Safety evaluation of steam generator water hammer at 

faculties, 

* Operating Reactors Branch 1 (Pre 791030), 79/09/13. 4pp. 

7910190266 Discussps review re secondory sys flow ins tabi 1 i tl es. Water 
hammer events due to vapid steam condensation In feedwater 
sys at facility are not likely to occur, Forwards safety 
evaluation. 

8CHUENCER, A, Operating Reactors Branch 1 (Pro 791030). 79/09/13. 


-7910190279 Safety evaluation re steam generator water hammer. Cone ludes 
water hammer not likely to occur. 

* Operating Reactors Branch 1 (Pre 791030), 79/09/30, 5pp. 

7910020727 Forwards request for addl Info re containment purge fa vent 
sys, Requests info within 30 days. 

SCHWENCEH, A. Operating Reactors Branch 1 (Pre 791030) 79 / 09/14 

3pp. 


7910050107 Provides addl info to 790618 response to IE Bulletin 79-01. 
List of A8CD solenoids used in containment on safety-related 
air operated valves has been established. 

MATTHEWS, E. R. Wisconsin Public Service Corp. 79/09/14. 2pp, 


7910300253 Returns copy of Amend 7 to Indemnity Agreement B-53 for 
signature. 

MATHEWS, E. R. Wisconsin Public Sorvice Carp. 79/10/24. 2pp. 


7910300161 Ack receipt of NRC 790810 ltr re incorporation of previnits 
agreement fa commitment to Reg Quide 1,8 into Tech Specs 
No need to confuse existing Tech Specs w/redundant 
requirements re key nuclear plant personnel. 

MATHEWS, E, R. Wisconsin Public Service Corp, 79/10/25. Ip. 


0. Inspection reports, IE Bulletins fa correspondence 


7910090534 Forwards IE Bulletin 79-19, "Packaging of Low Level Raduiaste 
for Transport fa Burial. " Action required. 

KEPPLER, J, 0, Region 3, Chicago, Office of the Director. 79/OB/lO 
Ip. 


7910090209 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements." Action required. 

KEPPLER, J, 0 . Region 3, Chicago, Office of the Director. 79/00/13. 
Ip, 
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710050439 Forwards IE Info Notice 79-30. "NRC Enforcement Policy - 
NRC Licensed Individuals. '• No action required. 

KEPPLER. J. G. Region 3, Chicago, Office of the Director. 79/00/14 
Ip- 


710050507 Forwards IE Circular 79-17. "Contact Problem in SB-12 
Switches on CE Metalclad Circuit Breakers. ” No action 
required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/0B/14. 
lji. 


710020731 Forwards IE Insp Rept 30-305/79-14 on 790724-27 *, 0001-03 *< 
notice of violation. 

HEISHMAN. R. F. Region 3. Chicago, Reactor Operations Nuclear 

Support Branch. 79/00/29 2pp. 


-7910030723 Notice of violation from insp on 790724-27 6 0801-03. 

* Region 3, Chicago, Office of the Director. 79/00/27. ip. 


-791-0020735 IE Insp Rapt 50-305/79-14 on 790724-37 & 0801-03 
Noncomp 1 i ante no ted: refuel Ing water storage tank vo) less 
than Tech Spec requirement. 

CHOULES, N. C. . WARWICK. R. F. Region 3, Chicago, Office of the 
Director 79/08/27. 7pp. 


110020326 Forwards IE Info Notice 79-20. Rovi sian 1, "NilC Enforcement 
Policy - NRC Licensed Individuals, " Notice reissued to 
correct word omission 6 punctuation error which changed 
intent of statement. Chang ed statement underlined in test. 

KEPPLER, J. G. Region 3, Chicago. Office of the Director. 79/09/07. 
ip. 


>£0260366 Responds to IE Bulletin 79-15. "Deep Draft Pump 
Deficiencies." Four deep draft pumps are used in svc water 
sgs. Shaft stabiiiier Installed on pumps to prevent wobble, 

No significant problems experienced. 

MATHEWS, E. R Wisconsin Public Service Corp . 79/09/12, 2pp. 


‘10030237 Forwards IE Circular 79—19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers." No action required. 

KEFPLER, J. 0. Region 3, Chicago, Office of the Director 79/09/13. 
Ip- 


'10050114 Notification of completion of insp of safety-related piping 
sys for conformance to seismic analyses per JE Bulletin 
79-14, Engine er Ing Tevlew of discrepancies indicates no 
substantial problems. 

MATTHEWS, E. R. Wisconsin Public Service Carp. 79/09/17. 3pp. 


10050365 Forwards response to IE Bulletin 79-21, "Temp Effects on 
Level Measurements. " Description of steam generator *. 
pressuriiar water level sys 6 list of safety t< control 
setpoints enc 1. 

MATTHEWS, E. R. Wisconsin Public Service Corp. 79/09/17. 9pp. 


10300002 Forwards IE Info Notice 79—32, "Qualification of Control 
Sys, " Westingh ouse 790330 itr 6 Public Bvc Electric 6 Has 
Co 790913 Itr re potential unreviewed safety q uos t i on, Ac t ion 
required within 20 days. W/o end. 

DENTON. HR. Office of Nuclear Reactor Regulation. 79/09/17. 4Bpp 


100907B5 Responds to IE Dulletin 79-13, "Audibility Problems 
Encountered W/Evaeuation of Personnel From High Noise Area." 
Results will be forwarded within month. 

MATHEWS, E. R. Wisconsin Public Service Carp, 79/09/21. ip. 


10230561 Forwards NRC 790626 lfcr re multiple equipment failures 6 
surveillance testing errors, which was incorrectly 
distributed. Also forwards IE Insp Repts 50-295/79-13 t< 
50-304/79-12. Ac ti on required. 

EISENHUT, D. G. Division of Operating Reactors. 79/09/21. 49pp. 


10-110150 Forward » IE Circular 79-20, "Failure of QTE Sylvanfa Relay, 
Type Ph Bulletin 7305, Catalog 5U12-1 1-AC w/120 Volt ac 
Coil." No action required. 

KEPPLER, J. G. Region 3, Chicago. Office of the Director. 79/09/24. 

IP- 


10130197 Responds to request for addl info re IE Bulletin 79-01, All 
p oiuer, con trol It instrument cable used in safeguards In 
containment at util aTe qualified post-LOCA. 

MATHEWS, E. R. Wisconsin Public 8ervice Corp. 79/09/25. 2pp. 


10040263 Forwards IE Info Notice 79—23, "Emergency Diesel Generator 
Lube Oil Coolers." No action required. . 

KEPPLER, -J. G. Region 3, Chicago, Office of the Director. 79/09/26 
Ip. 


7910040066 Forwards IE Info Notice 79—24, "Frojun Lines." No action 
required. 

KEPPLER, J G. Region 3, Chicago, Office D f the Director. 79/09/27. 
Ip. 


7910230233 Responds to IE Bulletin 79-19, “Packaging of Low Leva! 
Radioactive Waste for Transport R Burial." QA audit of 
radwaste transport activities initiated. 

MATHEWS, E.fl. Wisconsin Public Service Corp. 79/09/28. 2pp. 


7910170261 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 M, 11 No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/01. 
Ip. 


7910180640 Forwards IE Info Notice 79-24, "Overpre ssur i xa t i on of 
Containment of PWR Plaint After Main Steam Line Break. " No 
action required. 

KEPPLER, J. 0, Region 3, Chicago, Office of the Director. 79/10/01. 
Ip. 


7910110403 Responds to NRC 790917 request for addl info re environ 
interaction issue identified In IE Info Notice 79-22. 
Meetinghouse review of pastuloted scenarios lndentified no 
adverse conditions resulting from environ interaction. 

MATHEWS, E, R. Wisconsin Public Service Corp. 79/10/08. 0pp. 


7910310267 Forwards Revision 2 to IE Dulletin 79-13, "Cracking in 
Feedwater Sys Piping." Action required. 

KEPPLER, J. Q. Region 3, Chicago, Office of the Director. 79/10/19. 
Ip, 


R, Periodic operating reports 6 related correspondence 


7910150514 Forwards monthly operating rept for Sept 1979. 

MATTHEWS, E. R. Wisconsin Public Service Corp. 79/10/09. Ip. 


— 7910150523 Monthly operating rept for Sept 1979. 

WALLACE, J. J. Wisconsin Public Service Carp. 79/10/01. 4pp. 


S. Reportable occurrences, LERs U related correspondence 


7910260283 Forward n LERs 79-024/03L-0 £, 79-025/031.-0, 

MATHEWS, £. H. Wisconsin Public Service Corp. 79/10/22. ip. 


— 7910260330 LER 79-024/03L-0: on 790922, one of two D/0 sets was loft in 
pullout for 10-h following monthly loaded run survei lianco 
procedur e, Caused by revised procedure not containing method 
for placing D/Q back in AUTO. 

RUITER,O.H. Wisconsin Public Service Corp. 79/10/22. ip, 


——7910260334 LER 79-025/03L-0: on 790922, leak discovered on luhe oil 
sample for one of two diesel generator sets. Caused by metal 
fatigue due to vibration stresses. Copper tubing replaced 
w/s tain 1 ess steel . 

RUITER.O.H. Wisconsin Public Service Corp. 79/10/22, ip. 


7910300226 Forwards LER 79-026/03L-0. 

MATHEWS, E. R. Wisconsin Public Service Corp. 79/10/26. Ip. 

— 7910300229 LER 79-026/03L-0: on 770928, SBV train A charcoal filter FP 
control valve stuck in open 6 closed positions during 
tes ting. Caused by sticking of relay which activates FP 
control valve solenoid op era tor . Va 1 ve cleaned, 

RUITER. C. H. Wisconsin Public Service Corp, 79/10/26. Ip. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 


F. Security, medical, emergency ?< fire protection plans 


7910050027 Submits requested status as of 790904. Three fire protection 
safety evaluations for six plants remain to be issued. 

LAI NAS, 0, Plant Systems Branch IPre 791030). 79/09/07. Ip. 


7910230337 Submits revised implementation dates for fire protection 
mods S, reasons for delay. 

MAYER, L. 0. Northern States Power Co. 79/10/17. 3pp. 


7910240563 Forwards "Revised Fire Protection Safa Shutdown Analysis. “ 
Rapt supersedes Section 7 of 770311 fire haiards analysis 
S, 770703 suppl. 

MAYER, L. □. Northern States Power Co. 79/10/22. 2pp. 


— 7910240566 “Revised Fire Protection Safe Bhutdown Analysis. 
* Northern States Power Co. 79/10/22. 41pp. 
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7910250298 Forwards proprietary version of two sets of cable routing 
drawings for review of fire pro tec t i on safo shutdown 
reanalysis. Drawings withheld (ref 10CFR. 790). 

MAYER, L. 0. Northern States Power Co. 79/10/23. Ip. 


H. Oeneral correspondence 


7910040646 Forwards safety evaluations re fire detection b protection 
sy b. W/o enc 1 

BCHWENCER, A. Operating Reactors Branch 1 <Pre 791030). 79/09/1?. 

Ip. 


I . F inane ial information 


7910160473 Forwards schedule showing generated cash flow in 1970 it 
projections far 1979. Also forwards Annual Financial Rept 
1978. 

CARLEONr L. R. Northern States Power Co. 79/10/11. 2pp. 


*J, Insurance 6 indemnity information 


7910220224 Executed Amend B to Indemnity Agreement B-60, mod i fy i ng 
prefatory language re transportation, handl ing or temporary 
storage of radioactive matl. 

8ALTZMAN.J. Antitrust it Indemnity Oroup. JOHNSON, R. B. Northern 
States Power Co. 79/10/16. Ip 


P. Operating license stage documents b correspondence 


7910090241 Forwards FR notice of amond to 10CFR73. 35 re requirements 
for physical protection of nuclear power plants. Amend defers 
Implementation of physical search requirements from 790801 
to 791101. 

DENTONi H. R. Office of Nuclear Reactor Regulation. 79/08/10. 49pp. 


7910030004 Forwards steam generator water hammer safetg evaluation. 
Plant mad not necessary. Operating repts will be monitored 
For Indications of water hammer. 

LAJNAS. 0. Plant Sgstems Branch <Pre 791030). 79/09/05. 2pp. 

— 7910030005 Bafety evaluation re steam generator water hammer. WateT 
JiammBr not likely during normal operation. 

» Plant Systems Branch (Pre 791030). 79/09/30. 5pp. 


7910180147 Forwards Amends 39 b 33 to Licenses DRR-42 it DPR-60, 
respectively) safety eval uat ion! not ice of issuance b RE Hall 
790621 ltr. 

BCHWENCER, A. Operating Reactors Branch 1 (Pre 7910301. 79/09/06. 

5pp. 


— 7910180158 Amends 39 b 33 to Licenses DPR-42 & DPR-60. res pec t i ve 1 y, 
adding license conditions re completion of mods 4, 
implementation of administrative control. 

BCHWENCER. A. Operating Reactors Branch 1 (Pre 791030). 
79/09/06. 19pp. 


— 7910100168 Fire protection safety evaluation supporting Amends 39 b 33 
to Licenses DPR-42 b DPR-60. respec 1 1 vel y 

•» Office of Nuclear Reactor Regulation. 79/09/06. B3pp 


■7910180176 Notice of issuance of Amends 39 b 33 to Licenses DPR-42 t< 
DPR-60. respectively. 

BCHWENCER, A. Operating Reactors Branch I (Pre 791030). 

79/09/06. 2pp. 


7910040002 Forwards safety evaluation of steam generator water hammer 
per 750801,760310 6 780203 submi t ta 1 s. No mods required. 

NRC will continue to monitor operating repts. 

BCHWENCER. A. Operating Reactors Branch 1 (Pre 791030). 79/09/13. 

2pp. 


— — 79 J 0040005 Safety evaluation of steam generator water hammer at 
facl 1 1 t 1 es. 

* Operating Reactors Branch 1 (Pro 791030), 79/09/13. 4pp. 


7910190266 Discusses roview re secondary sys flow ins tabi li ties. Wat er 
hammer events due to rapid steam condensation In feedwater 
sys at facility are not likely to oe c ur. Forward s safety 
evaluation. 

BCHWENCER, A. Operating Reactors Branch 1 (Pro 791030). 79/09/13. 

2pp. 


—7910190279 Bafety evaluation re steam generator water hammer. Cone ludns 
water hammer not likely to occur. 

■# Operating Reactors Branch 1 (Pre 791030). 79/09/30. 5pp. 


7910050127 Responds to IE Bulletin 79-21, "Tamp Ef Facts at Level 
Measurements." Outlines liquid level measuring sys inside 
containment used tq initiate safety ac t i on s. Tab 1 e s 6 charts 
encl. 

UACHTER. L. J. Northern States Power Co. 79/09/14. Bpp. 

7910050744 Forwards EGbG ID. Inc consultant repts re steam generator 
water hammers. 

MACKAY, B. Plant Systems Branch (Pre 791030). 79/09/14. Ip. 

7910050360 Responds to util answer to NRC 780202 ltr re reactor cavity 
seal ring generic issue Util answer acceptably resolves 
issue. 

BCHWENCER. A. Operating Reactors Branch I (Pre 791030). 79/09/18. 

2pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging b venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 days. 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910170410 Forwards request for addl info re containment purge 6 vent 
sys to continue review. 

LAINAS, 0. Plant Systems Branch (Pre 791030). 79/10/01. Bpp. 


7910260370 Requests Info re events of loss of offsite power t< 
concomitant degraded voltage ot frequency conditions. 

8CHWENCER, A. Operating Reactors Branch l (Pro 791030) 79/10/01 

3pp. 


7910110441 ACR receipt of NRC 790917 ltr re potential for adverse 
environ effects ccausing interaction between nonsafety- 
grade it. safety-grade sys. Review has not identified condition 
which would jeopardize safe operations. 

MAYER. L. 0. Northern States Power Co. 79/10/05. 6pp. 


7910220460 Discusses review of responses to IE Bulletins 79-05C & 
79-06C re need for tripping of reactor coolant pumps For 
certain smali break LDCAs. 

RDSB.D.F. TMI-2 Bulletins b Orders. 79/10/05. 2pp. 


7910240724 Responds to 790921 request For addl info. Impossi ble to 
respond in seven working days. Response will be submitted by 
791031. 

WACHTER. L. J. Northern States Power Co. 79/10/oa. ip. 


7910170359 Responds to 790730 request for Info re degraded voltage 
protection circui try . Submits criteria re voltage selection, 
voltage drop analysis 6 load injection scheme. 

MAYER. L. D. Northern Btates Power Co. 79/10/12. 4pp. 


7910240619 Commits to implement requirements of NUREG-0570 for followup 
actions to TMI-2 acc ident, Forwards description aF actions 
already ta k en. p lanned actions b expected implementation 
dates. 

MAYER, L.D. Northern States Power Co. 79/10/17. 15pp. 


7910300142 Discusses review of acceptability of station electric 
distribution sys. Worst case combination of steady state b 
transient loading will not cause spurious operation op 
undervoltage protection nr extend acceleration times. 

MAYER, L. 0. Northern States Power Co. 79/10/26 2pp. 


7910300299 Discusses 790917 ltr re plans for implementing requirements 
of 40CFR190. Beginning 791201, prior to issuance oF semiannual 
radloative effluent rept. offsite doses due to liquid It gas 
will be calculated per NUREG-0133. 

MAYER, L. 0, Northern States Power Co. 79/10/26. 2pp. 


Q, Inspection reports, IE Bulletins b correspondence 


7910090003 Forwards IE Bulletin 79-19, "Packaging of Low Level 
Radioactive Waste for Transportation b Burial." Action 
required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/00/10. 
Ip. 

7910090191 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements." Action required. 

KEPPLER, JO. Region 3, Chicago, Office of the Director. 79/00/13. 
ip. 

7910030420 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals." No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/O0/I4. 
ip. 
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7910030493 Forwards IE Circular 79-17, "Contact Problem in SB-12 
Switches on OS Metalclad Circuit Breakers. “ Mo action 
r equ i r ed. 

KEPPLER, J. G. Region 3. Chicago, Office of the Director. 79/08/14 


7910010729 Forwards IE Insp Repts 50-202/79-18 U 50-306/79-15 on 
790701-31 6 notice of violation. 

HErSHMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 

3upport Branch. 79/09/23. 13pp. 


7910300082 Forwards IE Info Notice 79-22, "Qualification of Control 
6gs, 11 Meetinghouse 790830 ltr !< Public Svc Electric S, Gan 
Co 790910 ltr re potential unrovlewed safety ques t i on. Ac t i on 
required within 20 days. W/o end. 

DENTON, H. fi. Office of Nuclear Reactor Regulation 79/09/17. 4Bpp. 


7910010184 Forwards "ASME Code Section XI Insorvice Insp t, Teatinq 
Program & Info Required for NRC Review of Requests for 
Relief from ASME Code Soction XI R equ i r omen 1 5 , " Revision 3. 

MAYER, L.O. Northern States Power Co. 79/09/.19 3pp 


■791001O733 Notice of violation from insp on 790701-31. 

* Region 3, Chicago, Office of the Director 79/00/23. 3pp. 


•7910010739 IE Insp Repts 50-232/79-10 *, 50-306/79-15 or. 790701-31. 
Noncomp 1 i ante noted: fa i lure to adhere to controls for making 
changes to test procedures. 

FEIERA8END, C. D. , WARN I CK, R. F. Region 3, Chicaqc, Office of the 
Director. 79/09/23. 10pp. 


7910050460 Forwards IE Insp Repts 50-232/79-17 & 50-306/79-14 on 
790712-13 4 17 t, notice of violation. 

DAVrS, A. B. Region 3, Chicago, Fuel Facility V Materials Safety 

Branch. 79/08/24. 2pp. 


-7910050462 Notice of violation from insp on 790712-13 & 17 . 
* Region 3, Chicago, Office of the Director. 79/08/24 


•7910050469 IE Insp Repts 50-202/79-17 ?, 30-306/79-14 on 790712-13 *, 17. 
Noncomp 1 lane e no t e d : neu t ra 1 i i i nq tank batch release, w/pH 
less than 4.5 1 failure to count 6 report fish loss cine from 
imp i ngement. 

OESTMANN, K. J. , ESS 10, T- H Region 3, Chicago. Office of the 
Director. 79/00/21. 6pp. 


7910050624 Submits response to IE Bulletin 79-14. Item of nonconformance 
discovered re auxiliary Feedwater sqs Irsf LER 79-2 3 ). Vi s ua I 
*■ analytical insp of as-built supports will be completed 
within 120 dags. 

HACHTER , l_. J. Northern States Power Co. 79/0B/3I. 3pp 


7<? -£i£2 30,? Forwards 1" *f> Repts 50-292/79-19 8, 50-306/79-16 on 
790801-22. No none omp J ian.ee noted. 

HE 1 5NMAN, R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/05. 2pp 


-7910120315 IE Insp Repts S0-262/79-19 ?, 50-306/79-16 on 790601-22 Mu 
noncomp 11 ance noted Major areas inspec ted ; plant operations, 
security, followup of IE bulletins X, circulars t, previously 
identified unresolved items. 

D ' Region 3, Chicago, Office of the Director. 
WARNICK, R. F, Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/03 4pp. 


7910020212 Responds to IE Bulletin 79-15, "Deep Draft Pump 
" T ' U0 ‘^FotR-Telated pumps tested monthly. 
WACHTEft, L, J. Northern States Power Co. 79/09/07. 2pp. 


7910020215 Forwards IE Info Notice 79-20, Revis i on i. "NRC Enforcement 
Policy - NRC Licensed Individuals, " Notice reissued to 
correct word emission ?. punctuation error which changed 
* • merl *■ c h ang ed statement underlined in text. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/09/07. 


7910030570 Forwards action taken fc to be taken in response to r£ 
Bulletin 79-16. Enci withheld (ref lOCFnS. 7901. Securi ty plan 
evaluation concludes modified amended security plan provides 
adequate physical protection. 

HACHTER, L. J, Northern States Power Ca. 79/09/11. ip. 


79100 1 01 B8 “ASME Code Section XI Inservice Insp J, Testing Program & 
Info Required for NRC Review of Requests for Relief from 
ASME Code Section XI Roqu i r emeu t s, 11 Revision 3. 

» Northern States Power Co. 79/09/19. 22pp 


,7iuujujji no receipt of /vOYI 1 


correct violations noted in IE Insp Repts 50-232/79-111 £< 




50-306/79-15 
HEISHMAN. R. F. 
Support Branch 


Region 3, Chicago, Reactor Operations Nuclear 
79/09/21 Ip. 


r ' 1 WUUUWJU H L a ^ VI I I U , 


Rept 5O-202/79-1B J< 50-306/79-1 5. Come c tl ve actions 
reinstruction of operators in Tech Spec requirements. 
HACHTER, L. J Northern States Power Co. 79/09/11. 2pp. 






7910050279 Responds to IE Bulletin 79-19 re transport of low level 
waste. Will maintain current sot of regulations 6 licenses on 
burial firms & will initiate training program re waste 
solidification within sia months. 

WACHTEfl e L. J, Northern States Power Co. 79/09/21, 2pp. 


i7iuu7u/t3D nesponos to it ljuiecin 79 - 10 , 


■ — r , jhi niiuiuiinti nuniPin^ 

Encountered H/Evac uat i on of Personnel From High Noise Aroa 1 
Several speakers will be added to s y o . Poss i b i 1 i tg of adding 
Bnnunci, ' it ' oni * n se lec ted a r e a 5 is being investigated. 
WACHTER, L. J, Northern States Power Co. 79/09/21. 2pp 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures & 
surveillance testing errors, ujhi c h iuas incorrectly 
distributed. Also forwards IE Insp Repts 50-295/79-13 & 

50~3Q4/79~' 12. Action required 

EISENHUT,D.G Division of Operating Reactors. 79/09/21. 49pp. 


7910090662 Submits addl info re reactor vessel weld metal info 
specified In IE Bulletins 70-12, 78-I2A U 78-12B. Final 
response to bulletins expected Nov 1979. 

WACHTER, L. J. Northern States Power Co 79/09/24. Ip. 


miuuuuo rorwaras it circular 79-20, 


ruuure or uic ayivania Relay, 


Type PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ac 
Coll." Mu action required. 

KEPPLER, J. G, Region 3, Chicago, Office of the Director 
Ip. 


79/09/24. 


uiuuHuim norwards it info Notice 79-23, 

Luhe Oil Coolers. " No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director 
lp. 


t,r, urgency uicsei uenerator 


79/09/26. 


7910040055 Forwards IE Info Notice 79-24, "FToien Lines " No 
required. 

KEPPLER, J, G. Region 3, Chicago, Office of the Director, 


ac tion 
79/09/27. 








Point Units 3 St 4. " No action required. 

KEPPLER, J.G. Region 3, Chicago, Office of the Director. 79/10/01 
l P 


' , ^nofr!n?/r' a a r n S IE , C ^ciiUr 79-19, "Loose Lacking Devices on 
ins drso 1 1 -Rand Pump Impellers," No action required. 

KEPPLER, J.G. Region 3, Chicago, Office of the Director. 79/09/K 


Forwards IE Insp Repts 50-282/79-22 S, 50-306/79-17 un 
7909G3. No noncomp I lance noted. 

FIDRELLI r O. Region 3, Chicago, Office of the Director. 79/09/13. 


50-202/79-22 I, 50-306/79-17 on 790905. No 
noncompliance noted Major areas inspec tad; NRC requirements, 
tuQTJc procedures & records. 

Dirac tor! RG9 “" 5 3 ‘ Chicago, Office of the 


791O1B0627 Forwards IE Info Notice 79-24, "Ovorpres sur i j at 1 c 
Containment of PWR Plant After Main Steam Lina Break " No 
action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director 
1 P- 


of 

79/10/01. 


r f * vr * iwiyjt 


7 " 7 - r f UK. iciHuynn t-ni}iiitd WI my 

performing plant-specific baseplate analysis which is 
9 OX complete. 

HACHTER, L. 2. Northern States Power Co, 79/10/02, lp 


appro* 


7910220338 Responds to IE Bulletin 79-23, "Potential Failure of 
Emergency Diesel Generator Field Enciter Transformer." 

Submits data illustrating extensive testing of both diesel 
generators prior to startup. 

WACHTER, L. J. Northern States Power Co. 79/10/08. 2pp. 
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7910220375 Requests 90-day delay in implementation of Item 2 of IE 
Bulletin 79-17. "Pipe Crack in Stagnant Donated Hater Sys 
at PWR Plants. " Need to evaluate TMI data re intergranular 
stress corrosion cracking t< implement insp program. 

WACHTER. L. J. Northern States Power Co. 79/ 10/09. ip 


t0 S i ate ' ° f ME 790713 for impost tion of 

c vil penalties against util for alleged violations of OL 
Forwards director's decision under 10CFR2. 206 , 

Director: 79 / 09 / 2 ?" ^p”^ 10 " * Enforcement, Office of the 


7910190370 Confirms commitment made to NF1C at 791012 meeting re 
submittal of license amend request within 30 days to adopt 
primary ft secondary coolant activity Toch Specs Forwards 
interim limit on primary coolant iodine activity. 

MAVER.L.O, Northern States Power Co. 79/10/16. Ip. 


7910310261 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sys Piping." Action required. 

KEPPLER.J. Q. Region 3, Chicago, Office of the Director. 79/10/19 


R. Per iodic operating reports ft related correspondence 


“ 79 79 n 7 ?n 3 ! D ‘ r “ tor ‘ 3 dBC »»><>" under I0CFR2. 206 Denie s MJ Paterson 
790713 request, on behalf of State of ME, for imposition of 

u^deJ 10 CFR| 1 ? 06 fl9ainSt UtU f ° r aUBdged Vl,)lat “ 1 "' <> f 

Direrf^' SJIiSn!' Inspection h Enforcement, Office of the 
Director. 79/09/27. 4pp. 


u ; TV 0 lsSuanci! of director's decision under 
No violation found of regulatory or license requirements 
route shipment of new fuel. 

STELLO, V. Office of Inspection (■ Enforcement, Office of 
Director. 79/09/27. 2pp. 


10CFR2. 206. 

re 

the 


7910050152 Submits Environ Event Rept 79-00 for cooling tower 
operations during Sept. Covers operation of plant circulating 
water sys in partial recycle mode ui/daily average blowdown 
flow over 150 cf. Daily average for month was 269 cf. 

WARD, E.C. Northern States Power Co. 79/10/01. Ip. 


7910150472 Forwards monthly operating rept for Sept 1979. 
MAYER, L. Q. Northern States Power Co. 79/10/10. Ip. 


■7910150409 Monthly operating rept for Sept 1979. 

HUNBTAD, A. A, Northern States Power Co. 79/10/01. 0pp. 


S. Reportable occurrences, LERs ft related correspondence 


7910170051 PNO-1 11-79-03 (corrected copy): on 790926, c on 1 i ng tower 
waters wero found to contain amoeba which cause 
encephalitis. Precautions to protect personnel are being 
und ertaken. 

FEIERABEND. C, D, , WARNI CU, R F. , HEIBHMAN, R. F Region 3. Chicago, 
Office of the Director. 79/09/26. Ip. 


•7910100140 Notifies that 790711 shipment of nuclear fuel to 
was transported through most populous urban corridor of 
state. Licensee is responsible far violation. 

PATTERSON, J. M. Maine, State of. 79/07/13. 2pp. 


faci 1 i ty 


H, General correspondence 


CountyiME civil emergency preparedness officers. 
DENTON. H R. Office of Nuclear Reactor Regulation. 


79/09/10 lp. 


7910040637 Responds to 790007 1 tr requesting that Sept refueling outage 
tor plant be extended to permit review It actions re 
emergency preparedness for vi c i ni ty. Not i f i es that refueling 
scheduled for Jan 1980, Shutdown unnecessary. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/09/18. ip. 


7910 ?2 0 * 3 ® Quests extension of scheduled Sept refueling shutdown. 
WRIGHT, D. , TROWBRIDGE, T. ft. , ELWELL, J. A. Maine, State of 
79/00/07. ip. 


7910170704 PNO- 1 1 1 -79-03A ; on 790926, coa 1 i ng tower water found to 
contain amoeba encophol i t i s. Amoeba present in all US fresh 
water bodies, Treatment w/biocides being considered. 

QESTMANN, M. J. , ESSIQ,T.H. Region 3, Chicaqo, Offico of thu 
Director. 79/09/27 2pp. 


7910040640 Notifies of error in news item in Lincoln County News re 
request for extended shutdown of plant. Town of Edgecomb has 
had emergency operations plan & adequate evacuation plan 
since 1977. Plans are state-approved 
DONNELLY, W. A Maine, State of. 79/00/12. Ip 


7910090350 Forwards LER 79-026/01 T-0, 

MAYER, L. 0, Northern States Power Co. 79/10/03. lp, 


“7910090362 LER 79-026/01T-0: on 790919, during power reduction below 907 
power, axial flux difference left target band while power was 
still above 907. power, Caused by operator error. Power reduced 
to below 90 Y. 6 event discussed w/personnel. 

HUNSTAD, A. A, Northern States Power Co. 79/10/03. lp 


7910230313 Forwards LER 77-027/01 T-0. 

HAVER, L.O. Northern States Power Co, 79/10/16. lp. 


7910230520 LF.R 79-027/01T-0: on 791002, tube break occurred in steam 
generator 11. Caused by mechanical wear. Two defective tubes 
p lugged. 

OONYEAU, J. Northern StatD3 Powor Co. 79/10/16. 43 pp. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plana 


79102202B9 Responds to 7B0202 rnquout for addl info re fire protection 
tys design. Includes info re fire detection sys, hose 
stations, water suppression ays, gas suppression sys, fire 
doors, fire dampers ft firo barrlor penetration seals. 

MOODY, D. E. Maine Yankee Atomic Powor Co. 77/10/16. 6pp, 


7910260163 Forwards revised pages to security plan, as discussed at 
790914 meeting. Pages withheld (ref 10CFR2.790), 

GROCE, R. H. Maine Yankee Atomic Power Co, 79/10/19. 2pp. 


0. Adjudicatory correspondence 


7910090203 Orders extension until 790913 for NRC to review 790626 
denial of enforcement action. 

CHICK, 8. J, Office of the Secretary of the Commission. 79/00/09. 

lp. 


7910090383 Responds to 1 1 r re shutdown of five nuclear power plants. 
NRC terminated shutdown order for four of five plants after 
completion of reanalysis 6 mods to piping sys. One remains 
shut down for replacement of steam generators. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/09/21. 2pp. 


J, Insurance 6 Indemnity information 


79 1 0300332 Forwards executed Amend 9 to Indemnity Agreement B-51. 
WYMAN, E. H. Maine Yankee Atomic Power Co 79/10/26. lp. 


P. Operating license stage documents ft correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation Df physical search requirements from 790B01 
to 791101. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/10. 49pp. 


7910160136 Forwards requost for addl info for Westinghouse (< C-E plants 
that are not equipped w/top discharge devices on steam 
generator feedwater spargers. Need further assurance re steam 
generator water hammer. 

LA INAS, G, Plant Systems Branch (Pre 791030). 79/09/04, 5pp. 


7910170554 Finds overpressure mitigating sys h concomitant Tech Specs 
acceptab le. Requests incorporation of comments into Tech 
Specs within 30 days. 

REID, R. W Operating Reactors Branch 4 (Pre 791030). 79/09/11. 

2pp. 


■7910170359 Safety evaluation of overpressure mitigating sys. 

* Operating Reactors Branch 4 (Pre 791030). 79/09/11. 0pp. 


—7910170363 Safety evaluation rept re electrical, instrumentation h 
control design aspects of law temp overpressure mitigating 
sys. 

* Operating Reactors Branch 4 (Pre 791030). 79/09/11. 3pp. 


•7910S 70369 Technical evaluation of e 1 ec tr i ca 1 , ins trumentat i on control 
design aspects of low temp overpressure protection sys. 

LATORRE, V. R. Yankee Atomic Electric Co. 79/09/11. 23pp. 
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7910190260 Requests further verification that steam Generator water 
hammer will not occur !« surveillance procedures mill be 
adequate to detect water hammer or water hammer damage. 

Response requested within 60 days. 

REID. R. W. Operating Reactors Branch 4 (Pre 791030). 79/09/11 

4pp. 


7910250315 Informs that effective date for implementation of EPA std 
for LWF? U fuel cycle is 79 1201 . Re ques ts compliance u/ 
radiological effluent Tech Spec implementing LWH provisions. 

Method for implementation requested by 791101. 

QAMMILL. W. P. Assistant Director for Operating Reactor Projects (Pre 
7910301. 79/09/17. ip. 


7910110057 Forwards info request re control element assembly guide tube 
wear it Exxon. fuel. 

REID. R. W. Operating Reactors Branch 4 CPre 7910301. 79/09/34. 

5pp. 


7910030282 Submits addl info emitted from 7802S1 ltr potential of 
reactor cavity annulus seal ring to become destructive 
missile in event of LOCA pipe break inside reactor cavity. 
VANDENflURGH, D, E Maine Yankee Atomic Power Co. 79/09/26. 2pp. 


7910040255 Updates 790723 ltr re util evaluation of asymmetrical LOCA 
loads. Discusses postulated breaks inside ?. outside reactor 
vessel cavity. Will present schedule For resolving 
asymmetrical loading problem by 800131. 

VANDEN3URGH. D. E Maine Yankee Atomic Power Co. 79/09/27. 2pp. 


7910190134 Forwards Amend 43 to License DFR-36, safety evaluation It 
notice of issuance it availability. 

REID, ft. W. Operating Reactors Branch A <Pre 791030). 79/09/27. 

2pp. 


—7910190157 Amend 45 to License DPR-36. revi s tng Tech Specs by adding 
surveillance procedures re ECCS flow distribution. 

REID, R. H. Operating Reactors Branch 4 (Pro 791030). 79/09/27. 

6pp. 


— 7710190150 Safety evaluation supporting Amend 45 to License DPR-36. 
» Office of Nuclear Reactor Regulation. 79/09/27. 2pp. 


— 7910190161 Notice of Issuance 4 availability of Amend 45 to License 

REIO.FLW. Operating Reactors Branch 4 {Pre 791030). 79/09/27. 

2pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging & venting during normal opera t ion. Reques ts 
commitment to Implement va Lve qualification program within 
30 days. 

EI6ENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910100227 Responds to NRC 790626 ltr rs Incident occurrence during 
monthly surveillance test at PWR fac i 1 i ty. Di scusses 
adequacy of surveillance procedures & mgt policies to 
resolve similar occurrences. 

JOHNSON, W. P. Maine Yankee Atomic Power Co. 79/10/03. 2pp, 


7910260353 Requests payment of additional fee re 790918 Proposed Change 
70 For amend to DPR-36. Rev i ew falls under Class IV schedule. 

DIflQS.R.M. License Fee Management Branch. 79/10/05. Ip 


7910230354 Forwards Proposed Change 72 to Sections 3.4 H. I of Tech 
Specs. 

JOHNSON, W. P. Maine Yankee Atomic Power Co. 79/10/16. 3pp. 


—7910230361 Proposed Change 72 to Sections 3. 4 4 4. t nf Tech tjpoca ru 
low temp overpressur i lati on protection, 

* Maine Yankee Atomic Power Co. 79/10/16. 2pp. 


7910260047 Emphasizes that NRC considers submittal of requested 
evaluation of plant rs asymmetric load issue to be firm 
requirement. ' 

D6NT0N.HR. Office of Nuclear Reactor Regulation. 79/10/17, 2pp. 


7910230590 Forwards add! license fee for Proposed Change 70 re mod of 
■ listing spent fuel storage capab i 1 i ty. Fee Is submitted 
under protest. Revlmed fee schedule is illegal. 

GROCE, R. H. Maine Yankee Atomic Power Co. 79/iO/IB. Ip. 


7910240560 Forwards response to 790913 request that util implement 
requirements of NURE0-057B T e followup actions to TMI-2 
a CC ident. Includes Info re emergency power, relief S, safety 
valve testing 4 Instrumentation for core cooling. 

MOODY. D. E. Ma ine 'Yankee Atomic Power Co. 79/10/18. 12pp. 


7910260292 Advises of NRC requirements for auiiliory feedwater sys. 
Generic 4 p lent- sp ec 1 F i c requirements end. 

E ISENHUT, D. G. Division of Operating Reactors. 79/10/10 25pp. 


7910260293 Advisee of NRC requirements for auxiliary feedwater sys. 
Generic t, plant-specific requirements encl 

EIBENHUT, D. G. Division of dp orat ing Reac tors. 79/10/19. 23pp. 


G, Inspection reports, IE Bulletins 8, correspondence 


7910030003 Forwards IE Insp Rep t 50-309/79-04 on 790326-30 No 
noncomp 1 lance noted. 

SMITH, 0. H. Region 1, Philadelphia, Fuel Facility 6 Materials 

Safety Branch. 79/09/09. 2pp 


—7910020004 IE Insp Rept 50-309/79-04 on 790326-30. No none omp 1 1 anc e 
noted. Major areas inspec te d : mg t controls for environ 
monitoring programs for operation 4 program for GC of 
analytical measurements. 

SNANDAHY, M. M. , STOHR.J.P. Region t. Philadelphia, Office of the 
Diroc toT. 79/09/02, 9p p, 


7910020412 Forwards IE Insp Rept 50-309/79-10 on 790619-22. No 
none omp 1 ianco noted. 

SMITH, Q. H. Region I. Philadelphia. Fuel Facility h Materials 

Safety Branch. 79/09/09. 2pp. 


— 7910020414 IE Insp Rept 50-309/79-10 on 790619-22. No noncomp li anc e 
noted. Major areas ins pec ted : qua 1 i f i c at 1 on of radiation 
protection per oonne 1, 1 icensee audits 4 training. 

PLJMLEE. K. E. Region I. Philadelphia, Office of the Director. 
CROCKER, H. W. Region 1, Philadelphia, Fuel Facility it Materials 

Bafety Branch. 79/09/07, 12pp. 


7910090014 Forwards IE Insp Rept 50-309/79-06 on 790501-03,07-00,24-26 
it 0604-06. No noncompliance noted. 

BRUNNER, E. J. Region 1, Ph i 1 ado 1 p h i a , Reactor Operations Nuc lear 

Support Branch. 79/09/14. 2pp. 


—7910090018 IE Insp Rept 50-309/79-06 on 790501-03,07-00,24-25 !< 
0604-06 No noncompliance noted. Major areas Inspec ted: ons i t e 
review of operator training, insp nf engineered safety 
features tt assessment of operating procedures. 

LAZARUS, W. J. Region 1. Philadelphia. Office of the Director 

KEIrtfG.fi. R. Region 1, Philadelphia. Reactor Operations Nuclear 

Support Branch 79/08/14. 12pp. 


7910160171 Forwards IE Insp Rept 50-309/79-07 on 790604-06. No 
noncomp 1 ianco noted. 

CARLBOhl. R. T. Region 1, Philadelphia, Reactor Construction & 

Engineering Support Branch. 79/09/20. 2pp, 


—7910160190 IE Insp Rept 50-309/70-07 on 790604-06. No noncompliance 
noted. Major areas inspected: licensee activities rc 
IE Bulletin 79-02, "Pipe Support Bane Plate Designs Using 
Concrete Expansion Anchor Bolts." 

DURR.J.P, , TRIPP, L.E. Region I, Philadelphia, Reactor 

Construction !< Engineering Support Branch. 79/07/11. 3pp. 


791003058B Responds to IE Bulletin 79-17. No evidence of leakage was 
detected in safety-related stainless steel piping sys which 
contain stagnant oxygenated boronated water. 

MOODY, 0. E. Maine Yankee Atomic Power Co. 79/08/22. 6pp. 


79101 50180 Requests that copy of rept submitted by CE owners group in 
response to IE Bulletin 79-06C be placed on docket number. 

GROCE, ft. H. Maine Yankee Atomic Power Co. WHY 79-07. 79/08/31. Ip. 


7910020095 Forwards IE Info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Ind ividuai s, " Notice reissued to 
correct word omisslun t< punctuation error which changed 
intent of statement. Changed statement underlined in text. 

GRIER, O.H. Region 1, Philadelphia, Office of the Director. 
79/09/07. ip. 


7910290030 Forwards IE Insp Ropt 50-309/79-11 on 790731 -0903. No 
noncamp 1 iance noted, 

BRUNNER, E. J, Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/09/07. 2pp. 


— 7910290033 IE Insp Rept 50-309/79-11 an 790731-0803. No noncomp 1 lance 
noted. Major areas inspected: p lant operations, tour of 
accessible a rea s, se 1 ec ted lags it operating qecords, followup 
an LEfls U licensee action on IE bulletins. 

LAZARUS, W. J. , GUZMAN, J. A. Region 1, Philadelphia, Office of the 
Director. KEIMIQ, R. R. Region 1, Philadelphia, Reactor 

Operations Hoc lear Support Branch. 79/09/06. Bpp. 
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79I0Q20527 Forwards IE Circular 79-19. "Loose Locking Devices on 
Inger sol 1-Rand Pump Impellers." No action required. 

DRIER. B. H Region i. Philadelphia, Office of the Director. 

79709/13. Ip. 


7910170000 Forwards response to IE Bulletin 79-21. Two liquid level 
measuring sgs within containment are used for safety actions 
or p o s t— ac c i d ent monitoring info Evaluation results re 
effects of post-accident amb lent temp on level sy s end. 

MOODY, D. E. Maine Yankee Atomic Power Co. 79/09/14-. 4pp. 


7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys, 11 West inghouse 790830 ltr & Public Svc Electric h Gas 
Co 790910 ltr ro potential unreviowed safety quea 1 1 on . Ac t i on 
required within 20 days. W/o encl. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/09/17, 40pp. 


791023056 ! Forwards NRC 790626 ltr re multiple equipment failures 8, 
survei llanco testing errors, which was incorrectly 
dlstr i buted. Also forwards IE Insp Repts 50-295/79-13 6 
50-304/79-12. Action required 

EISENHUT. D. 0. Division of Operating Reactors, 79/09/21. 49pp, 


7910090506 Forwards IE Circular 79-20, “Failure of QTE Bylvania Relay, 
Type PM Bulletin 7305 Catalog 5U12-11-AC w/120 Volt ac 
Coil.” No action required 

GRIER, □. H. Region 1, Ph i lad o 1 p h ia, Office of the Director. 
79/09/24. Ip. 


7910040 I 2B Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. 11 No action required. 

GRIER, B . H. Region 1, Philadelphia, Office of the Director. 
79/09/26. 4pp. 


7910160144 Forwards IE Bulletin 79-24, "Frojon Lines, " Action required. 
GRIER, D.H. Region 1, Philadelphia, Office of the Director. 
79/09/27. Ip. 


7910160533 Forwards IE Info Notice 79-25, “Reactor Trips at Turkey 
Point Units 3 & 4. " No action required. 

DRIES, B. hi. Region 1, Ph i ladel ph la, Office of the Director. 
79/10/01. Ip. 


7910170612 Forwards IE Info Notice 79-24, "Dvcrpressur i ia t ion of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

GRIER, D. H. Region 1, Philadelphia, Office of the Director, 
79/10/01. Ip. 


7910310062 Responds to IE Bulletin 79-13, “Cracking in Feedwater Sys 
Piping.” No unacceptable indications found in branch 
connection welds. 

MOODY, D. E. Maine Yankee Atomic Power Co. 79/10/04, 3pp. 


7910110342 Forwards "Ropt on Failure Effects of Equipment Not Qualified 
for Accident-Related Environs," in response to NRC 790917 
ltr & IE Info Notice 79-22 re function Interactions 
w/nonsa Pety-grade sys. 

VANDENBURGH, D. E Maine Yankee Atomic Power Co. 79/10/09. 2pp. 


—7910110346 "Rept on Failure of Effects of Equipment Not Qualified for 
Accident-Related Environs." 

* Maine Yankee Atomic Power Co, 79/10/09. 24pp. 


R. Periodic operating reports fc related correspondence 


7910160407 Forwards monthly operating rept for Sept 1979. 
MUDDY, D. E. Maine Yankee Atomic Power Co. 79/10/12. Ip. 


—7910160412 Monthly operating rept for Sept 1979. 

SJOOREN, R.M. Maine Yankee Atomic Power Co. 79/10/12. 4pp. 


S. Reportable occurrences, LERs & related correspondence 


7910020400 Forwards LER 79-017/99X-0. 

MOOD, E. C. Maine Yankee Atomic Power Co. 79/09/25. Ip. 


— 7910020404 LER 79-017/99X-0: on 790901, during routine shutdown for maint 
outage, reactor coolant dose equivalent iodine exceeded Tech 
Spec limit. Caused by minor fuel cladding degradation. 

Monitoring program established. 

ANDERBON, P. L. Maine Yankee Atomic Power Co. 79/09/25. 7pp. 


79101 BOSOB PNO- 1-79-03: on 790920, unoc h edu led gaseous release occurred 
during venting of safety Injection tank. Caused by lack of 
coordination between personnel venting tank b operator at 
waste gas storage drum. 

BTOHR.J P., SMITH, G. H. Region 1, Philadelphia, Office of the 
Director. 79/09/28. Ip. 


7910100393 Forwards LER 79-019/03L-0. 

WOOD, E C. Maine Yankee Atomic Power Co. 79/10/03. Ip 


— 7910100402 LER 79-01 9/03L-0: on 790923, one outstanding procedure change 
rept not reviewed within 14 days per TBCh Specs. Caused by 
misplacing of rept. Plant personnel notified of proper review 
process. 

ANDERBON, P. L. Maine Yankee Atomic Power Co 79/10/02 ip. 


7910100405 Forwards LER 79-0 10/0 IT-0 

WOOD, E. C. Mains Yankee Atomic Power Co, 79/10/03. Ip. 


— 7910100410 LER 79-0 1 B/0 1 T-0: on 790925, fo 1 1 owl ng scheduled maint 
outage, RHR sys was secured ui/d steam generator being 
operable per Tech Specs. Caused by failure of operator to 
notice incorrect water level. PTopor procedures reviewed. 
ANDERSON, P. L. Maine Yankee Atomic Power Co. 79/10/02. Ip. 


7910130479 Forwards LER 79-020/Q3L-0. 

HDODiE C. Maine Yankee Atomic Power Co. 79/10/09. Ip. 


— 791015Q4B5 LER 79-020/03L-0: on 790910, rout i ne review for discharges 
made 790910-16 indicated waste liquid radiation monitor did 
not respond as expected for releases. Caused by waste liquid 
radiation monitor being out of calibr. 

FRIZZLE, C. D. Maine Yankee Atomic Power Co. 79/10/09. 2pp. 


7910300103 Forwards LER 79-021 /03L-0. 

WOOD, E.C. Maine Yankee Atomic Power Co. 79/10/22. Ip. 


— 7910300190 LER 79-02 1 /O31.-0: on 7909 1 0, dur ing cold shutdown test of 
containment spTay pump, operator observed decrease in pump 
amps It discharge pro ssure. Caused by personnel error. Spare 
pump placed In svc *, appropriate personnel reprimanded. 

FRIZZLE, C. Maine Yankee Atomic Power Co. 79/10/22. 2pp. 


DOCKET 30-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 
A. App 1 icatlon/cons true t Ion stage documents ?< correspondence 


7910090274 Forwards util calculations of estimated dose resulting from 
transfer of spent fuel from Unit 1 to Unit 2. 

HETTERHAHN, M. J. Conner, Moore LCorber. 79/0B/22. 4pp. 


7910030770 Confirms util plane re IE Bulletins 79-02 & 79-07. Unit 1; 
util will complete !t submit test p rog ram, p erfurm evaluation 
t, provide basis for return to svc. Unit 2:uill provide NRC 
w/r eso lot ion of seismic support* w/design deficiencies. 

GRIER, D.H. Region 1, Philadelphia, Dffice of the Director. 
79/00/20. 2pp 

7910220037 Requests ad d l info by 790912 for review re design measures 
used to demonstrate HE SAN computer program for asymmetric 
pressure S< LDCA depr e ssur i i a t i an loads b buckling criteria 
for Class I component supports. 

PARR.D.D, Light Water Reactors Branch 3. 79/00/31. 3pp. 

7910030606 Forwards request for addl info in continuing review of 
FBAR.Dota requested is based on evaluation of info 
submitted by Uestlngh utise re guide thimble tube wear. 

PARR, 0. D. Light Water Reactors Branch 3 79/09/07. 0pp. 


7910030B90 Forwards request for addl info re containment sys for Tevieui 
of F8AR. 

PARR , 0. D. Light Water Reactor* Branch 3. 79/09/21. 6pp. 


7910240504 Discusses NRC task force PoTmad to consider value of 
enlarging offsite monitoring programs for all nuclear 
plan ts. Rec ommended that each licensee install 40 TLDs 
around each p lant. Forwards C Valore 790615 ltr. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/09/24. Ip. 


7910100001 Requests addl info by 791012 re instrument errors due to 
environ temp effects on level instrument legs. Requested info 
needed to complete evaluation of F0AR. 

PARR,0. D. Light Water Reactors Branch 3. 79/09/23. 4pp. 
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It 10425 Forward* addl info re NPSH available for HHR pumps during 
:cldent recovery rec i rcu )at l on mode & supplements 790517 
ill subm i tta 1 . 1 ngers o 1 1-Rand Co 790620 ltr re NPSH 
irformance curve calculations encl. 

[TTL, ft. L. Public Service Electric & Gas Co. of New Jersey. 

1/10704. 5pp. 


1160462 Responds to NRC 7909Q8 ltr re adequacy of electric 
istribution sys vol tages. Anal y s i 5 demonstrates offsite 
loir U onsite distribution sys capable of au t omat i c al 1 y 
lerating safety loads within voltage ratings 

[DRIZZI.FP. Public Service Electric & Gas Co of New Jersey. 
1/10/10. 4pp. 


1220531 Forwards draft interim position re environ qualification of 
ass IE instrumentation V electrical equipment Also 
inwards request For addl info- re equipment qualification. 

IRR.D.D. Light Water Reactors Branch 3. 79/10/11. 75pp. 


1160490 Forwards response to NRC 790927 ltr requesting addl info re 
issons learned & emergency preparedness resulting from 
•view of TMI-2 accident. 

TTL.fi. L. Public Service Electric h Oas Co of New Jersey, 

1/10/12, 52pp. 


1310046 Notifies that Westinghouse has agreed to provide addl into 
i life of resistance temp detectors, qua 1 i ficat i on of field 
inflections t* qualification of remote be 1 low fieques t s 
lend to application to provide addl info. 

iRJl.O, D. Light Water Reactors Branch 3. 79/10/10. 4pp. 


1290397 Forwards request for addl info re NPSH requirements for HHH 
imps during recirculation mode, info needed to complete 
'aloation of FSAR. 

iRR. Q. D Light Water Reactors Branch 3. 79/10/19. 3pp. 


1250376 Forwards addl info re level measurement errors due to 
viron temp effects on lBvel instrument ref legs. in 
■sponse to 790928 request. 

TTL., R. L. Public Service Electric 6. Gas Co. of New Jersey, 

V 10/22. 16pp. 


1310002 Not i ficat i on of 791025 meeting u/utsl in Both esda, MB t» 
acuss emergency power sys design. 

ISS, W. J. Operating Reactors Branch I (Pre 7910303. 79/10/22. 

P- 


'260156 Forwards addl info re justification for use of Ilartun 763 U 
A transmi tiers, inc lud ing Revision A to 7VQ8I5 Gyle labs 
pt 44439-2. in response to 790601 request, 

TTL.R. L. Public Service Electric 1, Gas Co. of New Jersey, 

/ 10/23 21pp. 


260169 Not i ftes that util 791004 response re potential impact of 
gh energy line breaks on nonsafety-grade control sign for 
it 1 also applies to Unit 2. 

TTL. R. L. Public Service Electric t Gas Co. of Now Jersey 
/10/23. Ip. 


djudicatory correspondence 


020729 Opposes licensing of facility until effects of allowing 

— yr storage In spent fuel pool can be explored f, 

aluated 

RNEfl.R. Affiliation Unknown. 79/07/30. Ip 


070406 Request that NRC issue order to show cause t« request to 
ay 1 icensing. Reques t3 intervenor status. Subml ts list of 
ntentions i, partial list of resouce doc uments. Cer 1 1 ficat a 
Svc end. 

LEMAN, AC. Affiliation Unknown. 79/03/02. 11pp. 


260129 Affidavit of interveners Coleman rc issuance of order tn 
oui cause 8. stay 1 icensing. Claim standing as consumers of 
ectrlcity from licensee 4< from proximity of facility, 
rvards petition seeking issuance of oTder! 

LEMAN, AC. Affiliation Unknown. COLEMAN, E. G. Affiliation 
known. 79/08/02. 3pp. 


09260130 Requests issuance of order to show cause It stay of licensing 
per 10CFR2. 202 & E. 206. NRC has failed to act on info re 
PA-NJ-MD gr i d, cos t/6 enef i t ana ly s i s, e x p ans 1 on of spant fuol 
pool U lessons learned re TNI. 

COLEMAN. A. C. i COLEMAN, E. 0, Af f 11 1 ati on Un known. 79/00/02. 5pp. 


050485 Petition to amend 790802 motion for issuance of show cause 
dBr & stay of licensing procedure. Adds Addendum 7A & 
ntentions G-l 0, Cert i f i ca te of Svc end. 

LEMAN, A, C. Affiliation Unknown. 79/08/31. 9pp. 


7910090052 Certificate of Svc verifying parties who have been served 
w/i ntervenors Coleman motion to amend petition seeking 
issuance dP order to show cause 8< stay licensing. 

COLEMAN, A. C. . COLEMAN, £ Q Af f i 1 1 a 1 1 on Unk nouin. 79/0B/31. 2pp. 


7910130241 Mot ion, submi 1 1 ed by intervenors Coleman, that NRC amend 
request for order to show cause ts stay 1 i c ens i ng . See k addl 
contentions re cost/benefit analysis, seismic analysis h 
Class 9 art idents. 

COLEMAN, A. C. , COLEMAN, E. Q. Af f i 1 i a t i on Un k noun. 79/00/31 6pp 


7910220404 Ac k receipt of 790B31 petition to amend 790003 petition. 
Contention 7 N to add Contentions 8-10. Will be considered as 
part of original request. 

DENTON, K. R. Office of Nuclear Reactor Regulation. 79/10/01 lp. 


— 7910220411 Forwards draft response to intervenors Coleman 790913 addl 
contentions requesting stay of OL issuance. No addl FH notice 
is required. 

HURRAY, J. P. Office nf the Executive Legal Director. 79/09/ 1 1 . 

2pp. 


7910240625 Petition seeking NRC issuance nf show cause order for 
suspension t«/or revocation of OLs . Opera t ion of facility 
would threaten local existence of short-nosed sturgeon. 

Affidavit 6 Certificate of Eve encl. 

COLEMAN, A, C. , CD LEMAN, E. G. Aff i 1 iat ion Unknown. 79/10/10. 11pp. 


H. General correspondence 


7910260394 Responds to encl 790715 ltr to President Carter expTensing 
concern ro delay in issuance of OL. Several issues must be 
Tesolved prior to QL Issuance. Primary consideration should 
be given to public health it safety. DOE response encl. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/10/02 4pp. 


G. Inspection reports, IE Bulletins t» correspondence 


7910010336 Forwards IE Insp Repts 50-272/79-20 and 50-311/79-32 on 
790530-601 . No non comp liance noted. 

BRUNNERiE. J Region 3, Philadelphia, Office of the Director. 

79/OB/OB. Epp. 


—7910010371 IE Insp Repts 50-272/79-20 and 50-311/79-32 on 
790530-0601 No none omp 1 i a lie o no t oil . Ma jor areas inspected: 

Unit I containment integrated leak rote test procedure & 

Unit 2 containment integrated leak rate test ropt. 

SMITH, T. H. Region 1, Philadelphia, Office of tho Director. 
■CAPHTOM, D. L. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/00/02 5pp. 


7910020957 Forwards IE Insp Repts 50-272/79-13 t< 50-311/79-37 on 
790416. No none omp 1 1 anc e noted, 

CARLSON, R. T. Region 1, Philadelphia, Reactor Construction & 

Engineer l ng Support Or anc h. 79/08/16. 2pp. 


—7910030059 IE Insp Repts 50-272/79-13 ?i 50-311/79-27 on 790416. No 
noncomp liance noted. Major areas inspectediongineerlnii 
weights used Fot felon valves tn piping analysis program. 

FINKEL, A. E. , EBNETKR, 5. D. Region 1, Philadelphia, Office of the 
Director. 79/04/16. 4pp. 


791O0309B0 Forwards IE Insp Repts 50-272/79-13 it 50-311/79-27 on 
790416. No none omp J lance notod, 

CARLSON, R. T. Region 1, Philadelphia, Reactor Construction t< 

Engineering Support Branch. 79/00/16. 2pp. 


7910160003 Forwards IE Insp Rept 90-311/79-26 on 790406,09-12,17-18, 
27 it 0911. No noncompliance notod. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/08/22. 3pp. 


— 7910160090 IE Insp Rept 500-31 1 Z/79-26 on 790406, 09- 1 3, 1 7-1(3, 27, & 0511. 
No noncompl lance noted Major areas insp oc tod ; op era 1 1 out OA 
program fur Unit 2. 

NAPUDA,0.| MARKOWSm, R. Region 1, Philadelphia, Office of tho 
Director. KRISTER, H. □. Raglan 1, Philadelphia, Roactor 

Operations Nuclear Bupporfc Branch. 79/00/07. 9pp. 


7910090737 Forwards IE Insp Repts 50-272/79-10 h 50-311/79-31 on 
790526-0623. No noncomp 1 lane e noted. 

BRUNNER, E. J 1 . Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch, 79/OB/20. 2pp. 


—7910090739 IE Insp Rep t* 30-272/79-IH ti 50-311/79-31 on 790526-0623. No 
none omp liance noted. Major areas inspected: plant opera ti onu, 
log U record revlowo. 

NDRRHOLM. L, J , HI GOINS, J. C. Region 1, Philadelphia, Office eP 

the Director. KERMIO, Ft. R. Region l, Philadelphia, Reactor 

Operations Nuc loan Support Branch. 79/0S/24. 17pp. 
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7910090731 Forwards IE Insp Repts 50-272/79-15 tt 50-311/79-29 on 
790422-0526. No noncompliance noted. 

BRUNNER/ E. J. Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/QB/29. 2pp. 


-- 7910090734 IE Insp Repta 50-272/79-15 tt 50-311/79-29 on 790422-0526. Nn 
nonccmp 1 ianc e noted Major areas inspec ted: fac i 1 i ty tours, log 
& rept reviews & previous insp items. 

NOHRHQLM, L. J. , NICHOLAS, H. H. Region 1, Philadelphia, Office of 
the Director, KEIMIQ. R. R Region 1, Philadelphia, Reactor 

operations Nuclear Support Dranch, 79/08/21. 2Sp p 


7910020327 Forwards IE Bulletin 79-1 3, Re vi s i on 1, "Cracking in 
Feedwater Sys Piping. " No action required. 

SEVFRIT, K. 9. Region 4, Dallas, Office of the Director. 79/08/30. 
IP- 


7910090021 Ac k receipt of 790725 1 tr informing NRC ef steps taken to 
correct violations noted in IE Insp Rept 50-311/79-03. 

BRUNNER , E. J. Region 1, Ph i 1 ad e 1 p h 1 a. Reactor Operations Nuclear 

Support Branch. 79/09/03. ip 


•7910090025 Responds to NRC 790216 1 tr re violations noted in IE Insp 
Rept 50-31 1 /79-03. Correc tive ac tions : rcschedul ing of 
completion date for technical document room to 790830 tt 
microfilming of engineering records to 791231. 

MARTIN, T. J. Public Service Electric ?< Gas Co. of New Jersey. 
79/07/25. 2pp. 


7910020114 Forwards IE Info Notice 79-20, Revi sion 1, "NRC Enforcement 
Policy - NRC Licensed Ind 1 vidua 1 s. 11 Notice reissued to 
comect word omission 6 punctuation error which changed 
intent of statement. Changed statement underlined in text. 

GRIER, D.H. Region 1, Philadelphia, Office of the Dir ec tor. 
79/09/07. Ip. 


7910190330 Requests extension of response due date for IE Bulletin 
79-19 to 790924 1/ to 791003 for IE Bulletin 79-21. 

SCHNEIDER, F. W. Public Service Electric 8< Gas Co. of New Jersey. 
79/09/10. Ip. 


3910020547 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers." No action required. 

GRIER, D.H. Region 1, Philadelphia, Office of the Director. 
79/09/13. lp 


7910190165 Forwards response to IE Bulletin 79-13. Revi s ion I. 
Radiographic t< ultrasonic examinations will be performed on 
feedwater noi J le-fco-p i p Ing welds !< adjacent pipe tt nolile 
areas prior to fuel reloading. 

MARTIN. T. J. Public Service Electric 8/ Gas Co. of New Jersey. 
79/09/10. 4pp. 


7910090610 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7305 Catalog 5U12-11-AC w/120 Vult pc 
Coll. " No action required, 

GRIER, B. H. Region 1, Philadelphia, Uffice of the IHrector. 
79/09/24. Ip. 


7910040144 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lobe Oil Coalers," No action required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/09/26. 4pp. 


7910180182 Forwards IE Bulletin 79-24, "Froxen Lines. " Action required. 
GRIER, B. H, Region 1, Philadelphia, Office of the Director. 
79/09/27. lp. 


7910160539 Forwards IE Info Notice 79-55. "Reactor Trips at Turkey 
Point Units 3 & 4. *' No action required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/10/01. lp. 


7910170641 Forwards IE Info Notice 79-24, "Overpressur 1 ta 1 1 on of 
Containment of PWR Plant After Main Bteam Line Break." No 
ac t i on required. 

GRIER, B.H. Region 1, Ph i 1 ad e 1 p h ia. Office of the Director. 
79/10/01. lp. 


7910310262 Forwards supplemental response to IE Bulletin 79-02, "Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Bolts*’ Includes info re embedment ver 1 ficat ion, anchor bolt 
wedge setting program tt load test verification. 

MARTIN, T. J. Public Bervice Electric t< Gas Co, of New Jersey, 
79/10/05. 5pp. 


R. Periodic operating reports tt related corr es pond enc e 


7910300225 ForwaTds NJ permit listing total amount of water diverted 
each month h chloride analysis of Water Wells 1-3 6 5 for 
quarter ending Sept 1979. 

MIDUflA, H J. Public Service Electric tt Gas Co of New Jersey 
79/10/10. 3pp. 


S. Reportable occurrences. LERs 6 related correspondence 


7910040030 RQ 79-56/01P:on 790830, noted existence of identical 
configuration re excessive RHR pump flow duT ing post-LOCA 
recirculation mod o . De ta i 1 ed rept will be submitted peT Tech 
Specs 

rtlDURA, H. J. Public Service Electric & Gas Co of Now Jersey. 
79/00/3 1 lp. 


7910190140 Forwards significant deficiency rept re containment purge 
t< pressure-vacuum relief valves. 

HARTINiT J. Public Service Electric 6 Gas Co. of New Jersey. 
79/10/05. lp. 


— 79 101 90144 Significant deficiency rept re containment purge i< pressure 
vacuum relief valves Ac tua tor torque values were 
insufficient to move valves from open to closed positions w/ 
design differential pressure of 60 psi. Design reviewed. 

» Public Service Electric fc Gas Co of New Jersey. 79/10/05. 

2pp. "■ 


7910190148 Forwards significant deficiency Rept 79-06 re steam 
generator water level i n a trurne nta 1 1 on. 

MART1N.T J. Public Service Electric 8< Gas Co. of New Jersey. 
79/10/05. lp 


— 7910190153 Significant Deficiency Rupt 79-06 re steam generator water 
level Instrumentation. Pipe breaks in containment could lead 
to elevated temp readings which could result in delayed 
protection sys actuation. Setpoints tu be chang ed. 

* Public Service Electric tt Gas Co. of New Jersey 79/10/05. 

Bpp. 


DOCKET 50-312 RANCHO BECO NUCLEAR GENERATING STATION 


A, App 1 ica 1 1 on/cans tr uc 1 1 on stage documents t< correspondence 


7910050260 Responds to 790626 request re review of unnecessary 
challenges to reactor trip i, safeguards sys at facility. 

Util analysis of each reactor trip sufficient to detect any 
procedural lnadequac ies. 

MATTtMOE, J. J. Sacramento Municipal Utility District. 79/09/20. 

2pp. 


7910110506 Ack receipt of NRC 790917 ltr ro potential unrovieuied safety 
questions on Interaction between nonsofety-grade sys 8* 
safety-grade sys. Evaluation enc 1 . 

MATTIMOE, J. J. Sacramento Municipal Utility District. 79/10/05. 

2pp. 


F. Security, (radical, emergency S, fire protaction plans 


7910150213 Ack reciept of util 790B16 ltr transmitting security 
training 5, qualification plan. Submittal was not accompanied 
by approval or amend fee. 

MILLER, W, 0. License Fee Management Branch. 79/09/24. Ip. 


7910030429 Forwards Pee required for NRC review of 790331 request tor 
approva 1 of changes in Paragraph s 3. 1 . 8 < ! ) S< 5. 3. 6 U design 
criteria to t mp lament change to fire protection safety 
evaluation attached to Amond 19. Foe paid under protest 
MATTIMOE, J. J. Sacramento Municipal Utility District. 79/09/28, lp. 


7910030445 Forwards Pee required Por NRC review of 790904 request for 
approval of changes in Paragraph 3. 1, 11(11 it design criteria 
t a imp 1 omen t change to fire protection safety evaluation 
a t tach pd to Amend 19. Fee paid under protest. 

MATTIMOE, J. J, Sacramento Municipal Utility District. 79/09/20. lp. 


7910110410 Forwards Amend 66 revising Tech Specs to reflect min fire 
brigade shift sue per NRC 790B28 request. 

MATTIMOE, J. J. Bacramenfco Municipal Utility District. 79/10/02. lp. 


•7910110414 Amend 66 revising Tech Specs to reflect min fire brigade 
shift siie. 

* Sacramento Municipal Utility District. 79/10/02. lp. 
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7910120237 Forwards fee required for review fe approval of 790B16 
security training t, qualification plan, in response to 790924 
Itr.Fea is paid under protest due to pending lawsuit. 

MATTIMOE, J. J. Sacramento Municipal Utility t)l strict. 79/10/05. 
2pp. 


7910110209 Response by CA Energy Commission to util 790817 answer to 
Tevised statement of Issues. Issues 1 6 2 lack specificity. 

ASLB does not have jurisdiction over Issues 4-6. Withdraws 
Issues 8-10. Cert If ica te of Svc end. 

ELLISON, C. Cal ifornia. State of 79/0B/27. 7pp. 


7910230140 Finds proposed mods to fire protection safety evaluation 
ac c e p tab 1 e . Forwfl r d s draft RW Fluid 1 tr to be sent tD util. 

LAINAS, G. Plant Systems Branch (Pre 791030) 79/10/11 4pp. 


7910030653 Requests response to Sierra Club 790524 ma i 1 gram. Forward s 
copy. 

ETON, M R. Sierra Club. 79/09/04. Ip. 


7910300391 Informs that 790B31 U 1004 proposed mods t, deviations to 
fire protection safety evaluation arc acceptable. 

REID, R . W. Operating Reactors Branch 4 CPrc 79 1 03 07. 79/10/16. 

4pp. 


G. Adjudicatory correspondence 


7910030116 Forwards petition opposing operation of nuclear plant in 
response to recent NRC approval of plant. 

HAIFLEY, D. People for a Nuclear Free Future. 79/07/10. 5pp. 


•7910090656 Request for public hearing on safety of f ae i 1 i ty , s ubm i tied 
□ n behalf nf Sierra Club in State of CA. Hearing should 
provide full airing of views by NRC, util 6 Interested 
citi tens. 

EATON, M. R. Sierra Club. 79/05/24 Ip. 


7910230700 Notice of appearance on behalf of CA Energy Commission. 
Certificate of Svc one 1 . 

BROWN, E. H. , LANPHER.L.C, California, State of. BROWN, E. H. Hill 
Christopher S, Phillips. 79/09/04. 2pp. 


7910050752 Notifies of change of location for 790801 hearing in 
Sacramento, CA. 

STEPHENS, C. R. Docketing 6 Services Branch. 79/07/28. 3pp. 


7910230665 Prehearing statement setting forth util position on 
petitioners' contentions. Includes contentions fTom 
intervenars Friends of the Ear t h , Envi ron Council of 
Sacramento E> Original EMUD Ratepayers Association. 

KAPLAN, D. S. Sacramento Municipal Utility District. 79/07/31 , 1 1pp. 


7910050672 Forwards Certificate of Svc. 
BRENNER, L. Branch 3. 79/0B/O3. 3pp. 


79101 10170 Forwards CA Energy Commission 790S01 statement of issues 
of concern. 

GRUENEICH, D. N. , ELLISON, C. California, State of. 79/00/03. Ip. 


7910260477 Notice withdrawing L Brenner appearance. 
BRENNER, L. Branch 3. 79/09/20. 3pp. 


7910290290 Forwards summary of 790030 meeting to discuso preliminary 
results of auxiliary feedwater sys reliability study for 
Rancho Seco. 

MULKEV, M. E. Branch 2. 79/09/2S. Ip. 


■7910290297 Summary of 790330 meeting to discuss preliminary results of 
auxiliary feedwater sys reliability study. 

CAPRA, R. A. TMI-2 Bulletins t. Orders. 79/09/20. 20pp. 


7910190069 Order ruling on sc-ope of ASLB jurisdiction re CA Energy 
Commission, Friends of the Earth t< NRC 790B27 briefs 6 
Original EMUD Ratepayers 790B24 brief Order covers 
contentions filed by all parties 

COLE, R. F. , 8H0N, F. 0. , Ql.ASER, M. L. Atomic Safety and Licensing Board 
Panel. 79/10/05. 26pp. 


■7910110174 Statement of issues of concern submitted by CA Energy 
Commiss ian. No waiver of right to address other Issues in 
proceeding Issues to be examined at hearing are 
sufficiency of ahoTt-term mods U analysis of 1HI . 

GRUENEICH, D. M. , ELLISQN.C. California, 5tote of. 79/OB/Ol, 13pp. 


7910110196 Submits statements on revised contentions of intervennrs 
Friends of the Earth, Environ Council of Sacramento It 
Original SMUD Ratepayers As s oc ia t i an. D i s cus s« s sufficiency 
of NFfC orders re health !< safety. Cert i f 1 c ate of Eve enrl. 

KAPLAN, D.S. Sacramento Municipal Utility District. 79/08/16. 10pp. 


79101102I0 Responds to intervenar CA Energy Commission revised 
statements of issues uf cone ern. Issues are not detailed 
w/ specificity, Nexus between issues U facility not 
demonstrated . Ccr tl flea te of Svc end. 

KAPLAN. D.B. Sacramento Municipal Utility District. 79/00/17. 13pp. 


7910110400 Statement of petitioner Friende of the Earth ro meeting on 
contentions. No agreement reached on conten Lions. Wai t ing for 
receipt of contentions of petitioners Hursh & CA Energy 
Commission. Certi# 1 cate of Svc end. 

REED, -J. S. Friends of the Earth, 79/00/17. 3pp. 


7910040121 Submits CA Energy Commission revised issues of concern per 
A6LB 790001 prehearing conference. No position on issues. 

Reserves right to participate on other issues in proceeding. 

Major issues include short-term {, long-term mods. 

ORUENE 1 CH, D. tt. California, State of. 79/00/20. 19pp. 


7910030034 Util response to contentions of interveners 0 Hursh lx 
R Castro. Inc ludes contentions re sensitivity to transient 
c ond i t i ons, r sac t Or trip, steam generation sys it emergency 
feedwater sys. Car l i f i ca te of Svc encl. 

KAPLAN, 0, S. Sacramento Municipal Utility District, 79/00/20. 31pp. 


7910090374 Brief on scope of ASLH jurisdiction in proceeding. ASLB has 
jurisdiction tn consider issues ro NFIC 790507 ordeT AS) D 
jurisdiction does not extend to other matters. Cert i f i cate of 
Svc end. 

KAPLAN, B. S. Sacramento Municipal Utility District. 79/08/24. 10pp. 


7910050676 Brief of CA Energy Commission per ABLB 790803 prehearing 
conference order. NRC 790507 U 0621 orders confirmed intended 
bmad scope of proceed ing, Communts on burden of going 
forward re Contentions 1-10. Certi f i cate of Eve end. 

ELLISON, C. California, Slate of. 79/0B/27. 10pp. 


7910260254 Notice of 791107 prehearing conference t> 791127 evidentiary 
hearings in Saer amen to , CA. Pu b 1 1 c Is invited to both 
h e ar ing s. Li ml ted appearance statements are permitted on 
791127 Commission 790621 t< ASLB 791005 orders. 

GLASER, M. L. Atomic Safety and Licensing Board Panel. 79/10/05. 

4pp. 


P. Operating license stage documents & correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790001 
to 79U01. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/10. 49pp. 


7910090536 Summary of 79D809 meeting w/fll,W owners group 6 B6W in 
Oothosda, Ml) re long-term generic requirements applicable to 
BtiH operating plants. 

CAPRA, H, A. TMI-2 Bulletins & Orders. 79/00/24. 41pp. 


791001026? Summary of 790024 meeting w/subcommi t tee of D&W owners group 
in Bethesda.MD re alternate proposal to requirements nf IE 
Bulletin 79-13 fnr BtxW operating plants. 

GARNER, D. J, Operating Reactors Branch 4 (Pre 791030). 79/OB/31. 

14pp. 


7910230122 Requests add! info re upgrade of anticipatory roactor trip, 
REID, R, W, Operating Roaetors Branch 4 (Pre 791030). 79/09/07. 

13pp. 


7910010192 Summary of 790424 meeting w/B&W reactor operators l< B&W in 
Bofchesda,MD re response to plant transi ents, Lis t of 
attendees, agenda t< eierpts for B&W presentation end. 

FAIRT1LE, M. B. Operating Reactors Branch 4 (Pre 791030). 79/09/10. 

19pp, 


7910050340 Forwards list of plants requiring microfiching of up-to- 
date FSARs in Central Fi les. Requests action as soon as 
possible, 

GRIMES, 33. K, Assistant Director for Systems Engineering (PrB 
791030). 79/09/10. 4pp. 


7910090415 Notification of 790914 meeting w/BLW owners group in 
Bathssda,MD to discuss analysis of doslgn, off-normal 
transients 6 other generic requirements. 

CAPRA, R. A. TMI-2 Bulletins & Orders. 79/09/11. 3pp. 
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7910040016 Summary of 790833 mooting w/DfcW licensees to discuss post- 
TMI feedwater tr arts 1 onts Ag undo fc list of attendees oncl. 

CAPRA, R. A. TMI-2 Unresolved Safety Issues. 79/09/13. 99pp. 


7910250436 Summary of 790823 meeting w/DfcW operating plant licensees re 
post-TMr feedwater trans 1 on t s. Ag enda, 1 i s t of at tend ees, 1 i s t 
of transients 6 outline of NRC ropt on loss of pressurijur 
level indication ontl. 

CAPRApR.A, TMI-S Bulletins fc Orders. 79/09/13. 99pp. 


7910250215 Informs that effective date for implementation of EPA stri 
for LWR U fuel cycle is 791 201 Reque 6 1 e Compliance w/ 
radiological effluent Tech Spec implementing LUR provisions 
Method for imp lomen ta t ion requested by 791101. 

GAMMILL, W. P. Assistant Director for Operating Reactor Proiects (Pro 
791030). 79/09/17. Ip. 


7910040028 Summary of 790913 meeting w/BfcW owners group to diBCUSs 
analysis uf design 6 off-normal transients fc accidents fc 
other BfcW generic requiremon ta. Li s t of attendees, agenda 6 
preuen ta fc i ons end 

CAPRAr R, A, TMI-2 Bulletins Orders. 79/09/21 4Spn, 


7910180416 Forwards Class HI fee for application to amend 
License DPR — 54. Fae paid under protest. 

MATTIMDE. J. J. Sacramento Municipal Utility District. 79/10/12 

3pp 


7910220202 Notification of 791019 meeting w/OfcU owners group in 
Be the s d a, (ID to discuss lead plant event trees, safety 
sequence diagrams fc anticipated analysis re abnormal 
transient operational guidelines in NUREG-0578 
CAPRA, R. A. TMI-2 Bulletins fc Orders. 79/10/12. 10pp. 


7910230563 Notifies of invalidity of 770603 fc 760917 submittals r B 
degraded voltage bus c e p tab i 1 i ty . FI re protection fc 
TMI -related mods to 230- irV transmission sys necessitate 
redesign of sa Fe ty -gr a do onsite distribution sys 

MATTIMDE, J. U Sacramento Municipal Utility District. 79/10/15. Ip 


7910230591 Requests intension to 791018 for response to 790B0B 1 tr. 
Delay caused by need to modify min expected voltage 
assumptions 3, perform roanalysis. 

MATTIMOE, J. J. Sacramento Municipal Utility District. 79/10/13. Ip. 


79x0250418 Summary of 790913 meeting u/BfcW owners group in Bothesda,MD 
re analysis of desi gn, of f-normal transi onts, accidents 6 BfcW 
generic requirements. 

* Commissi on. 79/09/31 . 45pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging fc venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 days. 

EISENHUT, D. Q. Division of Operatinp Reactors. 79/09/27. 3pp. 


7910230091 Provides NRC requirements for resolving matter of power 
operated relief valve 6 safety valve lift frequency 'fc 
mechanical reliability. 

REID, R. W Operating Roactorc tlranch 4 (Pro 791030). 79/09/20 

12pp. 


791022027-0 Forwards response to NRC 79OBO0 request for verification of 
adequacy of offsite power sys 6 onsite electTtcal 
distribution sys. Existing sys will he adequate w/normal 
plant lineup after Implementation of mods. 

MATTIMDE, J. J. Sacramento Municipal Utility District 79/10/17 
24pp. 


rvtv.s'iuo/n uosponos to / vuv i j i tr requiring util commitment 
re NUREO-057Q, "TMI-2 Lessens Learned Task Force Status 




Rapt.” Forwards implementation plan, 

MATTIMDE, J. J. Sacramento Municipal Utility District 
27pp. 


79/10/10. 


7910310167 Notification of 791023 meeting u/BfcW, BfcW owners group fc 
ORNL In Lynchburg. VA to discuss DAN-1364. "Integrated 
CQntral Qys Reliability Analysis." 

CAPRA, R. A. TMI-2 Bulletins fc Orders. 79/10/19. Ip 


7910190406 Requests Amend 65 to License DPR-34. Forwards proposed Tech 
Spec changes fc BfcW ropt DAW-1560, "Cycle 4 Reload Repl. « 

MATTIMDE, J. J. Sacramento Municipal Util tty District. 99/10/03 
3pp. 


— 7910190408 Proposed changes to Tech Bpecs 2, 1 . 2, 3, 3. 5, 2. 4 fc 5.8 
* Sacramento Municipal Utility District. 79/10/03, 15pp. 


■7910190414 "Cycle 4 Reload Ropt," 

“ Babcock fc Wilcox Co. BAH-1360. 79/0B/31, 63pp. 


7910100310 Forwards rapt, "Evaluation of Potentially Adverse Environ 
Effects on Nonsafoty-Orado Control Bys," in response to NltC 
790917 1 tr, 

MATTIMDE, J. J. Bacramento Municipal Utility District. 79/10/03 

2pp. 


■7910100217 "Evaluation of Potentially Advorse Environ Effects nn 
Nonsafety-Orodo Control Bys. " 

» Bocramerito Municipal Utility District, * llabcock fc Wilcot Co 
79/10/05 11pp. 


7910300391 Requests preparation of supplemental EIS to consider environ 
impact of various Class 9 nuclear acc Idents, per 10CFR2. 206. 

BALDWIN. W. A. Friends of the Earth. 79/10/24 3pp. 


7910290269 Responds to 790921 request fur review of unnecessary 
challenges to reactor trip fc safeguard sys. Forwards 79092B 
ltr to NRC ro review. 

MATT IMBE. J. J, Bacramento Municipal Utility District- 79/10/16. Ip. 


0. Inspection reports, IE Bulletins fc correspondence 


791QQ305B0 Responds to IE Bulletin 79-03. No welded SA-312 Type 304 
stainless steel piping used in const or operational phase 
MATTIMOE, J. J. Bacramento Municipal Utility District. 79/04/16. Ip. 


7910040193 Provides add! info in response to IE Bulletin 79-05A. 
Feedwater piping configuration allows for 100'/ flow capacity 
in event of single passive failure. 

MATTIMDE, J, J. Bacramento Municipal Utility District. 79/04/19 
3pp. 


7910100217 "Eval Illation of Potentially Advorse Environ Effects on 
Non~8afaty Grade Control Sys, “ 

* Bacramento Municipal Utility District. * Babcock fc Wilcox Co. 
79/10/05. 11pp. 


7910110257 Forwards addl info ro relief fc safety valves fc steam 
generator heat transfer 7B033B TMI-2 transient simulation, 
requested in DF Ross 790B21 1 tr. Remaining items requested 
will he forwarded per specified schodulo. 

MATTIMOE, J. 0. Bacramento Municipal Utility District. 79/10/00, 
29pp. 


7910160476 Forward# "Anticipatory Trip Functions for 177 Fuel Assembly 
Plants. ” 

MATTIMDE, J. J. Bacramento Municipal Utility District, 79/10/09. Ip. 


•791014047B "Anticipatory Trip Functions for 177 Fuel Assembly Plants." 
DENNETT, J. D. , VOBBRUOH, R. 0. Bacramento Municipal Utility District. 
79/05/16. 2Bp p . 


7910160433 Forwards steam generator compartmont structural drawings par 
790aOB request. Drawings for Oconee will be submitted by 
791031. Drawings available in Central Files. 

TAYLOR, J. H. Babcock & Wilcox Co. 79/10/10. Ip. 


791 0050 12B Responds to IE Dullatin 79-09. OE Type AK-2 circuit breaker# 
are used in control rod drive sys fc are part of reactor 
protec t i on. 

MATTIMOE. J.J Bacramento Municipal Utility District. 79/03/15. Ip. 


7910020606 Responds to IE Bulletin 79-11. No Meetinghouse circuit 
breakers Installed In safety -related sys. 

MATTIMOE, J. U. Sacramento Municipal Utility District. 79/06/20. Ip. 


7910030616 Responds to IE Bulletin 79-07, Lists organizations 
responsible for programs used in verification op computer 
programs that may have been used In seismic stress analysis 
of safety-related piping. 

MATTIMDE, J. J, Bacramento Municipal Utility District. 79/06/31. Ip, 


79101 201 B 1 Forwards response to IE Bulletin 79-14. Review gf pertinent 
drawing s, calcutat i ons fc physical inop of accessible piping fc 
supports Is being conducted to verify validity of seismic 
ana lysis d f safety sys. 

MATTIMOE, J, J. Sacramento Municipal Utility District. 79/07/30. 
25pp. 


79100307B1 Forwards IE Insp Ropt 50-312/79-11 on 79061 2-0713. No 
none amp 1 lance noted. 

CREWS, J. L. Region 5, Ban Francisco, Reactor Operations Nuclear 

Support Branch. 79/0B/20. 2pp. 
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•79100307B4 IE Insp Rept 50-312/79-11 on 7906 1 2-07 1 2 . No noncom p I ian c e 
noted. Major areit i r 5 pec t* d op e r ator training pertaining to 
TMI incident, des i gn changes, pracursmeet ?< reactor operations 
&i licensee response to IE Bulletins t< LERs 

CANTER, H. L. . DAGAGL10, M, J. Region 5, San Francisco. Office of 
the Director FAULKENBERRY, B. Region 5, San Francisco, Reactor 

Operations Nuclear Support Branch. 79/08/20. 6p p. 


*7910030723 IE Insp Rept 50-312/79—13 on 790613-14. No none omp t i anc e 
noted. Major areas i nspec tad : ana I g t i ca 1 results & sampling 
techniques pertinent to c on F i rmstory measurements program 
It reported contaminated algae sample. 

THOMAS, R_ D. Region 5, San Francisco, Office nf the Director 
BOOK, H. E. Region 3, San Francisco, Fuel Facility i, Materials 

Safety Branch. 79/08/07. 4pp, 


791OQ308S9 Responds to IE Bulletin 79-17 re piping u/possible 
oxygenated berated water. Six oversiie drawings encl. 

MATT I MCE, J. J. Sacramento- Municipal Utility District. 79/09/24 
3.PP. 


7910160484 Responds to IE Bulletin 79-05C. Out 1 i r e s corrective actions 
taken. Util will submit design by 791031 to assure automatic 
tripping af operator reactor co-olant pumps under all 
circumstances in which action mag be needed. 

HATTIMQE, J. J. Sacramento Municipal Utility District. 79/08/27. 
2pp. 


■79101&04B7 Analysis summary in suppnrt of early reactor cDdlanl pump 
trip. 

» Sacramento Municipal Utility District. 79/08/27. 49pp. 


7910190344 Responds to IE Bulletin 79-14. "Seismic Analysis for 
As-Built Safety-Related Piping Sys. " Walk-down insp of 
accessible Seismic Category I sys is comp 1 ete. Inac c ess i ble 
piping will be insp during Jan 1980 outage 

WALBRIDQE, W. C. 9acram ento Muni c i pal Utility District. 79/09/05. 
23pp. 


7910020300 Forwards IE Info Notice 79-20, Revis i on 1, "N1TC Enforcement 
Policy - NRC Licensed Individuals " Notice reissued to 
correct word omission & punctuation error which changed 
intent of s taterae nt. Ch a ng ed statement underlined in tent. 

ENGELKEN. R. H Region 5. San Francisco, Office of the Director. 
79/09/07. lp. 


7910170005 Notifies of review of responses to IE Bulletin 79-0511. 
Requests add] info re proposed design description !< 
implementation schedule for safety-grade anticipatory 
reactor trip. 

REID. ft. W. Operating Reactors Branch 4 (Pro 791030), 79/09/07. 

13pp. 


7910100069 Forwards FL Power Corp response to IE Bulletin 79-05C 
HELTEME5, C. J. S tanda r d l cat i on Branch. t 79/09/11. lp 


7910040023 Forwards IE Circular 79—19, ''Loose Locking Devices on 
I n gers o 1 1 -Rand Pump Impellers. “ No action required. 

ENOELKEN. R. H. Region 5, San Francisco. Office of the Director 
79/09/13. ip 


79101103O7 Forwards IE Info Notice 79-22, r, 0u a 1 S f i c a t i on of Control 
Sys." No action required 

ENGELKEN, R H. Region 5, San Francisco, Office of tho Director. 
79/09/14. Ip. 


7910150678 Discusses error by B!<W in generic Tept "Analysis Summary in 
Support of Early Reactor Coolant Pump Trip," Section III re 
impact on nan-LOCA events. Li c ensees endorsed applicability 
of BS.W rept in responses to IE Bulletin 79-05C. 

HELTEMES, C. J, TMI-2 Bulletins b Orders. 79/09/14. 22pp. 


7910300082 Forwards IE Info Notice 79-22. "Qualification of Control 
Sys, " Westinghouse 790030 Itr & Public Svc Electric It fias 
Co 790910 ltr re potential unroviewed safety question. Ac t ion 
required within 20 days W/o encl, 

DENTON, H. fl. Office of Nuclear Reactor Regulation. 79/09/17. 4Qpp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures & 
surveillance testing errors. which was incorrectly 
distr ibuted. Also forwards IE Insp Repts 50-295/79-13 t, 

50-304/79- 12. Acti on required. 

EISENIHITr D. G. Division of Operating Reactors. 79/09/21, 19pp. 


7910110197 Forwards IE Info Notice 79—23. "Emergency Diesel Generator 
Lube Oil Coolers. " No action required 

ENOELKEN. R H. Region 5. San Francisco, Office of the Director 
79/09/26. ip. 


7910100070 Forwards IE Bulletin 79-24, "Froien Lines " Action required. 
. ENGELKEN, R H. Region 5, San Francisco, Office of the Director 
79/09/27. lp. 


791017 0542 Forwards IE Info Notice 79—25, "Reactor Trips at Turkey 
Point Units 3 t< 4. " No action required. 

ENOELKEN, R . H. Region 5, San Francisco, Office of the Director 
79/10/01. lp. 


7910190221 Forwards IE Info Notice 79-24, "Qverpres sur i z a t i on uf 
Containment of PWF1 Plant After Main Steam Line Break. “ Mo 
action requi rod . 

ENGELKEN, R. H, Region 5, San Francisco, Office of tho Director 
79/10/01. lp. 


7910240123 Forwards IE Insp Rept 50-312/79-18 on 790820-29. No 
noncomp 1 lance notod. Rept withheld iref 10CFR2. 790), 

NORDERHAUG, L. R. Region 3, San Francisco, Safeguards Branch 

79/10/03. Ip. 


7910300007 Ack receipt of 790920 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-312/79-15 
BOOK, H. E. Region 5, San Francisco, Fuel Facility Materials 

Safety Branch. 79/10/09. lp. 


•7910300010 Responds to NRC 790911 ItT tb violations noted in IE Insp 
Rept 50-312/79-1 5. Corrective ac 1 1 on s : se c ur i t y helpers were 
issued film bad g e s. S ec uri ty guard will check for badges. 

MATTIMOE, J. J. Sacramento Municipal Utility District 79/09/20 

2pp. 


— 791030001 2 Forwards IE Insp Rept 30-312/79-15 on 790723-26 & notice 
of violation. 

BOOK, H E. Region 9, San Francisco, Fuel Facility h Materials 

Safety Branch. 79/09/11. 2 pp. 


— 7910300015 Notice of violation Prom inap on 790723-26. 

* Region 5, San Francisco. Office of the Director. 79/09/05, 

lp. 


■7910300017 IE Insp Rept 50-312/79-15 on 790723-26. None omp 1 ianc e noted: 
Improper personnel monitoring 

THOMAS, R. J). Region S, 8an Francisco, Office of the Director. 

HOOK. H. E. Region 5, Ban Francisco, Fuel Facility & Materials 

Safety Branch. 79/09/05. 10pp. 


7910310274 Forwards Revision 2 to IE Bulletin 79-13, "Crackinq in 
Feedwater Sys Piping. " Action required. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director 
79/10/17. lp, 


R, Periodic operating reports S< related correspondence 


7910130502 Forwards monthly operating rept For Sept 1979. 

RODRIQUEZ, R, J. Sacramento Municipal Utility District. 79/10/04 
IP- 


— 7910190507 Monthly operating rept Pot Sept 1979. 

COLOMBDjR. W. Sacramento Municipal Utility District. 79/09/30 

6pp. 


DOCKET 90-313 ARKANSAS NUCLEAR ONE, UNIT 1 
F. Security, medical, emergency t< fire protection plans 


7910230124 Forwards background info For replication fire tests. Drawings 
of conduit u tray arrangements bi fire protection features 
will be forwarded 791010. 

SYLVESTER, E. Plant Systems Branch (Pre 791030). 79/10/04. lp. 


7910260165 Remits Class I duplicate fee For safeguards contingency 
plan involving two units, In response to 791009 request. 

TRIMBLE, D. C. Arkansas Power i. Light Co. 79/10/19. lp. 
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H. Qetieral correspondence 


7910310406 Confirms 791012 telcon .t forwards list of ini! i v i dua Is who 
will visit facility on 791113-14 re mockup of cable 
spreading room for fire tests. 

REID, R. H. Operating Reactors Branch 4 (Pre 791030) 79/10/23 

3pp. 


J. Insurance t, indemnity information 


7910230570 Forwards executed Amend 9 to Indemnity Agreement 13-65 
TRIMBLE, D C. Arkansas Power ?< Light Co. 79/10/17. 2pp. 


P. Operating license stage documents S< correspondence 


7910090241 Forwards FR notice op amend to 10CFR73. 59 re r eq u i r omen t s 
for physical protection of nuclear power p 1 an t s. Amend defers 
implementation of physical search requirements from 790001 
to 791101. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/00/10. 49pp. 


7910090536 Summary of 790B09 meeting tu/B&U owners group & Bfctl in 
Bethesda, MD re long-term generic requirements applicable to 
B<<W operating plants. 

CAPRA, R.A. TM1-2 Bulletins 6 Orders 79/00/24. 41pp, 


7910010269 Summary of 790024 meeting w/ sub c ommi t tc e of BS-U owners group 
in Bethesda, MD re alternate proposal to requirements of IE 
Bulletin 79-13 for BMJ operating plants. 

GARNER, D. J. Operating Reactors Branch 4 (Pre 791030 ) 79/QS/31 

14pp. 


7910230122 Requests addl info re upgrade of anticipatory reactor trip 
REIDiR. W. Operating Reactors Branch 4 (Pre 791030). 79/09/07 

13pp. 


79(0010192 Summary of 790424 meeting w/BhU reactor operators ?. I3t,l4 In 
Bethesda. MD re response to plant trans i ent s. Li s t of 
attendees, agenda *< exerpts for BJ<W presentation end. 

FAlflTILE, M. D. Operating Reactors Branch 4 (Pre 791030) 79/09/10 

19pp. 


7910090415 Notification of 7909)4 meeting w/D&U owners group in 
Bethesda, MD to discuss analysis of dosi gn, of f-norma 1 
transients !< other generic requirements, 

CAPRA, R. A. TMI-2 Bulletins 6 Orders. 79/09/11, 3pp. 


7910040016 Summary of 790Q23 meeting ui/BLW licensees to discuss post- 
TM1 feedwater transients. Agenda ?, list of attendees ond. 

CAPRA, R.A. TMI-2 Unresolved Safety Issues. 79/09/ 13. 99oo. 


7910230436 Summary of 790023 meeting ui/BtW operating plant licensees re 
post-TMl feedwater trans 1 on t s. Agenda, 1 i s t of attendees, list 
of transients & outline of NRC ropt on loss of pressur iier 
level indication end. 

CAPRA, R.A. TMI-2 Bulletins t< Orders. 79/09/13. 99pp. 


7910250215 Informs that effective date for i mp 1 ementat 1 on of ERA std 
for LUR U fuel cycle is 791201 , Roques ts compliance w/ 
radiological offluent Tech Spec implementing LUR provision*, 

Method for implementation roquestod by 791101. 

CAMMILL, W. P. Assistant Director for Operoting Reactor Protects <l'ro 
791030). 79/09/17. ip. 


7910020752 Notification of 791016 meeting w/util to discuss propooed 
radiological Tech Specs «, offsite dose calculation model. 

ViaSING.G. Operating Reactor* Branch 4 (Pro 791030), 79/09/10 

IP- 


7910180169 Notification rescheduling 791016 meeting w/util to review 
proposed radiological effluent Tech Specs & Offsite Dose 
Calculation Monua 1. Meo t ing will be hold 791023. 

VIS8ING, 0. Operating Reactors Branch 4 (Pre 791030). 79/09/IB 

2pp. 


7910040308 Responds to NRC 790723 U OS02 requests for amends re 
secondary water chemistry monitoring t< control program. 
Present program !< Tech Specs on steam generator tube 
leakage It Inservice Insp are sufficient. 

TR IrtflLE, D. C. Arkansas Power t< Light Co. 79/09/20. 2pp. 


7910150240 Responds to 790408 ltr re safety of facility in light of TMJ 
incident. Facilities have similar nuclear steam supply sys, 

B&W reactors shutdown condition ponding short- t< long-term 
mods licensee granted 790614 restart order. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/20. 3pp. 


7910040020 Summary of 790913 meeting w/B!<W owners group to discuss 
analysis of design S< off-normal transients !< Occidents t 
other Bt«w generic r eq u i r ement s . Li s t of attendees, agenda 6 
presentations encl 

CAPRA, R.A. TMI-2 Bulletins 6 Orders. 79/09/21 . 45pp . 


791035041S Summary of 790913 meeting w/B&U owners group in Bethesda, MD 
re analysis of dej ign, aff-norma 1 trans i en ts , ac c i d en t s !, U&w 
generic requi cements. 

* Commission. 79/09/21 . 4 Sp p 


7910150201 Ack receipt of task force rept re TMI ac C i den t Provi d es 
comments on various items in rep t. Recommendations parallel 
those already under active consideration by NRC 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/24. 3pp. 

7910220413 Forwards guidelines for valve operability re containment 
purging ven ting during normal op eraticnReq nests 
commitment to implement valve qualification program within 
30 days. 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3 pp 


7910110363 Ack receipt of NRC 790719 ltr re reactor cavity annulus seal 
ring. Util will take necessary action to preclude seal ring 
becoming potential ml s s i 1 e. Ac t i on will begin no later than 
fourth refueling shutdown scheduled for Fall 1900. 

CAVANAUGH, W. Arkansas Power !< Light Co. 79/09/28. 2pp. 


7910230091 Provides NRC requirements for resolving matter of power 
operatod relief valve & safety valve lift frequency J, 
mechanical reliability. 

REID, ft. W. Operating Reactors Branch 4 (Pre 791030). 79/09/20 

12pp. 


7910H0341 Responds to NRC 790821 ltr on personnel training re TMI-2 8< 
small break ph 1 1 osop hy. Long-term training will include 
lesssons learned from TMl-2.Uttl will prqvide ropt of review 
from Bf«H by 000131. 

TRIMBLE, D C. Arkansas Power U Light Co. 79/10/01. 2pp. 


7910220454 Notice of review Df 771222 response bo NRC 770915 ltr re 
possible! boron dilution inc ident. Request s addl info re 
i dent i flea tion of all other potential boron dilution 
accidents. 

REID.R.W Operating Reactors Branch 4 (Pre 791030) 79/10/04 

2pp. 


7910 10p 103 Responds to NRC 79091 7 ItT re potential unreviewed safety 
question on interaction between nonsafety-grade $, safety- 
grade sys. None found. Forwards "Evaluation of Potentially 
Adverse Environ Effects on Non saf et y-Qrade ContTol Sya. » 
CAVANAUGH, W. Arkansas Power t< Light Co. 79/10/07. 3pp. 


•7910100105 "Evaluation of Potentially Adverse Environ Effects on 
Nonsa f etyGrade Control Sys." 

* Arkansas Power & Light Co. » Babcock t, Wilcox Co. 79/10/07 
14pp. 


7910150536 Forwards addl info re proposed conceptual safety-grade 
design for initiating reactor trips upon loss op main 
Feedwater &/or turbine trip, in response to 790907 request. 
TRIMBLE, D, C. Arkansas Power 6 Light Co. 79/10/00. 25pp. 


7910160326 Notifies that specific concerns of NRC 790B0B ltr re 
adequacy of station electric distribution sys voltagen 
wore addressed during NRC review of 790916 Incident. Since 
review found sys ecceptabie.no further response necosoary. 
TRIMBLE. 0. C. Arkansas Power 6 Light Cd. 79/10/00. Ip. 


7910220479 Requests submission of Class 1 amond/approva 1 fee for 
safeguards contingency plan within 19 days. 

MILLER, W. 0. License Pee Management Branch. 79/10/09 lp. 


7910290108 Requests preparation of solid waste process control program 
it Tech Spocs which discuss solid l f icatinn of waste 
REIB,n. W. Operating Reactors Branch 4 (Pra 791030). 79/10/09. 

2pp. 


7910220202 Notification of 791019 meeting w/BS<U owners group in 
BethesdaiMD to discuss lead plant avent trees, safety 
sequence diagrams & anticipated analysis re abnormal 
transient operational guidelines in NUREO-O570. 

CAPRA, R. A. TMI-2 Bulletins h Orders. 79/10/12. 10pp. 


7910310112 Notifies that ECC6 at facility satisfies single failure 
criteria fc is seismically h environ qualified except re 
radiation effects on Instrumentation t, electrical equipment. 
Safety evaluation encl. 

REID, ft. W. Operating Reactors Branch 4 (Pre 791030). 79/10/12, 

2pp. 
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-79103101 1 5 Safety evaluation re ECCS single failure analysis 
* Office of Nuclear Reactor Regulation. 79/10712. 12pp. 


7910190304- Forwards responses to NRC 790913 ItT. Items in 1 tr 8* NUREO- 
0570 are valid ?< appropriate to increase safety margin at 
f ac 1 1 i ty. Prop oses two outages in series For each unit. 

CAVANAUGH, U. Arkansas Power 8. Light Co. 79/10/17. 33pp. 


7910230246 Forwards comments on NURE0-057B. "Till-a Lessons Learned Tank 
Force Status Rapt 4c Short-Term Recommendations " Util will 
be in compliance by May 1 930. 

CAVANAUGH. W. Arkansas Power U Light Co. 79/10/17 32pp. 


7910310044 Acl receipt of 790424.0916.0606 L OB requests for amends 
t< Tech Spec changes to DPfl-91 . Requests addl into re 
emergency feedwater tra i ns. operab i 1 i ty of reactor trip 
circuitry 8, basis for bypass setpoints 

REID. R W. Light Water Reactors Branch 4. 79/10/113. 4pp. 


7910310167 Notification of 791023 meeting w/D5W, BMW owners group t 
ORNL in Lynchburg. VA to discuss BAW-1564, "Integrated 
CQntrol Sys Reliability Analysis. 11 

CAPRA, R. A. TMI-2 Bulletins 6 Orders. 79/10/19. Ip. 


7910290339 Forward* proposed change to Tech Specs re hydraulic 
snubbers. Identified 9 snubbers, as capable of being removed 
from category "espically difficult to remove." Amend Fee 8, 
affadavit encl. 

CAVANAUGH. W. Arkansas Power 8< Light Co. 79/10/22 3pp. 

— 7910290341 Proposed change to Tech Spacs. Table 3. 16-1. re safety-related 
snubbers. 

* Arkansas Poorer ?> Light Co. 79/10/22. 3pp. 

7910310204 Responds to NRC 790531 Jtr requesting Info re provision of 
emergency power source to motar-dTiven emergency feedwator 
p ump. Di sc uss o s pump control circuit redesign 4c forwards 
drawings Fot review Drawings available Central Files only. 

TRIMBLE, D. C. Arkansas Power ?< Light Co. 79/10/22. 2pp. 


7910310320 Discusses containment purging during opera t ion, Util is 
satisfied w/bases for proposed Toch Specs to limit purging 
during operation to no more than 90-h/yr. 

TRINBLE, D. C. Arkansas Power «< Light Co. 79/10/25. 2pp. 


0. Inspection reports. IE Bulletins & correspondence 


7910090761 Forwards IE Insp Repts 50-313/79-15 t 50-360/79-13 on 
79070B-0B09 h notice ef vialetion. 

MADSEN. 0. L. Region 4. Dallas. Reactor Operations Nuclear Support 

Branch. 79/08/24. 2pp. 


— 7910090763 Wot ice of violation from insp on 790708-0609. 

» Region 4. Dallas. Reactor Operations Nuclear Support Branch. 
79/08/22. Ip. 


•7910090760 IE Insp Rapt 50-313/79-15 «< 50-360/79-13 on 790700-0009. 
Noneompl lance noted; no r equal If icat Ion training at hodule for 
licensed operators. 

JOHNSON. W. D. , EPANQLER.R.O., WESTERMAN, T. F. Region 4, Dallas, 
Office of the Director. 79/QB/22. 15pp. 


7910020512 Responds to IE Bulletin 79-14, "Seismic Analyals for 
As-Built Safety-Related Piping Sys." Results documented, 
engineering evaluation performed & corrective action taken 
on all Items judged to affect sys op erab i 1 I ty. Summery encl. 
TRIMBLE, D. C. Arkansas Power U Light Co. 79/00/31. 26pp. 


7910040634 Responds to IE Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Ejpansion Anchor Bolts. " Total of 10 
supports w/safety factors less than two were identified as 
corrected. 

TRIMBLE, D. C. Arkansas Power fc Light Co. 79/09/05. Ip. 


7910030263 Responds to IE Bulletin 79-15. "Deep DTaPt Pump 
Deficiencies." Three Fairbsnk Morse Model 28HC pumps in use 
at Unit 1 as sve water pumps. Three Falrbank Morse Model 
34HC pumps in, use at Unit 2 as sve water pumps. 

TRIMBLE, D. C, Arkansas Power ■& Light Co. 79/09/06. 4pp. 


7910170003 Notifies of review of responses to IE Bulletin 79-05B. 
Requests addl info re proposed design description 6 
implementat ion schedule for safety-grade anticipatory 
reactor ir 1 p. 

REID, R. W. Operating Reactors Branch 4 (Pre 7910301. 79/09/07. 

13pp. 


7910010001 Forwards IE Circular 79-1B. "Proper Installation of Target 
Rock Safety-Relief Valves. " No action required. 

SEVFRIT.K. v Hegion 4, Dallas, Office of the Director. 79/09/10. 

Ip 

7910030647 Accepts delay In submittal of final reply to IE Bulletin 
79-03 as requested in 790331 ltr. 

MADSEN, G. L. Region 4, Dallas, Reactor Operations Nuclear Support 

Branch. 79/09/10. Ip 


— 7910030652 Requests delay in submittal of final reply to IE Bulletin 
79-03 until util has chance to review forthcoming bulletin 
revision. 

TRIMBLE, D C, Arkansas Power 8. Light Co. 79/00/31 Ip 


7910100069 Forwards FL Power Corp response to IE Bulletin 79-050. 
HELTEMES. C . J Standar d i j a t i on Dranc h. 79/09/ 11. Ip. 


—7910100079 Responds to IE Bulletin 79-05C . Ac 1 1 ons re reactor coolant 
pump t two control room operators ta k en. Forward s "Analysis 
Summary in Support of Early Reactor Coolant Trip" 8, 

"Guidelines for Action. " 

STEWART, H P. Florida Power Corp. 79/00/24. 104pp. 


7910030302 Forwards IE Circular 79-19, 'Loose Locking Devices on 
Ingerso 1 1-Rand Pump Impellers. " No action required. 

SEVFRIT.K V. Region 4. Dallas. Office of the Director 79/09/13. 

IP 

79101 201B4 Forwards IE Info Notice 79-22, " Qua li f i cat i an of Control 

Sys, " No action required. 

SEVFRIT.K. V. Region 4, Dallas, Office of the Director. 79/09/14. 

Ip. 

79101 5067 D Discusses error by B8,W in generic ropt "Analysis Summary in 
Support of Early Reactor Coolant Pump Trip," Section III re 
impact on pdh-LOCA events. Licensesii endorsed applicability 
of Bl.W rept in responses to IE Bulletin 79-030. 

HELTEMES, C. J. TMI-2 Bulletins U Orders. 79/09/14. 22pp. 


7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys," Hestinghousc 790B3O ltr 6 Public 0vc Electric 8, Gao 
Co 790910 ltr rc potential unreviouiod safety quest ion. Ac t ion 
required within 20 days. W/o encl. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 


7910230561 Fonuards NRC 790626 ltr ro multiple equipment failures t< 
survel 1 lance testing errors, which was Incorrectly 
di stributud. Also forwards IE Insp flopts 50-295/79-13 & 
50-304/79-12. Action required. 

EIBENHUT, D. 0. Division of Operating Rea c tor u 79/09/21 49pp. 


7910120193 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ar. 

Coil." No action required. 

BEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/24. 
Ip. 


7910100052 Lists add! util responses to IE Bulletin 79-06C. 
HELTEME0, C. J. TMI-2 Bulletins L Orders. 79/09/23. 2pp. 


7910090792 Ack receipt of 790914 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/79-15 8, 
50-360/79-13. 

MADSEN, O.L. Region 4, Dallas, Reactor Operations Nuclear Support 

Branch. 79/09/26. Ip. 


— 7910090794 Rospunds to NRC 790024 ltr re violations noted In IE Insp 
Repts 50-313/79-15 8< 50-360/79-1 3. Correc t ivo actions: 
as tab 1 ishmont of r equa 1 1 f i ca t Ion schedule For licensed 
operators k annual performance evaluation. 

TRIMBLE, D C. Arkansas Power 6 Light Co. 79/09/14. 2pp. 


79101 10169 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. 11 No action required. 

0EYFR IT, K. V. Region 4, Dallas, Office of the Director. 79/09/26. 

Ip- 

7910180034 Forwards IE Bulletin 79-24, "Froion Linos." Action required, 
8EYFRIT, K. V. Region 4. Dallas, Office of the Director. 79/09/27. 

lp- 

7910290021 Forwards IE Insp Repts 50-313/79-19 fc 30-360/79-17 on 
790827-31. No noncompliance n o tod. Db ta 1 1 s withheld 
(ref 10CFR2. 7901. 

MAO0EN.G.L. Region 4, Dallas, Raactor Operations Nuclear Support 

Branch. 79/10/01. ' 2pp. 
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— ■ 7910390024 IE Insp Repts 50-313/79-19 U 50-363/79-19 on 790B27-31 No 
none amp 1 ianc e noted. Major areas inspected: search procedures, 
communicati ons, compensatory measures 6 power supp ly, Beta i 1 a 
withheld (tbF 10CFR2. 790). 

CALDWELL, R. A. Region 4, Dallas, Office of the Director. 

MADSEN, G. L. Region 4, Dallas, Reactor Operations Nuclear 

Support Branch 79/10/01. Ip 


R. Periodic operating reports 8, related correspondence 


79i004 0271 Forwards Cycle 4 Startup nept for period ending 790704. 
TRIMBLE, D. C. Arkansas Power U Light Co. 79/09/25. Ip. 


-—7910040872 Cycle 4 Startup Rept foT period ending 790704. 
* Arkansas Power & Light Co 79/09/25. 26pp 


7910030412 Forwards intake impingement monitoring data for Aug 1979. 
TRIMBLE, D. C. Arkansas Power 5, Light Co. 79/09/26. 9pp. 


7910170191 Forwards monthly operating rept for Sept 1979. 
TRIMQLEiD C. Arkansas Power t< Light Co. 79/10/18. Ip 


-7910170195 Monthly operating ropt for Sept 1979. 

BRAMLETT, L. S Arkansas Power & Light Co. 79/10/12. 6pp. 


3. Reportable occurrences, LERs & related correspondence 


7910150492 Forwards LER 79-017/03L-0 It updates to 7B-005/0 1 X--1 l 
78-006/0 1 X- 1 

Tfi IMBLE, D. C. Arkansas Power t, Light Co. 79/10/09. Ip 


— 79 1 01 5049B LER 79-01 7/03L-0: on 7909 1 l , dur 1 ng monthly surveillance 
operational test, diesel generator 1 tripped on low nil 
pressure. Caused by lube oil cooler leak allowing water to 
enter oil sys. Cooler replaced. 

DRAMLETT, L. S. Arkansas Power t Light Co. 79/10/09. )p, 


■7910IS0505 Update to LER 78-005/0 1 x- 1 : on 7B0302, dur i ng inaervice inup 
of tubing. five tubes exceeded plugging limit of 40X of 
nominal tube wall th i c knoss. Caused by oxiding aqueous 
corrosion mechani sm. Def ec t ive tubes plugged. 

SHIVELViC.N. Arkansas Power {< Light Co 79/10/09, Ip. 


-7910150512 Update to LER 78-006/0 1 x-l : on 780305. dur i ng r eins talla t ion 
of primary manway cover, two of 16 studs sheared off at base 
of nut on second torque sequence pass. Caused by 90X crack in 
tfiametBr on one stud. 

SHIVELY, C.N. Arkansas Power {, Light Co. 79/10/09. Ip. 


DOCKET 30-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT I 


E. NRC Safety Evaluation Report (SER), suppls !< correspondent e 


7910090629 Agrees w/llcensee conclusion that 6ER section re e on ta i nmont 
purge vent sys for Unit 2 Is Identical to Unit 1 & should 
be accepted. 

LAINAS.G. Plant Systems flranch (Pre 791030). 79/09/17 2py, 


P. Operating license stage documents tk correspondence 


7910110053 Summary of ACRS meeting on 790711 re review of status of 
methods used for combination of dynamic loads In seismic 
analyses of nuclear components. 

SCAVUZZO, R. J. ACRS - Advisory Committee on Reactor Safeguards. 
79/07/17. 4pp. 


7910090241 Forwards FR notice of amend to 10CFR73. 35 re requ 1 remnnto 
for physical protection of nuclear power plants, Amend defers 
implementation of physical search requirements from 790801 
to 771 101. 

DENTON.H. R. Office of Nuclear Reactor Regulation. 79/03/10. 47pp. 


7910090377 Forwards results of review of atmospheric dispersion factors 
for 13 p lan ts. Requests confirmation of accuracy of exclusion 
area boundaries. 

HULMAN, L. 0. Hydrology Meteorology Branch. 79/09/04. 13pp. 

7910030804 Submits progress rept ro feedwater lino data collection 
program for Unit 2. 

DOLAN, J.E. Indiana t. Michigan Power Co. 79/09/05. 9pp. 


7910010674 Summary of 790B29 public meeting re proposed increase in 
capacity of spent fuel pool. 

WI0G1NT0N, D. Operating Reactors Branch 1 (Pre 7910301. 79/09/06. 

42pp. 


791005034B Forwards list of plants requiring microflching nf up-to- 
date FSARs in Central F I 1 e s. Re ques t s action as soon as 
pos sib le. 

GRIMES, D. K. Assistant Director for Systems Engineering (Pre 
7910305. 79/09/10. 4pp. 


7910010424 Notification of 790919 meeting u/util t< 790920 meeting 
w/util S, local U state officials in Bridgman, MI to discuss 
new acceptance criteria U schedule for development of new 
emergency preparedness plan. 

UIGQINTDN, Q Operating Reactors Branch 1 CPre 791030). 79/09/13. 

IP- 


7910010668 Thanks recipient for holding 6 chairing 790B39 spent fuel 
pool info meeting. 

GRIMES. 8. K. Assistant Director for System,? Engineering (Pre 
791030). 79/09/13. Ip. 


7910050161 Forwards technical assistance contract form 3 util request 
for license amend separating shared auxiliary feedwater sys 
!< converting turbine driven auxiliary feed pumps Prom ac to 
dc. Requests review by Bulletins tt Orders Task Force 

SCHWENCER, A. Operating Reactors Branch 1 iPre 791030) 79/09/13 

2pp. 


7910030245 Requests assistance in review of proposed amend to UL re 
merger of IN U MI Electric Co 6 IN S, Ml Power Co. Forwards 
initial technical assistance contracts & util 790B24 ltr. 

W/u end. 

EIBENHDT, D. G. Division of Operating Reactors. 79/09/17. Ip 


7910040360 Discusses util response to 781129 generic ltr re containment 
purge tc vent sys. Conta inment Sys Branch BER should be 
expanded to Include acceptability of Unit i sys Nonclectod 
review of sys not planned. 

LAINAS, 3. Plant System* Branch iPre 791030). 79/09/17. 2pp. 


7910030361 Responds to util answer to NRC 780202 ltr re reactor cavity 
seal ring generic Issue. Util answer acceptably resolves 
issue. 

SCHWENCER. A. Operating Reactors Branch 1 (Pre 791030). 79/09/18 

2pp. 

7910100044 Forwards evaluations requested 790905 of all plant3 
previously using pipe stress analyses based on unacceptable 
algebraic summation techniques All stresses within allowable 

SCHWENCER, A, OpoTa ting Reactors Branch I (Pre 791030) . 79/09/18, 

2pp. 

— 7910100089 Responds to 790424,0504 !< 0620 ltrs reporting results of 
seismic reanalysis nf reactor coolant piping per IE Bulletin 
79-07. Matter r eon 1 ve d. Saf e t y evaluation end. 

SCHWENCER, A, Operating Reactors Branch 1 (Pre 791030) 

79/06/22. 2pp. 


■7910100093 Safety evaluation re seismic reanalysis of reactor coolant 
piping par IE Du 11 at in 79-07. Requirement* satisfied. 

» Office of Nuclear Reactor Regulation. 79/06/22. Ip 


7910010279 Responds to NRC 790BO1 request for addl info re 
recirculation sump Model tost to bo completed by Nov 1979 
Sump location drawings end. 

DOLAN, *). E. Indiana t, Michigan Electric Co. 79/09/24. 5pp. 


7910030386 Ack receipt of 790817 ltr transmitting guard force training 
program T. retraining & requel 1 f 1 ca t ion p Ians. Requests 
payment of Class III rovleu foe. 

MILLER. W. 0. License Fee Management Branch. 79/09/24, Ip. 

7910010334 Requests extension to 800901 to complete Phase C of 
analytical evaluation of effects of certain postulated break 
loads on RC5 U Internals. 

MALONEY, 0. P. Indiana U Michigan Power Co 79/09/26. 2pp. 


7910010383 Forwards further clarification re topics pertinent to 
evaluation of util application to expand storage capacity of 
spent fuel pool at site. Topics Include boral corrosion data 
& swell iny of storage cells. 

MALONEY, Q. P. Indiana t< Michigan Power Co. 79/09/26. 7pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging S< venting during normal operation. Requests 
commitment to implement valve qualification program within 

EIBENHUT. D. 0. Division of Operating Reactors. 79/09/27. 3pp. 
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791022Q331 Requests addl info r-o loss of offsite power on 75Q217, 
770701. 1313 !< 7BQ214 to aid in review of offsite power 
sys adequacy. Reques t s response within 90 days. 

SCHHENCER, A. Operating Reactors Branch 1 (Pro 7910301. 79/10/01 

3pp. 


79i01001Bl Submits info re undervoltage protection sys, in response tD 
A Schwoncer Itr. 

HUNTER. R. S. Indiana *< Michigan Power Co. 79/10/05. 3pp. 

7910100349 Requests extension until 791215 to answer 790900 Itr re 
adequacy of facility electric distribution sys voltages. 
Investigation to date has uncovered no violations of 
General Design Criterion 17. 

HUNTER i R S . Indiana % Michigan Power Co. 79/10/05. Ip 


7910350430 Submits Info requested in RF Welshman 790919 Itr re NRC 
review of 790638 response to IE Bulletin. 79-0 i . De s c r i b e s 
mods to equipment i tern s . rad i a t i on doses t, equipment QC. 

9IEN.F N Indiana t< Michigan Power Co 79/10/15. 42pp. 


7910300393 Responds to 790934 Itr re Class 1 S< Class 1 1 fees for review 
of guard force training program a retraining 4< 
requal ification p lans. Check ent I. 

DOLAN. J. £. Indiana ?. Michigan Power Co 79/10/24. Ip. 


0. Inspection reports. IE Bulletins fc correspondence 


7910330340 Ac k receipt of 790711 Itr Informing NRC of steps taken to 
correct violations nated in SE Insp Rapt 90-315/79-07. 

HEI0HMAN, R. F. Region 3. Chicago, Reactor Operations Nuclear 

Support Branch. 79/07/30. lp. 


— 7910250350 Responds to NRC 790613 Itr re violations noted in IE Insp 
Rept 50-315/79-07. Correc 1 1 ve a c i ton s : da s i gn dlv will review 
effect of request for change re installation of Ice 
deflector on containment integrity. 

DOLAN, J. E. Indiana t< Michigan Power Co. >79/07/11, 3pp. 

7910090517 Forwards IE Bulletin 79-19, "Packaging of Lou Level Radwaste 
for Transport «, Burial. " Action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of tho Director. 79/00/10. 


7910050195 Ac k receipt of 790724 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/79-14 h 
50-316/79-11. 

DAVIS, A. B. Region 3, Chicago. Fuel Facility S, Materials Safety 

Branch. 79/00/13. lp. 


7910050202 Responds to NRC 790625 Itr re violations noted in IE Insp 
Repts 50-315/79-14 ?, 90-3 1 6/ 79- J l . Corr e c t i ve actions: 
supervisors instructed to cofferdam assembly by personnel 
wearing protective equipment. 

DDLANi J. E, Indiana & tMchifl-an Power Co. 79707/2*1- 4|»p. 


7910090146 Forwards I£ Bulletin 79-21, "Temp Effects on Level 
Measurements, " Action required. 

KEPPLER, J, Q. Region 3, Chicago, Office of the Director. 79/03/13. 


79 ,!,£r 5 ?? 19 Ft,ruards IE I"fo Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals. 41 Mo action required. 

KEPPLER. J. G. Region 3, Chicago, Office of tho Director. 79/06/14 
lp. 


7910020172 Forwards IE Info Notice 79-20, Rev i a i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals. 11 Notice reissued to 
correct word omission & punctuation error which changed 
intent of sta tement. Chang ed statement underlined in tent. 

KEPPLER. JO. Region 3. Chicago. Office of tho Director. 79/09/07 
If 


7910030601 Requests addl info In response to IE Bulletins 7V-06A >j 
79-06A, Revis ion 1 re periodic surveillance of locked safety- 
related valves, veri f i cat i on of sys operability t< operating 
procedures for dealing w/hydrogen gas in containment. 

SCHWENCER, A. Operating Reactors Branch 1 (Prc 791030). 79/09/07. 

3pp. 


7910030008 Responds to IE Dulletin 79-01, "Environ Qualification of 
Class IE Equipment," !< notifies of intention to replace 
solenoid valves providing safety-related function in each 
unit at first outage of sufficient duration. 

DOLAN, J. E. Indiana & Michigan Power Co. 79/09/07. 5pp. 


7910250101 Forwards IE Insp Repts 50-315/79-20 h 50-316/79-17 on 
790029. No none omp J 1 anc e noted. 

F IQRELLI , 0. Region 3, Chicago. Reactor Construction t, Engineering 

Support Branch. 79/09/1 1 . 2pp. 


— 7910250105 IE Insp Rept 50-315/79-20 J, 50-316/79-17 on 790029. Nu 
noncompliance noted. Major areas inspected ; ac t ions re IE 
Bulletins 79-14,79—04 ti 79-02 including NRC requirements 
b work procedures. 

YIN, I. T. Region 3, Chicago, Office of the Director. 
DANIELSON, D. H. Region 3, Chicago, Reactor Construction 8< 

Engineering Support Branch. 79/09/11. 5pp. 


7910030222 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers." No action required. 

KEPPLER, J, 0 Region 3, Chicago, Office of the Director 79/09/13. 


7910030123 Proposes mods to inservico insp ?< inservice testing program 
review responsibilities to minimise duplication of effort at 
NRC ma « imi le contractor review activities. Bister nuclear 
facilities should be managed by same NRC ofc. 

EIEENHUT, D. Division of Operating Reactors. 79/09/14. 2pp. 


7910040506 Responds to IE Dulletin 79-14, "SBismic Analysis for 
As-Built Safety-Related Piping Sys. " Discusses status of 
insp of accessible sys parts ?, field insp methods used. 

DOLAN, J. E. Indiana 6 Michigan Power Co. 79/09/14 2pp. 


7910090795 Forwards addl info in response to IE Bulletins 

79-05C t< 79-06C , "Nuclear Incident at TMI - Suppl " Provides 
schedule for implementation of NRC guidelines. 

DOLAN, J. E. Indiana & Michigan Power Co 79/09/17. 3pp. 


7910250093 Fonuords IE Insp Repts 50-315/79-21 ?< 50-316/79-18 on 
790701-0901 No none omp iiance noted. 

HEISHMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/17. 2pp. 


—7910250097 IE Insp Repts 50-315/79-21 «, 50-316/79-18 on 79070 1 -0901 , Nu 
noncomp 1 iance noted. Major aToaa inepoe tod: opera ti ons, 
security, organization 4, admini strati an, thermal power 
evaluations core power distribution. 

MASSE, R. E. « BOYD, D. C. Region 3, Chicago, Office of the Director 
79/09/17. 4pp. 


7910050448 Forwards IE Circular 79-17, “'Contact Problem in SD-13 
Switches on OE Metalciad Circuit Breakers." No action 
required. 

KEPPLER, J. 0\ Region 3, Chicago, QFfica of the Director. 79/00/14. 


7910300002 Forwards TE Info Notice 79-22, "Qualification of Control 
Sys, " Westinghouse 790030 Itr ?< Public Svc Electric J, Oas 
Co 790910 Itr ro potential unreviewod safety quest i on, Ac ti on 
required within 20 doys.W/o nncl. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/09/17. 48pp. 


F<)ru,ard ^ * E lisp Repts 30-315/79-19 *, 50-316/79-15 nn 
(ref ?0CFR2 "go)** ° f v 1 0 la 1 * 0 *»• No 1 1 s « ° f violation withheld 
HIND.. i a Safeguards Branch. 79/00/24. 


7910090791 Submits addl info re response to IE Bulletin 79-02, "Pipe 
Support Base Plate Designs tiding Concrete Expansion Anchor 
Belts, " Field testing of anchor holts in auxiliary ?< turbine 
bldgs of Unit 2 is c omp 1 ete. Fa i 1 od bolts replaced. 

MALONEY, O P. Indiana h Michigan Power Cn. 79/09/17. 2pp. 


9-19 & 50-316/79-19 en 790723-27. 

>n 3, Chicago, Office of the 
Chicago, Safeguards Utanch, 


7910230561 Forwards NRC 790626 Itr re multiple equipment failures {, 
surveillance testing errors, which was incorrec t ly 
di s tributed. Also forwards IE Insp Repts 50-295/79-13 & 
30-304/79—12 Action required. 

GISENHUT, D. Q. Division of Operating Reactors. 79/09/21. 49pp. 


17, "Pipe Cracks in Stagnant 
adults of tests 

-f Cd. I Inc. 79/09/06. 12pp. 


7910110131 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Typo PM Bulletin 7305, Catalog 5LM2-11-AC ui/120 Volt ac 
Coil." No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of thB Director. 79/09/24. 
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7910150690 Responds to IE bulletin 79-10, "Adud i b i 1 i t y Problems 
Encountered u/Evacuat ion of Personnel from High-Noise Area. ■' 
Evacuation alarm ays shall be expanded to include 71 addl 
speakers) 17 addl stations l< 26 strobe lights. 

DOLAN) J. E. Indiana t< Michigan Poiuer Co 79/09/24. 3pp. 


7910040247 Forwards IE Info Notice 79-23) "Emergency Diesel Generator 
Lube Oil Coolers." No action required. 

KEPPLER) \J- C. Region 3, Chicago) Office of the Director. 79/09/26. 

Ip 


7910090450 Ac k receipt of 790731 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-315/79-13 
5 50-316/79-10. 

HEISHMAN) R F Region 3p Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/26. Ip. 


■7910090477 Responds to NI1C 790625 Itr re violations noted in IE Insp 
Repts 50-315/79-13 h 50-31 6/79- 10. Corrcc 1 1 ve ac t i ons : d e 5 i gn 
change has been approved to remove diesel generator from 
flow diagram 

DOLAN, J. E. Indiana Z< Michigan Power Co. 79/07/31 4pp. 


7910150207 Requests ejrtension until 791020 to respond to IE Bulletin 
79— 21. Steam generator low-low level setpoint was changed on 
790630. Associated procedural views were also initiated Sc an 
now complete. 

MALONEY, O. P. Indiana 8c Michigan Electric Co. 79/09/26. Ip. 


7910030246 Forwards remittance for insp foes, per Invoice 073HX, 
D0LAN, J. E Indiana & Michigan Power Co. 79/09/27. 2pp. 


7910030399 Forwards addl info per IE Bulletin 79-17 re potential tor 
cracks in s tag nan t b orated water environ. Due to tra tnod 
staff shortage, requests 40-day extension to fulfill 
requirements of IE Bulletin 79-17, Item 6. 

DOLAN. J. E. Indiana ?< Michigan Power Cn 79/09/27. 4pp. 


7910040032 Forwards IE Info Notice 79-24, "Frozen Lines " No action 
required. 

KEPPLER. J. 0. Region 3, Chicago, Office of the Director 79/09/27. 
Ip. 


7910170013 Ac k receipt of 790914 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/79-19 8, 
50-316/79-15. 

HIND, J. A. Region 3i Chicago, Safeguards Branch. 79/09/20. Ip, 


— 7910170014 Forwards response to NRC 790024 Itr re violations noted in 
Insp Repts 50-315/79-19 It 30-3 16/79- 1 5, Enc 1 withheld 
(ref 10CFR2. 790). 

DOLAN, J. E. American Electric Power Co., Inc. 79/09/14. Ip. 


R. Periodic operating reports t related correspondence 


7910040260 Forwards Apr -Mag 1979 monthly repts on fish impingement 
SHALLER, B V. Indiana 6 Michigan Power Co. 79/09/24, 11pp. 


S. Reportable occurrences. LERs It related correspondence 


7909210403 Requests info re safety 8,/or operation of nuclear power 
plants in MI 

MILLIKEN, W, Q. Michigan. State of. 79/05/09 2pp. 


7910090469 Forwards LER 79-045/03L-0. 

SHALLER, 0. 9. Indiana 8< Michigan Power Co. 79/10/01. ip. 


— 7910090476 LER 79-045/03L-0: on 790031c ice condenseT intermediate deck 
door found froien shut. Causod by condensation as result of 
increased influx of humid air. Ice was chipped away & door 
freed. 

WIZNER.D. Q Indiana S< Michigan Power Co 79/10/01. Ip. 


7910110315 Forwards LER 79-046/03L -0. 

SHALLER. D. V. Indiana U Michigan Power Co, 79/10/05. Ip. 


--791011Q317 LER 79-046/03L.-0 : on 790905, dur 1 ng full, length control rod 
operability test, urgent failure alarm from power cabinet SAC 
was received on rod tantTol. Cause could not ha found. Power 
supply reset & operability tost satiofactorily completed. 

RI6CHLING, J. L. Indiana & Michigan Poujot Co. 79/10/05. Ip. 


7910160466 Forwards LER 79-04 7/03L-0. 

SHALLER. D. V. Indiana tt Michigan Power Co. 79/10/09. ip. 


--7910160473 LER 79-047/031-0: on 790908, c i rc u i t breakers FMCI-241 , hr uak et 
to-engineered safety feature ve nt 1 1 1 a 1 1 o n fan 2 t, broaker- 
to-A tTain heat trace circuits found openCause not 
iden t i f i ed . Dr ea kers reclosed 8, keep-free areas established. 

CHADWELL, H. M. Indiana 8< Michigan Power Co 79/10/09. 2pp.. 


7910220251 Forwards LER 79 -04a/03L-0. 

SHALLER, 0 V Indiana J. Michigan Power Co. 79/10/17. ip. 


7910220260 LER 79-Q4B/03L-0 : on 79091 7 , samp 1 e pump for radiation mnnitr 
was inoperable due to failed mo tor- 1 o-pump coupling insert 
Caused by failure of rubber spider in coup ling . Coup l ing was 
replaced 8< atr samp 1 er t es tod 

WIZNER.D. 0. Indiana ?i Michigan Power Co. 79/10/17. Ip. 


7910300210 Forwards LER 79-049/03L-0. 

SHALLER, D. V. Indiana ?< Michigan Power Co. 79/10/24. ip. 


7910170239 Forwards IE Info Notice 79-25, "Reac tor Trips at Turkey 
Point Units 3 Si 4. " No action required. 

KEPPLER, J. <3. Region 3, Chicago. Office of the Director. 79/10/01, 
ip- 


7910100594 Forwards IE Info Notice 79-24, "Qverpressur i xati on of 
Containment of PWR Plant After Main Steam Line llrook. 11 No 
action required. 

KEPPLER, J, 0 Region 3. Chicago, Office of the Director. 79/10/01. 
IP- 


7910100447 Forwards info re potential unrevi owed safety question on 
interaction between nonsafety-grado sys 8i safety-grade sys 
in response to NRC 790917 Itr 8 IE Info Noticu 79-22. 

HUNTER, R. S. Indiana 8, Michigan Power Co. 79/10/05. 17pp, 


— 7910300221 LEft 79-049/ 03L-0 : on 790924, dur i ng review of axial power 
distribution son itoring sys readout. disco ve red that By 9 
failed to perform Tech Spec surveillance requirement F<2). 

Caused by direct! nn relay sticking o-n detector drive 4 
CHADWELL, H. M Indiana !< Michigan Power Co. 79/10/24. :2pp. 


7910300220 Forwards LER 79-050/03L-0. 

SMALLER, D, V. Indiana L Michigan Power. Co. 79/10/25. Ip. 


7910300223 LER 79-050/03L-0 : on 790929 , dur l ng surveillance test, steam 
generator water level low-low bistable drifted excessively. 

Caused by defective b 1 stab le. Hi stab I e rep 1 aced , cal t br, tes ted 
8i returned to sve, 

RISCHLINQ, U. L. Indiana t, Michigan Power Co. 79/10/25. Ip, 


7910170317 Forwards response to NRC 790907 Itr requesting addl info re 
IE Dullotins 79-06A 8c 79-06A, Revi s ion l. Discusses 
surveillance procedure for locked safBty-rolatod valves 8< 
procedures for dealing w/hydrogen gas within containment. 

DOLAN, J. E, Indiana ti Michigan Power Co. 79/10/1 1. 6pp. 


791024072B Responds to IE Bulletin 79-19 rc packaging 6 disposal of loui 
level radwaste. Waste collection contractor delivers waste to 
burial site in SC. Monthly training sessions will be 
evaluated for compliance w/bulletin. 

DOLAN, J. E. Indiana 8c Michigan Power Ca. 79/10/11, 5pp. 


DOCKET 50-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 
E. NRC Safety Evaluation Report (GERI. suppls 8, c orr es p ondene e 


7910090629 Agrees u/Hconsce conclusion that EEU section re containment 
purge 8< vent sys for Unit 2 Is Identical to Unit 1 8, should 
be accepted, 

LAINAS, 0. Plant Systems Branch IPre 791030). 79/09/17, 2pp. 


P. Operating license stage documents Ec correspondence 


7910310259 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Bys Piping." Action required, 

KEPPLER, J. 0. Req ion 3, Chicago, Office of the Director. 79/10/19. 
Ip. 


7910110053 Summary of ACRS meeting on 790711 re review of status of 
methods used for c omb ination of dynami c loads in seismic 
analyses of nuclear components, 

SCAVUZZQ, R. J. ACRS - Advisory Committee on Reactor Safeguards. 
79/07/17. 4pp, 


7910030004 Submits progress rapt re feedwater line data colIactio.|i 
program for Unit 2. 

DOLAN, J. E. Indiana 8c Michigan Power Co. 79/D9/05, 9pp. 
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7910010674 Summary -of 790939 public meeting re proposed increase in 
capacity of spent fuel pool. 

WIGGINTQN, D. Operating Reactors Branch 1 I Pre 7910301. 79/09/06. 

42pp. 


7910010424 Notification of 790919 meeting w/util 6 790920 meeting 
w/util t local tt state officials In Hr i dgman, MI to discuss 
new acceptance criteria !< schedule for development of new 
emergency preparedness plan. 

W 1 00 INTON, D. Operating Reactors Branch i (Pre 791030). 79/09/13. 

IP- 


7910010668 Thanks recipient for holding 6 chairing 790829 spent fuel 
poaL info meet i ng. 

GRIPES, B. K. Assistant Director for Systems Engineering iPre 
791030). 79/09/13. Ip. 


7910050161 Forwards technical assistance contract form !< util request 
for li cense amend separating shared auxiliary feedwator sys 
& converting turbine driven auxiliary feed pumps from ac to 
dc. Requests review by Bulletins & Orders Task Farce. 

SCHWENCEfi.A. Operating Reactors Branch l (Pre 791030). 79/09/13. 

3p P , 


7910030245 Requests assistance in review of proposed amend to OL re 
merger of IN & MI Electric Co i IN t MI Power Co. Forwards 
Initial technical assistance contracts li util 790824 ltr. 

H/o end. 

EIBEMHUT, D. <S. Division of Operating Reactors. 79/09/17. Ip. 


7910040360 Discusses util response to 7Q1129 generic ltr re containment 
purge & vent sy s. Containment Sys Branch SER should be 
expanded to include acceptability of Unit l sys. None 1 ec tod 
review of sys not planned. 

LAINAS. 0. Plant Systems Branch (Pre 791030). 79/09/17. 2pp. 


7910050361 Responds to util answer to NRC 780302 ltr re reactor cavity 
seal ring generic issue. Util answer acceptably resolves 
issue. 

SCHHENCER.A. Operating Reactors Branch 1 CPre 791030). 79/09/117. 

2pp. 


7910100044 Forwards evaluations requested 790903 of all plants 
previously using pipe stress analyses based on unacceptable 
algebraic summation tec hniqires, A1 1 stresses within allowable 
1 imi ts. 

SCHWENCER. A Operating Reactors Branch 1 (Pre 7910301, 79/09/18. 

2pp. 


■7910100089 Responds to 790424,05-04 !< 0620 ltrs reporting results nf 
seismic reanalysis of reactor coolant piping per IE Bulletin 
79-07. Matter r » s a 1 ved . Saf « ty evaluation end. 

3CRI4ENCER, A, Operating Reactors Branch 1 <Pre 791030). 

79/06/22. 2pp. 


— 7910100093 Safety evaluation re seismic reanalysis of reactor coolant 
piping per IE Bulletin 79-07, Re q uirements satisfied. 

* Office of Nuclear Reactor Regulation. 79/06/22. ip. 


7910010279 Responds to NRC 790801 request for addl info re 
recirculation sump. Model test to be completed by Nov 1979. 
Sump location drawings end, 

DOLAN, J. E, Indiana fc Michigan Electric Co. 79/09/24. 5pp. 


7910030586 Ac k receipt of 790817 ltr transmitting guard force training 
program t, retraining h requallflcation p lans. Roques t s 
payment of Class III review fee. 

MILLER, W. 0. License Fee Management Branch. 79/09/24. Ip. 


7910010334 Requests extension to 800901 to complete Phase C of 
analytical evaluation of effects of certain postulated break 
loads on RCS k Internals. 

MALONEY, Q, P. Indiana h Michigan Power Co, 79/09/26. 2pp. 

7910nimfim " "or 1 f icatlon re topics peTtlnont to 

on to expand s torage capacity of 
- ‘ oral corrosion data 

). 79/09/26. 7pp. 


vr on 7B0217, 


)/ 01 . 


* to 


7910100349 Requests extension until 791215 to answer 790B0B ltr ro 
adequacy of facility electric distribution sys voltages. 
Investigation to date has uncovered no violations nf 
General Design Criterion 17. 

HUNTER, R. S. Indiana I, Michigan Power Co. 79/10/05. Ip 


7910250420 Submits info requested in RF Welshman 790919 ltr ro NRC 
review of 790638 response to IE Bulletin 79-01. Descr i bes 
mods to equipment i terns, rad i at i on doses & equipment QC, 

BIEN.F, N. Indiana & Michigan Power Co. 79/10/15. 42pp. 


7910220359 Confirms 791012 verbal rept re removal of emergency poweT 
from Unit 2 turbine driven auxiliary feed pump while Unit 1 
motor driven auxiliary feed pump was out of sve for maint. 

Followup rept will be submitted by 791031. 

SMALLER, D. 9. Indiana k Michigan Power Co, 79/10/17. Ip 


7910310172 Notification of 791025 meeting w/utils in Bethesda.MD re 
probabilistic assessment of station blackout & establish 
recommended approach for applicability of affected plants. 

OAMMILL, W, P Assistant Director for Operating Reactor Projects (Pro 
791030). 79/10/23. Ip 


7910300298 Responds to 790924 ltr to Class I 6 Class II foes for rovlBUi 
of guard force training program I< retraining A 
r equal 1 f ica t ion plans. Check end. 

DOLAN, J. E. Indiana t, Michigan Power Co. 79/10/24. Ip 


0, Inspection reports, IE Bulletins & correspondence 


7910090517 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwaoto 
for Transport k Burial,' 1 Action required. 

KEPPLER, J 0. Region 3, Chicago, Office of the Director. 79/08/10. 
Ip 


79100-50195 Ack receipt of 790724 ltr Informing NRC of steps taken to 
correct violationo noted in IE Insp Repts 30-315/79-14 I, 

50-316/ 79-J1. 

DAVIS, A. B. Region 3, Chicago, Fuel Facility I, Materials Safety 

Branch. 79/0B/13. Ip. 


— 7910050202 Responds to NRC 790625 ltr re violations noted In IE Insp 
Repts 50-315/79-14 {, 50-316/79- 1 1 , C orrec tivo actions: 
supervisors instructed to cofferdam assembly by personnel 
wearing protective equipment. 

DOLAN, J E. Indiana t< Michigan Power Co. 79/07/24. 4pp. 


791009014B Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements." Action required. 

KEPPLER, J. 0, Region 3, Chicago, Office of the Director, 79/00/13. 
IP- 


7910050415 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Ind i vidua] s. " No action required. 

KEPPLER, J. 0. Region 3, Chlcogo, Office of the Director. 79/08/14. 
Ip. 


7910090448 Forwards IE Circular 79-17, "Contact Problem in SB-12 
Switches on GE Mctalclad Circuit Breakers, " No action 
roqu ired. 

KEPPLER, JO. negion 3, Chicago, Office of the Director. 79/08/14. 
Ip. 


7910010019 Forwards IE Insp Repts 50-315/79-19 t, 50-316/79-15 on 
790723-27 4, notice of v i o 1 at i on, No tl c e nf violation withheld 
<ref 10CFR2, 790 ) , 

HIND, J. A. Region 3, Chicago, Safeguards Branch. 79/00/24. 2pp. 


■7910010D24 IE Inap Ropts 50-315/79-19 i< 50-316/79-15 on 790723-27. 
Dotal t s withheld (ref 10CFR2.790). 

BELANGER, J. L. , MADEDA, T. J. Region, 3, Chicago, Office of tlio 
Director. HIND. J. A. Region 3, Chicago, Safeguards Branch, 

79/00/23. lp. 


7910250203 Forwards IE Insp Rept 50-316/79-16 on 790731. No 
noncumplience noted. 

KEPPLER, J.G. Region 3, Chicago, Office of the Director. 79/08/27. 
2pp.. 


—7910250205 IE Insp Rept 50-316/79-16 on 790731. No noncompliance notod. 
Major areas 1 nspec ted : rad iographs of Feedwater ays piping 
rupair welds. 

KEPPLER, J.G. . HEI6HMAN, R. F. , FIORELLI, G. Region 3, Chicago, 

Office of the Director, 79/08/2 7. 3pp. 


7910030118 Responds to IE Bulletin 79-17, "Pipe Cracks in Stagnant 
Borated Water Sys at PWft Plants." Results of tests 
acc eptab 1 e. 

BDLAN, J, E. American Electric Power Co., Inc. 79/09/06. 12pp. 
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7910020172 Forwards IE Info Not n o 79-20, Hovi* i on I , "NHC Enforcement 
Policy - NRC Liconoort I ml i vidua l s " Notice reissued to 
correct word oml onion l> poor too 1 1 on error which changed 
intent of statement Changed statement tmilnrliiiod m text. 

KEPPLER, J. 0. Roy inn 3. Chicago, Office of thu Director 79/09/07 
lp. 


791Q0306Q 1 Requests ml ill info in response to If-: nolle tine 79-06A ti 
79 - 06 A. RevUlon l re periodic mu- vo i 1 1 one u of locked aof oty- 
related vo I vo*. ver i f i <:a 1 1 tm of up op irab 1 1 i ly >. operating 
proceduron Pur dealing w/ hydrogen non in canto inmenl 
GCHWENCEK, A. Up era tiny Reactors Kronen l IP re 7910301 79/09/0/. 

2 pp. ' 


79 1 0030000 Responds to IF Hull elm 79-01. "Environ Qualification of 
Class IE Equipment." 6 notifies of intention to replace 
solenoid valves providing safe tyre la toil function in onch 
unit at first no Inyo of suffuient duration 
DOLAN, J. E. Indiana Muliiyan Power Co. 79/09/07. lipp 


7910280101 Forwards IE insp Rep to 80-31 8/79-aO (. 90-316/79-17 un 
790029. No noncomp 1 tone (' noted 

FIORELLI . W. Roy 1 on 11, Chicago. Rpaetov Construction 1< Engineering 
Support Branch 79/09/ l l 12pp. 


-7910230 1D5 IE Insp Ropt !ifl -HI 9/79-HO I, 90-316/ 7V - 1 7 un 7900.19, No 
noncomp I i mice mi led Major are as Inupec lotfar t ions re |l- 
Bulletins 79- 1 4, 79-09 t> 79- 01! including NHC rog 11 Ir union tn 
t, work procedures 

YIN, I . T . Region II. Chicago, Office of the Director. 
UANIEI.fiCIN, 1). H Region 0, Chicann, Reactor Construe (ion 1. 

Engl ne'e ring Uuppnrl Branch 79/09/11 Dpp 


7910030222 Forwards IE Circular 79-19, "Loose l.ocMny Devices nn 
Ingorsn 1 1-Rand Pump Impellers " No action required 

KEPP1.EI1, \l 0. Roy 1 on D, Chicago. Office uf the Director, 79/{)«?/l:.l 

IP 


7910030123 Proposes minis tn Inservice Insp f< insurvlr.c testing program 
review respon* I h i I i t i us to minimi le ilup I I cat I un of effort at 
NF1C (1 maxi mile contract nr review ac 1 1 vi 1 1 e> . Ill s ter nut 1 oar 
facilities should he man aged hg same NHC ufc 

EJ 8 ENHUT 1 IV Division of Up era ling l-tean tors 79/09/ 1 4 2pp. 


7910040007, Res ponds to IK Dili Ivlin 79- 14, "lieismir Analysis for 
As-Built fiaf elg-R* la t ml Piping !)gs " IHucusses status of 
insp of accessible syo parts ?, field lusp methods u*od. 

DOLAN, , I. E. Indiana 7< Michigan Power On 79/09/14, 2pp 


7910090799 Forwards lldill Info In ruspnnse to If: llulletlmi 
79-05C 1< 7 9-0 AC, "Nut; leap Incident at fill - Hop pi " Provides 
•chodule for Imp I emeu ta 1 1 on Of NHC gu I do 1 lues, 

DOLAN, J. E, Indiana 7, Michigan Power Co 79/09/17, ;)pp 


7910280093 Forwards II. Insp Rep to DIKII 8/7'Mtl t, !i()--3l6/79« IfJ on 
790701-0901. No none omp I I one e noted 

RE I BUM AN, II. F Region 3, Chi in, in, Reactor Operations Nuc leap 

Support Branch 79/09/ 1 7 fipp 


■7910280097 IE Insp Ropts DO -31 S779-DI f, 9<Ktl6/79-Hl un 790701-0901 . (tp 
nuncomp 1 lance noted. Mayor areas Inupet. ted: operations, 
securl ty, organ 1 latl on f, atlmi 11 i stratum, th ermal power 
evaluations *< core power d 1 s Ir I but 1 nil. 

MASSE. It. K, , IJfJYI), D. C Region .’1, Clilcago, Off ire of the blmctai*. 

79/09/17, 4pp, 


7910090791 Uulimlts addl info re respoime t'u IE Bulletin 79-02, "I’lpr 
Support Ruse Plate Dunignt Using (lime retie Expansion Anchor 
Dolts." Field testing of anchor hoi to in auxiliary 8 , turbine 
bldgs of Unit 2 is complete Failed holts replaced. 

MALONEY, 0, P, Indiana h Michigan Mould r On 79/09/19, 2pp 


7910110131 Forward* IE Circular 79-20, “Failure of QfE !>gl vania fte lag. 
Typo PM Bulletin 7208, Catalog 81112-1 l-AO w/120 Volt nr 
Coll." No action required. 

KEPPLER, J. 0 , Region 3, Chicago, llPflee of the Director. 79/09/34 
Ip, 


7910180690 Respond* to IE Hull a tin 79-111, "Adud 1 b 1 1 1 tg Problems 
Encountered w/Evacuation of Personnel from Hlgh-Nolse Area, “ 
Evacuation alarm sgs shall be expandad to Include 71 odd I 
speaker*, 17 addl elation* t, 26 strobe light*. 

DOLAN, J. E, Indiana l. Michigan Power Co. 79709/114. 3pp, 


7910040247 Forward* If: Info Notice 79-W3, "Emergsncy DIossl Oenorator 
Lubs Oil Coolers. " No action required 

KEPPLER, 3. 0. Region 3, Chicago, Office of the Director. 79/09/26. 
Ip, 


7910090450 Ack receipt of 790731 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-315/79-13 
6 30-316/79-10 

UEISHttAN, R. F Region 3, Chicago. Reactor Operations Nuclear 

Support Branch. 79/09/26. Ip 


— 7910090477 Responds to NRC 790625 ltr re violations noted in IE Iriop 
Repts 50-315/79-13 & 50-3 1 6/79- 1 0. Correc t i ve ac tions ; dos i gn 
change has been approved to remove diesel generator From 
flaw diagram. 

DOLAN, J. E. Indiana U Michigan Pouct Co. 79/07/3 1. 4pp. 


7910150207 Requests extension until 791020 to respond to IE Bulletin 
79-21. Steam generator low-low level setpoint was changed on 
790630. Associated procedure] views uire also initiated & are 
now c amp l e te. 

MALONEY, 0. P. Indiana U Michigan Electric Co. 79/09/26. ip. 


7910030246 Forwards remittance For insp Fees, per Invoice 0732X 
DOLAN, J, E. Indiana t Michigan Power Co 79/09/27. 3pp. 


7910030399 Forwards addl info per IE Bulletin 79-17 re potential for 
cracks in stagnant borated water environ. Due to trained 
staff shortago, r oques t s 40-day extension to Fulfils 
requirements of IE Bullotin 79-17, Item 6 . 

DOLAN, J. E. Indiana !< Michigan Power Co. 79/09/27. dpp, 


7910040032 Forwards IE Info Notice 79-24, "Froten Lines." No action 
requ 1 rad. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director, 79/09/27. 
ip- 


7910170013 Ack receipt of 790914 ltr informing NRC oP steps taken to 
correct violations noted in IE Insp Repts 50-3JS/79-J9 t, 
30-316/79-18. 

HIND, J. A Region 3, Chicago, Safeguards Branch. 79/09/20. Ip. 


--7910 1 70014 Forwards response to NRC 790S24 ltr re violations noted In 
Insp Repts 30-315/79-19 S, 50-3 1 6/79- 1 5. En c 1 withheld 
(ref J0CFR2. 790). 

BDLAN, J, E. American Electric Power Co., Inc. 79/09/14. Ip. 


7910170239 Forwards IE InFa Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 !-< 4. “ No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/01. 
Ip- 


7910100594 Forwards IE Info Notice 79-24, "Qverpressur i 1 at ion uf 
Containment of PUR Plant After Main Steam Line Ureak. “ No 
action required. 

KEPPLER. J. 0. Region 3, Chicago, Uffico of the Direct or. 79/ 10/01. 
Ip 


7910100447 Forwards info re potential unroviewed safety quostlon on 
tntoTactlon between nonosFe ty-grad e sys 8 , safety-grade sys 
tn response to NRC 790917 ltr C< IE Info Notice 79-22. 

HUNTER, R. 0. Indiana ?, Michigan Power Co 79/10/05. I7pp, 


7910170317 Forwards response to NRC 790907 ltr requesting addl info ra 
IE Bulletin* 79-06A t< 79-06A. Rev i sion 1 , Discusses 
surveillance procedure for locked safety-related valves & 
procedures for dealing w/hydrogen gas within containment. 

DOLAN, J. E. Indiana 6 Michigan Power Co. 79/10/11. 6 pp. 


7910240720 Responds to IE Bulletin 79-19 ro packaging & disposal of law 
level rndwasto. Waste collection contractor delivers waste to 
burial site In 8 C. Monthly training sessions will he 
ovalua ted for compliance w/ hollo tin, 

DOLAN, J. E. Indiana !< Michigan Power Co. 79/10/11. lipp 


7910310259 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Bys Piping, " Action required. 

KEPPLER, J. 0. Region 3, Chicago, Dfflco of the Director. 79/10/19. 
Ip, 


R, Periodic operating reports 6 related c orr e spend e nc e 


7910040260 Forwards Apr-May 1979 monthly repts on Pish impingement. 
SMALLER, D. 9. Indiana b Michigan Power Co. 79/09/24. lipp. 


7910190374 Forwards monthly operating rept for Sept 1979. 
SMALLER, D. V. Indiana 6 Michigan Power Co. 79/10/12. Ip. 


■7910190376 Monthly operating ropt For Sept 1979. 

QJLLETTi W. T. Indiana & Michigan Power Co. 79/10/02. 7pp. 
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S. Reportable accurrencesi LERs k related c orrespondenco 


7909210403 Requests info re safety ft/or operation of nuclear power 
plants in HI. 

MILLIKEN, W. C. Michigan. State of. 79/05/09 2pp. 

— 7909210475 Forwards corrected Pages 1.2 k 4 for rept re lockout of 
containment spray pump switches while entering Mode 4 
DOLAN. J. E. American Electric Power Co . Cnc. 78/05/22 4pp. 


7910160504 Forward s LER 79-030/ 03L-0. 

SHALLER.D. V. Indiana k Michigan Power Co. 79/10/0? Ip 


— 7910 160507 LER 79-030/03L-0 : o n 790909. wh i 1 e at 617. power, delta fins 
indicati on was below Tech Spec 1 imi t. Caused bo operator 
err o r. Pr oc edur e s have been revised. 

MURFHY, C. E Indiana N Michigan Power Co 79/10/09 2pp. 


7910160500 Forwards LERs 79-031 /03L-0 k 79-032/031-0 

SHALLER.D V Indiana (, Michigan Power Co. 79/10/10. Ip. 


■7910160506 LER 79-031 /03L-0 : o r» 7909 1 2, e 1 cv.i t i on conta in lament airlock 
interlock at 612 ft did not prevent opening of outer door 
w/inner door open. Caused by flexing of one interlock support 
brae let. Gusset added to bracket. 

BROWN. M 6 Indiana b Michigan Power Co 79/10/10. Ip. 


■79101605! 1 LER 79-032/03L-0 on 7909 11 , d ut i ng surveillance test.hiph 
pressure react or trip bistab Id found to trip at setpoint 
corresponding to 2417 psig. Caused by defective bistable 
B1 s table replaced 

RISCHLING, J. L. Indiana k Michigan Power Co 79/10/10 2pp. 


7910220266 Forwards LER 79-033/03L-0 

SHALLER.D. V. Indiana h Michigan Power Co. 79/10/17 ip 


— 7910220275 LER 79-033/ 03L-O : on 790930, steam generator stop valve dump 3 
failed to open. Caused by open coil for snlcnoid vajve.Coil 
replaced ?, proper action verified. 

DELONS. S. Indiana k Michigan Power Cr 79/10/17 Ip. 


7910230347 RO: on 791017. only Unit 2 motor driven aurilsarg feed pump 
operable u/ emergency power for period of H~h 45 minutes. 

Caused by removal of emergency power from Unit 2 turbine 
pump w/Unit 1 motor pump out of sve for maint. 

S HALLER , D. V. Indiana k Michigan Power Co 79/10/17. ip 


79 1 0310393 Forwards LER 79-034 /03L-0. 

S HALLER , D. V. Indiana 6 Michigan Power Co 79/10/26. Ip 


— 7910310407 LER 79-034/03L-0 on 790926. samp 1 e pump fur radiation 
monitors R-ll I. R-I2 tripped at froguent. intervals on tun 
occasions. Cause unknown. Pumps replaced 5. tested 
sa t i s factor i ly. Pumps scheduled for periodic replacement, 
WIZNER.O.G Indiana k Michigan Power Co. 79/ J 0/26. Ip 


DOCKET 50-317 CALVERT CUFFS MV CLEAR POWER PLANT. UNIT 1 


F. Security, medical, emergency i< fire protection plans 


7910160040 Notification of 791002 meeting w/util in Bethosda.MD to 
discuss seven unresolved items identified in 790914 fiTe 
protection safety evaluation. 

CONNER, E. L. Operating Reactors Branch 4 (Prc 791030) 79/09/06 

2pp 


7910050027 Submits requested status as of 790904. Three fire protection 
safety evaluations for six plants remain to bo issued 
LAINAS. G. Plant Systems Branch (Pre 791030). 79/09/07 lg 


7910050263 Notification of 790921 meeting in Bethesda.MI) to discuss 
current rulemaking effort for fire protection regulations. 

Position on util fire review end. 

SYLVESTER. E. Plant Systems Branch (Pre 791030). 79/09/20. 4pp 


791O17020I Summary of 790912 Fire Protection Review Group meeting rc 
clarification of basis for requirements of App A Tach Specs 
& current fire protection rulemaking effort. 

SYLVESTER, E. Plant Systems Branch (Pre 791030). 79/09/28. 4pp. 


7910260061 Summary of 790921 Fire Protection Review Group meeting re 
unresolved issues 6 current fire protection rulemaking 
effort. List of attendees end. 

SYLVESTER. E. Plant Systems Branch (Pre 791030). 79/09/26. 4pp. 


H. General correspondence 


7910190024 Responds to 790630 ltr re spent fuel storage. Due to change 
in natl policy, spent fuel must be stored onsite. Forwards 
evaluation performed for util application for increase in 
storage capacity of spent fuel pool. H/o end. 

REID, H. W. Operating Reactors Branch 4 (Pre 791030). 79/09/34 

2pp. 


V. Insurance 8< indemnity information 


7910010373 Forwards Endorsements 33.37.38.39 6 40 to MAELU 
Policies HF-76, NF-216. NF-216, NF-216, t, NF-216. respec tive lq. 
SHOEMAKER. C. L. Baltimore Gas k Electric Do. 79/09/26. 6pp. 


791 0160361 Forwards executed Amend 9 to Indemnity Agreement D-70- 
SHOEMAKER. C. L. Baltimore Gas !< Electric Co. 79/10/16. 2pp 


P. Operating license stage documents 6 correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirement* 
for physical protection of nuclear power plants Amend defers 
implementation of physical search requirements from 790801 
to 791101. 

DENTON, H. R. Office of Nuclear Reactor Regulation 79/08/ 10. 49[ip 

7910020181 Forwards NUREG-0397 which describes program assigning 
resident inspectors at selected reactor sites. Pending NUC 
approva 1 , uti 1 may be required to provide ofc space to NRC 
i nspec t ors. W/o end 

GRIER. B. H. Region 1, Philadelphia, Office of the Director 
79/06/16. 2pp. 


7910150195 Forwards request for nddl info needed to complete review nf 
util submittal fnr license amends to expand spent fuel 
storage capacity 

LAI NAS, G Plant Systems Branch (Pre 791030) . 79/08/16. Dpp. 


7910040416 Notifies that util response to NRC 7U0202 ltr acceptably 
resolves issue re potential for reactor cavity annulus seal 
ring to become destructive missile during LOCA. 

REID, R. if Operating Reactors Branch 4 (Pre 791030). 79/09/11. 

2pp 


7910030674 Discusses NRC plans to observe facility solid waste handling 
equipment V discuss low level waste disposal on 790913 
Unless other wise informed. NRC site visit will be handled 
under access requirements of 781101 ltr. 

REID, R. If. Operating Reactors Rranch 4 (Pru 791030) . 79/09/12 

4pp. 


7910030015 Forwards Amends 4! {. 23 to Licenood DPR -03 & IlPR-69, 
respectively, safety evaluation !< notice of issuance k 
aval labi 1 i ty. 

REID.R U. Operating Reactors Branch 4 (Pro 791030). 79/09/14. 

3pp. 


■7910030019 Amends 41 J. 23 to Licensed DPR-S3 f< DPR-69, respec tively. 
adding conditions re completion of facility muds to improve 
fire protection program. 

BEID.R.VI. Operating Reactors Branch 4 (Pre 791030). 79/09/11 

4pp. 


-7910030021 Safety evaluation supporting Amends 41 8. 23 to Licenses 
DPR-53 8< DPR-69. respec tive ly. 

* Office of Nuclear Reactor Regulation. 79/09/14. 95pp. 


-7910030023 Notice of issuance 8. availability of Amundu 41 6 23 to 
Licenses DPR-53 k DPR-69, T esp ec t ivo 1 y , 

REID.R. W. Operating Reactors Branch 4 (Pro 791030). 79/09/14 

2pp. 


791025D215 Informs that effective date for implementation of EPA sU 
For LWR U fuel cycle is 791201. Requests compliance w/ 
radiological effluent Tech Spec implementing LWR provisions. 

Method for imp lemantallon requested by 791101. 

GAMMI LL. U. P . Assistant Director for Operating Reactor ProiecU (Prc 
791030k. 79/09/17. Ip. 


7910100643 Submits request For addl info re spent fuel storage pool aoi 
in oTder to complete review of 790703 licensee mod request. 

Addl info needed includes ac c idont fuel an oomb ly drop 
condition & rack base supporting structure. 

REID.R, W. Operating Reactors Branch 4 (Pro 791030). 79/09/21. 

1pp. 
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7910220413 Forwards guidelines fop valve o p era b 1 1 i ty re containment 
purging & venting during normal operation Requests 
commitment to implement valve qua 1 1 P i cat i on program within 
30 dags. 

EISENHUT, D. e. Division of Operating Reactors 79/09/27, 3pp. 


7910040348 Submits requested safety evaluation for Unit 2. to supplement 
790027 request for amend to OL re measurement calculations) 
uncertainties of 6X !< 77. 

LUNDVALL, A. E. Baltimore Gas «< Electric Co. 79/10/01. L>pp 


7910100160 Notifies that required fee outweighs potential benefits from 
proposed chemistry control 6 surveillance program which 
requires submittal of application for amend to ULs . Proposes 
submittal of several Tech Spec changes uj/blanket lee. 

LUNDVALL. A. E. Baltimore Gas t Electric Co. 79/10/06. 2pp 


7910100425 Responds to NF1C 790000 ltr re adequacy of station electric 
distribution sys vo 1 ta ge s Of f s i te t< onsite distribution sys 
revi ewed. Manual load shedding not considered. 

LUNDVALL. A. E. Baltimore Gas 6 Electric Co. 79/10/08. 40pp. 


7910290215 Notification of 791010 meeting w/util in Be th escta, Mil to 
discuss criticality calculations used in design of spent 
fuel pool racks. 

CONNER, E. L Operating Reactors Branch 4 CPre 791030). 79/10/09 

ip. 


7910230552 Forwards "Summary of Startup Tooting for Fourth Cycle. “ 
LUNDVALL. A. E. Baltimore Gas ?, Electric Co 79/10/15. 12pp. 


•7910230560 "Summary of Startup Testing for Fourth Cycle." 
* Baltimore Gas i< Electric Co 79/10/15. Hpp 


7910290257 Forwards util operational commitment tn limit use of main 
feedwater. Provides details re design flow path of feedwater 
leaking from f eedr ing-sl eeve-no i t le area into steam 
generator. 

LUNDVALL, A. E. Baltimore Gas & Electric Ce. 79/10/15. Bpp 


7910310313 Forwards safety evaluation re charging pump pipe vibratiun 
REID.R.W, Operating Reactors Branch 4 CPre 791030). 79/10/10 

2pp. 


7910310319 Safety evaluation re charging pump pipe vibration. Based on 
util 790911 commitments, find mods to chemical 6 vol 
control sys tu reduce pipe cracking !< interim operation of 
Units 1 {< 2 acceptable 

* Office of Nuclear Reactor Regulation. 79/10/1H 2pp. 


7910250269 Responds to NRC 790913 ltr re followup actions resulting 
from IM1-2. Required items will be implemented during planned 
refueling outages in Spring 1900 for Unit 1 *< Fall 19/9 7< 

Fall 19B0 for Unit 2. 

MCGOWAN, G. V. Baltimore Gas 6 Electric Co. 79/10/19. 14pp. 


0. Inspection reports, IE Bulletins & correspondence 


7910090300 Forwards IE Insp Repta 50-317/79-10 f< 50-318/79-00 on 
790621-22, No noncomp 1 1 one c noted. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/00/14. 2pp. 


•7910090393 IE Inap Repts 50-317/79-10 8< 50-318/79-08 on 79062 1 -22. No 
noncompliance noted. Major areas inspected: respnnse to IK 
Bulletins 79-01 6 79-01A !< environ qualification of Class IE 
equipment. 

JOHNSON, DF. Region 1, Philadelphia, Office of the Direct ur. 

KEIMIG, R. R. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/00/13. 4pp. 


7910020690 Responds to IE Bulletin 79-17, "Pipe Cracks in Stagnant 
Berated Water Sys at BPJR Plants." No incidents oP stress 
corrosion-related cracking in sys piping to da t e . Inaerv ii;e 
insp continues. 

LUNDVALL, A, E. Baltimore Gas t> Electric Co. 79/00/24, Hpp. 


■7910020693 "Specs {< Surveillance Refueling & Spent Fucil Pool Sys." 
* Baltimore Oas ?< Electric Co. 79/OB/24. 4pp. 


•7910020694 "Specs {< Surveillance Reactor Coolant Sys." 
« Baltimore Gas t< Electric Co. 79/08/24. 3pp. 


— 7910020696 "Specs t< Surveillance Chemical & Vol Control Sys." 
* Baltimore Oas U Electric Co. 79/0B/24. 3pp. 


-7910020690 "Specs *< Surveillance Boric Acid Storage Tanks. " 
ft Baltimore Gas t< Electric Co. 79/08/24. 3ppi 


— 7910020699 "Specs S, Surveillance Safety Injection Sys." 
* Baltimore Gas 6 Electric Co. 79/0B/24. 7pp 


7910030234 Forwards response to IE Bulletin 79-14. "Seismic Analysis 
for As-Built Piping Sys " Chart outlining non c onf orman c e & 
insp results enc 1 . 

LUNDVALL. A. E. Baltimore Gas Z< Electric Co 79/09/04. 4pp. 


7910020004 Forwards IE Info Notice 79-20. R erv i s i an 1, "NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued tc> 
correct ward omission 8, punctuation error which changed 
intent of statement. Chang ed- statement underlined in tent 
GRIER.B.H. Region 1, Philadelphia, Office of the Director 
79709/07. Ip 


7910020313 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ing e r so 1 1 — Ra nd Pump Impellers. " No action required. 

GRIER.B.H. Region 1, Philadelphia, Office of the Director 
79/09/13. Ip. 


7910190102 Rosponds to IE Bulletin 79-21, "Temp Effects on Level 
Measurements " Forwards description of steam generator h 
pressuriier level Indication sys.Setpoint adjustments are 
not needed to compensate for ref leg heating. 

LUNDVALL, A. E. Baltimore Gas 8< Electric Co. 79/09/13. 24pp. 


7910300082 Forwards IE InfD Notice 79-22, "Gua 1 i f 1 ca t i on of Control 
Sys," Wastinghouse 790030 ltr !< Public: Svc Electric !, Gar 
Co 790910 ltr ro potential unreviewed safety ques tion. Ac t i on 
required within 20 days W/o end 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 


7910160093 Ac k receipt of 790B27 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rents 50-317/79-08 !, 
30-310/79-07. 

SMITH, G. F. Region 1, Philadelphia, Fuel Facility *< Materials 

Safetg Branch. 79/09/20. Ip 


7910160100 Responds to NRC 790803 ItT re violations noted in IE Insp 
Repts 50—31 7/79—08 {< 50— 310/79-07. Corrective actions:posted 
low level radioactive storage t ra i 1 er , spo n t fuel storage 
room, t, storage pad west of Units 1 <<■ 2 auxiliary bldg. 

LUNDVALL, A. E. Baltimore Gas t Electric Co. 79/08/27. 2pp. 


-7910160106 Forwards IE insp Repts 50-317/79-08 S< 50-310/79-07 on 
790521—23 £, notice of violation. 

SMITH, 0. E Region l, Philadelphia, Fuel Facility Z« Materials 

Safety Branch . 79/00/08. 3pp 


— 7910160110 Notice of violation from insp on 790521-25 

* Region 1, Philadelphia, Office of the Director. 79/03/00 

lp 


•7910160117 IE Insp Repts 50-317/79-08 t.i 50-318/79-07 on 790521-25. 
Noncomp 1 lance noted r fa i 1 ure to post radioactive matls area. 

THONUS, L . H, , NIMITZ. R L Region 1, Philadelphia, Office of the 

Director. CROCKER, H, W. Region 1. Philadelphia, Fuel Facility 6 

Materials Safety Branch, 79/00/06 13pp. 


7910230561 Forwards NRC 790626 ltr to multiple equipment failures f< 
surveillance testing errors, wh i ch was incorrectly 
d is tributed. Also forwards IE Insp Repts 50-295/79- 1 3 t< 

30-304/79- 12. Ac 1 1 on required. 

EISENHUT, 0. G. Division of Operating Reactors. 79/09/21. 49pp 


791009036B Forwards IE Circular 79-20, "Failure of GTE Syl vania Relay. 
Type PM Bulletin 7305 Catalog 5U12-U-AC w/120 Volt ac 
Coil, " No action required. 

GRIER, 0. H. Region 1, Philadelphia, Office of the Director. 
79/09/24. lp. 


7910120163 Ack receipt of 790017 ltr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-317/79-07 Z< 
50-318/79-06. 

GRIER, □ , H. Region 1, P h i l ad e lph i a , Office of the Director. 
79/09/24 , lp. 


■7910120170 Responds to NRC 790808 ltr re violations noted in IE Insp 
Repts 50-317/79-07 <t 50-318/79-06. Corr ec tive actlana:new 
monthly surveillance test procedures issued to check locked 
valves. 

LUNDVALL, A. E. Baltimore Gas U Electric Co. 79/08/17. 2pp. 


■7910120172 Forwards IE Insp Repts 50-317/79-07 L 50-31B/79-Q6 on 
7903D1 — 1 1 Z< notice of violation. 

BRUNNER, E. J. Region l, Philadelphia, Office of the Director. 
79/08/0B. 2pp. 
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■79iQi20174 Notice of violation from insp on 790501-11 

« Region 1, Philadelphia, Office of the Director. 79/0B/06 
Ip. 


•79101 2017B IE Inap Repts 50-317/79-07 h 50-318/79-06 on 790501-11 
None amp 1 i anc e noted . fa i 1 ore tc follow procedures in areas 
involving valve positioning 6 positive control 

JOHNSON, D. F. > BLUMBERG, N. J. Region 1, Philadelphia, Office of 

the Director, KEIMIG. R. R. Region 1, Philadelphia, Reactor 

Operations Nuclear Support Branch, 79/08/06. 10pp. 


7910040093 Forwards IE InFo Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers " No action required. 

GRIERiB.H. Region 1, Philadelphia, Office of the Director 
79/09/26. 4pp. 


7910180005 Forwards IE Bulletin 79-24, “Frozen Lilies. " fiction required. 
GRIER, If. H. Region 1, Philadelphia, Office of the Director. 
79/09/37. Ip. 


7910I6QS16 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 ?< 4. " No action required. 

GRIER, fl.H. Region 1, Ph i lade Iph ia. Office of the Director. 
79/10/01. Ip. 


7910170504 Forwards IE Info Notice 79-24. "Overpres sur i 2 at i on of 
Containment of FUR Plant After Main Steam Line Dreak. " No 
action required. 

GRIER, B.H. Region 1, Ph i 1 ads 1 ph ia , Office of the Director. 
79/10/01. Ip. 


7910100420 Responds to IE Info Notice 79-22 ?< forwards info re 
potential interaction between nonsaf ety-grade sys t, safety- 
grade sys. 

LUNDVALL, A. E Baltimore Oas {, Electric Co 79/10/07, 15pp. 


7910150363 Forwards "Control Element Assembly Guide Tube Inap Program. " 
Proprietary version withheld (ref 10CFR3. 790) 

OLSON, R. C Baltimore Gas it Electric Co. 79/10/10. 5pp. 


■7910130592 "Control Element Assembly Guide Tube Inop Program, 11 
nonproprietary version 

* Combustion Engineering, Inc. CEN-1 16 (D). 79/10/00. 33pp 


7910310099 Acfc receipt of 790920 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-317/79-11. 

DRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/10/11. Ip. 


— 7910310102 Responds to NRC 790906 ltr re violation noted in IE Insp 
Rept 30-317/79-11 Corrective actions: insti tuted monthly QA 
surveillance of random portion of locked valve list. 

LUNDVALL, A. E. Baltimore Gas C, Electric Co. 79/09/20. 2pp. 


■7910310105 Forwards IE Insp Rept 30-317/79-11 on 790709-13 6 notice of 
violation. 

GRIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/09/06. 2pp. 


— 7910310100 Notice of violation from insp on 790709-13. 

* Region 1, Philadelphia, Office of the Director. 79/00/31. 
Ip- 


-7910310114 IE Insp Rept SO-317/79-1 1. Noncomp 1 iance noted: Pai lure t.o 
follow procedures re valve positioning i< positive control. 
JOHNBON, D. F. , COWOILL, C. Region t, Philadelphia, Office of the 
Director. KEIMIG, R. R. Region 1, Ph lladelph ia. Reactor 

Operations Nuclear Support Branch. 79/08/31. 11pp. 


R. Periodic operating reports t< related correspondence 


7910230364 Forwards monthly operating rept for Sept 1979, 
MERSON, 8. D. Baltimore Gas t< Electric Co. 79/10/15. Ip. 


— 7910230567 Monthly operating rept for 5ept 1979. 

MERSDN, 9. D. Baltimore Gas 6 Electric Co. 79/10/15, 16pp. 


8. Reportable occurrences, LERs 6 related correspondence 


7910010300 Forwards LER 79-040/03L-0. 

RUSSELL, L. B, Baltimore Oas 6 Electric Co. 79/09/17. lp. 


•7910010304 LER 79-040/03L-0: on 790909, 500-kV transmission line taken 
out of sve from 11:50 AM to 5:21 PM to repair drop line 
connecting 500-kV transmission line to carrier current line 
drop. Caused by high winds. Cable repaired. 

HEIOELiR.P. Baltimore Gas 6 Electric Co. 79/09/17. tp. 


7910010439 Forwards LER 79-043/01 T-0. 

RUSSELL, L. B. Baltimore Gas & Electric Co. 79/09/24. Ip 


— 7910010442 LER 79-043/01 T-O: on 790911, C-E informed util that curve 
coordinates were none on ser va 1 1 ve at BOX rated thermal power. 
Caused by amb iguous rendering of curve resulting in Issuance 
of noncDnservative Tech Spec s. Correc t curve used, 

LIPPOLD W. J. , MINALCIK, J. A. Baltimore Gas ?, Electric Co. 
79/09/24. Ip. 


7910010307 Forwards LER 79-042/04T-0. 

RUSSELL, L B Baltimore Gas $, Electric Co. 79/09/25 ip 


--7910010312 LER 79-042/04T-0: on 790911,144 gallons of caustic solution 
neutralized by 74 gallons of acid were discharged via 
outfall 001. Caused by personnel err or , Af f ec tod personnel 
reinstructed in proper operation of neutralization tank. 

EHERTS, R . F. Baltimore Gas 6 Electric Co. 79/09/25. 2pp, 


7910010401 Forwards LER 79-046/03L-0. 

RUSSELL, L. B. Baltimore Gas 6 Electric Co. 79/09/26. lp. 


—7910010405 LER 79— 046/03L— 0: on 790027, charg ing pumps of auxiliary high 
pressure safety injection headers 12 f, 13 placed out of svp 
to repair cracked weld on sample line pipe rod uc er. Crac k 
caused by lack of weld fusion. Reducer removed 6 replaced. 

DAVIS, S. M. , MIERNICKI, M. J. Baltimore Gas {< Electric Co. 79/09/26. 

Ip- 


7910020340 Forwards LER 79-039/03L-0. 

RUSSELL, L. B. Baltimore Gas it Electric Co. 79/09/27. ip, 


7910020355 LER 79— 039/03L— 0: on 790031, noted that coolant was looking 
from discharge valve i, weld on discharge drain lino of 
charging pump. Caused by cracks in heat-affected zones of 
socket weld. Pipe spool & valve replaced. 

HEIBEL, R. P. , MIERNICKI, M. J. Baltimore Oas «, Electric Co. 

79/09/27. 2pp. 


7910020364 Forwards LER 79-044/03L-0. 

RUSSELL. L. B. Baltimore Oas 6 Electric Co. 79/09/27. lp. 


■7910020360 LER 79-044/03L-0: on 790913, water leak discovered coming from 
cracked wold on reactor coolant charging pump discharge 
relief valve f lange. Caused by pinhole crack in heat-affected 
zone of socket weld. Valve replaced. 

LEQIEWSKI, J. S, , MIERNICKI, M. J. Baltimore Gas & Electric Co. 

79/09/27. lp. 


7910040311 Forwards LER 79-045/03L-O, 

RU96ELL, L. B. Baltimore Gas 6 Electric Co. 79/09/20. lp. 


— 7910040316 LER 79-045/03L-0: on 790B31, valve operator became 
disconnected from valve stem. Caused by failure of pivot 
locking plate, which disconnected actuator from valvo stem. 

New plate installed it actuator repaired 6 replaced 

DAVIB, S. M. , ROMNEY, K. M. Baltimore Gas 6 Electric Co. 79/09/20 

lp. 


7910030400 Forwards LER 79-O30/O3L-O. 

RUSSELL, L. B Baltimore Gas it Electric Co, 79/10/01. lp. 


— 7910030494 LER 79-038/03L-0: on 790829,115-volt power supply to 
hydrogen analyzer O-AE 6327 was inoperativn. Caused by 
shorted winding in power transformer T-l. 

HEIBEL, R, P. , RIZZO, P.G. Baltimore Gas 8i Electric Co. 79/09/20 
lp. 


7910040290 Notifies that plant has operated within correct 8, 
conservative 1 iml ts, desp i te incorrect allowable limits of 
axial shape index vs core power f rac t i on. Ut i 1 790924 
forwarding ltr t, LER 79-043/01T-0 end. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 79/10/01. 2pp. 


7910110311 Forwards LER 79-04B/03L-0. 

RUSSELL, L, B, Baltimore Oas U Electric Co. 79/10/04. lp. 

7910110313 LER 79-048/03L-0: on 790914, during surveillance test, 
containment spray pump 12 tripped on ground overcurrent. 

Caused by motor stator coils chafing against incoming phase 
lead, thus developing short circuits at coil end. 

DAVIS, S. M. , BAUER, E. R. Baltimore Gas it Electric Co. 79/10/04. 
lp. 


791 Oil 0393 Forwards LER 79-04 1 /03L-0. 

RU0SELL, L. B- Baltimore Gas ti Electric Co. 79/10/08, ip. 
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—79101 10401 LER 79— 04 1 /03L— 0; on 790907* noted that steam generator 
pressure indicator deviated greater than 22 psia from three 
redundant channels. Caused by dirty 1 ug s/ c onnec t i on at loop 
indicator. Resistor lugs cleaned. 

DAVIS* S. M. I RIZZO, P. 0. Baltimore Gas & Electric Co. 79/10/QB. 
Ip. 


7910110405 LER 79-057/01 X—O: on 79 1 006* 1 nta k o structure doors IS1 f< IS3 
were found logged open when reactor bias made critical, 

Caused by failure of security personnel to notify shift 
supervisor of intent to open wator tight doors for maint. 

DAVIBrS. M. Baltimore Gas A Electric Co. 79/10/OB. Ip 


7910170304 Forward s LER 79-049/03L-0. 

RUSSELL* L. B. Baltimore Oas t* Electric Co. 79/10/11. ip 


— 7910170209 LER 79-049/03L-0: on 790924, loop Isolation valve SI-617 
failed to operate when motor operator received open signal. 

Caused by contact misalignment of movable contactor, 

Contactor realigned 8< tested. 

LAQIEWSKI. J. B. , BAUER, E. R. Baltimore Gas A Electric Co, 79/10/13 
lp. 


7910170383 Forwards LER 79-050/03L-0. 

RUBBELL* L. B. Baltimore Oas A Electric Co. 79/10/11. ip. 


— 7910170391 LER 79— 050/03L— 0: on 790924* reactor exceeded license limit of 
2.700 MWth. Caused by operator error. Power was reduced by 
Insertion of control element assomb 1 ios. Opera tor was 
Instructed of importance of maintaining paramo tor s. 

DAVIS, B. M. Baltimore Gas A Electric Co. 79/10/11, 2pp, 


7910180317 Forwards LER 79-051 /03L-0. 

RUSSELL, L. B. Baltimore Oas & Electric Co. 79/10/11. lp. 


——7910180322 LER 79-051 /03L-0: on 790926, h ydrau 1 i c snubber was removed 
from operation to repair anchors attaching snubber to wall 
Anchors were replaced A hanger restored to operation. 

8EIBEL, R. P. Baltimore Oas A Electric Co. 79/10/11. lp. 


79101 BO 36B Forward* LER 79-057/01T-0. 

RUSSELL, L. B. Baltimore Oas A Electric Co. 79/10/11. ip 


■79HMB0373 LER 79-OS7/OJT-0: on 791006, intake structure doors found 
logged open. Caused by failure of security personnel to 
notify shift supervisor when water tight doors were opened 
for maint. Hater tight door opening permit to be issued. 

DAVIS, 8. M. Baltimore Gas t. Electric Co 79/10/11. Ip. 


7910190433 Forwards LER 79-056/03L-0. 

RUSBELLiL.B. Boston Edison Co. 79/10/12. Ip. 


““7910190436 LER 79-Q56/03L-0: on 791001, output voltage of dieocl 
generator 11 reached 4,800 volts. Dicsol trip occurred during 
attempt to lower val tagc. Caused by loss of collbr In 
voltmeter reel s tor. Resi s tor replaced A meter recalibr. 

HEIBELift. P. , BAUER, E. R. Baltimore Oas A Electric Co. 79/10/12 
lp. 


7910310303 Submits nonroutine radiological environ operating ropt: 
on 790827, oyster samples analyzed for gamma-emitting 
radionuclides showed presence of Ag-1 10m. Revi ew of data 
indicates that Ag-lOOm In oysters is plant-related. 

STOUT. J. W. Baltimore Gas A Electric Co. 79/10/22, lp, 


7910290300 LEO 79-061 /01X-0: on 79102-1, air start sys hangers failed to 
meet seismic requirements per IE Bulletin 79-14. 

Re-evaluation of air line for seismic support requirements 
underway. 

HCT BEL, R, P. Baltimore Oas A Electric Co. 79/10/24. lp. 


7910290209 Forwards LER 79-034/03L-0. 

RUSSELL, L.B. Baltimore Qas tt Electric Co. 79/10/25, lp. 


•7910290293 LER 79-0S4/03L-Q: on 790927, welded cap on component cooling 
heat exehanpes-salt water outlet lino foil off. Caused by cap 
being carbon steel & not required red brass or bronze, New 
red brasi cap was welded in place. 

LAQIEUBKI, J. S. < PENCE, B. Baltimore Gas & Electric Co. 79/10/25, 
lp. 


7910290324 Forwards LER 79-053/03L-0.' * 

RUB8ELL, L. B. Baltimore Oas A Electric Co. 79/10/25. lp. 


•7910290320 LER 79-053/03L-0: on 790928, ac t ua tor arm for shutdown cooling 
heat exchanger outlet valve 11 was found broken, rend er ing 
exchanger inop erab 1 e. Caus ed by failed actuator vane arm 
disconnecting actuator from valve stem. 

LAGIEWBKI, J. 8. , LUCAS, C. C. Baltimore Oas A Electric Co 79/10/25 

2pp. 


U, Congressional/Executive Correspondence 


7910250187 Forwards excerpts from TR Judson ltr re ratings of utils A 
selected pages from licensee rogulatory p e r formanc e 
evaluation. 

HOLT, M. S. House of Rep 79/09/12. 6pp. 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 
F. Security, medical, emergency A fire protection plans 


7910100040 Notification of 791002 meeting w/util in Bethasda.MD to 
discuss seven unresolved items Identified in 790914 fire 
protection safety evaluation. 

CONNER, E. L. Operating Reactors Branch 4 iPre 791030). 79/09/06 

2pp. 


7910050027 Submits requested status as of 790904. Three fire protection 
safety evaluations for six plants remain to be issued. 

LAINA8, G. Plant Bystems Branch (Pre 791030). 79/09/07. lp. 


7910030263 Notification of 790921 meeting in Bethesda.MD to discuss 
current rulemaking effort for firo protection regulations. 

Position on utii Fire review enci, 

BYLVESTERiE. Plant Systems Branch (Pro 791030), 79/09/20. 4pp, 


7910170201 Summary of 790912 Firo Protection Review Group meeting re 
clarification of basis for requirements of App A Tech Specs 
It current fire protection rulemaking effort. 

SYLVESTER, E. Plant Systems Branch (Pre 791030). 79/09/28. 4pp. 


7910260061 Summary of 790921 Fire Protection Review Group meeting ro 
unresolved issues It current fire protection rulemaking 
effort. List of attendees end. 

3YLVEBTER.E, Plant Systems Branch (Pre 791030). 79/09/20. 4pp. 


H. General correspondence 


7910190024 Responds to 790830 ltr re spent fuel storage. Due to change 
in natl policy, spent fuel must be stored onsite. Forwards 
evaluation performed for util application for increase in 
itorage capacity of spent fuel pool. W/o end. 

REIDrR.H, Operating Reactors Branch 4 (Pre 791030). 79/09/24. 

2pp. 


J. Insurance tt indemnity information 


7910010373 Forwards Endorsements 33,37.38,39 A 40 to MAELU 
Policies MF-76, NF— 2 16. NF-2 16, NF-21 6, A NF-2 1 A, respec 1 1 ve 1 y. 
SHOEMAKER, C. L. Baltimore Oas A Electric Co. 79/09/26. 6pp. 


7910100361 Forwards executed Amend 9 to Indemnity Agreement B-70. 
SHOEMAKER. C. L. Baltimore Gas A Electric Co. 79/10/16. 2pp. 


P. Operating license stage documents A correspondence 


7910090241 Forwards FR notice of emend to 1QCFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790B01 
to 791101. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/10, 49pp. 


7910020101 Forwards NUREQ-0397 which describes program assigning 
resident inspectors at selected reactor si tes. Pending NRC 
approval, util may be required to provide ofe space to NRC 
inspectors. W/o end. 

GRIER, B. H, Region 1, Philadelphia, Office of the Director. 
79/08/16. 2pp. 


7910190190 Forwards request for addl Info needed to complete review of 
util submittal for license amends to expand spent fuel 
storage capacity. 

LA I NAS, 0. Plant Systems Branch (Pre 791030). 79/08/16. 3pp. 


7910040416 Notifies that util response to NRC 7B0202 ltr acceptably 
resolves issue re potential for reactor cavity annulus ssal 
ring to become destructive missile during LOCA. 

REID, H. W. Operating Reactors Branch 4 (Pre 791030). 79/09/11. 

Bpp- 
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7910030674 Discusses NRC plans to observe facility solid waste handling 
equipment it discuss low level waste disposal on 790913. 

Unless otherwise inf ormed , NRC site visit will be handled 
under access requirements of 781101 ltr 

REID, R. W. Operating Reactors Branch 4 iPre 7910301 79/09/12. 

4pp. 


Q. Inspection reports, IE Bulletins Zt correspondence 


79100903BQ Forwards IE Insp Repta 90-317/79-10 t, 50-31B/79-00 on 
790621-22. Mo none omp 1 i anc e noted 

BRUNNER, EJ. Region 1, Philadelphia, Reactor Operations Nucloar 

Support Branch. 79/08/14. 2pp 


7910030015 Forwards Amends 41 «, 23 to Licenses DPR-53 6 DPR-69, 
respectively, safety evaluation 6 notice of issuance & 
availability. 

RElDiR.H. Operating Reactors Branch 4 (Pre 791030). 79/09/14. 

3pp. 


—7910030019 Amends 41 8, 23 to Licenses OPR-53 «< DPR-69- re sp ec t i ve 1 y , 
adding conditions re completion of facility mods to improve 
fire protection program 

REID, R. W. Operating Reactors Branch 4 (Pre 791030). 79/09/14 

4pp. 


— 7910030021 Safety evaluation supporting Amends 41 6 23 to Licenses 
DPR-53 !< DPR-69, reap ec t i ve 1 y 

« Office of Nuclear Reactor Regulation. 79/09/14 95pp. 


— 7910030023 Notice of issuance !< availability of Amends 41 It 23 to 
Licenses DPR-53 6 DPR-69, respe c t ive 1 y . 

RElDiR.H, Operating Reactors Branch 4 (Pre 7910301. 79/09/14. 

3pp. 


-7910090393 IE Insp Repts 50-317/79-10 tt 50-31B/79-0B on 790621-22. No 
noncomp tiance noted. Major areas inspected: response to IE 
Bulletins 79-01 S, 79-01A fc environ qualification of Class IE 


equipment. 
JOHNSON, D. F. 
KEIMIQ, R. R. 
Support Branch. 


Region 1, 
Region I, 
79/00/13. 


Ph i lade Iph la, 
Philadelphia, 
4pp. 


Office of the Director. 
Reactor Operations Nucloar 


7910020690 Responds to IE Bulletin 79-17, "Pipo Cracks in Stagnant 
Donated Water Sys at BWR Plants. " Nn incidents df stress 
corrosion-related tracking in sys piping to date. In service 
insp continues. 

LUND V ALL, A. E. Baltimore Gas 6 Electric Co 79/00/24. 9pp. 


■7910020693 "Specs It Surveillance Refueling S< Spent Fuel Pool Bys " 
* Baltimore Oas Si Electric Co. 79/08/24. 4pp. 


— 7910020694 "Specs S< Surveillance Reactor Coolant Bys. 
* Baltimore Gas Si Electric Co. 79/09/24. 3pp. 


7910250215 Informs that effective date for implementation of EPA std 
for LWR U fuel cycle is 791201 . Reque s ts compliance w/ 
radiological effluent Tech Spec implementing LWR provisions. 

Method for implementation requested by 791101. 

OAMMILLiW. P. Assistant Director for Operating Reactor Pro lects (Pre 
791030). 79/09/17. Ip. 


■7910020696 "Specs & Surveillance Chemical ?< Vo 1 Control Bys." 
* Baltimore Gas J, Electric Co. 79/08/24. 3pp. 


— 7910020698 "Specs t< Surveillance Boric Acid Storage Tanks." 
* Baltimore Gas t, Electric Co. 79/0B/24. 3pp. 


7910190028 Requests further info re control element assembly guide tube 
evaluation program SI eeving not satisfactory long term 
solution to guide tube wear. Operation u/guide tubes approved 
for Cycle 2 only, not Cycle 3. 

REID, R. W. Operating Reactors Branch 4 (Pre 791030). 79/09/26. 

6pp. 


7910220413 Forward* guidelines for valve operability ra containment 
purging 6 venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 days. 

EISENHUT. D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910040348 Submits requested safety evaluation for Unit 2, to supplement 
790827 request for amend to OL re measurement calculational 
uncertainties of 67. h 77 

LUNDVALL, A. E. Baltimore Gas 6 Electric Co. 79/10/01, 2pp. 


7910100160 Notifies that required fee outweighs potential benefits Prom 
proposed chemistry control 6 surveillance program which 
requires submittal of application for amend to OLs. Proposes 
submittal of several Tech Spec changes u/blanket fee. 

LUNDVALL, A. E. Baltimore Gas Zt Electric Co. 79/10/05. 2pp. 


791010042S Responds to NRC 790B00 ltr re adequacy of station electric 
distribution sys vo 1 tages. Of f s i to & onsite distribution sys 
reviewed. Manual load shedding not considered. 

LUNDVALL, A. E. Baltimore Gas 6 Electric Co. 79/10/00. 40pp. 


7910290215 Notification of 791010 meeting w/util in Dethesda.MD to 
discuss criticality calculations used in design of spent 
fuel pool racks. 

CONNER, E. L. Operating Reactors Branch 4 (Pre 791030). 79/10/09 

IP- 


7910290257 Forwards util operational commitment to limit use of main 
feedwater. Provides details re design flow path of feedwater 
leaking from feedring-sleeve-not t le area into steam 
generator. 

LUNDVALL, A. E. Baltimore Gas it Electric Co. 79/10/15. 8pp. 


7910310313 Forwards safety evaluation re charging pump pipe vibration. 
REID, R. W. Operating Reactors Branch 4 (Pre 791030). 79/10/18 

3pp. 


--7910020699 "Specs 6 Surveillance Safety Injection Oys, " 
» Baltimore Gas U Electric Co. 79/00/24. 7pp. 


7910050234 Forwards response to IE Bulletin 79-14, "Bolomic Analysio 
for As-Built Piping Bys." Chart outlining nonconformance 6 
insp results enc 1. 

LUNDVALL, A. E, Baltimore Gas !i Electric Co. 79/09/04, 4pp, 


791 00200B4 Forwards IE Info NoticB 79-20, Revi s i on I, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission t, punctuation error which changed 
intent of statement. Changed statement underlined In test. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/09/07. Ip, 


7910020513 Forwards IE Circular 79—19, "Loose Locking Devices on 
I ngerso 1 1-Rand Pump Impellers. " No action required. 

GRIER, B. H. Region 1, Philadelphia, Office of thu Director. 
79/09/13. Ip. 


7910190102 Responds to IE Bulletin 79-21, "Temp Effects on Lovel 
Measurements." Forwards description of steam generator 6 
pressurizer level indication sys. Setpoint Adjustments are 
not needed to compensate foT ref leg heating, 

LUNDVALL, A. E. Daltimore Gas !< Elec tric Co. 79/09/13. 24pp. 


7910300082 Forwards IE Info Notice 79-22, "Qualification of Control 
8ys, " Meetinghouse 790830 ltr ii Public Bvc Electric «, Gao 
Co 790910 ltr re potential unrovlowed safety quest! on. Ac t Ion 
reqoired within 20 days. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Rogulatlun, 79/09/17. 40pp. 


7910160093 Ack receipt of 790827 ltr informing NRC of steps token to 
correct violations noted in IE Insp Repts 30-317/79-00 {, 
30-310/79-07. 

SMITH, G.F. Region 1, Philadelphia, Fuel Facility t, Material# 
Safety Branch. 79/09/20, lp. 


-7910160100 Responds to NRC 790808 ltr re violations noted in IE Insp 
Repts 50-317/79-08 Zt 50-318/79-07. Correc 1 1 ve ac 1 1 ons : p os tori 
low level radioactive storage trailer, spent fuel storage 
room & storage pad west of Units 1 tt 2 auzlllary bldg. 

LUNDVALL, A. E. Baltimore Oas & Electric Co, 79/08/27. 2pp. 


■7910310319 Safety evaluation re charging pump pipe vibration. Based on 
util 790911 commitments, find mods to chemical *< vol 
control sys to reduce pipe cracking it interim operation of 
Units 1 & 2 acceptable. 

» Office of Nuclear Reactor Regulation. 79/10/18. 2pp. 


7910250269 Responds to NRC 790913 ltr re followup actions resulting 
from TMI-8. Required items will be implemented during planned 
refueling outages in Spring 1980 for Unit l !, Fall 1979 fc 
Fall 1980 for Unit 2. 

MCGOWAN, 0. V, Baltimore Oas It Electric Co. 79/10/19. 14pp- 


-niwmiuo r urwarus it insp ((opts 50-317/79 
790521—25 Si notice of violation 




SMITH, GE. Region 1, Philadelphia, Fuel Facility S, Materials 

Safety Branch, 79/00/00. 3pp. 


— 7910160110 Notice of violation from insp 
* Region 1, Phi Jodelph ia. Office of 
if- 


on 790321-23. 
the Director. 


79/0G/0a. 
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•7910160117 IE Insp Repts 50-317/79-00 & 50-318/79-07 on 790531-25. 
Noncompliance noted : fai lurp to post radioactive matls area. 

THQNUB, L. H. , NIMITZ.R.L. Region 1. Philadelphia. Office of the 

Director CROCKER, H. W. Region 1, Philadelphia. Fuel Facility t. 

Materials Safety Branch. 79/00/06, 13pp 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures U 
surveillance testing errors, which was incorrectly 
distributed Also forwards IE Insp Repts 50-295/79-13 *< 
50-304/79-12. Act ion required. 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/21 49pp. 


7910090560 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7303 Catalog 3U12-11-AC w/120 Volt ac 
Coil." No action required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director 
79/09/24. Ip. 


7910120163 Ack receipt of 790817 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/79-07 l< 
50-310/79-06. 

GRIER, D. H, Region 1, Philadelphia, Office of the Director 
79/09/24, Ip. 


■7910120170 Responds to NRC 790000 ltr re violations noted in IE Insp 
Repts 50-317/79-07 6 50-31 8/79-06. Correc t i ve actions: new 
monthly surveillance test procedures issued to check locked 
valves, 

LUNDVALL, A. E. Baltimore Gas 6 Electric Co. 79/00/17. 2pp. 


■7910120172 Forwards IE Insp Repts 50-317/79-07 & 50-310/79-06 on 
790301-11 & notice of violation. 

BRUNNER, E. J. Region l, Philadelphia, Office of the Director 
79/08/00. 2pp. 


•7910120174 Notice of violation from insp on 790501-li. 

* Region 1, Philadelphia, Office of the Director. 79/00/06 
Ip. 


—7910120178 IE Insp Ropls 50-317/79-07 8 , 50-310/79-06 on 790501-11. 
None omp 1 i anc e no ted: fa i 1 uro to follow procedures in areas 
involving valve positioning 8 < positive control. 

JOHNSON, D. F. , BLUMBERO, N, J. Rogion 1, Philadelphia, Office of 

the Diroctor. KE I MIG, R R . Region 1, Philadelphia, Reactor 

Operations Nuclear Support Branch, 79/00/06 10pp 


7910040093 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

DRIER. B.H. Region 1, Philadelphia, Office of tho Diroctor 
79/09/26. 4pp. 


7910180085 Forwards IE Bulletin 79-24, "Frozen Linos. " Action required. 
GRIER, B.H. Region 1, Philadelphia, Office of the Director 
79/09/27. lp, . 


7910190005 Provides listing of NRC representatives who will perform 
control clement assembly guide insp program during week of 
791021. 

REID.R.W. Operating Roactnrs Branch 4 (Pro 791030). 79/09/27 

2 pp. 


7910160516 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 & 4. " No action required. 

GRIER, B.H. Region I, Philadelphia, Office of the Diroctor. 
79/10/01. lp. 


7910170504 Forwards IE Info Notice 79-24, "Overprcssuri lotion of 
Containment of PWR Plant After Main Steam Line Break." Nn 
action required. 

GRIER, B.H. Rogion 1, Philadelphia, Office of the Director. 
79/10/01 lp. 


7910100420 Responds to IE Info Notice 79-22 6 forwards Info re 
potential interaction between nonsofety-grade sys 6 safety- 
grade ays. 

LUNDVALL, A. E. Baltimore Gas f< Electric Co. 79/10/07. 15 pp. 


7910130563 Forwards "Control Element Assembly Guide Tube Insp Program. " 
Proprietary version withheld <ref 10GFR2. 790). 

OL 8 ON 1 R.C. Baltimore Gas & Electric Co. 79/10/10, 3pp. 


—7910130992 "Control Element Assembly Guide Tube Insp Program," 
nonproprietary version. 

* Combustion Engineering, Inc. CEN-116 <B>. 79/10/08. 33pp. 

R, Periodic operating reports fc related correspondence 


7910230S64 Forwards monthly operating rept for Sept 1979. 
NER 8 QN 1 8 . D. Baltimore Gas fc Electric Co. 79/10/15. lp. 


— 7910230367 Monthly operating rept for Sept 1979. 

MERSON, S. D. Baltimore Gas U Electric Co. 79/10/15. 16pp. 


S. Reportable occurrences, LERs t, related correspondence 


7910030431 Forwards LER 79-034/01 T-0. 

RUSSELL, L. B. Baltimore Gas & Electric Co. 79/09/28. lp. 


7910030440 LER 79-034/01 T-0: on 790914, noted that air start sys hangers 
not built to meet seismic requirements. Caused by error 
classifying lines as nonse ismic. Ins tal lat i on of seismic pipe 
supports upgraded diesel starting air sgs. 

RUSSELL, LB., HEIBEL, R. P Baltimore Gas t, Electric Co. 79/09/2B 
lp. 


7910030474 Forwards LER 79-031 /03L-0. 

RUSSELL, L. B. Baltimore Gas «< Electric Co. 79/10/01. lp. 


—7910030400 LER 79-031 /03L-0: on 790903 , sp ur i a us trips on reactor 
protection sys channel C high power trip units secured Cause 
not stated Tomp element 2-TE-122HC replaced. 

LAQIEWSK I , J. , RIZZO, P. Q Baltimore Gas Electric Cn. 79/10/01 
lp 


7910040298 Notifies that plant has operated within correct & 
conservative 1 i ml t 5 , d e sp 1 te incorrect allowable limits of 
akial shape lndei vs core power frac t i on. Ut t i 790924 
forwarding ltr *, LER 79-043/01T-0 end. 

LUNDVALL, A, E. Baltimore Gas 5, Electric Co. 79/10/01. 2pp. 


79101 103B2 Forwards LER 79-032/03L-0. 

RUSSELL, L. B. Baltimore Gas ?< Electric Co. 79/10704, lp, 


--79101 10391 LER 79-032/03L-0: on 790905, c hanne 1 D nuclear instrumentation 
sys linear power range was indicating erratically high. 

Caused by Inadequate chassis ground. Signal re turned to 
normal afteT cleaning drawer rails. 

DAVIS, E. M. , RIZZO, P. Q. Baltimore Gas It Electric Co. 79/10/04 
lp. 


7910110411 Forwards LER 79-033/03L-0. 

RUSSELL, L. B. Baltimore Gas It Electric Co. 79/10/08. lp. 


7910110413 LER 79-033/03L-0: 790907, hi gh power 6 thermal power low 
pressure pre-trip t trip alarms recieved on reactor 
protection sys, Causes un known. P 05 si b 1 y duo to moist or dirty 
detector cables. 

DAVIS, S, M. , RIZZO, P. 0. Baltimore Gas ft Electric Co, 79/10/00. 
lp- 


7910180369 Forwards LER 79-035/03L-0. 

RUSSELL, L. B. Baltimore Gas & Electric Co. 79/10/09. lp. 


■791OJ0O3B3 LER 79-035/03L-0: on 790922, plant computer f a i 1 ed. Caused by 
printed circuit board failure which generated rapid access 
data storage disc stop s i gna 1 . C i rc u 1 1 board replaced. 

DAVISiS.M., RI ZZ0, P. G, Baltimore Gas & Electric Co. 79/10/09. 
lp. 


7910250313 Forwards LER 79-036/03L-0. 

RUSBELL, L. B, Baltimore Gas It Electric Co, 79/10/19. lp. 


•-7910230322 LER 79-036/03L-0: on 791004, c on tro 1 element assembly 1 
dropped to bottom of core. Caused by oscillation in 15-volt 
power supply, resulting in dip of output voltage *, decreasing 
holding current of upper grimper. 

LAGIEHBKI, J, S. I BAUER, E. R. Baltimore Gas fc Electric Co. 79/10/19 
lp. 


7910310303 Submits nonroutine radiological anvlron operating rept: 
on 790027, oyster samples analyzed for gamma-emitting 
radionuclides showed presence of Ag- 1 1 Qm. Revl eu of data 
Indicates that Ag-lOQm in oysters is plant-related, 

STOUT, J. W. Baltimore Gas t< Electric Co. 79/10/22. lp. 


7910290283 LER 79-039/01 X-Q: on 791024, air start sys hangers were not 
built to meet seismic requ i remon ts. Causa not stated-Air line 
is being re-evaluated re support requirement* for seismic 
qualification. 

AEIDEL, R. P. Baltimore Gas & Electric Co. 79/10/24. Ip. 


U. Congressional /Executive Correspondence 


7910250187 Forwards excerpts from TR Judson ltr re ratings of util* t> 
selected pages from licensee regulatory performance 
evaluation. 

HOLT, M. S. House of Rep. 79/09/12. fipp. 



152 


DOCKETED ITEMS 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


A. App 1 ieat ion/c one true t ion stage documents << correspondence 


7910010502 TMI-2 startup problem rept Fot instrument air t< svc air 
compressors. 

* Metropolitan Edison Co 74/04/29. Ip. 

7910010543 Ofc of QA Surveillance Rept 74-293 re removal t< replacement 
of valve RC-RV-2. None onforrtiantB rept for 741030.741026 
NOT rept, 741026 c hec k I i s t , we 1 d history record of RC-RV-2 h 
work request end. 

POTTS, W. E. Metropolitan Edison Co. 74/11/22. 24pp. 


7910010533 QC Surveillance Rapt 75-102 re testing t, reinstallation of 
valve RC-RV-2 to RCS. Work request procedure form for 750913. 

18 & 30 work request approvals !< 741217 Malnt Procedure 
1401-2,1 re pressuTiier relief valve one l. 

P0TT6.W.E. , NE ID 10. R. E. Metropolitan Edison Co. 75/10/00. 4Bpp. 


7910010529 Forwards "Testing Procedures t< Equipment" re problems 
experienced during testing of RC-RV2 e 1 ec tromat 1 c pressure 
relief valve Type 2 1 /2> 31 533VX. Pr op oses meeting ui/all 
concerned to identify other problems. 

DOLGER, F. P. Dresser Industries, Inc. 76/03/29. 5pp. 


7910010454 TMI Preventative Maint Procedure E-2, "Dielectric Check of 
Insu latlon. Motors t, Cables. " Test results dtd 790121 uncB, 

MILLER, J. Metrapol itan Ed ison Co. 77/04/IB. 16pp. 


7910010464 TMI-2 drain tank data. 

* Metropolitan Edison Co 77/06/23. Ip. 


7910010931 Work request approval for feedwater pump sys to tighten 
stra i nor head nuts, adjust packing on cooler selection valves 
U tighten flange bolts. 

a Metropolitan Edison Co. 7B/O1/10. 2pp. 


F, Security, medical, emergency t< fire protection plans 


79101B0266 Forwards "Action. ?< Response Plan for Emergency Personnel t< 
Citiiens. " 

HENDERSON. 0. K. Pennsylvania, State of. 79/07/31. 26pp. 


--7910180273 "Action tt Response Plan for Emergency Personnel t< Citiiens." 
MDLLOY.K.J. Dauphin County. PA. 79/04/30. 210pp. 


0. Adjudicatory correspondence 


7910170351 SB 1 1 04 : ac t amending State of PA Consolidated Statutes. 
Title 35 re health h safety Adds provisions re emergency 
mgt sves. 

SHAPP, M. J. Pennsylvania, State of. 70/11/26. 30pp. 


7910190230 Affidavit of C Kepford re intervenor Environ Coalition on 
Nuclear Power statement of facts to which there is matl 
dispute. Natural ventilation can bring up radon from interior 
of shutdown mine. 

KEPF0RD, C. Environmental Coalition on Nuclear Powor. 79/06/26, 

6pp. 


--7910190249 Opposes utils joint motion for summary disposition ?< NRC 
motion for partial summary disposition on radon emissions. 

Radon emissions endanger public health. Adopts intervenor 
Ecology Action of Oswego concurrent filing. 

* Environmental Coalition on Nuclear Power. 79/06/27. J3pp. 


7910170411 Ack receipt of 790427 S, 0516 petitions r» public hearings on 
TMI accident. Petitions treated under 10CFR2. 206. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/07/06. Ip. 


—7910170415 Notice of request under 1 0CFF12. 206 for public hearings on 
TMI accident. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/07/06. Ip. 


7909240184 Petition to intervene by RL Knupp on behalf of Dauphin 
County, PA. Requests all notices of hearings re all nuclear 
facilities L TMI be sent to Dauphin County Commissioners, 
Certificate of svc end. 

* Knupp & Andrew®. 79/08/ IS. 6pp. 


7910170289 Urge® permanent shutdown of nuclear f aci 1 i ties. Alternate 
sources of snorgy should bo studied. 

MCDIWITT, R. M. , MCDIWITT, R. E. Af f 1 1 i at ion Unknown. 79/08/18. Ip. 


7910170326 Order granting 34-day extension for NRC to address issues in 
Commission shutdown order. New t, revised Tech Specs nDt 
comp 1 eted, 

CASE, E. G. Office of Nuclear Reactor Regulation. 79/0B/30. Ip. 


7910050014 Responds to AfiLB Question 4. TMI 790320 accident was not 
Class 9 acc iden t. Ri sk to hee 1 th, saf o ty l< environ was 
extremely low. No consideration of meltdown or explosion 
should be given in proceeding. 

WETTERHAHN, M. J. Public Service Electric tc Gas Co. of New Jersey. 
UETTERHAHN, M. J. Conner, Moore 6 Corber. 79/00/24. 18pp. 


—7910050010 SER, Suppl 1, 

* Office of Nuclear Reactor Regulation. 79/08/24. 3pp. 


— 7910050020 FES for f ac i 1 i ty . Sec t i on VI, "Environ Impact of Postulated 
Accidents. " 

■» Atomic Energy Commission. 72/12/31. 13pp. 


7910190006 Discusses NRC order for TM1-1 to remain shut down until 
public hearing® are held to address safety concerns. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/08/28. Ip. 


— 7910190009 Opposes restart of TMI plant. 

CORSON, M, Affiliation Unknown. 79/04/13. 2pp. 


7910190297 Discusses NRC order for TM1-1 to remain shut down until 
public hearings are held to address safety concerns. 

DENTON, H, R. Office of Nuclear Reactor Regulation. 79/00/20. Ip. 


—7910190307 Opposes resumption of operation for TMI-1 because no 
adequa te evacuation plan exists for all residents of 
vicinity. 

PETROSKY, J. Affiliation Unknown. 79/05/11. 2pp. 


7910190342 Discusses NRC order for TMI-1 to remain shut down until 
public hearings arc held to address safety concerns. 

DENTON, H. R , Office of Nuclear Reactor Regulation. 79/08/20. Ip. 


— 7910190340 Requests that TMI be closed forever, W/brochure re machine 
company sves one 1 . 

WILKE, D. Affiliation Unknown. 79/07/16. Ip 


7910240174 Petition to 1 nt orvene, s ubmi t ted by 65 persons. Seeks 90-day 
extension for NRC to consider c lassi f ication of accident as 
extraordinary nuclear occurrence. Notices of appearance of 
D Berger R RL Hovi s on behalf of petitioners cncl. 

BERGER, D. Affiliation Unknown. BERGER, D. Dory or, D. HGVIS, R, L. 
Kovis, R.L. 79/03/20. 13pp. 


7910190311 Forwards Commission 790B20 order granting 30-day extension 
for NRC to order imposition of new It/ar revised Tech Specs, 

Requests publication in FR. 

CHJLK, S. J. Office of the Secretary of the Commission. 79/00/31, 

Ip. 


7910090335 Five requests to make limited appearance statement® at 
public hearings, submitted by local residents. 

L80KI NGB ILL, G. Af f i 1 i a 1 1 on Unknown. 79/09/02. 5pp. 


7910190176 Comments on proposed rule 1 OCFR 1 40: forward s "Assessment of 
Offsite Radiation Doses From TMI Unit 2 Accident," prepared 
by Pickard, Lowe {< QarTlck,Inc. 

TROUGH IDOE, G, F. Shaw, Pittman, Potts, 6 Trowbridge. 79/09/05. Ip. 


—7910190170 "Assessment of Offsite Radiation Doses From TMI Unit 2 
Acc Ident, " 

x Pickard Lowe «, Garrick, Inc. TOR-TMI-16. 79/07/31. 300pp. 


7910190337 Requests notification of hearing 8, opportunity to 
participate In public hearings re restart of TMI. 

NE0DIT, D. D. Af fil iation Unknown. 79/09/05. ip. 


7910240416 Requests notification of hearing Si opportunity to 
participate in public hearings re Issuance of permits, 
licenses ti approvals to reopen TMI-2. 

NE8BIT, D. D, Affil iation Unknown. 79/09/05. Ip. 


7910170374 Forwards Anti-Nuclear Group Representing York petition 
requesting issuance of EIB prior to venting radioactive 
gases from containment at TMI. Petition treated under 
1QCFR2. 206. 

DENTON, H, R. Office of Nuclear Reactor Regulation. 79/09/06. 2pp. 


— 7910170380 Notice of request for EIB re venting of radioactive gases 
from TMI. Pet 1 1 ion treated under I0CFR2. 206. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/06. Ip. 
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— 7910170304 Ack receipt of petition requesting issuance of E15 prior to 
venting of radioactive gases from 7MI. Petition treated 
under 10CFR2. 206. 

DENTON. HR. Office of Nuclear Reactor Regulation. 79/09/06. Ip. 


— 7910170300 Responds to Anti-Nuclear Group Representing York request for 
EIS. Forwards draft 1 tr of acknowledgement to intervenors & 

J Bower 1< 0 Bradford, draft 1 tr of transmittal to licensee ti 
draft FR notice of receipt of request. 

MURRAY. J. P. Rulemaking h Enforcement Division. 79/OB/24. 4pp. 


— 7910170394 Petition for order requiring preparation of E1S prior to 
venting of radioactive gases from TM1. 

BONERS. J. . BRADFORD. O. Anti-Nuclear Group Representing York. 
79/0B/09. 3pp. 


7910190330 Memorandum re rescheduling of evidentiary hearings on 
aircraft crash probability i ssue. Part ics can submit 
memoranda bg 791012 re rescheduling of hearing or 
continuance of indefinite postponement. 

BISHOP. C. J. Atomic Safety and Licensing Appeal Panel. 79/09/10 
3pp. 


7910190355 Decision ALAB-S62 granting summary judgment for Deficiencies 
1 . 2 . 6, 8. 9 . i 1 1 12. 15, 19. 20 *. 22-25. Danies summary disposition 
for deficiencies re emissions from mill tailings piles, 
underground mines, open pit mines J< water pathways. 

BIBHOP.C.J, Atomic Safety and Licensing Appeal Panel. 79/09/11. 
2App. 


7910240300 Urges permanent shutdown of TMI 8, all nuclear plants. 
KALMAN. J. Affiliation Unknown. 79/09/12. ip. 


7910240609 Answer in opposition to Susquehanna Environ Advocates 
petition for mod of special prehearing conference order. 
Special circumstances warranting consideration of Class 9 
accidents have not been shown. W/Certi fi cate of Svc. 

CUTCHIN. J. M. Branch 3. 79/09/19. 5pp. 


— 7910240703 Comments on JR Mattson 790016 response to ASLB question ro 
Class 9 acc Iden t. TMI-2 incident was DBA. Accident 
classification is moot under circumstances such as TMI. 

Supporting documentation 8, Certificate of Svc end, 

MARTIN. J. Accident Analysis Branch. 79/08/30. 5pp. 


7910240441 Forwards NRC 790920 notice of delay in issuance of order 
for mod of license for TMI. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/09/21. 2pp. 


— 791024044B Notice that extension is necessary for final iiation of 
Tech Specs t< for NRC to issue order imposing modified Tech 
Specs. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/09/20. Ip. 


7910170362 Notifies of public hearing re restart of TMI-1. First page 
of FR notice end. 

VQLLMER.R.H, Assistant Director for Systematic Evaluation Program 
(Pro 791030). 79/09/25. ip. 


7910240291 Forwards FR notice of NRC order outlining issues to be 
considered at public hearing re TMI-1 operation status. 

VOLLMER. R. H. TMI -2 Dp era t i ons/Sup por t. 79/09/25. ip. 


7910240313 Responds to 790400 request that TMI-i be shut down. Forwards 
FR notice of NRC order outlining issues to he considered 
at public hearing. 

VOLLMER, R. H. TMI-2 Operations/Bupport. 79/09/25. ip. 


—7910240317 Urges that TMI-1 be permanently shut down, 
PONTZ, J. Affiliation Unknown, 79/04/OB. Ip. 


7910180527 Order directing that prepared testimonies of witnesses he 
filed on or before 79011B. Hear ing shall commence on 800225 
at location to bo determined. 

B-IBHOP.C.J, Atomic Safety and Licensing Appeal Panel. 79/10/03. 
2pp. 


79101B0533 Responds to 780807 1 tr urging permanent shutdown of TMI-1 & 
TMI-2. TMI-1 restart is now pending before ABLB. Forwards rept 
re doses received by public due to TMI-2 event. All TMI 
discharges are closely monl tored. W/o end. 

DENTON, H. R, Office of Nuclear Reactor Regulation. 79/10/04. 2pp. 


— 7910180538 Urges permanent shutdown of TMI-1 fc TMI-2. Di scusses effect 
Of TMI-2 event on personal life & c optmuni ty. Expr es job 
concern re discharge of water from TMI. 

HEICKER, M. J. Affiliation Unknown. 79/0B/07. 2 pp. 


7910180341 Memorandum ALAB-566: a * p la i ns A3LAB 791003 order directing 
parties to file prepared testimonmies of witnesses by BOOUB 
b advising that hearing will commence on 000223. State s 
factors considered for issuance of order. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 79/10/11. 

12pp. 


H. General correspondence 


7910240275 Responds to 790404 1 tr re transportation of radwaste from 
TMI to burial grounds in Barnue 1 1 , SC. Forwards NUREQ-0170, 
NUREG-0S35 & FR notices re transportation h highway routing 
of radioactive metis. W/o encl. 

HENDRIE, J. M. Commission. 79/07/30. 3pp 


--791O24O201 Forwards L Jordan 790404 Itr re transportation of nuclear 
waste from TMI to burial grounds in Barnwell. BC. 

HOLLAND, K. House of Rep. 79/04/23. 2pp. 


7910170205 Responds to 790626 ltr re irradiation doses received by 
plant workers & citiiens from TMI Forwards TMI overexposure 
rept for first quarter of 1979 !< NUREG-055B. W/o ends. 

MURPHY. T. D. Radiological Assessment Branch. 79/OB/Ol. 2pp. 


7910230069 NRC response to various individuals re comments submitted on 
79032B TMI-2 accident. 

DENTON. HR. Office of Nuclear Reactor Regulation. 79/0B/03. 100pp. 


79102500B4 NRC response to various individuals re comments submitted on 
790320 TMI-2 accident. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/08/06. 

1200pp. 


7910170322 Ack receipt of 790406 ltr rc ways to prevent or mitigate 
TMI- type accidents. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/14. ip. 


— 7910170327 Suggests use of paired duplicate control elements in nuclear 
power plants to prevent TMl-type accidents 
FLYNN, W. J. Affiliation Unknown. 79/04/06. 2pp. 


7910190231 Responds to ltr expressing concerns re TMI accident. Resp onse 
lists corrective actions taken. Ltr returned as not 
deliverable 790921. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/15. Ip. 


7910190234 Respunds to ltr to EPA expressing concerns re cleanup at 
TMI, corrective actions to be taken 8. alternative forms of 
energy, Every effort being made to protect health & safety of 
public. 

DENTON, H. fi. Office of Nuclear Reactor Regulation. 79/00/15. 2pp. 


7910240447 Responds to request for info re TMI. Outlines corrective 
actions taken 5. new developments In waste removal. Ltr 
returned to NRC on 790904 for insufficient address. 

DENTON, H. R, Office of Nuclear Reactor Regulation. 79/00/15. 2pp. 


7910250064 NRC response to various individuals re comments submitted on 
790320 TMI-2 accident. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/15, 400pp. 


7910170307 Responds to 790720 ltr requesting info available to public 
re human factor problems it TMI acc ldent, Forwards NUREG-0360, 
NURE0-0600 8, NUREO-0370. W/o encl. 

MATTSON, R, J. TMI-2 Lessons Learned Task Force. 79/0B/17. 2pp. 


— 7910170511 Requests info re possible relationship of human factor 
problems to TMI accident, on behalf of Public Interest- 
Committee of Human Factors Soc. Juno 1979 newsletter encl. 

PRICE, H. E. Affiliation Unknown. 79/07/20. 4pp. 


7910230079 NRC response to various individuals re comments submitted on 
79032B TMI-2 accident. 

DENTON, H. R. Office of Nuclear Reactor Regulation, 79/08/17. 135pp. 


7910190364 Commends support provided during whole-body counting program 
in Middleton, PA in Apr 1979, 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/24, lp. 


7910170437 Forwards application for renewal of Operator Licenses of 
RR Booher.MB Coleman, JR Congdon.CC Faust, ER Frederick, 

IF Illjas 8, LO Wright «< Senior Operator Licenses of CD 
Adams, KR Hoyt,R9 Hutchinson 1 , BA Mehler. 

MILLER, 0. P. Metropolitan Edison Co. 79/CB/27. lp. 


— 7910170442 Application by RR Booher for renewal of Operator License 
OP-4591. 

BOOHER, R, R. Metropolitan Edison Co. 79/08/27. 2pp. 
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-7910170444 Application 6y MS 
□P~ 4599. 

Co 1 eman 

for 

renewal of 

Operator 

License 

COLEMAN* M, S, Metropolitan 

Ed i son 

Co 

79/OB/27. 

2pp. 


-7910170446 Application by JR 
OP-4596. 

Cong don 

for 

renewal of 

□ p era tor 

License 

CQNGDON* J. R. Metropolitan 

Ed i son 

Co. 

79/08/27. 

2pp 



— 7910170448 Forwards application for renewal of Operator License 
CJP-4602 for CC Faust. 

MILLER. 0. P. Metropolitan Edison Co. 79/03/27. Ip 


-7910170450 Application by CC Faust for renewal of Operator License 
DP-4602. 

FAUST. C. C. Metropolitan Edison Co. 79/09/27. ip. 


-7910170454 Forwards application for renewal of Uporator License 
OP-4601 for ER Frederick 

MILLER. (3. P. Metropolitan Edison Co. 79/00/27 ip, 


7910190223 Comments on proposed rule 10CFR 1 40 : Env Ir on Mgt Council 
protests classification of TM1 incident as not extraordinary 
malfunction of op erat i □ n, NRC licensing procedures should be 
suspended until Findings made public. 

STAPLETON, J. J. Ulster County, NY. 79/08/31. Ip, 


7910240346 Comments by Dept of Environ Resources on "Environ 
Assessment : Use of EPICOR-II at TMI." Assessment adequate. Use 
of sys should start immediately 

THORNBURGH, R Pennsylvania, State of. 79/OB/31. 3pp 


7910240336 Urges that contaminated water at TM1 bo evaporated into 
atmosphere over long period of time, not released into 
Susquehanna River. 

ADAM 1 1 J. E. Affiliation Unknown. 79/09/06. Ip. 


7910240507 Atk receipt of I Ahlers 790727 Itr r> IbvbIs of natural 
rad iatl on. 

OAQNER.S.F. Office of Public Affairs 79/09/06. ip. 


—7910170455 Application bg ER Frederick for renewal of Operator License 
OP-4601. 

FREDERICK. £ R. Metropolitan Edison Co 79/09/27. ip. 


-7910170460 Application bg IF Illjes for renewal of Operator License 
CP-4 597. 

ILLJES, T E Hetropnl 1 tan Edison Cn. 79/00/27. 2p|i. 


— 7910240510 Forwards I Ahlers 790727 Itr re levels nf natural radiation 
SMITH, 0. A. Navy, Dept . of. 79/00/ 15. Spp 


7910190467 Responds to 790817 Itr re economic hardships caused bg 
continued shutdown of TMI -1 . Res p ons i b i 1 1 1 y to ensure 
protection of public health !< safety has priority. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/07. 2pp 


—7910170463 Application for LQ Wright for renewal of Operator License 
DP-4600. 

WRIGHT, L. D. Metropolitan Edison Co. 79/08/27. 2pp. 


-7910170466 Application for CD Adams for renewal of Senior Operator 
License S0P-30B3. 

ADAMS, C. D. Metropolitan Edison Cn. 79/00/27. 2pp. 


-7910170470 Application by KR Hoyt for renewal of Senior Uperatur 
License SOP-3036. 

H0YT.K. R. Metropolitan Edison Cn. 79/00/27. Bpp 


■7910170472 Application bg OS Hutchison for renewal of Senior Operator 
License SOP-3005- 1. 

HUTCHISON, R. S. Metropolitan Edison Co. 79/09/27. Spp. 


■7910170476 Application by DA Mahler for renewal of Seruor Operator 
License SOP-3084-l. 

I1EHLER, fl. A Metrop ol i tan Edison Co. 79/08/27. 2pp. 


710190313 Comments on proposed rule 10CFR140:TMI Incident should be 
declared extraordinary event. 

LOHER, E. M. Affiliation Unknown. 79/00/28. Ip 


710170331 Responds to 790B15 Itr re decontaminating nuclear facility. 
Ion exchange resin p r o c ess, p rop used far water 
decontamination at TMI, is thorough S< effective. 

MULLER, D. R. Division of Site Safety J, Environmental Analysis. 
79/0S/89. Ip. 


-7910170337 Requests info re method used to decontaminate TMI. 
MADARA, R. R. Affiliation Unknown. 79/00/19. Ip. 


710190319 Responds to 790815 Itr re number of U dioxide pellets in 
each Zircalay fuel rod at TMI. Approx 205 pellets in each 
rod. Drawing of fuel rod design end. 

3CHR0EDER. F. Division of Systems Safety. 79/00/29. 2pp. 


•7910190320 Requests info re number of U dioxide pellets in each 
Zircalog fuel rod. 

NELLIS, R. A. Affiliation Unknown, 79/00/15. ip. 


>10170429 Responds to 790802 Itr re causal relationship between TMI 
accident & physiological discomfort experienced by 
surrounding popu lotion. No determination rc relevance of 
issue to restart hearings. 

BENTDN, H. R. Office of Nuclear Reactor Regulation. 79/08/31. 2pp. 


7910170438 Discusses Causal relationship between 1MI accident !< 
physiological discomfort U ill health experienced by 
surrounding population. 

ARNOLD, L. E. Parasclenca International. 79/08/31. 4pp. 


10190193 Comments on proposed role 10CFRI40: reques fcs TMI incident be 
classified as extraordinary, 

MA3BIE, K. Affiliation Unknown. 79/00/31. Ip. 


7910240482 Responds to 790003 Itr urging halt of const on all micloaT 
power plants until TMI i nvosti gati on comp lete. Con tinned 
const will not preclude mods to design b operation that 
investigation may recommend. 

DENTON, H. R Office of Nuclear Reactor Regulation. 79/09/07. Ip. 


— 7910240487 Urges halt to nuclear power plant const until TMI 
investigation is completed. New] y d i scovor ed safeguards 
should be included in facilities. 

BIE9ERMAN, F. A, Affiliation Unknown. 79/00/03. ip 


791024035B Opposes use of EPICOR-II at TMI. Environ will be 
significantly affected. No release of radiation is safe. 
KROEHLER, C. J. Millersville State College. 79/09/09 lp. 


7910030529 Responds to 790627 Itr re suggestions on dealing w/certain 
technical aspects of TMI accident h forwards NUREQ-057B for 
i nfo. U/o oncl. 

MATTSON, R. J. TM1-2 Lessons Loarnod Task Force. 79/09/11. Ip. 


7910240459 Opposes use of EPICOR-II at TMI. Sys nevor used U cannot 
filter tr i fcium. Urges permanent shutdown of TMI, 

GLASTEIN, W. Affiliation Unknown. 79/09/1 1. 2pp. 


791024036Q Comments on NUREG-0571, "Environ Assessment of Use nf 
EPICOR-ri at TMI. 11 Opposes use of sys oinco will cause 
evon greater contamination problems. 

LEWIS, M. J. Affiliation Unknown. 79/09/13. Ip. 


7910240442 Urges proparation of E1S re uso of EPICOR-II sys at TMI. 
KROEHLER, C, J. Millorsvlllo State College. 79/09/13. lp. 


7910240464 Notifies that NRC assessment of use of EPICOR-tl at TMI is 
inadequate. NRC should reject sys. EIS should be prepared by 
outside agency. 

WDHLSENi A, Q. Pennsylvania, State of, 79/09/13. Bpp. 


7910190227 Responds to Itr expressing views on nuclear power. Every 
effort Is made to ensure continued protection of health t< 
safety of public, 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/14, lp. 


791D24O460 Forwards rop t on use of EPICOR-II at TMI. NRC environ 
assessment is flawed fc incomplete due to limited scope 6 
lack of sufficient detail. 

BARABA9, A. H. , SYLVEBTER, 6. Franklin L Marshall College, 79/09/14, 

App. 


7910240475 Opposes use of EPICBR-II at TMI. Bys is untested, More 
effective cleanup methods e x 1 st. EIS, not environ assessment, 
should b e prepared. 

EPSTEIN, E. G. Affiliation Unknown, 79/09/14. lp. 


7910250074 NRC response to vaTious Individuals re comments submitted 
on 790328 TMI-2 accident. 

DENTQN, H. R. Office of Nuclear Reactor Regulation, 79/09/14. 105pp 

7910240472 Urges NRC to reject environ assessment re uso of EPICOR-II. 
Rapt contains unsubstantiated claims, Sys is not effective. 

EPLER, R. E. Affiliation Unknown. 79/09/15. lp. 


DOCKETED ITEMS 


7910240436 Opposes use of EPICOR-II «yg at Tldl.Sys ui 11 not remove 
tritium 8t maij be care i noganic, Urge s nationwide moratorium on 
nuclear power 

MCGOVERN. F. Affiliation Unknown. 79/09/16. 4pp 


79 pri 7 °a 5S Re9p rl- i° 790021 ltr rE Nf,c Vitoria for flood protection, 
inn' rn n n c0 ' S ' fu :’ i ip Re 9 Guide 1.39 & in ANS-N170 
79/09/S7 R 3 pp DlViSi0n 0f Site Safetv * Environmental Analysis. 


7910240455 Comments on NUFIEG-0591 re use of EPIC0R-I1 at TMI.NRC should 
not Ignore health of future papula t i on. Use of EPIC0R-1I 
is no sol u tinn. s ince radwasto will still be generated. 

LANGAN, P. p POWERS. S. Affiliation Unknown. 79/09/16. Ip. 


7910190300 Responds to 790931 ltr re 
corrective actions taken after TM1 
9 accident de f ini tlon. 


Class 9 act idents Sutuni ts list of 
accident 6 explains Class 


DENTON, H R. Office of Nuclear Reactor Regulation, 79/09/27. 2pp. 


7910170420 Responds to 790406 ltr re ecclusion of mayor of PI i dd 1 e town 
from info re TMI.NRC informs state o f f 1 c i a 1 s . State officials 
should inform local officials. 

DENTON. H R. Office of Nuclear Reactor Regulation 79/09/18. ip. 


-7910190310 Discusses inclusion of Class 9 accidents 
review procedures for nuclear power plants. 
LEWI5.pl I Affiliation Unknown 79/08/31. Ip. 


into licensing 


— 7910170425 Notifies that black mayor nf Middletown, PA was not informed 
of developments at TMl.Dversiio newspaper article end. 

TAYLDR. C, M. Affiliation Unknown. 79/04/06. 2pp. 


7910190207 Draft ltr responding to L Schranti 790B16 1 tr re util rate 
increases resulting from TMI-2 inc l d en t. Ra te structures 
solely within province of statn.No decision made ro Nile 
civil penalty action against licensee. 

STELLO,V. Office of Inspection 6 Enforcement, Office of the 
Direc tor. 79/09/ IB. 1 p. 


* I , f personnel Who have received training 

equivalent to intermediate health phy s l c a R e ques t s input of 
data te t ompu t er l i e d training file to expedite access 
processing Enc 1 withheld <rcf J0CFR2. 7901. 

COLLINS, J. T Tflt-2 Op erat i ons/Sup par t . 79/09/28. 2pp 


7910240302 Forwards "Rept on Preliminary Radioactive Airborne Release 
fc Charcoal Efficiency Da ta TMI -2, ■■ in response to request 
by PA Dept of Environ Resources. W/o end. 

COLLINS, J. T. TflI-2 Dp era ti ons/Sup port 79/09/29. Ip. 


7910190321 Responds tu request for preparation of EI8 on proposod 
emission uf radioactive gases from TMI site. HR notice unci. 

DENTON, H. R. Office of Nuclear Reactor Regulation 79/09/10 ip. 


» fivijUviDT KCbpunDS CO hUJrt 


' — rar certain documents re INI, 

, pp * documents subj fc D request. Info partially withheld 

<ref FOIA Exemptions h tt 70. 

FELTON, J M. Division of Rules and Records. 79/10/01. 4pp. 


—7910190323 Requests preparation of EIS prior to venting of radioactive 
gases Into atmosphere from TMI 

PRICE, A. C. Affiliation Unknown. 79/00/22. Ip, 


f p , 7W?1:! ltr. Forwards environ assessment 

Df LPlCOH-1 I at TMI-2. as requested . M/o end. 

VOLLMER, 3, H. TMI-2 Op erat i on a /Supp or t. 79/10/03. Ip. 




7910170297 Reoponds to 790409 ltr re use of nuclear power. Every effort 
is being made to ensure continued protection of health 6 
5 a. f o t y of pub lie. 

DENTON, H. R, Office of Nuclear Reactor Regulation. 79/09/20. Ip. 


•7910170299 Submits poem outlining dangers of nuclear power. 
0PICER, E. B. Affiliation Unknown. 79/04/09. Ip, 


7910240204 Responds to 790420 ltr eipressing concerns re operation of 
TMI. Outlines now safety p recauti ons . Forward s NRC repts re 
licensing process t, radwaste ri 1 sp o sa 1 . C o ver sheet for 
NUJ1E0-O55B end only. 

DENTON, H. R. Office of Nuclear Rone tor Regulation. 79/09/21, IQpp 


7910220342 Forwards "TMI: Study of Regulatory Implications for 
Ratepayers. “ W/o end. 

K ALTMAN, II. Cost Benefit Analyst s Branch. 79/10/03. 1 p. 


7910220344 Forwards NUREO/Cfl-I 093, "TMI Telephone Bur ve y : Pt e ) inti na ry 
Rept on Procedures t< Findings" in response to request W/o 
end. 

it ALTMAN, M. Cost Benefit Analysis Branch 79/10/09. Ip. 


79,0 ‘ U S 963 * Bspon,,il t0 request for info ro TMI-2 e vent . flee ommends 
NURLO repts re eve n t, a va i lab 1 e for purchase from NT1S. 

DENTON, H R, Office of Nuclear Reactor Regulation. 79/10/12. 2pp 


-7910240212 Requests direct reply to .1 Harman 790514 questions re 
TMI. Forwards ltr !< White House 790601 response. 

RATHKOPFi C, L En er gy , Dcp t. o f 79/06/12, 4pp 


— 7910240219 Forwards J Harman 790420 ltr re TMI waste disposal fc 
nuclear energy, 

ZINNrP. President of US 6 Eiecutiyo Offices. 79/05/15. 2pp. 


7910190256 Responds to 790022 ltr to (1 Ryan . For ward s infn contained In 
emergency kit which is furnished to each truck haulinn wante 
from TMI. 

COLLINBi J. T. TMI-2 Uper a 1 1 ons/Supp ur t. 79/09/24, 4 pp. 


-7910180566 Requests Info on TMI-2 incident. 

BAMETiP. Affiliation Unknown. 79/10/12. ip. 


t. Financial information 


7910160257 "Annual Financial Rept 1970. 11 

D IECKAMP , H. Genoral Public Utilities - GPU Service Corp. 73/12/31. 
30pp. 


■7910160B64 "Annual Financial Rept 1977." 

KUHNB.W. Q. , D1ECKAMP, H. General Public Utilities - GPU Service 
Corp. 77/12/31. 35pp. 


7910170397 Notifies that prior to release of contaminated water from 
f ac i I i ty, u t i 1 will evaluate alternative methods of water 
cleanup f, d i sp osa 1 . Forwa rd s environ assessment re use of 
EP ICOR- 1 1 , W/o oncl, 

VOLLMER, R, H, Assistant Director for Systematic Evaluation Program 
(Pro 7910301. 79/09/25. 2pp. 


7910240305 Responds to 790330 mallgram re removal nf contaminated water 
from TMI, Util will evaluate alternative methods of water 
clean-up 8, disposal prior to release of water. Forwards 
NUREQ-0591 . Cover page of NUREG-0591 oncl only. 

VOLLMER, R. H. TMI-2 Op era 1 1 ons /Sup p or t . 79/09/25. 3pp. 


79 1 024 0 308 Requests that contaminated water not be removed until all 
questions about final disposal are satisfactorily answered 
LERIS, M. I. Affiliation Unknown. 79/03/30. Ip. 

7910190249 Responds to 790706 itr to FDA re study nn f ac i 1 i t y . Fo rwar d a 
NURE0-O55B, W/o oncl. 

DENTON, M, R. Office of Nuclear Reactor Regulation. 79/09/26. Ip. 

—7910190251 Forwards T Volpo 790706 ltr re effects of TMI accident. 
Jlequosts comment. 

MOERQCHEL, W. N. Energy, Dept. of. 79/07/30. 2pp, 


•7910160271 "Annual Financial Rept 1978. “ 

BARTNDFF, S, Jersey Central Power 6 Light Co. 76/12/31. 20pp, 


7910160277 "Annual Financial Rept 1977." 

OARTNOFF, S. Jersey Central Power J, Light Co. 77/12/31. 20pp. 


--7910160296 "Annual Financial Rept 1977." 

CREITZ. U. M. Metropolitan Edison Co. 77/12/31. 20pp. 


7910160300 "Annual Financial Rept 1978." 

VERROCHI i W. A. Philadelphia Electric Co. 78/12/31. 17pp. 


—7910160305 "Annual Financial Rept 1977." 

VERROCHI, W. A Philadelphia Electric Co. 77/12/31. 17pp. 


J. Insurance t< indemnity information 


7910180515 Forwards Amend 9 to Indemnity Agreement Q-64, chang Ing 
definition of "in the course of transportation, " 

8ALTZMAN, J. Antitrust ti Indemnity Group. 79/10/10, 2pp. 
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DOCKETED ITEMS 


Advisors Committee on Reactor Safeguards reports Si corres pond once 


0170530 Notice of relocation of 790423-24 meeting of ACRS Ad Hoc 
Subcommittee on TMI Acc iden t. Mae t ing will be held In 
(ash tngton, DC. 

:h!LK, S. J. Office of the Secretary of the Comini s s i on. 79/04/13. 
ip- 


0170443 Discusses 22Bth ACRB meeting on 790405-07 U 790416-17 
ipeclal meeting In Wash ing ton. DC. 

SARBQN, M W. ACRS — Advisory Committee or* Reactor Safeguards. 
'9/04/19. 3pp. 


0170916 Notice of rescheduling of 790423-24 meeting of ACRS Ad Hoc 
Subcommittee on TMI . Cammi t tee will meet 790430-0501 in Los 
mgelejiCA to discuss accident imp 1 1 cat ions. 

IHILK, S.O. Office of the Secretary of the Commission. 79/04/19. 

P- 


.0170316 Schedule & outline of 259th ACRS meeting on 790510-12 in 
lash ington. DC. re implications of TMI 790320 accident & 
asponses to IE bulletins. 

i ACRS - Advisory Committee on Reactor Safeguards. 79/03/04. 4pp. 


0170494 Notice of 790331-0601 meeting of ACRS Ad Hoc Subcommittee on 
MI Accident Implications in Wa shing ton, DC. Port ions of 
laeting may be closed to protect proprietary info.JC Hoyle 
ffidavit end. 

IOYLE. J. C. Office of the Secretary of the Coral ss i on. 79/03/10. 

Ipp. 


0170462 Discusses 229th ACRB meeting on 790510-12 in Wa sh in ton. DC. 
ARBON, M. U. ACRS - Advisory Committee on Reactor {Safeguards. 
'9/05/23. 2pp. 


0170320 Schedule 6t outline of 230th ACRS meeting on 790614-16 in 
ash i ng ton. DC. re implications of TMJ 79032B accident. 

WREO-0531 ie NUfi E 0—0396. 

ACRS - Advisory Committee on Reactor Safeguards. 79/06/12. Sp p 


01704B9 Notice of 790709 meeting of ACRS Ad Hoc Subcommittee on 
Ml Accident Bulletins ?< Orders in Wash ing ton, DC to discuss 
esponse of vendors !< utils. 

OYLE. J, C. Office of the Secretary of the Commission, 79/06/20. 
PR- 


0170515 Notice of 790711 meeting of ACRS Ad Hoc Subcommittee on 
Mi Accident Implications in Wa sh i ng ton. DC . to discuss 
uclear power plant design. 

QYLE. J. C. Office of the Secretary of the Commission. 79/06/21. 
I>P- 


0240431 Portion of minutes of ACRS meeting re Topic 25. design of 
uxiliary feedwater sys. 

ACRB - Advisory Committee on Reactor Safeguards. 79/06/25. 2pp. 


910240437 Portion of minutes of ACRB meeting re Topic 26. 
safet y-re la ted implications of main steam t. feedwater ays. 

* ACRS - Advisory Committee an Reactor Safeguards. 79/01/25. 
2pp. 


0240425 Submits that questions of philosophy re TMI investigation 
u»t be settled before specific recommendations for 
ractical implementation are given. 

-fEOFANOUS, T. 0. Purdue Univ, 79/06/26. 3p p 


3 1 70313 Schedule & outline of 231st ACRB meeting on 790712-14 in 
ashing ton. DC. r e safety research, LERs t< implications of 
II 790320 accident. 

ACRS - Advisory Committee on Reactor Safeguards. 79/07/03. 2pp. 


3170469 Summary of 230th ACRB meeting an 790614-16 in Wash i ng ton, DC. 
\RBQN. M. W. ACRS — Advisory Committee -on Reactor Safeguards. 

9/07/05, 3pp. 


3 1 70538 Notice of 790726-2 7 meeting of ACRB Ad Hoc Subcommittee on 
II Accident Imp 1 i catl ons in Washing ton, DC re nuclear power 
lent design. 

1YLE, J. C. Office of the Secretary of the Commission. 79/07/10. 

>P- 


1170510 Notice of addition to agenda of 790726-27 meeting of ACRS 

I Hoc Subcommittee on TMI Accident Implications in 

ish ington. DC, to discuss nuclear power plant design. 

lYtE. J. C. Office of the Secretary of the Commission. 79/07/16, 


7910170206 Notice of 790800 meeting of ACRS Ad Hoc Subcommittee on TMI 
Accident Implications in Washington .DC .re nuc lear power 
p lant design. 

HOYLE, J. C. Office of the Secretary of the Commission. 79/07/17, 

2pp. 


7910170303 Schedule l> outline of 232nd ACRS meeting on 790009-11 in 
Wash i ng tun. DC. re UERs Sc state ?< local emergency response 
p 1 ans. 

» ACRS - Advisory Committee on Reactor Safeguards. 79/07/31. 3pp. 


7910170470 Summary of 231st ACRS meeting on 790712-14 in Wash 1 ng ton. DC. 
CARBON, M. W, ACRS — Advisory Committee on Reactor Safeguards. 

79/00/01 3pp. 


7910170292 Notice of 790905 meeting of ARCS Ad Hoc Subcommittee on TMI 
Accident Implications in Washing ton, DC, re nuclear power 
plant des ign. For t ions of meeting may be closed to protect 
proprietary info. JC Hoyle affidavit end. 

HOVLE.J.C. Office of the Secretary of the Commission. 79/0B/15. 

3pp. 


7910170401 Summary of 232nd ACRS meeting on 790B09-U in Wash ing to r*. DC. 
CARBON, M. W. ACRS - Advisory Committee an Reactor Safeguards. 
79/0B/21. 3pp. 


7910170300 Tentative schedule for 790022 meeting of ACRB subcommittee 
in San Francisco, CA, re combination of dynamic loads. 

* ACRS - Advisory Committee on Reactor Safeguards. 79/00/22. 2pp. 


7910170269 Transcript of ACRS Ad Hoc Subcommittee on TMI Accident 
Implications 790905 hearing in Wash i ng ton. DC. Pp 1-393. 

Supporting doc urn on ta t i on enc 1. 

OKRENT, D. i CARBON, M W. , KERR, W. ACRB - Advisory Committee on Reactor 
Safeguards. 79/09/05. S99pp. 


7910100511 Transcript of ACRS Subcommittee on TMI-2 Accident Bulletins 
6 Orders 791002 hearing In Wash i ng ton. DC . Pp 1-293. 

MATHIS, W. M ACRS - Advisorg Committee on Reactor Safeguards. 
79/10/02. 293pp. 


7910220349 Transcript of ACRB Subcommittee on TMI Accident Implications 
791003 hearing in Wash ing ton, DC. Pp 1-307. 

□KRENT.D. ACRS - Advisory Committee on Reactor Safeguards, 

79/10/03. 351pp. 


P. Operating license stage documents t> correspondence 


7909170211 Drawing "Reactor Coolant Pip ing : Assemb ly Elevation. 11 
Available in Central Files only. 

# Babcock 1, Wilcox Co. 67/12/19. Ip. 


7910190208 Submits parameters ro irradiation of mandrel wrapped 
ui/cables. Irradiation complete on 760603. 

DIETZ, O.R. Isomedix, Inc. (subs, nf Maesfield Enterprises, Inc.). 
76/06/09. 2pp. 


7910010494 Surveillance rept of RCS valve RC-RV-2 from mechanical 
malnt dept. Work reques ts enc 1. 

COTTER, W. W. Metropolitan Edison Co. 77/10/26. 0pp. 


7910010499 OC document file of vendor purchase orders (catalytic). 
* United Engineers t. Constructors. Inc. (subs, of Raytheon Co.), 
70/01/06. 54pp. 


7910010471 Application to remove auxiliary bldg sump pump WDL-T-3 from 
svc for replacement of ruptured disc. 

OUTHRIE, 0. Metropolitan Edison Co. 70/05/10. Ip. 


7910010527 Work request approval for calibr 8, installation of probes 
for reactor coolant pump, 

BENNETT. M, K. , TOOLE. R. J. , BARRY, D. E. Metropolitan Edison Co. 
7B/05/16. 10pp. 


7910010334 "Derated Mater Storage Tank Level vs Vol ?, Calibr Sheets." 
BENNETT. M. K. Metropolitan Edison Co. 70/00/04. Bpp. 


7910010500 TMI Corrective Maint Procedure 1407—1 to provide guidance in 
use of generation maint computer s y s. Proc ed ur e is applicable 
during all modes of plant operation. 

HARTMAN, A., HANLON.J.P. Metropolitan Edison Co. 70/11/29. 101pp. 


7910010472 Discusses contingency recommendations for actions If all 
reactor coolant pumps are lost. Suggests sys be taken solid 
w/hi#h pressure injection pumps & vented through pressuriier 
via electromatic relief valve circulation. 

HALLMAN. D. F. Babcock li Wi lcox Co, 79/03/30. 3pp. 


DOCKETED ITEMS 


7910170402 Recommends that spatial distribution of around cheese 
w/time in affected region. isotopic compos 1 1 ion. time 
pattern of activity released t number of persons exposed.be 
recorded in TMI investigation. 

YELLIN, J. Harvard Univ. 79/04/02. Ip. 


7910170361 Responds to 790727 mue.t re . m qu. lie e o f event, leading t, 
.. ![..(■ h M droq &n bubble in RCB b*C 0 ftiti 

camluittkU Describe, add! sources of Info to reconstruct 
events of 790330—31. 




7910010506 Observations fc estimates re containment bldg & estimate 
of 1 oilier bound for total me tal -water reactions. 

THIE9INB, J. W. Metropolitan Edison Co. 79/04/07. 2pp. 


79100104BO Clarification of appropriate pressure indications. instrument 
string errors U readability errors to be used when 
implementing B&W 6 TMJ-2 operating procedure for reactor 
coolant pressure. 

8M0TFIE. J. R. Babcock 6 Wilcox Co. 79/04/OB. 2pp. 


—7910170369 Requests that NBC prepare sequence of events leading to 
concern that hydrogen bubble In reactor pressure vessel may 

hava bean combustible. . 

^JOHNSON* V L, Prcildent' 1 * C orrwn i c n loti on tho Accident 4t Thr*oi Milt 

Island. ' 79/07/10. 2PP 


7910170369 Ac k receipt of agreement to assist nuclear Industry In 
establishing natl Inst to monitor 1< improve operator of 


nuclear powor reactors 


M.TTCn.l n . I 


■ ....... i ™ r . .. .f Vail Fnrc t 


so 1 




7910010932 Forwards compilation of protective interlock info per J 
Cunningham of Westinghouse 790406 reqoest. Interlocks w/no 
impact on current or expected plant status not included. 

» Babcock fc Wilcox Co. 79/04/00. 4pp. 


7909240397 Forwards "Executive Bummor y. TM I Liquid t Gaseous Release* \ 
Tech Specs as Result of Incident on 7903.20. " 
proiFl!. R. w. Porter-Oorti Con » u 1 1 on t a . Inc. 79/011/12. Ip. 


7910010S43 Discusses method for steam generator B integrity checking 
WR Stagg 790406 memo to O Urquhart re clarification of 
Question 1 on once-through steam generator B leak end. 

KOBIDA.R.E. Babcock S< Wilcox Co. 79/04/00. 0pp. 


7910010479 Clarifies appropriate pressure ind icat ions, ins trument string 
errors which include radiation efFects It readability errors 
to be used when implementing DRW & 7MI-2 operating emergency 
procedure referencing reactor coolant pressure. 

SM0TRE, J. R. Babcock & Wilcox Co. 79/04/09. 3pp, 


7910010509 Summary Df 790409 working group meeting in Lynchburg, VA re 
Zircaloy-uiater reaction t< hydrogen Inventory at B6W, 

DUNCAN, R. N. Combustion Engineering, Inc. 79/04/ 10. 11pp. 


7909240602 ’’Executive Summary, TMI Liquid Oaseous Releases v* 1»ch 

Specs as Result of Incident on 79032B. ’’ 

* Forter-Qertc Consultants, Ine. 79/00/10. 10pp. 


7910170420 Forwards notleo of availability of environ mmniuxiU for 
decontamination of Intermediate level radwant* water al Till 
for publication In 790020 FR. 

CHILK.S. J, Office of the Becrotary of the Commission, 77/00710. 
Ip. 


— 7710170434 Notico of availability of environ assessment for 

decontamination of Intermediate level redwaite water at TH1. 
HOYLE, J. C. Office of the Bscrolary of the Commits Ion. 79/00/14. 
3PP- 


7910010524 Forwards three pages from Alliance Research Center Ropt 4609 
re pressuriiar ref leg effervescence test. Work initiated in 
1976 to provide Info for prediction of pressuriier level 
Indication error during LOCA. 

FA1RBR0THER, D. B Metropolitan Edison Co. 79/04711. 4pp. 


7910010470 Forwards Drawing I41563E-13 of reactor coolant piping 
assembly elevation. 

» Babcock fc Wilcox Co. 79/04/13. 2pp. 


7910010528 Documents Info given to K Ellison on 790413 re min makeup 
flow if TMI Is forced Into Contingency Procedure C-26 upon 
site evacuation. 

BR0OKB, B. L. Babcock t< Wilcox Co. 79/04/13. 3pp. 


7910170365 Requests that 790613 license rsnowal application for 
CL Outhrie be amended to apply only to Unit 2. 

MILLER. J. P. Metropolitan Edison Co, 79/00/16. ip, 


7910240462 Outlines actions token re TMI accident fe alternate forms of 
energy. Programs being developed to accommodate anticipated 
need for disposal of high level waste. 

DENTON, H. R . Office of Nuclear Reactor Regulation 79/00/17. »p|L 


7910240516 Responds to 79000? Ur re NRG response to 311 Wallis 790510 
ltr. Forwards NRC 790726 response re site flooding 
0DB31CK,L. V. Office of the Executive Director for Operations, 
79/00/22. Ip. 


7910010538 Forwards Drawing 1 4 1 5A3E- 13, r eac tor coolant piping assembly 
elevation. RE Koslba 790409 roaponso to Levinson forwarding 
reactor vessel drawing s for core bypass calculations end. 

BERBER, D. He trope 1 1 tan Ed i s on Co. 79/04/13 Bpp. 


7910010520 Responds to HE Suhrke 790414 memo, Instruction 461, re relief 
valve per formanc b. Forwards tables providing electrnmatlc 
relief valve open/close times, state of fluid passing through 
valve, flow rate 6 integrated flow. 

B0NACA, M. V. > V08BURGH, R. 0. , GOAD, R. B. Babcock t< Wilcox Co. 

79/04/15. 5pp. 


7910010477 TMI /util data reduction t, mgt group Qtatus Ropt 2. 

# General Public Utilities - GPU Service Corp. 79/04/16. 21pp. 


7910010523 Submits comparison of performance tests for Foxboro Type Ell 
GM <i GH pressure transmi tters. Es tab 1 ishes suitability for 
specified eves. Forwards qualification ropt. W/o end. 

PEPP, D. L. Bailey Controls Co. <sub». of Babcock & Wilcox Co. }. 
79/03/00. 2pp. 


— 7710240310 Roquest* that NRC *n«wer JR Wallis '790310 Itr re site 
flooding 5< forward response to Environ Defense Fund. 

HADICHT.E R. Environmental Defense Fund 77/0(1/07. Ip. 


7910190273 Discusses packaging l. transport of THl-8 containment bldg 
waste water samp 1 es. Bamp 1 es packaged K< transported according 
to NRC t< DOE regulations. 

COLLINS, J. T. TMI -E Op »r a 1 1 ons /Gup p o r t. 77/011/27. 1 js , 


7910190279 Recommends design mods before work an valve pit containing 
Westinghouse sys components stopped. Prior to termination of 
valve pit const, recommends capping downstream of first 
isolation valve. 

COLLINS, J. T. Trti-2 Opera t Ions /Sup port, 79/00/27, Ip, 


7910240477 Forwards transcript of Interview* re lit investigation of TM 
accident. Mali referenced In NUHE0-O6O0, Wi il be available 
770907. W/d end. 

aTELLD, y. Office of Inspection U Enforcement. Office of lbs 
Director. 77/00/20. lp. 


7909050209 Comments on draft NURE0-O553 re funding of state !< local 
radiological emergency programs. Ci tru* County, FL will deploy 
version on ring *y» only if R&D funds aro provided. 

ALLEN, 0. J. Citrus County, FL. 79/05/17. 4pp. 


79101104 37 FOIA request Par portions of Incident response ctr telephoti 
tapes not transcripted fc for Internal policy memoranda 
governing t ransertpt i on p races i, sip 1 jsliil ng reasons for 
failure to transcribe Certain tapes. 

FIALKA, J. J. Washington Star. 79/0&/30. Ip. ■ 


7910010406 Latch functional test performed tD verify that latch sys 
does not close valvB EF-U-12A/B. 

» Metropolitan Edison Co. 79/06/29. 4pp. 


7910190204 Requests const of event troB of TMI accident by 
probabilistic assessment group. 

00HN8QN, V. L. President's Commission on the Accident at Three Mile 
Island. 79/07/16. lp. 


Notifies of review of 790017 Hr 


: 7 7 ■ , ■ wv, , , *\r re ium ur uupisii 

natural circulation 6 effect on plant se fety, Request i addl 
info re BW conservative analysis of thermal cycling of 
once-through steam generator. 

COLLINS, J. T. TMl-2 Operation* /Hup port, 79/00/30, Ip. 


technical Info aval lab I • C< 
7 ™330-31. Pages B90-S9S of 790022 testimony before 

OOHINBON m u " S" °" Accjl,#n1: TMI end. 

Island™' 79/oa/30 , * i ?* nt ‘ C 0 """ 1 •* * the Accident at Three Mil 
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— 7910240121 Responds to 790830 request for TMI chronology re hydrogen 
bubble concerns. Each entry in chronology annotated to show 
info source. Forwards chronology, memos commenting on first S. 
final chronology drafts U list of final draft reviewers. 

MATTSON, R. J. Division of Systems Safety 79/09/06. 39pp. 


7910170342 Submits preliminary results of reactor bldg water samples. 
Substantial ongoing analysis being performed. 

VQLLMER, R. H. Assistant Director for Systematic Evaluation Prooram 
(Pre 791030). 79/08/31. 2pp. 


7910240127 Responds to 790821 request for comments on TMI hydrogen 
bubble ch ronoi ogy. Forwards no comments. 

LANNINQ, W. D. Division of Reactor Safety Research. 79/00/27. Ip 


— 7910240135 Submits list of major TMI-related activities from 
790330-0420 performed by HD tanning. 

LANNINQ, W. D. Separate Effects Research Branch. 79/08/27. 2pp. 

7910240140 Comments on Enel 3 of 790821 memo re chronology of TMI 
hydrogen bubble. Submits recollections of discussions on 
790331 w/B&W ti NRC officials. 

NOVAK, T. M. Division of Systems Safety 79/0B/29. Ip. 


7910240160 Provides addl comments to TMI— 2 hydrogen bubble chronology. 
Submits personal recollections of activities from 
790331-0401. 

STELLO, V. Office of Inspection !< Enforcement, Office of the 
Director. 79/09/24. 2pp 


•7910240170 Notifies that T Hurley approves of RJ Mattson quoting 
personal recollections of TMI event, 

BEACH, W. H. Division of Reactor Safety Research. 79/0B/24. ip 

■7910240180 Forwards draft of personal recollections re TMI-2 hydrogen 
bubble chronology. 

TAYLOR, M. A. Probabilistic Analysis Branch (Pre 791030) 

79/08/27. 5pp. 


— 7910240193 Forwards revisions to TMI-2 hydrogen bubble chronology. 
LANNINO, W D. Division af Reactor Safety Research. 79/08/31 
4pp. 


7910190284 Responds to 790809 ltr re effects of airborne radiation 
from 790328 i nc i d ent. Requ e s ts addl Info re metallic taste 
in air experienced by local citizens. 

PETERSON, H. T. Radiological Health Standards Branch 79/00/31 

2pp. 


7910170406 Responds to 790711 r equos t . ForwaT d s NRC 790519 memo re 
Interim organization to deal w/lmpacts of TMI-2 t, priority 
tasks. List of available NUREGs end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/07. 2pp. 


7910190327 Concurs w/proposed criteria foT pump motor power rg 
Class IE source requirement. Li sting of non-IE load 3 on IE 
busses one 1. 

COLLINS, J. T. TMI-2 Op era t i ons/Sup p Dr t 79/09/07. 2pp. 


7910240353 Responds to 790823 request for info re Bandia study of 
effectiveness of 6RP U safety review work performed by 
contractors. Forwards GE Edison 790030 memo to F Bchrooder 
Si list of contractors U/o end. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/09/10. 2pp 


•7910240360 Requests results of Bandia study of effectiveness of SHP, 
safety review work performed by contractors & info re 
supervisory role of NRC over contractor performance 
OEYGUNQ, R. Division of Site Safety k Environmental Analysis 
79/08/23. Ip. 


7910240496 Responds to 790723 request for NRC opinion re amount of 
media attention given to question of fuel melting e, core 
mol tdown. Forwards NRC 790330 press release s, 1MI-2 event 
tree analysis far care meltdown h evacuation procedures. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/09/10. 25pp. 


■7910240207 Replaces 790607 memo to file w/COrreded ?< updated info re 
principal contact made w/external organi rations during TMI 
accident. 

LEVINE, S. Office of Nuclear Regulatory Research. 79/08/30. Ip. 


—7910240499 Requests NRC opinion re largo amount of media attention 
given to question of fuel melting & core meltdown. 

JOHNSON, V. L. President's Commission on the Accident at Three Mile 
Island. 79/07/23. Ip. 


—7910240222 Forwards summary of telcons 6 futher thoughts on TMI 
accident. 

5CHWARZ.H. R. Qrookhaven National Laboratory 79/04/24. 4pp. 

-7910240232 Notifies that on 790402 criteria developed for rate of 
degassing L process limits to be maintained 
THADANI , A. C. Division of Systems Safety. 79/00/30. 3pp. 


— 7910240240 Submits personal recollections of two addl conversations re 
hydrogen bubble for inclusion in chronology, 

8TELL0, V, Office of Inspection U Enforcement. Office of the 
Director. 79/08/30. ip 


7910240252 Submits personal recollections of activities re TMI 
hydrogen bubble from 790401-02. 

R0SZTQC2Y, 1. R. Analysis Branch 79/00/31. 2pp. 

— 7910240267 Forwards info t< mathematical calculations re size of 
hydrogen bubble at TMI. 

PHILLIPS, L. E. Analysis Branch. 79/04/05. 5pp. 

7910240264 Responds to 790030 memo Forwards 790703 memo u/a ttachments 
describing activities of engineering branch re TMI hydrogen 
bubble. 

NtJPNAN. V. S. Engineering Branch (PrB 791030). 79/00/31. Ip. 


7910240292 Discusses activities 8 contributions of engineering branch 
re hydrogen bubble postulated cooldown transients. 

NDGNAN, V, S. Engineering Branch (Pre 791030). 79/07/03. 3pp. 


7910240304 EzprBsses appreciation for work done re hydrogen bubble 
problem. 

DENTON, H, R. Office of Nucleor Reactor Regulation. 79/05/25. 4pp. 


7910240309 Submits sources of info re hydrogen bubble chronology. 
DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/31, Ip, 


•7910240313 Forwards addl corrections to revisions of hydrogen bubble 
chTonolngy. 

AHEARNE, J. Commission. 79/00/31. 6pp. 

■7910240321 Submits suggested changes in final draft of hydrogen 
bubble chronology. 

BUBNITZ, B, Office of Nuclear Regulatory Research. 79/00/30, 3pp. 


7910190302 Forwards documents requested during 790B22 testimony. No 
written comments on NUREG-0560 from foreign govts. 

LAFLEURiJ. D. Office of International Programs. 79/09/12. 2pp. 


7910240107 Responds to 790817 ltr re opposition to util customers 
paying fines resulting from accident Rate structure not 
within purviBw of NRC. No decision on enforcement action re 
pass-through of civil penalties assessed against util. 

5TELL0, V. Office of Inspection t< Enforcement, Office of the 
Director. 79/09/12 lp. 


7910170201 Forwards NRC comments on Apr 1979 draft rept "Environ 
Monitoring of Radioactivity," 

MINQGUE, R. □. Office of Standards Development. 79/09/13. 21pp. 

7910190240 Responds to 790014 ltr to Q Smith requesting that NRC 
representative attend 790925 PA Commission on TMI meeting. 

NRC ulll bs represented. 

COOL, W. 9. Occupational Health Standards Dranch. 79/09/14. Ip. 


79101 90313 Not ifieo that NRC will issue order for mod of License 
DPR-73. Forwards order, safety evaluation & App A Tech Specs. 

W/o ends. 

DENTON, H R. Office of Nuclear Reactor Regulation. SECY-79-529. 


7910240290 Responds to 790817 ltr re natural circulation stability, 
Requests add! info on RCS pressure response 8, decay heat 
removal sys operation, 

COLLINS, J, T. TMI-2 Opera t i ons/Sup p or t, 79/09/15. Ip. 


7910190475 Requests util program detailing plans for controlling 
primary sys themistry & indicating limits for all 
contaminants at various reactor coolant conditions. 

VOLLMER’R. H. Assistant Director for Systematic Evaluation Program 
(Pro 791030). 79/09/17. 2pp, 


7910240461 Discusses 4,000 F temp at TMI core exit. Three persons who 
claim to have knowledge af alleged situation requested l 

anonyml ty. Names were deleted from transcr i p t. No conscious 
effort made to exclude raf to 4.000 F temp, 

STELLO, V. Office of Inspection 4 Enforcement, Office of the 
Director. 79/09/17. 2 pp. 
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791 02 S 02 1 5 Informs that effective date for implementation of EPA std 
for LWR U fuel cycle is 791201 . Reque 9 ts compliance w/ 
radiological effluent Tech Spec implementing LWR provisions. 

Method for implementation requested hg 791101. 

GAMMILL, W. P. Assistant Director for Operating Reactor Projects (Pre 
791030). 79/09/17. Ip. 


7910170390 Forwards discussion 4 event tree for TMI accident in 
response to 790716 request. 

LEVINE. a. Office of Nuclear Regulatory Research. 79/09/18. Ip. 


-7910170395 Discusses analysis of likelihood of cere melt accidents 
initiated by loss of f eedwa ter transients for typical BfcW- 
designed reactor. 

MURPHV.J. A. Probabilistic Analysis Branch {Pro 791030) 
79/03/09. 5pp. 


7910190262 Submits list of items requiring followup action. 
COLLINS, J. T. TMI — 2 Operations/Support. 79/09/IB. Ip. 


7910240249 Provides status summary on activities 6 review areas of bask 
force Including operator trai ning, propos ed rulemaking It 
general meetings 

TEDESCO. R. L. TMI— 2 Lessons Learned Task Force. 79/09/IB. 3pp. 


7910100430 Lists basic objectives believed to best serve public 
interest in planning TMI recovery ope ra 1 1 on . Op p ones proposed 
Tech Specs changes re venting of radioactive gases. Urges 
reconsideration of refusal for meeting to discuss decision. 
DIECKAMP, H. General Public Utilities - OPU Service Corp. 79/09/19 
3P.P- 


7910190188 Submits addl info to supplement 790B22 testimony t< 790910 
t tT re foreign reactor transients that led directly to 
changes In design or operating procedures in U3 reactors 
LAFL.EUR, J. D. Office of International Programs. 79/09/19. 3pp. 


7910240390 Forwards proposed agenda h press release for 790920-20 
meeting w/General Svc Corp ?< Met Ed re emergency planning 
for Unit 1, 

ROE, J. U. Reactor Safeguards Licensing Branch (Pre 791030), 

79/09/20. 3pp. 


7910240541 Responds to 790B08 ltr re Parascienco Inti claims nf ill 
effects on local citizens from TMI 790328 accident. NRC 
offered to meet w/LE Arnold of Parasc ience Inti. Forwards 
NURE0-O558. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/20. 2pp. 


■7910240S4B Submits allegations of physical S, psychological effects of 
TMI accident that NRC has ignored 

ARNOLD, L.E. Pa rase ience International. 79/08/02. 4pp. 


— 7910240594 Requests explanation of NRC failure to investigate 
allegations by LE Arnold nf Parascienco Inti re effects of 
TMI accident on populace. 

REED, S. R. Pennsylvania, State of. 79/08/08. 2pp. 


7910190183 Forwards SECY-79-493 6 relevant background matl.W/o end. 
REHM, T. A. Office of the Executive Director for Operations 
79/09/21. Ip. 


7910240458 Summary of 790030 moating w/DNL re physics technical 
a s a is tane e program. 

DUNENFELD, M. Division of Systems Safety. 79/09/21. 2pp. 


7910 1 70378 Forwards memo re TM1-2 containment pressure, 

MATTSON, R. J. TMI—2 Lessons Learned Task Force. 79/09/24. Ip. 


-7910170381 Discusses effects of TMI-type accidents in relation to 
containment pressure response, calculated by Portland General 
Electric re Pebble Springs reactor. 

MTLSTEAD, W. C. TMI-2 Lessons Learned Tusk Force. 79/09/12. 2pp. 


791O24025B Forwards memo re difference between pressure response at 
TMI St pressure calculated for CP for Pebble Springs reactor. 
MATTSON, R. J. TMI-2 Lessons Learned Task Force. 79/09/24. Ip. 


— 7910240266 Responds to Kemeny Commission question re disparity between 
TMI containment response t< Pebbla Springs calculated 
containment response. Different analysis components used, 

M1LBTEAD, W. C. TMI-2 Lessons Learned Task Force. 79/09/12. 2pp. 


7910240513 Responds to 790822 ltr re routing of TMI waste to burial 
site in WA. 0 Rusche.Mot Ed consultant on waste mgt 
acti vit lea. ui 1 1 be in contact. Info ?, signs Contained in 
emergency tits for radwaste will be forwarded. 

RVAN.R.O. Office of Btate Programs. 79/09/24. Ip, 


— 79 10240532 Request by Ofc of Emergency Svcs for add] info re route 
selection for transport of TMI radwaste 
ANDERSON, J. D West Virginia, State of. 79/0B/22. Ip. 


7910110432 FOIA request for socioeconomic survey of TMI impact, prepared 
for NRC by Mountain West Research, Inc *< Social Impact 
Research .Inc, 

SPUD IS, M. A. Sullivan S, Cromwell. 79/09/25. 2pp. 


7910170192 Comments on NUREG-0591 re use of EPICOR-II at TMI-2. 
WALKER, R. 5. House of Rep. 79/09/29. Ip 


7910170196 Comments oh NURE0-O591 : TMI rept "Use of EPICOR-II at 
TMI" Inadequate. NRC recommendation of continued EPICOR-II 
use Is unwarranted due to limited nature of rept U lack of 
sufficient details. 

BARABAS, A. H. , SYLVESTER, S. Franklin l< Marshall College. 79/09/14. 

6pp. 


7910180555 Notification of 791001 seminar w/Qfc of Nucloar Reactor 
Regulation staff in Dethesda.MD to discuss current status 
of TMI-2 6 future recovery programs. 

COLLINS, J. T. TMI-2 Op erat 1 ans/Sup por t. 79/09/25. 2 pp_ 


7910240388 Forwards 790913 ltr which was sent to all operating nuclear 
power plants. 

DENTON. H-R. Office of Nuclear Reactor Regulation. 79/09/25. ip. 


■7910240401 Notifies of NRC requirements re rec ummend a ti on s of TMI task 
forces. I ncludes rule requiring plant shutdown For human or 
procedural errors ?< rulemaking on Inerting requirement for 
Mark 1 fc Mark I] DWR containments. 

EISENHUT, D. G, Division of Operating Reactors. 79/09/13. 4pp, 


— 7910240410 Submits summary of 232nd ACRS meeting on 790B09-11 in 
Wash ing t on, DC. 

CARBON* M. W, ACR8 - Advisory Committee an Reactor Safeguards 
79/0B/3I. 3pp. 


■7910240415 Notice of schedule of regional meetings re Implementation of 
Lessons Learned Task Force recommendations, 

CA9E, E 0. Office of Nuclear Reactor Regulation 79/09/12. 2pp. 


7910170551 Responds to 790417 It 0815 1 trs. Forward s TMI Lessons Learned 
Task Force initial Tept re short-term recommendations 
Reactor captain concept should bo Included in task force 
work scope. W/o end. 

DENTON, H R. Office of Nuclear ReactoT Regulation, 79/09/26. Ip, 


7910170553 Submits complaint that 790417 ltr ra TMI was acknowledged by 
undated form 1 fcr. 

P I TZER, K. 8, California, Unlv, of, Berkeley. 79/08/15. Ip. 


7910170561 Form ltr acknowledging receipt of cammonts on TMI accident, 
DENTON, H. n. Office of Nuclear Reactor Regulation. 79/OB/Ql. Ip, 


7910170567 Submits reactor captain concept for safe operation of 
nuclear power reactors. 

PITZER.K.S. California, Univ. of, Berkeley. 79/04/17. Ip. 


7910190268 Notifies of assignment to write daily repts summer 1 1 Ing 
all liquid d 1 sc h a rg es , spec i f y i ng date & time. 

COLLINS, J. T. TMI-2 Op erat 1 ons/Bup port. 79/09/26. Ip, 


7910190276 Compares DE<W results of TMI-2 containment bldg waste sample 
analysis w/ORNL results. 

LEE. J, Y. TMI-2 Operat lons/Support. 79/09/26. 3pp. 

7910190224 Notifies of review of "Reactor Coolant Pressure Control Sys 
Design Criteria - Makeup Position, Revision 6." Ng comment. 

COLLINS, vf. T. TMI-2 Op erat 1 ens/Support. 79/09/27. 2pp. 


■7910190226 "Reactor Coolant Pressuro Control 8ys Design Criteria - 
Makeup Position. “ Task 60. 

LU> T. General Public Utilities. 79/08/30. 11pp. 


7910100169 Forwards addl info to supplementary startup rept filed on 
790323. Info includes reactivity ca Iculation. dropped rod 
control test, cure power distribution St unit load steady 
state per forma nee, 

HERBEINiU.O. Me tr o po 1 i tan Ed i son Co, 79/09/20. 101pp. 


7910160096 Responds to 790720 request for info re fate of iodine 
Isotopes after TMI acc ident. Oasenus releases were passed 
through charcoal filters in auxiliary bldg, thus decreasing 
ratio of 1-131 & x e — 133. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/20, 11pp. 
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7910040317 Discusses continued water leakage problem at p lant. Leakage 
1* being stored in tank. but at present rate storage 
capacity will be full by end of month. Recommends that NSC 
authoriie use of EP ICDR-I I . Summary of problem enc). 

ARNOLD. R C. Metropolitan Edison Co. 79/10/01. 7pp. 


7910170354 Provides definitive guidance re need for & lifetime of 
environ barrier separating fuel handling areas Df two units, 
based on NRC 790B09 order 1, notice of hearing. 

COLLINS. J. T. Division of Site Safety h Environmental Analysis. 
79/10/01. Ip. 


7910190306 Requests addl accident h transient analyses re NUREG-037B. 
Section 2. 1.9 it App A. Page 42. Info should be submitted per 
schedule in NUREQ-057B. App B. 

ROSS. D . F. TMI-2 Bulletins fc Orders. 79/10/01. 3pp. 

7910190211 Forwards response to JR Wallis 790B21 followup ltr re 
treatment of flood risks. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/02. Ip. 

—7910190216 Responds to 790B21 followup ltr re treatment of flood risks. 
Only first page of ltr in package. 

MULLER. D. R. Division of Site Safety t< Environmental Analysis. 
79/09/27. ip. 


7910170276 Responds to 790913 request. Forwards "Environ Assessment of 
Use of EPICOR-H. " H/o enel. 

UOLLMER. R.H Assistant Director for Systematic Eva luation Program 
IPre 791030). 79/10/03. Ip. 


7910170278 Requests “Environ As ses sment : Use of EP ICOR- 1 1 . “ 

PEARL. W. L. Nuclear Hater & Haste Technology. Inc. 79/09/13. Ip. 


79101B056Q Discusses review of containment bldg water sample analysis 
otl) action items 6 proposed project schedule for submerged 
demi nerali ler sys design Requests addl info by 791025. 

COLLINS. J. T. TMI"2 Operations/Support. 79/10/05. 2 pp. 


7910250240 Forwards 791013 "Fourth Interim Rcpt on TM1-2 Accident. " 
HERBEIN.U. o. Metropolitan Edison Co. 79/10/13. ip. 


— 7910230245 "Fourth Interim Rept on TMI-2 Accident, " 
* Metropolitan Edison Co. 79/ i 0/1 5. 42pp. 


791 019029B Forwards info re primary sys chemistry It corrosion control, 
in response to NRC 790917 ltr. Primary concern of RCB is 
chloride stress corrosion of austenitic stainless steel. 

HERDEIN. J. 0. Metropolitan Edison Co. 79/10/16. i4pp 


7910IB0270 Perry County disaster plan. 

* Pennsylvania, State of. 79/10/IB. 4pp. 


791023035B Discusses EP1COR-II readiness, as requested bo NRC 791016 
order. All operating procedures have boon submitted to NRC & 
comments incorporated. EP1CQR-I I sys is designed & 
constructed in accordance w/reg guides, 

HERBE1N, J. 0. Metropolitan Edison Co. 79/10/IB. Ip. 


7910310250 Supports formation of interagency committee to develop & 
implement plan for post-accident examination of TMI-2, 

Includes scope of examination. 

HENDRIE. J. M. Commission. 79/10/19. 5pp. 


7910300196 Discusses agreements reached at 791022 mooting re 
draining of berated water storage tank for tank & decay heat 
piping repairs. Use of EPICOR-II requires suitable tankage at 
Unit 1 be maintained for storage of wastewater from Unit 2. 
ARNOLD, R. C. Metropolitan Edison Co. 79/10/23. Ip. 


0 Inspection reports, IE Bulletins & correspondence 


7909050170 IE Bulletin 75-01. " Th roug h -Wa 1 1 Cracks in Core Spray Piping 

at Dresden-2. " * 1 “ 

* Ufflca ef Inspection J< Enforcement. Office of the Director 
75/01/30. 3pp. 


79101B0593 Forwards “Rept on Preliminary Radioactive Airborne Release ?< 
Charcoal Efficiency Data." 

COLLINS, J. T. TMI-2 Operations/Support. 79/10/05. Ip. 


79090502 iG IE Bulletin 77-05, "Electrical Connector Assomb 1 ios, " 
* Office of Inspection S< Enforcement. Offico of the Director 
77/1 1/08. Bpp. 


" R ^ P ‘ ° n Prelim >»ary Radioactive Airborne Release U Charcoal 
Ef fic iency Data. 11 

^/OA/RO T ' ia TRAVER3 ' W “ ' 0ELUMY - R R - TMI-2 Operations/Support. 


7910110409 Responds to FOIA request for socioeconomic survey of TMI, 
prepared for NRC by Mountain West Research. Inc h Social 
Impact Research. Inc. Forwards draft NUREG/CR-1093, "TMI 

Surve v:PrfHminary Rept on Procedures & Findings." 

FELTON, J. M. Division of Rules and Records. 79/10/09. Ip. 

^Findings ? raft " TMI Te,ephonB Survey . Pre 1 iminary Rept on Procedures 

STTSUtiSS. PL,N “' C " 


7910110.4, R,, f0 nd, to FDIA rBquB5t for portion, of inoid.ot rs.ponss 
ctr telephone tapes not transcribed. Forwards requested info 
Discusses transcription process. 

FELTON, J. M. Division of Rules and Records. 79/10/09. 30pp. 


79 EpiIoft-?i C ar?M5%°" ^ REC -° 5,? '' "Environ Assessment on use of 
EPICOR-II at TMI- 2 ." Endorses treating t removing 

be"Jiven a tn <!r0m a “«‘ lia ry b 1 dg. Cons iderat i on should 

Drsom,* 9 *° nBed for *P B cial waste packaging 

HDSENBAUM, D. M. Environmental Protection Agency. 79/10/09. 2pp. 


79 pp‘l-60° Tran * cHpt ° f 791010 P ubIi ‘ mooting in Hashing ton. DC. 
HENDRIE. J.M., 01L1NSKY.V., KENNEDY, R. T. Commission. 79/10/10. 


"iiSIEirS - »•* 

7910IB0524 Discusses review of nn N x. ^ « , 

procedures An hut IZZll \ or tiMtOR- I operating St emergency 
h l e procedures approved. Eng ineering 
compute * 9 t0T caT *taminated filter *, resins not 

DENTON, a R. Office of Nuclear Reactor Regulation. 79/10/12. 2 PP . 

7910100563 Requests addl info re Procedures EP-33, EP-34 & 7-39 
SSKJS ‘5V” \-tural Circulation * * 39 

DLL N9, J. T. TMI-2 Operations/Support. 79/10/12. 2 pp. 


7909030222 IE Bulletin 77-04. "Ca 1 cu 1 at 1 ona 1 Error Affecting 
Performance of Sys for Controlling pH of Containment Sump 
Water Following LQCA. 11 


Dos i 


* Offico of Inspection & Enforcement, 
77/11/04. 3pp. 


Office of the Director 


Desrrih , _7 r 6 r; BUm, " ary ° f infa ro " ucloi "' incident as of 790409. 
melsuied 7904^8. *"Viron s ta tus, i nc 1 ud 1 ng dose rates 

Director! 79/04/09. °^ 3 p p* 9 * ^ ** Enforcement. Office of the 


R j nn{ e. I f r!" •'v-acsw/v-iii on /VOSi^-06 12. 

Sign Meant Insp Finding 30-320/79-13-02 ro failure to poet, 

aSicn C S d fi ° r c " ntro ‘ acCBS * to high radiation areas end. 
79/0H/O6 4 PP 9 n PMladol P h *«‘ Office of the Director, 


R ° pt 9°"3=0'79- 13 on 79031 5-0612. No nencoapIDnce 
noted. Significant findings i d ent i f 1 od : fa il ure to post, 

Haufrkahp nV° n ,!£2.\' aCC0BS t0 hl “ h rad iation areas. 

7 , ™”,!i; B r :;;;.; 6 "■’* «>-=»'«-■= .» 7 , 0 , 0 ,-*,. „„ 


50-320/79-12 on 790501-31. No noncomp I Unco 
to nrnvJ B i 8a ? iT)8 P 0C ^ Bd : ^otJs being made on several sp 
WALtSn O mZ fl ;on r 2 cooll "!> of reactor core. ' 


Enfli n ee;inJ' S up P orrBranc;. Ph 79 %^ 27 U ' 2 jp aCt0r C °"‘ trU C Uo " 11 

-79101B0578 Notice of violation from inep on 790530-0613. 

Ip, B ' Philadelphia, Office of the Director, 7?/Q9/20« 
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•79 l 0100983 IE Insp Repts 50-320/79-15 *. 50-289/79-13 on 790530-0613. 
None ennp 1 iance not a d : f a 1 lur e to protect welding operations 
u/por table tire extinguish er* & failure to remove 
accumulated combustibles from area. 

KDLTAY, P. r CAGE, L. W. Region 1. Philadelphia, Office of the 
Director. EBNETEFt, 8. D. Region 1, Philadelphia, Reactor 

Construction U Engineering Support Branch. 79/09/20. 6pp. 


79101 901 6B Forward a IE Insp Rept 50-320/79-17 on 790614-0717. 
DRIER, B . H. Region 1. Philadelphia, Office of the Director. 
79/0B/27. 2pp. 


—7910190179 IE Insp Rept 50-320/79-17 on 79061 4-07 17. Noncomp li anc >i 
noted : fa 1 1 lire to monitor discharge from mobile laundry unit 
used far dec on tamlna t ion, failure to satisfy applicable QA 
criteria L error In calcul atl nnal treatment of water. 

HAVERKAMP, D. R. , NEELY, D. R. , K IBTER, H. B. Region 1, Philadelphia, 
Office of the Director. 79/08/23. 51pp. 


7910170332 Forwards Buppl 2 to IE Bulletin 79-14 re seismic analyses 
for as-built »a f aty-related piping sgs. No written response 
required. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/09/07. lp. 


7910170373 Forwards IE Info Notice 79-21, "Transportation fc Commorcial 
Buriat of Radioactive Matl. 11 No action required. 

DRIER, B, H. Region 1, Philadelphia, Office of the Director. 
79/09/07. ip. 


7910240340 Forward* IE Bulletin 79-20, Revi s i on i re NRC enforcement 
policy. No response requested. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/09/07. lp. 


7910020526 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingerso 1 1-Rand Pump Impellers." No action required. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/09/13. lp. 


7910170408 Forwards IE Circular 79-20 re failure of DTE Bylvania relay. 
No written response required. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/09/24. lp. 


7910040104 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers." No action required. 

QftlER, D. H. Region 1, Philadelphia. Office of the Director. 
79/09/26. 4pp. 


7910180138 Forwards IE Bulletin 79-24, "Froien Lines. " No action 
required. 

DRIER, B.H. Region I, Philadelphia. Office of the Director. 
79/09/27. lp. 


7910160531 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 81 4." No action required. 

DRIER. B.H. Region 1, Philadelphia, Office of bhB Director. 
79/10/01. lp. 


7910170610 Forward* IE Info Notice 79-24, "Ovarpressur i jat ion of 
Containment of PWR Plant After Main Steam Line Break." No 
action required. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/10/01. lp. 


7910230536 Forwards "Evaluation of Potentially Adverse Environ Effect* 
on None* Pety-Qrad a Control By*, " prepared by Met Ed (< BbW. 

HERBEIN, J. 0. Metropolitan Edison Co. 79/10/17. 14pp. 


7910260339 Discusses Investigation Rept 50-320/79-10 on 790328-0731. 
Items of noncomp Hnnca described in NUREO-0600. 81 * 
violations noted. Four contributed to severity of accident. 
Indicates weakness in mgt controls. 

STELLO, V. Office of Inspection & Enforcement, Office of the 
Director. 79/10/23. 5pp, 


— 7910260342 Notice of violation from insp on 790328-0731. 

* Office of Inspection & Enforcement, Office of the Director. 
79/10/28. llpp. 


--7910260343 Notice of proposed imposition of civil penalties for 
noncDir.fl lance noted in insp on 790328-0731. 

# Office of Inspection *< Enforcement, Office of the Director. 
79/10/23. lp. 


R. Periodic operetlng reports & related correspondence 


7910170208 Forwards "TMI Aquatic Study , Month ly Rept for Jul 1979." 
NARDACCI, 0. A. 1 ch thy o 1 og i ca 1 Assoc 1 a tes, Inc. 79/00/27. lp. 


— 7910170293 "ThI Aquatic Study. Month 1 y Rept for Ju 1 1979." 

NARDACCI, 0. A. Ich t h y ol og i ca I Assoc iates, Inc . 79/07/31. 31pp. 


7910290357 Forwards "TMI Aquatic Study . Mon th 1 y Rept for Sept 1979." 
MALICK, B. Ichthyological Assoc ia t»». Inc, 79/10/15. Ip, 


—791 0290359 "TMI Aquatic B tudy , Month 1 y Rept for Sept 1979." 

NARDACCI, 0. A. Ichthyological Assoc iates, Inc . 79/09/30. 27pp. 


8 , Reportable occurrences, l_ERs & related correspondence 


7906190331 Forwards "Interim Rept on TMI-2 Accident. " 
HERBEIN, J. 0. Metropol Itan Edison Co. 79/05/15. lp. 


—7906190535 “Interim Rept on TMI-2 Accident. “ 

* Metropolitan Edison Co. 79/05/13. 200pp. 


7910240456 Corrects t, supplements 790411 rtspon s *. Forwards listing of 
all A8C0 solenoid val ves, furnished as accessories on 
actuators, mounted on butterfly valves where environ 
conditions may exceed ratings for valve parts. 

KRAUBS, R. W. OH Betti s Corp. 79/0B/27. 4pp. 


7910240452 PND-I-79-01 : on 790922 , 1 tab 1 a natural circulation flow was 
lost. Caused by diminishing haat input from core. 

CONTE.R., KEIMIQ.R.R. Office of Inspection*, Enforcement, Office of 
th* Director. 79/09/25. 2pp. 


T. Hearing transcripts on non-antitrust matter# 


7910010468 Staff Interview re TMI-2 accident. 

MCGOVERN, H. , O 'CONNOR , E. F. , KRIPPS.L. Metropolitan Ed Isoln Co. 
79/03/10. 10pp. 


7910190322 Transcript of 790002 briefing in Mash ington, DC on results of 
IE investigation of TMI incident. Pp 1-137. 

HENDRIE, J. M. Commission. 79/0B/Q2. 130pp. 


7910170271 Transcript of 790906 briefing by HR Denton ro TMI Lessons 
Learned Task Force recommendations, in Washing ton, DC. 

Pp 1-129. 

HENDRIE, J. M. . GILIN 8 KY, V. r KENNEDY, R. T. Commission. 79/09/06. 
130pp. 


7910190159 Transcript of 790914 briefing by HR Danton re TMI Lessons 
Learned Task Force recommendations in Washing ton, DC. Pp 1-42. 
HENDRIE, J.M. Commission. 79/09/14. 44pp. 


— 7910190164 Discusses methods which allow greater Commission 
participation In power reactor license issuance decisions. 
BICKWITiL. Office of the General Counsel, 79/OB/03. 4pp 


U. Congress Iona I /Executive Correspondence 


7910170483 Draft Commission paper recommending approval of responses to 
Senator Mathias 790523 ltr & Senator Schweiker 790517 ltr re 
discharge of radwaste water into Susquehanna River & effect 
on fish L shellfish in Chesapeake Bay. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/08/11. Bpp. 


7910170339 Responds to 790S10 request for info re monitoring of 
radiation in TMI vicinity. Forwards interagency rept of 
preliminary estimates of papulation radiation dose k health 
Impact of accident. W/o one 1. 

DENTON, H. R, Office of Nuclear Reactor Regulation. 79/09/07. ip. 


—7910170347 Requests info re monitoring for radiation in TMJ vicinity, 
8 HUBTER, B. House of Rep. 79/09/10. ip. 


7910240103 Reeponds to 790510 memo ro D Lovell inquiry about TMI 
Incident. Forwards NURE0-O358 fc 0368. W/o snel. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/07. Ip. 


7910240116 Reiponds to 790523 ltr re discovery of radioactive ly 
contaminated clothing in unauthorised area. Util ha* 

Instituted addl precauti ons. Continuous releases of 
radioactivity from plant below established limits. 

QOBBICK, L. V. Office of th* Executive Director for Operations. 
79/09/19. Bpp 
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— 7910240129 Requests ARC 
contaminated clothing 
releases of radiation 
WALKER, R. S. House of 


actions re discovery of rad i oac t i v* 1 y 
at facility & info re continuing 
from p 1 ant. 

Rep. 79/03/23. ip. 


7910260368 Order setting 791120 prehearing conference in Atlanta, GA. 
Specific issues will be addressed. Limited appearance 
statements will not be permitted. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel. 79/10/17. 
3pp. 


7910240133 Responds to constituent 1 tr re radwaste burial Sc assistance 
of Red Cross during Till 79032B a c c i dent. Forwards NRC rept re 
disposal of raduaste. Red Cross not called to assist accident 
vie tims. 

G0S3ICK,L. V. Office of the Executive Director for Operations. 
79/09/21. 4pp. 


7910260449 Amend correcting clerical omission in order setting special 
791120 prehearing conference. Hi 1 1 be held at LD Strom 
Aud 1 tor i um, RB Russell Federal Bldg, in AtlantacQA. 

GROSSMAN, H. Atomic Safety and Licensing Board Panol. 79/10/10. Ip. 


— 79102410149 Requests response to constituent concern re turlal of 
raduaste & assistance of Red Cross during TKI incident. 

STQNE> R. Senate. 79/06/23. 3pp. 


7910170198 Forwards addl info requested during 790921 appearance 
before Subcommittee on TMI Investigation including list of 
dates & groups to whom testimony, dapos i tiom or interviews 
on TH1 were presented. H/o end. 

DENTDN, H. R. Office of Nuclear Reactor Regulation. 77/10/01. 3pp. 


7910190102 Responds ta 790927 ltr re TMI-2 recovery operations. No plans 
to discharge unprocessed contaminated water into Susquehanna 
River. Rept on contaminated water h rept on licensee 
radiation protection program encl. 

KENNEDY, R. T. Commission. 79/10/01. 16pp. 


7910190319 Responds to 790611 ltr re SL Frei observation that radiation 
detector signal could have prevented transfer of 
contaminated water at TMI. Source of radioactivity in 
auxiliary bldg was leakage from reactor coolant letdown sys. 
QDSSICKiL. V. Office of the Executive Director for Operations. 

79/ J 0/02. 4pp. 


7910180539 Comments on WJ Palmer 790303 ltr expressing concern re 
contaminated water at TMI-2. No highly contaminated water 
from within containment has been released. U/supporting 
documentation. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/10/04. 5pp. 


J. Insurance 6 indemnity information 


791010030S Forwards Endorsement 51 to NELIA Policy NF-215, 

DUCK, J. R. Marsh & McLennan, Inc, > M t> M Nuclear Consultants, Inc., 
Dlv. 79/10/05. 2pp. 


7910290272 Forwards Endorsement 42 to MAELU Policy MF-7B, 
DUCK, J. R. Georgia Power Co. 79/10/22. 2pp. 


P. Operating license stage documents 6 correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 95 re requirements 
for physical protection of nuclear power plants. Amend defers 
Implementation of physical search requirements from 790001 
to 791101. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/10. 49pp. 


7910110233 Forwards NUREG/CR-0727, "BWR Offgas Sys Evaluation." Bys 
provides reasonable assurance that potential for external 
offgas explosions is m i n imi z ed. W/o encl. 

GAMHILL, H. P. Assistant Director for Operating Reactor Projects (Pro 
791030). 79/0B/22. 29pp. 


7910010317 Forwards Amend 71 to Llconso DPR-37 & notice of issuance 6 
avai lab i 1 i ty. 

1PPBLIT0, T. A. Operating Reactors Branch 3 iPro 791030). 79/0B/29. 

3pp. 


79101S0572 Responds to 790612 request for info re G & L Freedman claim 
far damages re incident Only claims payable are lost wages 6 
evacuation costs incurred by pregnant women, preschool age 
children U families living within 5-mile radius. 

OQSBICK, L. V. Office of the Executive Director for Operations. 
79/10/04. Ip. 


—7910010319 Amend 71 to License DPR-57. Amend changes Tech Specs by 
adding limiting conditions for operation 6< surveillance 
requirements for tail pipe pressure switches Installed on 
relief safety valves. 

IPPBLITO, T. A. Operating Reactors Branch 3 <Pro 791030). 
79/0B/29, 5pp. 


——7910100574 Forwards OH Freedman 79052B ltr claiming damages 
resulting from 790320 incident, 

8CHWEIKER, R. S. Senate. 79/06/12. 2pp. 
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F. Security, medical, emergency U fire protection plans 


7910110399 Forwards addl info requested in 790029 ltr re safeguards 
contingency plan. Info withheld iref I0CFR2. 790). 

KELLY. R. J. Georgia Power Co. 79/10/04, lp. 


0. Adjudicatory correspondence 


7910100028 AnsweT in opposition to. Georgians Against Nuclear Energy 
790914 petition to i nterv-ene. Petit ion does not meet 
requirements of NRC rules of practice. Urges scheduling of 
first prehearing conferenc e. Cer t if lea te of Sve encl, 

SIL8ERG, J. E. . TROWBRIDGE, G, F. Georgia Power Co. 6ILBERQ.J.E. Bhaw, 
Pittman, Potts. L Trowbridge. 79/09/2B. Bpp. 


791019011B Brief in support of 790914 petition to intervene. Bubmits 
further statements in answer to licensee 790928 opposition 
to intervention. All members live within 50 miles of plants fc 
health *< safety are adversely affected. 

FLACK, 0. Georgians Against Nuclear Energy. 79/10/04. 3pp. 


— 7910190120 Affidavit attesting that expansion of spent fuel storage 
capacity may create heal th, sa f e ty & environ problems to 
A SI Iverberg, member of Georgians Against Nuclear Energy. 
Certificate of Bvc encl. 

81LYERBER0. A. Georgians Against Nuclear Energy. 79/10/01. 3 pp. 


7910310019 Response to Georgians Against Nuclear Energy petition to 
intervene. Interest !< specificity requirements are 
adequately satisfied. NRC takes no position on contentions at 
present. M/notice of appearance & Certificate of Svc. 

SMITH' B.H. Branch 2. 79/10/04. 9pp. 


— 7910010322 Notice of issuance 8< availability of Amend 71 to License 
DPR-57. 

IPP0L1T0, T. A. Operating Reactors Branch 3 (Pro 791030). 
79/08/29. 2pp. 


79100201/01 Forwards safety evaluation re licensee propoeal to install 
electric power monitoring sys an output of each reactor 
protection sys power supply. Mods & Tech Specs acceptable, 
provided time delays set to xoro. 

LAINAS, 0. Plant Systems Branch (Pro 791030). 79/0B/29. Ip. 


—7910020605 Safety evaluation accepting mods & Tech Space re 
installation of sys to monitor electric output of power to 
reactor protection sys. 

* Plant Systems Branch (Pro 791030). 79/00/29. 4pp, 


7910030649 Ack 790712 request for license amend to allow extension of 
90-day reporting requirement for annual environ surveillance 
rept. Request consistent w/Tech Specs 6 does not need 
separate licensing action. 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pro 791030). 79/09/05. 

2pp. 


7910190437 Confirms 790909 telcon granting auth or i xatl on to amend 
surveillance requirements for residual heat removal svc 
water sys, in response to 790909 request. Formal amend package 
will be forwarded along w/sofety evaluation h notice, 

GAMMILLiW. Assistant Director for Operating Reactor Projects (Pro 
791030). 79/09/10. 3pp. 


7910010401 Notification of 790912 meeting w/util re maint St operation 
of residual heat removal svc water sys pumps, 

VERRELL1, D. M. Operating Reactors Branch 3 <Pre 791030). 79/09/11. 

lp. 


7910220381 Requests addl info re loss of offsite power on 770920 to 
aid in review of offsite power sys ad equac y. Re ques ts reponse 
within 90 days, 

IPPOLITQ, T. A. Operating Reactors Branch 3 (Pro 791030), 79/09/IB. 

3pp. 
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7910160145 Notification of 790926 mooting w/Mark I owners in Bethesda, 
MD to discuss pool swelling compr e s s i b i 1 i tg affects 4 
downcomer condensation loads 

GRIMES, C. t. Plant Systems Branch (Pro 791030). 79/09/24. Ip. 


7910170010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty in load magnitudes re condensation 
oscillation load definition procedures. Draft 1 tr to Mark I 
utils re test program end. 

QRIf1ES,D.K. Assistant Director for Systems Engineering (Pro 
791030). 79/09/25 4pp. 


7910170006 Discusses resolution of potential problem re Mark 1 
containment identified in 790B31 memo. Addl info re response 
characteristics of downcomer-vent header sys shows 
sufficient structural fatigue margins ex ist. Eval uat ion end. 

DENTON, H. Ft. Office of Nuclear Reactor Regulation. 79/09/26. 2pp. 


7910090691 Notification of 79iOQ4 meeting w/util to discuss purge 6 
vent valve designs. . 

VERRELL I , D. M. Operating Reactors Branch 3 (Pre 791030). 79/09/27. 

Ip. 


7910220413 Forwards guidelines for valve operability re containment 
purging 4 venting during normal operation. Requests 
cammi tmen t to implement valve qua! iflcation program within 
30 days. 

EI6ENHUT, 0. O. Division of Operating Reactors. 79/09/27. 3pp. 


7910150641 Forwards request for addl info re spent fuel storage pool 
mod. Info needed to continue review of 790709 application 
for facility mod. Requests response within 30 days. 

rPPQUI TO, T , A. Operating Reactors Branch 3 (Pre 791030). 79/09/29. 

3pp. 


7910IBQ209 Forwards Amend 72 to License DPR-57, safety evaluation 6 
notice of Issuance & availability. 

IPPOLITO.T. A. Operating Reactors Branch 3 (Pre 791030). 79/10/01. 

2pp. 


— 79101B0212 Amend 72 to License DPR-57 revising surveillance 
requirements for residual heat sve water sys by changing 
min sys head. 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pro 791030). 
79/10/01. 4pp. 


■7910180217 Safety evaluation supporting Amend 72 to License DPR-57, 
* OPflce of Nuclear Reactor Regulation. 79/10/01. 2pp. 


•7910180223 Notice of issuance 6 availability of Amend 72 to License 
DPR-57. 

IPPOLITO, T, A. Operating Reactors Branch 3 (Pro 791030). 
79/10/01. Spp. 


7910250363 Responds to 790920 request re outstanding licensing 
d ocumen tat 1 on. Forwards list of licensee initiated amend 
requests w/priarlties designated, 

KELLY, R. J. Georgia Power Cn. 79/10/15. 2pp. 


7910300316 FoTWfirds commitments to Implement short-term recommendations 
of TM1-2 Lessons Learned Task Force, Addl info concerning 
Capabilities for high point venting encl. 

KELLY, fl. J. Georgia Power Co. 79/10/19. 6pp. 


G. Inspection raports, IE Bulletins 4 correspondence 


7910180862 Forwards IE Insp Repts 30-321/79-26 4 50-366/79-30 on 
790704-0903. No noncomp 1 lance noted. 

LEWIS, R, C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/00/30. 2pp. 


-79101B0S67 IE Insp Repts 50-321/79-26 4 80-366/79-30 on 790704-0003. No 
none amp linnet: noted. Major areas Inspected: refueling outage 
Tech Spec c omp llance, response to IE bulletins 4 circulars, 

RQs, housolteep ing, operator performance 6 OA practices. 

D-ANCEi H. C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch ROGERS, R.F. Region 2, Atlanta, Office of the 
Director. 79/09/30. 4pp. 


7910030115 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Def ic ienckes. " Bafety-related applications at plant require 
use of 23 deep vertical pumps. 

WIDNER.W. A. Georgia Pnwer Co. 79/09/07. lOpp. 


7910050617 Forwards info re vital area access controls per 790726 
request 4 IE Bulletin 79-16. Enel withhold (ref 10CFR2. 790). 
WJDNER. W. A. Georgia Power Co. 79/09/07. Ip. 


7910010006 Forwards IE Circular 79-10, “Proper Installation of Target 
Rock Safety-Relief Valves. " No action required. 

O'REILLY, 3. P. Region 2, Atlanta, Office of the Director. 

79/09/10. 2pp. 


7910020505 Forwards IE Circular 79-19, "Loose Locking devices en 
Ingerso 1 1 -Rand Pump Impellers. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/13, lp. 


7910050111 Forwards 60-day rept for IE Bulletin 79-14 in response to 
790702,27.0815 4 0907 requests for verification nf seismic 
analysis of safety-related piping sys. 

WIDNER.W. A. Georgia Power Co. 79/09/14. 3pp. 


7910110256 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys. 11 No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/14. lp. 


7910250067 Forwards IE Insp Repts 50-321/79-28 4 50-366/79-32 on 
790021-25. No none omp 1 i anc o noted. 

SUTHERLAND, J. T. Region 2, Atlanta. Fuel Facility 4 Materials 

Safety Branch. 79/09/14, 2pp. 


■7910250070 IE Insp Repts 50-321/79-20 6 50-366/79-32 on 790021-25. No 
noncomp 1 ianec noted. Major areas inspected : lab radiochemical 
equipment 4 1 nstr umenta t ion, QA audits J, collection ef liquid 
waste samples. 

MONTGOMERY, D. M. Region 2, Atlanta, Office of the Director. 
HUFHAM, J. W. Region 2, Atlanta, Fuel Facility & Materials Safety 

Branch. 79/09/10. 3pp. 


7910100049 Forwards revised pages correcting insp numbers for insp rept 
transmitted 790003. 

MURPHYiC.E. Region 2, Atlanta, Reactor Construction 4: Engineering 

Support Branch. 79/09/17. lp. 


— 7910180054 Forwards IE Insp Repts 50-321/79-26 6 50-366/79-31 on 
790B15-17. No none omp 1 ianc e noted. 

MURPHY, C. E. Region 3 , Atlanta, Reactor Construction 6 

Engineering Support Branch. 79/0B/31. 2pp. 


— 79101B0059 IE Insp Repts 50-321/79-26 6 30-366/79-31 on 790B15-17. No 
none omp 1 i anc e noted. Major areas insp ec ted : p i pe support base 
plate designs using cencrete expansion anchors. 

HERDT, A. R. Region 2, Atlanta, Reactor Construction 6 
Engineering Support Branch. VALL1SH, E. J. Region 2, Atlanta, 
Office of the Director, 79/00/30. 4pp. 


79103000B2 Forwards IE Info Notice 79-22, “Qualification of Control 
Sys," Westinghouse 790030 1 tr 4 Public Svc Electric 6 Gas 
Co 790910 1 tr ro potential unreviewed safety question. Action 
required within 20 days.H/o encl. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 

7910050205 Responds to IE Bulletin 79-18, Survey of high noise areas 
indicates condensate 6 condensate booster pump area 4 diesel 
generator rooms having audibility problems. Corrective 
actions have not been determined. 

WIDNER.W. A. Georgia Power Co. 79/09/20. 2pp. 


7910050398 Responds to IE Bulletin 79-19. No low level liquid radwaste, 
except for contaminated oil, was generated during 1970 4 
first six months of 1979. SI ightly contaminated oil is In 
storage awaiting acceptable disposal method. 

WIDNER.W. A. Georgia Power Co. 79/09/21. 3pp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures 4 
surveillance testing errors, which was incurrec tly 
distributed. Also forwards IE Insp Repts 50-295/79-13 4 
50-304/79-12. Action required. 

EIBENHUT, D. G. Division of Operating Reactors. 79/09/21. 49pp. 


7910040176 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/26. 2pp. 


7910190264 Forwards IE Bulletin 79-24, "Frozen Lines." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of tha Director. 
79/09/27. 2pp. 


7910170221 Forwards IE Info Notice 79-23, "ReactOT Trips at Turkey 
Point Units 3 4 4." No action required. 

D 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 



m 


DOCKETED ITEMS 


7910170748 Forward) IE Info Notice 79-24, "Overpressuri tatien of 
Containment of PHR Plant After Main Steam Line Break, " No 
action required. 

O'REILLY, J. P. Region 8, Atlanta. Office of the Director. 
79/10/01. 2pp. 


7910160471 Ack receipt of 790814 Itr informing NHC of stops taken to 
correct violations noted in IE Insp Repts 50-321/79-17 St 
50-366/79-21. 

LEWIS, R.C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/10/02. Ip. 


--7910180473 Responds to NRC 790720 ltr re violations noted in IE Insp 
Repts 50-321/79-17 1< 50-336/79-21. Correc t ive actions: 
procedures will be developed to alert personnel of design 
deficiencies 6 HNP-423 will be revised. 

WIDNER. N. A. Georgia Power Co. 79/00/14. 3pp. 


--79101B0479 Forwards IE Insp Repts 90-321/79-17 !< 50-366/79-21. on 
790512-0601 tt notice of violation. 

LEWIS, R, C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/07/20. 2pp. 


— 7910180461 Notice of violation from insp on 790912-0601. 

♦ Region 2, Atlanta, Reactor Operations Nuclear Bupport Branch. 
79/07/17. Ip. 


— 7910160463 IE Insp Repts 90-321/79-17 It 50-366/79-21 on 790512-0601. 
Noneompl iance noted: failure to report seismicallg 
unqualified fire protection hangers, fai lure to align ECC8 
6 failure to maintain quality record. 

DANCE. H. C. Raglan 2. Atlanta, Reactor Operations Nuclear 

Support Branch. ROOERS.R.F. Region 2, Atlanta, Office of the 
Director. 79/07/17. 7pp. 


7910100426 Forwards info re potential environ interaction between 
nonsaf etg-grade sgs V. safetg-grade sus in response to NRC 
790917 ltr It IE Info Notice 79-22. 

EHREN8PER0ER. W. Georgia Power Co. 79/10/05. Ip. 


—7910100436 Environ Interaction Rept. 

* Georgia Power Co. 79/10/05. 14pp. 


7910180516 Ack receipt of 790926 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/79-23 fc 
50-366/79-27. 

KENNA.W.B. Region 2. Atlanta, Safeguards Branch. 79/10/05, Ip, 


— 79101B0S26 Responds to NHC 790931 ltr re violations noted in IE Insp 
Repts 50-321/79-23 !< 50-366/79-27. Deta 11 s withheld (Tef 
10CFR8. 790). 

WIDNER, W. A. Georgia Power Co. 79/09/26. Ip. 


■7910160530 Forwards IE Insp Rept* 50-321/79-23 ti 50-366/79-27 on 790606 
& notice of violation. Notice of violation withheld (ref 
10CFR2. 790). 

KENNA.W.B. Region 2, Atlanta, Safeguards Branch. 79/00/31, 

2pp. 


•7910180536 IE Insp Repts 50-321/79-23 & 50-366/79-27 on 790606. 
Noncompliance noted:access control vital area door found 
unsecured & unattended & svc vehicle improperly secured in 
protected area. Details withheld (ref 10CFR2. 790). 

TOBIN, U. J. Region 2, Atlanta, Office of the Director. 79/0B/31 

If. 


R. Periodic operating reports & related correspondence 


791022026B Forwards monthly operating rept for Sept 1979. 
MANRY.M- Oeorgla Power Co. 79/10/10. Ip. 


—7910220274 Monthly operating rept for Bept 1979. 
JOHNSON, 0. L. Oeorgla Power Co. 79/10/01. 13pp. 


8. Reportable occurrences, LERs fc related correspondence 


7910010423 Forwards LER 79-075/OiT-O. 

MANRY.H. Georgia Power Co. 79/09/17. Ip. 


79-075/01T-0: 790907, u/reac tor critical, RHR svc water 

Id not pump rated flow at rated discharge 

id by Incorreeted formulas for calculated Inlet 

■essures. Pumps retested. 

tsorgia Power Co. 79/09/10. 3pp. 


irwarda LER 79-073/031-0. 

leorola Pm.,.- r- 79/09/21. Ip. 


—7910010422 LER 79-073/03L-0: on 790827, water supply for control room 
charcoal filter fire protection deluge sys did not meet 
seismic tt redundancy requirements. Caused by low plant svc 
water pressure leading to trips & leakage. 

COOGIN, C. L. Georgia Power Co. 79/09/21. Ip. 


7910040236 Forwards LER 79-080/03L-0. 

MANRY, M. Oeorgla Power Co. 79/09/25. Ip. 


—7910040246 LER 79-O0O/O3L-O: on 790904, rod block monitor 0 was out of 
svc more than 24 hours. Caused by need to repair 
malfunctioning circuits. Rod block monitor was returned to 
svc following repairs. 

NIX, R. T. Georgia Power Co. 79/09/25. Ip. 


7910040265 Forwards LER 79-079/03L-0. 

MANRY, M. Oeorgla Power Co. 79/09/25. ip. 


— 7910040296 LER 79-079/03L-0: on 790909, reactor water level surveillance 
test grace period hod been ex c ended. Caused by personnel 
error. Test was performed sat 1 s f ac tor 1 1 y . Per sonne I 
counseled on timely completion of tests. 

« Georgia Power Co, 79/09/24. Ip. 


7910170265 Forwards LER 79-074/03L-0. 

MANRY, M. Georgia Power Co. 79/10/12. Ip. 


—7910170274 LER 77-074/03L-0: on 790925, secondary containment was 
violated by opening both doors of refueling floor 
ventilation room air lock. Caused by outside air lock door 
becoming ajar due to not being latched, 

NIXiR.T. Georgia Power Co. 79/10/12. 2pp. 


7910240474 Forwards LER 79-Q84/03L-0. 

MANRY, M. Georgia Power Co. 79/10/17. Ip. 


7910240476 LER 79-0B4/03L-O: on 791009, main stark flow transmitters 
D11-N026A 1 1 B inoperative & pens on control room recorder 
Dll— R625 were downscale. Caused by dirty blades preventing 
rotation. Transmi tters cleaned & returned to svc. 

NIX.R.T. Georgia Power Co, 79/10/17. Ip. 


DOCKET 50-322 8H0HEHAM NUCLEAR PONER STATION 


A. App 1 1 cat 1 on/c onstruc t i on stage documents N correspondence 


7910230131 Discusses review of closure programs for pool dynamic loads. 
Request* definition of pool dynamic load program relied on 
by each Mark II owner tt deecription of pool dynamic load 
tasks by 791115. 

VARGA, 8. A. Assistant Director for Light Water Reactors. 79/10/09 
4pp. 


7910310160 Notification of 791108 meeting w/util in Bethe*da,MD to 
discuss status of seismic qual if ication review. 

RUBEN3TEIN, L. B. Light Water Reactors Branch 4. 79/10/16. 2pp. 


7910300312 Inform* of Implementation of reactor recirculation pump trip 
sys, development of emergency procedures for ATW3 events & 
training of operators to perform proper actions for ATW8 
■vents as part of formal operator training program. 

NOVARRO, J. P, Long Island Lighting Co, 79/10/19. 2pp. 


7910300357 Forwards "Second BuppI to Justification of Mark II Lead 
Plant Safety Relief Valve Load Definition Equipment 
Evaluation. " 

NOVARRO. J. P. Long Island Lighting Co. 79/10/23, Ip. 


— 7910300360 "Second BuppI to Justification of Mark 11 Lead Plant Safety 
Relief Valve Load Definition Equipment Evaluation." 

* Btone tt Webster, Inc. 79/09/28. 15pp. 


7910310102 Forwards Amend 33 to license application consisting of 
Revision 4 to radiological environ rept. Affidavit end. 

NOVARRO, J. P. Long Island Lighting Co. 79/10/23, 2pp. 


■7910310106 Revision 4 to radiological environ rept, submitted as Amend 
33 to license application. 

* Long Island Lighting Co. 79/09/30. 23pp. 


D. NRC Draft/Final Environmental Statements, supplt 6 correspondence 


7910240700 Informs that NRC has no authority to require L1LC0 to 
perform alternate energy source conversion study. Summary of 
evaluation of alternate energy sources found in Sept 1972 
FEB, CP stage, tt Dct 1977 FEB, OL stag e, ava I lab 1 ■ in LPDfi. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/10/04. Ip. 



DOCKETED ITEMS 


166 


F. Security, medical. emergency t< firs protection plans 


7910240587 Certificate of 8vc for amended physical security plan. 
Revision 2. 

MORIN, J, P. Long Island Lighting Co. 79/09/19. Ip. 


0. Adjudicatory correspondence 


7910030767 Responds to 790706 request. Forward s TMI 700909 safety 
evaluation. H/o end. 

HOEFLINO, R. K. Branch 4. 79/07/18. Ip. 

7910050779 Respond* to 790403 request. Forwards JM Hendrie 790626 1 tr to 
US Comptroller General t< NRC response to GAO 790330 rept, 

"Area* Around Nuclear Facilities Should be Better Prepared 
for Radiological Emergencies." 

HOEFLINO, R. K. Branch 4. 79/07/26. Ip. 


7910090696 Request* denial of util 700929 application to receive, 
passes* t store SNM. Security provisions 8< precautions for 
personnel are inadequate. In al ternat ive. move* for hearing to 
consider 10CFR70 license application. 

SHAPIRO, R. Cammer & Bhapiro. 79/07/27. 3pp. 


791 QOS 0693 Requests meeting u/NRC to discuss advantages of changing 
intervanor status to that of opposing intervener. Residents 
of Suffolk County, NY have requested change in status of 
intervention. 

8RANT, M. J. Suffolk County, NY. 79/00/06. Ip. 


7910230668 Memorandum re Intervenor Ouffolk County 790620 request for 
Investigation Into quality of const at facility. Intervenor 
Has access to info necessary for interrogatories which might 
form basis for contention*. 

BOWERS, E. 8. Atomic Eafety and Licensing Board Panel. 79/00/00. 
2pp. 


7910110406 Opposes intervenor North Shore Committee Against Thermal St 
Nuclear Pollution 790727 request for denial of license 4, 
holding of hearings. Motion is untimely. New fuel contention 
not stated w/specif ici ty . U/Cer ti f icate of Svc. 

REVELEY, U. T. Long Island Lighting Co. REVELEY, W. T. Hunton *, 
William*. 79/00/13. 4 P p. 


7910050791 Responds to 790027 request. Forwards NUREQ-Q510, Jnsp Repts 
80-322/79-04 through 06, NRC Accessions Lists 
NR-T ID-004 8, 016, NUREQ-0304, Vo 1 1 , No 7 6 Vo 1 2, No 1 2 St 
NURE0-0540, Vol 1. W/o end. 

HOEFLINO, R.K. Branch 4. 79/08/30. 2pp. 


7910090051 Forwards NUREG-0600 re Insp Rept 30-320/79-10 
(IE investigation into 790328 TMI event!, 

HOEFLINO, R. K. Branch 4. 79/09/06. Ip. 


7910090201 Forwards NUREG-0371, NUHEG-0471 St NUREQ-0600. W/o end. 
HOEFLINO, R.K. Branch 4. 79/09/13. Ip. 


7910150137 Ack receipt of 790911 ltr re 790022 response to MJ Grant. 
Response was not Intended to challenge advice to Suffolk 
County, NY. 

ENCELHARDT, T. F. Deputy Executive Legal Director. 79/09/21. Ip. 


7910190163 Drder accepting 790910 stipulation signed by North Shore 
Committee Against Thermal S< Nuclear Pollution, NRC St 
applicant, re issuance of license permitting storage by util 
of unirrad lated new fuel assemblies, 

BOWERS, E.S. Atomic Safety and Licensing Board Panel. 79/10/03. ip. 


0. Inspection reports, IE Bulletins & correspondence 


7910170603 Forwards IE Inap Rept 50-322/79-09 on 790620-29. No 
none amp 1 lance noted. 

CARL8QN, R. T. Region 1, Philadelphia, Reactor Construction Sc 

Engineering 0upport Branch. 79/OB/23. 2pp, 


—7910170610 IE Insp Rept 30-322/79-09 on 790620-29. No noncompl iance 
noted. Major areas inspected: QA procedures for reactor 
pressure vessel hydrotest S< work activities for flushing 
control rod drive piping lc steel erection. 

TOTH, A. D. , CRENE, A. C. Region i. Philadelphia, Office of the 
Director. MCOAUOHY, R. W. Region 1, Philadelphia, Reactor 

Construction lc Engineering Support Branch. 79/08/S2. 7pp. 


7910100390 Responds to IE Bulletin 79-16 re plant security 
requirements. Modified amended physical security plen under 
review by NRC. During review, areas specified in bulletin will 
be evaluated It resolved. 

HCCAFFREY, B. R. Long Island Lighting Co, 79/0S/2B. Ip. 


7910020093 Forward* IE Info Notice 79-20, Rovl » 1 on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission ti punctuation error which changed 
Intent of statement. Changed statement underlined In text. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/09/07. Ip, 


7910130077 Discusses 790009 meeting u/util in 6horeham,NY re insp of 
activities. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/09/11. Ip. 


~ 791015DU7 IE Insp Rept 30-322/79-13 on 790009. Resul is of meeting: all 
parties concurred on administrative 6 operational 
considerations needed to establish onsite NRC inspector. 

HIGGINS, J. C. , MCOSCAR, J. J. Region t, Philadelphia. Office of the 
Director. MCCABE, E. Region 1, Philadelphia, Reactor Operations 

Nuclear Support Branch. 79/09/07. 3pp. 


7910130333 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Defic lances. " Info on planned or completed teats of 
prototype or deep draft pumps will he forwarded In 30 days. 
NOVARRQ, J. P. Long Island Lighting Co. 79/09/11. 2pp. 


7910020324 Forwards XE Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers." No action required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/09/13. ip. 


7910290126 Forward* IE Insp Rept 30-322/79-10 on 790709-13. No 
noncompliance noted. 

CARLSON, R. T. Region 1, Philadelphia, Reactor Construction & 

Engineering Support Branch. 79/09/13. 2pp. 


— 791029012B IE Insp Rept 30-322/79-10 on 790709-13, No noncompliance 
noted. Major areas i nspec tad : reac tor coolant pressure 
boundary piping. 

TOTH, A. D. Region 1, Philadelphia, Office of the Director. 
MCOAUOHY, R. U. Region 1, Philadelphia, Reactor Construction St 

Engineering Oupport Branch. 79/09/U. 9pp. 


7910090503 Forwards IE Circular 79-20, "Failure of GTE Bglvania Relay, 
Type PM Bulletin 7305 Catalog 3U12-11-AC w/120 Volt ae 
Coll." No action required, 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/09/24. Ip, 


7910120260 Forwards Revision 2 to Preservice Insp Program 0QA294J 
in response to NRC request. 

NOVARRO, J. P. Long Island Lighting Co. 79/09/23. 3pp. 


7910040103 Forward# IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coalers." No action required. 

GRIER. D. H. Region 1, Philadelphia, Office of the Director. 
79/09/26. 4pp. 


7910180134 Forward* IE Bulletin 79-24, "Froxen Lines." Action required. 
GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/09/27. Ip. 


7910160530 Forwards IE Info Notice 79-23, "Reactor Trips at Turkey 
Point Unit* 3 Si 4. 11 No action required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/10/01. lp. 


7910170606 Forwards IE Info Notica 79-24, "Ovarpressuri xation of 
Containment of FWR Plant After Main Steam Line Break. " No 
action required. 

GRIER, B.H. Region i, Philadelphia, Office of the Director. 
79/10/01. Ip. 


DOCKET 30-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A, Appt I cat lon/c onstruc t Ion stage document* Si correspondence 


7910030179 Forwards request for addl info re input to Buppl 0 to safety 
evaluation. Branch reviews Incomplete re furthar analysis of 
containment foundation matl Si stability analysis of intake 
structure crane*. 

SCHAUERiF.P. Structural Engineering Branch. 79/08/22. 3pp. 


7910040630 Forward* request for addl info re fuel handling crana, polar 
crane, turhina bldg crane St Intake structure crane. 

BTOLZiU. F. Operating Reactors Branch i (Pra 791030). 79/09/12. 

9pp. 
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7 9100304ll Request! exemption from App J leakage testing program 
requirement re testing of personnel access hatch. Enel Tech 
Specs incorp orate alternate leak test procedures. 

CRANE. P. A. Pacific Oat U Electric Co. 79/09/27. 2pp. 


— 7910030422 Tech Bpecs re containment sys air locks. 
# Pacific Gas t, Electric Co. 79/09/27. 2pp. 


7910030546 Forwards "Rapt to NRC from PC&E on Seismic Implications of 
TNI -2 Accident to Diablo Canyon." 

CRANE, P. A. Pacific Qas t, Electric Co. 79/09/2B. Ip. 


— 7910030550 "Rept to NRC from PGJ.E on Seismic Implications of TMI-2 
Accident to Diablo Canyon." Oversize drawing end. 

* Pacific Gas It Electric Co. 79/09/27. 45pp. 


7910160526 Forwards responses to several Aug 1979 NRC questions. 
Includes LOCA reanalysis to evaluate ECCS performance, 
charts, tables b one oversize drawing. 

CRANE, P. A. Pacific Gas b Electric Co. 79/09/28. 07pp. 


7910160460 Forwards "Equipment Qualification." Proprietary version 
withheld (rsf 10CFR2. 790). App 1 ication for withholding info 
from public disclosure end. 

CRANE.P.A, Pacific Gas t< Electric Co. 79/10/03. 10pp. 


/91OO2O0O6 Responds to postcard opposing 1 icensing. Decision re license 
will bo based on protection of public health b safety. 

DENTON, H. fl. Office of Nuclear Reactor Regulation. 79/09/20. ip. 


■7910020809 Urges opposition to licensing of facility. 
CLARK, S. L. Affiliation Unknown. 79/09/20. Ip. 


791002081O Responds to postcard opposing 1 icensing. Dec i si on re License 
will be based on protection of public health & safety. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/20. Ip. 


—7910020012 Urges opposition to licensing of facility. 

PHILLIPS, P. C, , CLARK, B. L. Af f 1 1 1 a t i on Un known. 79/09/20. tp. 


7910090377 Forwards NRC 790525 ltr to RJ Lag omar s 1 no, i n response to 
790410 ltr forwarding County of Santo Barbara Doard of 
Supervisors resolution re deforral of issuance of PL for 
facilities until completion of TM1 incident evaluation. 

DENTON, H. R . Office of Nuclear Reactor Regulation. 79/09/24. Ip. 


7910260365 Requests that final rulemaking on emergency planning precede 
renewed hearings b that NRC renotice licensing proceedings 
to allow public to participate in resolving whether actions 
recommended in NUREQ-0378 will protect public, 

CLUCAS, J. Sierra Club. 79/10/01. 2pp. 


— 7910160470 "Equipment Qualification." Proprietary version withheld 
(ref 10CFR2. 790). 

* Pacific Oas 6 Electric Co. 79/10/03. 20pp. 


7910230169 Responds to T Krahn 790501 ltr opposing OL. OL decisions 
will be based on protection uf public health 6 safety. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/10/04. Lp. 


7910240710 Forward* requests for info re potential overpressurization 
of containment in event of main steam line break. 

STOLZ, J. F. Light Water Reactors Branch 1. 79/10/05. 6pp. 


7910240722 Forwards request for addl info re level measurement errors 
due to environ temp effects on level instruments ref logs. 

STOLZ, J. F. Light Water Reactors Branch 1. 79/10/05. 4pp. 


— 7910230172 Expresses concern re facility const. 
KRAHN, T. Affiliation Unknown. 79/05/01. lp. 


7910230633 Ack receipt of 790501 ltr to JM Hendrie opposing facility 
PL. Assures that decision ro OL will ho based on protection 
of public health b safety. 

DENTDN/H.R. Office of Nuclear Reactor Regulation. 79/10/04. Lp. 


7910170302 Discusses development of plan for manag i ng » pre serving & 
minimizing damage to historical b archaeological data b 
specimens In facility areas. Improved roads north of facility 
creek bed should be paved. 

PETERS, R.J. Pacific Gas b Electric Co. 79/10/12. 4pp. 


7910220332 Forwards info re fuel handling bldg crane, polar crane, 
turbine bldg b intake structure crane, in rosponse to 790912 
request. 

CRANE, P. A. Pacific Gas & Electric Co. 79/10/17, 3pp. 


7910310273 Requests that NRC consult u/Fish fa Wildlife Svc before final 
determination re facility licensing. 

NEVER, WH. 1 nterior. Dept, of. Fish & Wildlife Service. 79/10/23. 

2pp. 


•7910230639 Urges denial of facility OL. 

LUNA, C. M. Affiliation Unknown. 79/03/Qi. lp. 


7910230603 Ack 790S01 ltr to JM Hendrio opposing facility OL, Assures 
that decision re OL will be based on protection of public 
health & safety. 

DENTON, H. R. Office of Nuclear Roactor Regulation. 79/10/04. lp. 


— 7910230607 Urges denial of facility OL. 

HinaCH.a. I. Affiliation Unknown. 79/05/01. lp. 


7910310116 Requests that NRC Issue order of notice b hearing before 
proceeding w/licenaing. 

HARROWS, J. C. Affiliation Unknown. 79/10/09, lp. 


79X0300291 Requests preparation of supplemental EI8 to consider environ 
Impact nf various Class 9 nuclear acc iden t s, per I0CFR2. 206. 

BALDWIN, W. A. Friends af the Earth. 79/10/24. 3pp. 


79 1031030B Forwards memos concerning summary Df 791019 meeting w/util 
re reporting status on generic matters related to licensing. 

HENDRIE, J. M. Commission. 79/10/24. lp. 


■7910310312 Discusses actions subsequent to 791010 meeting w/util. Util 
concerns that facility was singled out for unique procedural 
treatment re TMI-related Issues are groundless. 

HENDRIE, J. M. Commission. 79/10/24. lp. 


•79L0310315 Summary of 791019 meeting w/util re on status of generic 
issues re facility licensing. 

HASSELL, D. F. Commission. 79/10/23. 2pp. 


7910230390 Governor of CA petition to participate in proceeding os 
representative of interested s ta te. Resp ons i b i 1 i t i es under CA 
Emergency Svca Act differ from those exercised bg Puhlic 
Utils Commission of CA. 

KLEIN, J. A., BROWN, H, H. California, State of. 79/10/13. 2pp. 


H. General correspondence 


7910230362 Responds to 790023 ltr expressing concern re issuance Df 
OL. Discusses OL i s suanc e, emery enc y plan, Hosyri fault, NRC 
Involvement u/nuclear Industry Si environ impact of 
radiation. 

VAS3ALLO, D, 0. Division of Project Management. 79/10/01. 4pp. 


Q, Inspection reports, IE Bulletins Si correspondence 


G. Adjudicatory correspondence 


7910050713 Order denying intervenor Ban Luis Obispo Mothers for Peace 
79060B motion to reopen hearing re adequacy of security 
plan. Failed to show significant unreviewed safety items or 
changed circumstances to justify reopening record. 

BOWERS, E. 9. Atomic Safety and Licensing Board Panel. 79/07/30 
5pp. 


7910050700 Discusses Till— related issues re nuclear power plant 
licensing review. NRC should Issue order b notice of hearing 
re procedures in proc eed ings. NRC review of emergency 
planning should await completion of rulemaking. 

FLEISCHAKER, D. S Fleischaker, D, B. 79/09/13. 6pp. 


7910240107 Forwards IE Insp Repts 50-275/79-07 & 50-323/79-05 on 
790326-29 b 0403-06. No noncompliance noted. 

SPENCER, 0.3. Region 3, Ban Francisco, Reactor Construction 8i 

Engineering Bupport Branch. 79/03/11. H PP . 


' f j, iiu a c. i mui 




0403-06. No noncompliance noted. Major areas inspected: 
action on previous f i nd i ng s, oc ti an on IE bulletins b 
circulars tt pipe support installation work 

KIRSCH, D. F. i HUTSON, T. W. , HAYNES, R. C. Regions, Ban Francisco, 

Reactor Construction b Engineering Support Branch. 79/05/11 
upp. 


7910030111 Responds to IE Bulletin 79-02^91*100 1, "Pipe Bupport Base 
Plate Designs Using Concrete Expansion Anchor Bolts," b 
provides interim mafcl until final rept during Aun 1979 
CRANE, P. A. Pacific Oas {(Electric Co. 79/07/20. 9 pp! 
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7910030290 Forwards IE Info Notice 79— 20, Revis i on li "NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued to 
correct word omission & punctuation error which changed 
intent of statement. Changed statement underlined in test. 

ENQELKEN, R. H. Reg ion 9. San Francisco. Office of the Director. 
79/09707. Ip. 


7910040019 Forwards IE Circular 79-19. "Loose Locking Devices on 
Ing or bo 1 1-Rand Pump Impellers." No action required. 

ENQELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/09/13. Ip. 


7910110300 Forwards IE Info Notice 79-22. "Qualification of Control 
Sys." No action required. 

ENOELKEN. R. H. Region 3. San Francisco. Office of the Director. 
79/09/17. ip. 


7910120203 Forwards IE Circular 79-20. "Failure of QTE Sylvania Relay. 
Type PM Bulletin 7305.Catalog 5U12-11-AC w/120 Volt ac 
Coil." No action required. 

ENOELKEN. R. H. Region 5. 8an Francisco. Office of the Director. 
79/09/24. Ip. 


7910110190 Forwards IE Info Notice 79-23. "Emergency Diesel Generator 
Lute Oil Coolers. “ No action required. 

ENQELKEN. R. H. Region 5, Ban Francisco. Office of the Diroctor. 
79/09/26. Ip. 


7910180060 Forwards IE Bulletin 79-24. "Froien Lines. " Action required. 
ENOELKEN. P, H. Region 5. Ban Francisco. Office of the Director. 
79/09/27. Ip. 


7910170936 Forwards IE Info Notice 79-23. "Reactor Trips at Turkey 
Paint Units 3 14." No action required, 

ENOELKEN. R. H. Region 5, Ban Francisco. Office of the Director. 
79/10/01. tp. 


7910190214 Forwards IE Info Notice 79-24. "Overpressuri rati on of 
Containment of PWR Plant After Main Bteam Lino Break. " No 
octicr required. 

ENQELKEN. R. H. Region 9. San Francisco. Office of the Director. 
79/10/01. tp. 


7910310260 Forwards Revision 2 to IE Bulletin 79-13. "Cracking in 
Feedwater By* Piping." Action required. 

ENQELKEN, FI. H. Region 9. San Francisco. Office of the Director. 
79/10/19, lp. 


DOCKET BO-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergency fc fire protection plane 


7910230124 Forwards background info for replication fire testa. Drawings 
of conduit h tray arrangements t< fire protection features 
will be forwarded 791010. 

SYLVESTER. E. Plant Systems Branch (Pre 791030), 79/10/01. ip. 


7910100477 Forwards industrial security plan. Plan withhold (ref 
10CFW2. 790). 

UTLEV. E. E. Carolina Power 8< Light Co. 79/10/16. lp. 


791022Q317 Discusses NRC 791004 verbal author I lati on to revise design 
basis for fire protection of cables in diesel generator 
bldg L svc water bldg. lltll is proceeding w/rodesign of fira 
protection mods. 

UTLEY, E. £. Carolina Power 6 Light Co. 79/10/16. lp. 


H. General correspondence 


7910010713 Responds to 790009 1 tr to President Carter re radioactive 
i*non & krypton gases being released to atmosphere. Expla ins 
that amount of radiation is below allowable limits it 
discusses ram limits Si temporary action re looking valve. 

DENTON. H, R. Office of Nuclear Reactor Regulation. 79/09/07. 4pp. 


— 7910010720 Forwards Harmony W/All Living Things 790005 Itr re cracked 
rod. Requests direct reply. 

BEAL, M. M. President of US & Executive Offices. 79/00/14. 2pp. 


<J, Insurance t, indemnity information 


7910220233 Forwards executed Amend 10 to Indemnity Agreement B-71. 
BARHAM, C. D. Douglass fc Barham. 79/10/17. 2pp. 


P. Operating license stage documents it correspondence 


7910100110 Safety evaluation re seismic reanalysis of reactor coolant 
piping par IE Bulletin 79-07. Requirements satisfactory subj 
to completion of mods discussed 790604. Must satisfy code 
verification requirements. 

* Office of Nuclear Reactor Regulation. 79/06/07. 3pp. 


7910090241 Forward s FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements fTom 790001 
to 791101. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/OB/lO. 49pp. 


7910050976 Requests addl info re end-of-cycle t ec 1 rcul at i on pump trip 
for Unit 2 & confirmation of commitment to implement design 
improvements in area of ambiguous indications as resolved 
by OE generic investigation. 

1PP0L1TQ. T. A. Operating Reactors Branch 3 (Pre 7910301. 79/06/17. 

5pp. 


7910110233 Forwards NURE0/CR-0727, "BWR Offgae Sys Evaluation. “ Sys 
provides reasonable assurance that potential tor external 
offgas explosions is min imi i ed. W/o end. 

GAMMILL, W. P. Assistant Diroctor for Operating Reactor Projects (Pre 
791030). 79/08/22. 29pp. 


7910030760 Notifies of suspension of review work on deinerting 
submittal until NRC acts on recommendations of TMI-2 Lessons 
Learned Task Oroup. 

OAMMILL. W. Assistant Director for Operating Reactor Projects (Pre 
791030). 79/08/27. 2pp. 


7910030609 Requests addl info re unlimited purging during power 
operation in areas of debri s. release of containment 
atmosphere & design of override/bypass circuits for purge 
isolation valves. 

1PP0LIT0, T. A. operating Reactors Branch 3 <Pre 791030). 79/0B/29. 

4pp. 


7910050024 Advises that licensee has proposed annunciator sys hardware 
mods to enhance awareness of diesel generator status. in 
response to 770329 generic Itr sent to all 1 icensaes. Mods 
are ad equa te, revi ew completed 6 no action required, 

LA I NAS, 0. Plant Systems Branch (Pre 791030). 79/09/li, 2pp. 


7910100044 Forwards evaluations requested 7909Q5 of all plants 
previously using pipe stress analyses based on unacceptable 
algebraic summation techniques. A1 I stresses within allowable 
1 imi ts. 

SCHWENCEfl, A. Operating Reactors Branch 1 (Pre 791030). 79/09/10. 

2pp. 


— 7910100100 Responds to 790434,0515,21,22.29 6 0604 Itrs reporting 
results of seismic reanalysis of reactor coolant piping per 
IE Bulletin 79-07. Mads discussed on 790604 are required 
before resumption of operation. Code verification needed. 
IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 
79/06/07. 2pp, 


7910320320 Requests addl info re loss of offsite power on 750326 to 
assist in review of offsite power sys adequacy . Requests 
response within 90 days. 

IPPOLITO. T. A. Operating Reactors Branch 3 (Pro 791030). 79/09/10. 

3pp. 


7910290408 Requests registration as user of NL Industries NLI-1/2 
radioactive shipping cask. 

UTLEY. E. E. Carolina Power & Light Co. 79/09/19. lp. 


7910010209 Responds to NRC 790B20 Itr re assigning priorities to 
licensing Issues initiated by util. Issues include single 
loop operation, environ radiation rept. containment leak rate 
testing (t plant reorgani rat 1 on. 

UTLEY, E. E. Carolina Power & Light Co. 79/09/24. 3pp. 


7910160145 Notification of 790926 meeting u/Mar k I owners in Bethesda. 
MD to discus* pool swelling compressibility affects & 
downcomer condensatin loads. 

GRIMES, C. 1. Plant Systems Branch (Pre 791030). 79/09/24. Ip. 


7910170010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty in load magnitudes re condensation 
oscillation load definition procedures. Draft Itr to Mark I 
utils re tost program end. 

ORIME0, B. K. Assistant Director for Systems Engineering (Pre 
791030). 79/09/23. 4pp. 
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7910010016 Responds to FQIA request for document* re transport routes 
for Irradiated reactor fuel- Forward s requested Info. Info 
partially withheld (ref FOIA Exemption 4) 

FELTON. J. M. Division of Rules and Records. 79/09/26. 4pp. 


-7910010066 Approves planned routes for shipment of irradiated reactor 
fuel Forwards CR Hillman 790709 memo w/supp lemental Info. 

Info partially withheld (ref FOIA Eiemption 4). 

MCCORKLE. 0. W. Physical Security Licensing Branch. 

Ip. 


79/07/13. 


-7910010077 Discusses supplemental Info provided on 790705 re spent fuel 
shipment. Info partially withheld lr»f FOIA Eiemption 4). 

HILLMAN. D. R. Physical Security Licensing Branch. 79/07/09. 

2pp. 


— 7910010096 Informs of Intention to continue irradiated reactor fuel 
shipments. Requests route approval. Info partially withheld 
(ref FOIA Eiemption 4). 

UTLEV. E. E. Carolina Power b Light Co. 79/Q6/2B. 5pp. 


7910230377 Forwards Offsite Do 
701115 request. 

UTLEY. E.E. Carolina Power fc 


se Calculational Manual, in 
Light Co. 79/10/22. Ip. 


response 


to 


—7910250303 Offsite Dose Ca 1 c u 1 a t i onal Manual. 

* Carolina Power i. Light Co. 79/10/32. 174pp. 


7910300239 Informs of 791015 burnup h confirms that 
conservative ma> critical power ratio limits are 
remainder of cy c le. 

UTLEY. E. E. Carolina Power & Light Co. 79/10/23. 


correct & more 
In use for 

lp 


Q. Inspection reports, IE Bulletins & correspondence 


7910090020 Responds to 781109 ltr t, IE Insp Repts 50-324/78-25 «< 
50-325/70-25. Operating Instruction 29 developed fc 
implemented, re identification b isolation of plant leakage. 
Mods In progress to reduce radwasto load. 

BANKS. H. R. Carolina Power t< Light Co. 79/06/01. 3pp. 


7910170006 Discusses resolution of potential problem re Mark I 
containment Identified In 790831 raemo.Addl info re response 
characteristics of downcomer-vent header sys show* 
sufficient structural fatigue margins n 1st. Evaluation encl. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/26. 2pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging St venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 days. 

EIBENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910040192 Forwards IE Insp Repts 50-324/79-26 St 50-323/79-27 on 
790726-27. No noncompliance noted. 

MURPHY, C.E. Region 2. Atlanta, Roactor Construction St Engineering 

Support Branch, 79/0B/21. 2pp. 


—7910040190 IE Insp Repts 50-324/79-26 St 50-325/79-27 on 790726-27. No 
noncompliance noted. Major areas inspec ted: concrete eipanslon 
anchor Installation. , 

MQDENOB, L. Region 2. Atlanta. Office of the Director. HERDT, A. 

Region 2, Atlanta, Reactor Construction St Engineering Support 
Branch. 79/08/16. 3pp. 


7910260891 Discusses NRC 70112B ltr re generic concerns about 
containment purging St venting during normal operation. Three 
valve vendors have discovered possible defects. Forwards BNL 
guideline for demonstration Df purge It vent valve operation. 
EIBENHUT. D. 0. Division of Operating Reactors. 79/09/27. 4pp. 


791004035B Ac k receipt of 790B01 St 24 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-324/79-02 St 50-325/79-02. „ . 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/00/31. Ip. 


7910130224 Responds to request for addl info re degraded grid voltage. 
Discusses onsite test procedure. Forwards "Rept an Voltage 
Drop Study." Revision 1. 

UTLEY. E. E. Carolina Power & Light Co, 79/10/00. 3pp. 


— 7910040365 Responds to NRC 790221 ltr re violations noted 
Repts 50-324/79-02 *t 30-325/79-02, Correc t Iva actions:Q 
parts have had QA hold tags attached until disposition 
determined. 

BANKS, H. R. Carolina Power & Light Co. 79/08/24. Spp. 


in IE Insp 
list 


— 7910120225 "Rept on Voltage Drop Study, " Revision 1. 

WILSON, J. H. , OREIMAN, C. D. > KREI DER, H. 0. United Engineers It 
Constructors, Inc. (subs, of Raytheon Co. ). 78/02/06 51pp. 


7910230139 Forwards replacement page for Tech Specs, inserting footnote 
on max critical power ratio for power distribution limits. 

IPPOLITO, T. A. Operating Reactor* Branch 3 (Pre 7910301. 79/10/09. 

Spp. 


— 791023014B Replacement page, inserting footnote on max critical power 
ratio for power distribution limits. 

# Operating Reactors Branch 3 (Pre 7910301. 79/10/09. Ip. 


7910120228 Forwards NEDQ-24102A. "Supplemental Reload Licensing 
Submittal for Reload 2," Revision 1 re transient b GETAB 
analyses. Also forward* revised Tech Spec page correcting 
end-of-cycle max critical power ratio limits. 

UTLEY, E.E. Carolina Power & Light Co. 79/10/10. 2pp. 


--7910120230 Revised Tech Spec. Section 3/4. 2. 3, correcting end-of-cycle 
max critical power ratio limit*. 

# Carolina Power b Light Co. 79/10/10. Ip. 


— 7910040370 Responds to NRC 790021 ltr re violations noted In IE Insp 
Repts 50-324/79-02 & 325/79-02. Correc t Ive ac 1 1 ons : Chang o In 
plant mods for safety-related prints. Listing encl. 

BANKS, H. R. Carolina Power & Light Co. 79/08/01. 2pp. 


79101B0532 Forwards IE Insp Repts 50-324/79-23 b 50-325/79-24 an 
790716-20. No none omp 1 ianc e noted. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch, 79/00/31. 2pp. 


—7910180535 IE Insp Repts 50-324/79-23 fc 50-323/79-24 on 790716-20. No 
noncampliance notad. Major areas Inspec ted: 1 Icensee followup 
LERs, outstanding Items re comments on operating procedures Si 
electric relay problem. 

KELLOGG, P. J. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. RILEY, H, W. Region 2, Atlanta, Office of the 
Director, 79/08/30. 6pp. 


7910030216 Responds to IE Bulletin 79-15, “Deep Draft Pump 
Deficiencies. " No pumps of type described utlllxed at 
facility. 

FURR, B. J. Carolina Power b Light Co. 79/09/10. Ip. 


— 7910120233 "Supplemental Reload Licensing Submittal for Reload 2," 
Revision 1 re revised transient b GETAB analyses. 

ERVIN. A. M. , RABH.J, L. , BRUOGE, R. 0. General Electric Co., Nuclear 
Energy Product* Div, NEDO-24102A. 79/OB/31. 80pp. 


910260154 Discusses 770516 ltr In response to 770329 request for info 
■"t diesel generator alarm & control circuitry. Design Is 
jithin scope !t intent of Reg Guide 1.47 b acceptable. 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 79/10/15. 

2pp. 


10230542 Forwards commitment to meet requirements of NURE0-057B. 
Intends to meet requirements b schedules set forth in NRC 
790913 ltr. 

UTLEY, E.E. Cerollne Power b Light Co. 79/10/10. 10pp. 


7910250428 Discusses Mark 1 torus mod b util commitment to install 
vent header deflector b T-quencher on Unit 2 during 1900 
refueling outage b on Unit 1 during 1981 outage. 

UTLEY, E. E, Carolina Powar b Light Co. 79/10/18, 2pp. 


7910050457 Responds to IE Bulletin 79-16, "Vital Area Access Control. 
Personnel granted unescorted access to protected b vital 
access areas subjected to ecreening program. Access based on 
need in order to perform aaelgned work. 

FURR, B. J. Carolina Power b Light Co. 79/09/10. 2pp. 


7910020572 Forwards JE Circular 79-19, "Loose Locking Devices on 
Ingersoll-Rand Pump Impellere. " No action required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/09/13. ip. 


7910050191 Bubmita supplemental response to 15 Bulletin 79-Oi. Revi sion 
1 to rept on environ qualification of safety-related 
electrical equipment will be provided by 791031, instead of 
790914. Revision 2 will be available by 800110. 

FURR, B. J. Carolina Power & Light Co. 79/09/14. Ip. 


7910110229 Forwards JE Info Notice 79-22, "dual if lcat ion of Control 
Sys." No action required. 

O'REILLY, 0. P, Region 2, Atlanta, Office of the Director. 
79/09/14. Ip. 
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7910260414 Extend* safety-related print revision date from 790914 to 
1801 in response to IE lnsp Rept 50-324/79-08. 

BANHB.H.R. Carolina Power 6 Light Co. 79/09/14. Ip. 


7910040655 Responds to IE Bulletin 79-10. Mods of sound sys to be 
completed 120 days from receipt of cable for public address 
sys. 

FURR , B. J. Carolina Power tc Light Co. 79/09/17. 3pp. 


79103000B2 Forwards IE Info Notice 79-22, "Oua 1 1 f 1 cat 1 on of Control 
Sys," Meetinghouse 790030 Itr 8< Public Svc Electric & Oas 
Co 790910 ltr re potential unreviewed safety question. Action 
required within 20 day*. W/o end. 

DENTOMrH.R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 

7910090672 Responds to IE Bulletin 79-19 re packaging & disposal of low 
level radwaste. Procedures will be fallowed tt personnel will 
b e tra 1 ned by 791213. 

FURR.B.J. Carolina Power & Light Co. 79/09/21. 2pp. 


7910230361 Forwards NRC 790626 ltr re multiple equipment failures h 
surveillance testing errors, which was incorrectly 
d 1 etr ibuted. Also forwards IE lnsp Repts 50-295/79-13 & 
30-304/79-12. Action required. 

EIBENHUT, D. 0, Division of Operating Reactors, 79/09/21. 49pp. 


79100401A1 Forwards IE Info Notice 79-23, "Emergency Diesel Oenerator 
Lube Oil Coolers." No action required. 

0 ' REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/26. 2pp. 


7910100106 Ack receipt of 790906 ltr informing NRC of steps taken to 
correct violations noted in IE lnsp Repts 50-324/79-22 St 
30-323/79-22. 

LEWIS, R.C, Region 2, Atlanta, Reactor Construction t< Engineering 

Support Branch. 79/09/27. Ip. 


— 79101BQ112 Addresses UA Ruhlman concerns re operator testing on 
self-study topics ti revision of Training Instruction TI-200, 

App A. Training commitment will be completed by 791213. 

Operator* passed lecture series topical examinations. 

BANKS, H. R. Carolina Power U Light Co. 79/09/06. ip, 

9 

— -7910100122 Responds to NRC ltr re violations noted in IE lnsp Repts 
30-324/79-22 & 30-325/79-22. Correc t i ve ac t i one : r ev i e 1 on to 
Tl-200 written to provide guidance to training staff re 
operator retraining. 

BANKS. H. R. Carolina Power & Light Co. 79/00/06. 2pp. 


— 7910100120 Forwards IE lnsp Repts 50-324/79-22 6 30-323/79-22 on 
790607-00 S, notice of violation. 

LEWIBiR.C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/07/11. 2pp. 


— 7910180132 Notice of violation from insp on 790607-00. 

* Region 2, Atlanta, Reactor Operations Nuclear Support Branch. 

79/07/05. Ip. 


— 7910180137 IE Insp Repts 50-324/79-22 & 50-325/79-22 on 790607-08. 
Noncompl lance noted : fai lure to follow procedure Tt-200, 

Paragraph 7. b. 

KUHLMAN, W. A. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. JENKINS, H. Region 2, Atlanta, Office of the 
Director. 79/07/05. 0pp. 


7910190242 Forwards IE Bulletin 79-24, "Froien Lines." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170207 Forwards IE Info Notice 79-23, “Reactor Trips at Turkey 
Point Unit* 3 6 4," No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910170717 Forwards IE Info Notice 79-24. "Qverpressur i ration of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910110359 Responds to 790917 ltr re potential unreviewed question on 
interaction between nonsafety-grade & safety-grade sys, per 
IE Info Notice 79-22. Submi ts rept of re-evaluation of 
potential Impact of nonsafety sys on safety functions. 

UTt-EYiE.E. Carolina Power & Light Co, 79/10/04. 6pp. 


7910250360 Ack receipt of 791001 itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/79-27 St 
50-323/79-20. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/10/12. Ip. 


•7910250364 Responds to NRC 790904 ltr re violations noted in IE lnsp 
Rept* 30-324/79-27 6 30-325/79-20. Correc t lve actions: 
reviewed index of plant operating manual to ensure all 
procedures are reviewed by QA supervisor. 

BANKS, H. R. Carolina Power & Light Co. 79/10/01. 3pp. 


— 7910230369 Refers to NRC 790904 ltr forwarding IE Insp Repts 
30-324/79-27 t, 50-325/79-20 t< forwards replacement 
Pages 4-0. 

LEWIBiR.C. Region 2, Atlanta, Reactor Operations Nuclear 
Support Branch. 79/10/01. 6pp. 


7910250570 Forwards IE Insp Repts 50-324/79-27 It 30-323/79-20 on 
790006-09 It notices of violation t deviation. 

LEWIBiR.C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/09/04. 3pp. 


-7910230373 Notice of violation from insp on 790806-09. 

* Region 2, Atlanta, Office ef the Director. 79/09/04. ip. 


■7910230374 Notice of deviation from insp on 790B06-09. 

* Region 2, Atlanta, Office of the Director. 79/09/04. Ip. 


•7910230575 IE Insp Repts 50-324/79-27 *, 50-323/79-20 on 790006-09. 
Noncomp lienee noted: fai lure to review procedures. Deviation 
noted: failure to comply w/eammi tments made to NRC in 790314 
ltr. 

RUHLMAN, W. A. Region 2, Atlanta, Office of the Director. ■» 
Region 2, Atlanta, Reactor Operations Nuclear 8upport Branch. 
79/09/05. 9pp, 


R. Periodic operating reports It related correspondence 


7910120213 Forwards monthly operating rept for 8ept 1979. 
BANKS, Kt. R, Carolina Power {< Light Co. 79/10/09. Ip. 


--7910120240 Monthly operating rept for 8ept 1979. 

WILLIS, E. Carolina Power It Light Co. 79/10/01. 12pp. 


8. Reportable occurrences, LERs t, related correspondence 


7910090387 Forwards LEH 79-076/03L-0. 

BANKS, H, R. Carolina Power b Light Co. 79/10/01. ip. 


— 7910090397 LER 79-076/03L-0: on 790900, during reactor startup, rod 26-07 
had no position indication at notch 48. Rod tested Si no 
problem d 1 seemed. Work request issued to investigate 
problem, 

TOLL180N, A. C. Carolina Power 6 Light Co. 79/10/01. ip. 


7910100307 Forwards LEH 79-O60/O3L-O. 

BANK0, H. R. Carolina Power & Light Co. 79/10/03. Ip. 


— -7910100310 LER 79-068/03L-0: Dn 790910, downscale alarm for average power 
range monitor F activated at 37.. Average power range monitor 
B out of svc. Caused by instrument drift .6 detector open 
signal lead. Instrument recalibr. 

T0LLI8DN, A. C. Carolina Power & Light Co. 79/10/03. Ip. 


7910170211 Forwards LER 79-O05/O3L-O. 

BANKS, H. R. Carolina Power St Light Co, 79/10/09. Ip. 


—7910170216 LER 79-093/03L-0; on 790910, sup pres s i on cool we ter temp 
recorder on remote shutdown panel was inoperable. Caused by 
dirty relay fc poor electrical contact. Contacts cleaned Ii 
recorder returned to svc. 

TOLLIHON, A. C. Carolina Power St Light Co. 79/10/09. Ip, 


7910170222 Forward* LER 79-077/03L-0. 

BANKS, H. R. Carolina Power St Light Co. 79/10/09. Ip. 


—7910170227 LER 79-077/03L-0: on 790910, chloride intrusion monitor point 
4 not indicating as expected. Caused by defective 
conductivity cell. Cell was replaced, checked St returned to 
svc. 

TOLL I SON, A, C. Carolina Power & Light Co. 79/10/09. Ip. 


7910130545 Forward* LEH 79-O01/O3L-O. 

BANKS, H.fi. Carolina Power fc Light Co. 79/10/11. Ip. 



no 
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— 7910150530 LER 79-081 /03L-0: on 790926, both doors to reactor bldg 
brttieusy airlock could be opened < imultaneausly. Caused by 
loose door position solenoids preventing interlock feature 
from work in| . Lock mashers installed to ensure tightness. 

TOLL I BON. A. C. Carolina Power b Light Co. 79/10/11. Ip. 


7910050376 Requests addl info re end-of-cycle recirculation pump trip 
for Unit 2 & confirmation Df commitment to implement design 
■ n imh i niiniia inHiratiom as resolved 


for Unit 2 Ci confirmation or commitment to .. 

improvements in area of ambiguous indications as resolved 
by OE generic investigation. 

IPPOLITO. T. A. Operating Reactors Branch 3 (Pre 791030). 


70 / 09/17 


7910150354 Forwards LER 79-084/03L-0. 

BANK8.H. R. Carolina Power & Light Co. 79/10/li. ip. 


•—7910130560 LER 79-034/03L-0: Dn 790912. 1 /B-i nch diameter hole developed 
in nuclear svc water header on elbow between 29W- 103-30- 137 
b 28W-20-157. Caused by cement lining becoming detached from 
pipe. allowing corrosion to create hole. Pipe to be replaced. 

TOLL ISON. A. C. Carolina Power b Light Co. 79/10/11. ip. 


7910230500 Forwards LER 79-070/03L-0. 

BANKS. H.R. Carolina Power & Light Co. 79/10/16, lp. 


7910110235 Forwards NUREQ/CR-0727, "BWR Offgas Bys Evaluation." ByS 
provides reasonable assurance that potential for asternal 
offgas esptoslons is minimised. W/o end. 

0AHH1LL. U. P. Assistant Director for Operating Reactor Projects (Pre 
7910301. 79/00/22. 29pp. 


7910030760 Notifies of suspension of review work 
submittal until NRC acts on recommendations of 
Learned Task Qroup. 

GAMMILL. W. Assistant Director far Operating 
791030). 79/OB/27. 2pp. 


on dainerting 
TMI-2 Lessons 

Reactor Projects 


(Pre 


— 7910230353 LER 79-07D/03L-0: on 790926, rod drift alaTm annunciated for 
rod 22-31. Indication for position was no longer illuminated. 

Caused by problem in prototypic inlet piping probe located 
in drywel 1. 

TOLLISONi A. C. Carolina Power 6 Light Co. 79/10/16. lp. 


7910030609 Requests addl info re unlimited purging during power 
operation in areas of d ebr i s . r e 1 ea se of containment 
atmosphere & design of overr ide/bypass circuits for purge 
isolation valves. 

IPPOLITO. T. A. Operating Reactors Branch 3 (Pro 791030). 79/00/29. 

4pp. 


7910300305 Forwards LER 79-O06/O3L-O. 

BANKS. H. R. Carolina Power b Light Co. 79/10/25. lp. 


—7910300311 LER 79-O06/O3L-O: on 790930. while performing control rod 
operability cheek > control rod 26-07 lost both full out b 
notch 40 Indication when rod returned to full out position. 
Caused by problem £n PIP probe. Investigation requested. 

TOLL I60N» A. C. Carolina Power Sc Light Co. 79/10/25. lp. 


7910300313 Forwards LER 79-083/03L-0. 

BANKS, H.R. Carolina Power b Light Co. 79/10/25. ip. 


7910050340 Forwards list of plants requiring mlcrof ich ing 
date FSARs in Central Ft lee. Requests action as soon as 
passible. 

QHIMES.R K. Assistant Director for Systems Engineering 
791030). 79/09/10. 4pp. 


of up-to- 
(Pre 


7910030024 Advises that licensee has proposed annunciator sys hardware 
mods to enhance awareness of diesel generator status) in 
response to 770329 generic Itr sent to all 1 icensoes. Mods 
are ad eqoa te, r ev 1 ew completed & no action required. 

LAI NAS. 0. Plant Systems Branch (Pre 791030). 79/09/11. 2pp. 


—7910300327 LER 79-O03/O3L-O: on 791003.whi!e performing Instrument sys 
isolation valve cycling test, valves X59B, X61A It X74A 
failed. Caused by inoperable limit switch button. Parts 
readjusted V replaced. 

TOLLISON. A. C. Carolina Power Sc Light Co. 79/10/25. lp. 
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F. Security, medical, emergency !< fire protection plans 


9 

7910230124 Forwards background info for replication fire tests. Drawings 
of conduit *c tray arrangements it fire protection features 
will be forwarded 791010 

SYLVESTER. E. Plant Systems Branch (Pre 791030). 79/10/04. lp. 


7910180477 Forwards industrial security plan. Plan withheld (rof 
10CFR2. 7901. 

UTLEY. E. E. Carolina Power b Light Co. 79/10/16. lp. 


7910220317 Discusses NRC 791004 verbal authori latlon to revise design 
basis for fire protection of cables in diesel generator 
bldg & svc water bldg. Util it proceeding w/redosign of fire 
protection mods. 

UTLEY. E. E. Carolina Power b Light Co. 79/10/16. lp. 


H. Oentral corretp on dance 


7910010713 Responds to 790S05 itr to President Carter re radioactive 
tenon b krypton gases being released to a tmosphero. E»p lains 
that amount of radiation is. below allowable limits b 
discusses reel limits b temporary action re leaking valve. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/09/07. 4pp. 


— 7910010720 Forwards Harmony U/All Living Things 790005 Itr re cracked 
rod. Requests direct reply. 

SEAL. M. M- President of U3b Executive Offices. 79/OB/J4. 2pp. 


J. Insurance b indemnity information 


7910220233 Forwards executed Amend 10 to Indemnity Agreement B-71. 
BARHAM, C.D. Douglass b Barham. 79/10/17. 2pp. 


P. Operating license stage documents b correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
(aplementation of physical search requirements from 790001 
to 791101. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/00/10. 49pp. 


7910100044 Forwards evaluations requested 790905 of all plants 
previously using pipe stress analyses based on unacceptable 
algebraic summation techniques. A1 1 stresses within allowable 
1 lml t*. 

SCHWENCER.A. Operating Reactors Branch 1 (Pro 791030), 79/09/10, 

2pp. 


— 7910100100 Responds to 790424,0515.21.22.29 b 0604 ltrs reporting 
results of seismic reanaly si s of reactor coolant piping per 
IE Bulletin 79-07, Mods discussed on 790604 are required 
before resumption of operation. Code verification needed. 
IPP0HT0. T. A. Operating Reactors Branch 3 (Pro 791030). 
79/06/07. 2pp. 


— 7910100110 Safety evaluation re seismic reanalysis of reactor coolant 
piping per IE Bulletin 79-07. Requirements satisfactory subj 
to completion of mods discussed 790604. Must satisfy code 
verification requirements. 

* Office of Nuclear Reactor Regulation. 79/06/07. 3pp. 


7910290400 Requests registration as user of NL Industries NLI-1/2 
radioactive shipping cask. 

UTLEY. E. E. Carolina Power b Light Co. 79/09/19. Ip. 


7910180344 Forwards Amend 25 to License DPR-7 1 , saf o ty evaluation b 
notice uf issuance b availability. 

IPPOLITO. T. A. Operating Reactors Branch 3 (Pro 791030). 79/09/21. 

2pp. 


—7910100345 Amend 25 to License DPR-71. revising min critical power ratio 
for fuel bundle LJ0197. 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 

79/09/21. 4pp. 


7910100347 8afety evaluation supporting Amend 25 to License DPR-71. 
* Office of Nuclear Reactor Regulation. 79/09/21. 6pp. 


— 79101B034B Notice of issuance b availability of Amend 25 to License 
DPR-71. 

ROONEY, V. L. Operating Reactors Branch 3 (Pre 791030). 79/09/21. 

4pp. 


7910010289 Responds to NRC 790820 Itr re assigning priorities to 
licensing issues initiated by util. Issues include single 
loop operation, environ radiation rept, containment leak rate 
testing b plant raargani lati on. 

UTLEY, E. E. Carolina Power b Light Co, 79/09/24. 3pp. 


7910160145 Notification of 790926 meeting u/Mark I owners in Bethesda, 
MD to discuss pool suet 1 ing compressibi 1 1 ty effects b 
downcomer condensatln loads, 

CRIMES, C. I, Plant Systems Branch (Pre 791030), 79/09/24. lp. 
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7910170010 Discusses need for addl confirmatory Full scale tests to 
establish uncertainty in load magnitudes re condensation 
oscillation load definition procedures. Draft ltr to Mark J 
utils re test program end. 

GRIMES, D.K. Assistant Director for Systems Engineering (Pre 
7910301. 79/09/25. 4pp. 


7910010016 Responds to FOJA request for documents re transport routes 
For irradiated reactor fuel. Forwards requested info. Info 
partially withheld (ref FOIA Exemption 4). 

FELTON. J. M. Division of Rules and Records. 79/09/26. 4pp. 


—7910010066 Approves planned routes for shipment of irradiated reactor 
fue 1 . Forwards CR Hillman 790709 memo u/supp 1 omen ta 1 info. 

Info partially withheld (ref FOIA Exemption 4). 

MCCORKLE. Q. W. Physical Security Licensing Branch. 79/07/13. 

IP- 


—7910010077 Discusses supplemental info provided on 790705 re spent fuel 
sh Ipment. Info partially withheld (ref FOIA Exemption 41. ' 

HILLMAN. D. R. Physical Security Licensing Branch. 79/07/09. 

3pp. 


— 7910010096 Informs of intention ta continue irradiated reactor fuel 
shipments. Requests route approval. Info partially withheld 
Cr*f FOIA Exemption 41. 

UTLEY. E. E. Carolina Power & Light Co. 79/06/20. 3pp. 


7910170006 Discusses resolution of potential problem re Mark 1 
containment Identified in 790831 memo. Addl info re response 
characteristics of downcomer-ven t header sys shows 
sufficient structural fatigue margins ex is t. Evaluation end. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/09/26. 2pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging L venting during normal operati on. Requests 
commitment to implement valve qualification program within 
30 days, 

EIBENHUT, D. O. Division of Operating Reactors., 79/09/27. 3pp. 


7910260291 Discusses NRC 7B1128 ltr re generic concerns about 
containment purging 6 venting during normal operation. Three 
valve vendors have discovered possible defects. Forwards BNL 
guideline for demonstration of purge *< vent valve operation. 
EIBENHUT. D. 0. Division of Operating Reactors. 79/09/27. 4pp. 


7910260154 Discusses 770516 ltr in response to 770329 request for info 
r* diesel generator alarm !< control clrcui try . Design is 
within scope & intent of Reg Guide 1.47 t< acceptable. 

IPPQLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 79/10/15. 

2pp. 


7910230542 Forwards commitment to meet requirements of NUREQ-0578. 
Intends to meet requirements 6 schedules set forth in NRG 
790913 ltr. 

UTLEY. E. E. Carolina Power S. Light Co. 79/10/10. 10pp. 


7910250420 Discusses Mark I torus mod fc util commitment to Install 
vent header deflector !< T-quancher on Unit 2 during 1900 
refueling outage 6 on Unit 1 during 1991 outage, 

UTLEY, E.E. Carolina Fewer fc Light Co. 79/10/10. 2pp. 


7910250377 Forwards Offsite Dose CalculatlDnal Manual, in response to 
701113 request. 

UTLEY, E.E. Carolina Power «< Light Co. 79/10/22. Ip. 


— 7910290303 Offsite Dose Ca 1 c u 1 a t i ona 1 Manual. 

* Carolina Power fc Light Co. 79/10/22. 174pp. 


0. Inspection reports, IE Bulletins S, correspondence 


7910090020 Responds to 701109 ltr «< IE In«p Repts 50-324/70-25 U 
30-325/70-25, Operating Instruction 29 developed & 
impl emented, re identification t< isolation of plant leakage. 
Mode in progress to reduce radweste load. 

BANKS, H.R. Carolina Power fc Light Co. 79/06/01, 5pp. 


7910020147 Forward* summary of IE Insp Rept 50-325/79-23 on 790709-12. 
No rmneomp liarce noted.Insp rept details withheld 
(ref 10CFR2. 790). 

KERNA.W. B. Region 2, Atlanta, Office of the Director. 79/07/25. 
2pp. 


— 7910020150 IE Rept 50-325/79-23 on 790709-12. No noncomp ltance noted. 
Major areas inspected: matl control 6 accounting. Details 
withheld (raf 10CFR2. 790), 

HODOEB, J. Irl, > OILLEBPIE, F. P. Region 2, Atlanta, Office of the 

Director. 79/07/23. ip. 


7910040192 Forwards IE Insp Repts 50-324/79-26 t< 50-325/79-27 on 
790726-27. No none omp 1 ianc e noted. 

MURPHY, C. E. Region 2, Atlanta* Reactor Construction I, Engineering 

Support Branch. 79/0B/21. 2 pp. 


•7910040190 IE Insp Repts 50-324/79-26 & 50-325/79-27 on 790726-27. No 
noncomp 1 iance noted. Major areas inspec ted : concrete expansion 
anchor instal la t ion. 

MODENDS. L. Region 2, Atlanta, Office of the Director. HEHDT, A. 

Region 2 , Atlanta, Reactor Construction 6 Engineering Support 
Branch. 79/00/16. 3pp. 


791 004035B Ac k receipt of 790001 6 24 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-324/79-02 6 50-325/79-02. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear 9upport 

Branch. 79/00/31. Ip. 


•7910040369 Responds to NRC 790221 ltr re violations noted in IE Insp 
Repts 50-324/79-02 8, 50-325/79-02. Correc tive actions: 0 list 
parts have had QA hold tags attached until disposition 
determined. 

BANKS, H. R. Cerolina Power U Light Co. 79/0S/24. 5pp. 


-7910040370 Responds to NRC 790B21 ltr re violations noted in IE Insp 
Repts 50-324/79-02 i, 325/79-02. Corrective actions: change in 
plant mods for safety-relatod pr ints. Li s t lng end. 

BANKB,H.R. Carolina Power & Light Co. 79/OB/Ol. 2pp. 


79101B0532 Forwards IE Insp Repts 90-324/79-23 6 50-325/79-24 on 
790716-20. No noncompliance noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Bupport 
Branch. 79/00/31. 2pp. 


——7910180535 IE Insp Repts 90-324/79-23 6 50-325/79-24 on 790716-20. No 
none amp 1 1 anc e noted. Major areas inspec ted: 1 icensee followup 
LERs, outstand i ng items re comments on operating procedures 6 
electric relay problem. 

KELLDOO, P.J. Region 2, Atlanta, Reactor Operations Nuclear 

Bupport Branch. RILEY, H, W. Region 2, Atlanta, Office of tho 
Dir ec tor. 79/00/30. 6pp. 


7910030216 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies." No pumps of type described utiliied at 
facility. 

FURR.B.J. Carolina Power !< Light Co. 79/09/10. Ip. 


7910050497 Responds to IE Bulletin 79-16, "Vital Area Access Control." 
Personnel granted unescorted access to protected 6 vital 
access areas subjected to screening program. Access based on 
need in order to perform assigned work. 

FURR, B. J. Carolina Power 6 Light Co. 79/09/10. 2pp, 


7910020972 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers." No action required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/13. Ip. 


7910090191 Submits supplemental response to IE Bulletin 79-01. Revision 
1 to rept on environ qualification of safety-related 
electrical equipment will be provided by 791031, instead of 
790914. Revision 2 will be available by 0OO11B. 

FURR, B. J. Carolina Power t, Light Co. 79/09/14. Ip. 


79101 10229 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys. 11 No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/14. Ip. 


7910260414 Extends safety-related print revision date from 790914 to 
1201 in response to IE Insp Rept 90-324/79-02. 

BANKS, H.R. Carolina Powbp J, Light Co. 79/09/14. Ip. 


7910040655 Responds to IE Bulletin 79-1B. Mods of sound sys to be 
completed 120 days from receipt of cable for public address 
sys. 

FURR.B.J. Carolina Power t. Light Co. 79/09/17, 3pp. 


7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys, " Uastinghouse 790830 ltr & Public Bvc Electric t, Oas 
Co 790910 ltr re potential unravieued safety question. Action 
required within 20 days.U/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 48pp. 


7910090672 Respond* to IE Bulletin 79-19 re packaging (, disposal of low 
level radwaite. Procedures will be fallowed t, personnel will 
be trained by 791215. 

FURR.B.J. Carolina Pow.r 6 Light Co. 79/09/21. 2pp. 
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791033056 1 Forwards NRC 790626 Itr rs multiple equipment failures 6 
surveillance testing errors. which was incorrectly 
distributed. Also forwards IE Insp Repts 50-295/79-13 6 
50-304/79-12. Action required. 

EISENHUT.D 0. Division of Operating Reactors. 79/09/21 49pp. 


— 79102S0573 Notice of violation from 
* Region 2. Atlanta, Office of 


insp on 790806-09. 
the Director. 79/09/04. 


ip. 


--7910250574 Notice of deviation from 
• Region 2i Atlanta, Office of 


insp on 790806-09. 

the Director. 79/09/04. 


7910040161 Forwards IE Info Notice 79-23, “Emergency Diesel Qenerator 
Lube Oil Coolers." No action required 

□ 'REILLV, J. P. Region 2, Atlanta. Office of the Director. 

79/09/26. 2pp. 


7910180106 Act receipt of 790906 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/79-22 6 
30-325/79-22. 

LEUlSrR.C. Region 2, Atlanta. Reactor Construction ti Engineering 

Support Branch. 79/09/27. 1 p . 


— 7910250575 IE Insp Repts 50-324/79-27 & 50-325/79-28 on 790806-09. 
Noncompliance noted: fai lure to review procedures. Deviation 
noted : fa i 1 uro to comply ui/c ommi fcments made to NRC in 790314 
Itr. 

RUHLMAN.U.A. Region 2, Atlanta, Office of tho Director. * 
Region 2, Atlanta, Reactor Operations Nuclear Support Branch. 
79/09/05. 9pp. 


R. Periodic operating reports & related correspondence 


-7910160112 Addresses UA Ruhlman concerns re operator testing on 
self-study topics 6 revision of Training Instruction TI-200, 
App A. training commitment will be completed by 791213 
Operators passed lecture series topical examinations. 

BANKS, H.R. Carolina Power t. Light Co. 79/09/06. ip. 


7910120213 Forwards monthly operating rept for SBpt 1979. 
□ANKS.H.R. Carolina Power 6 Light Co. 79/10/09. Ip. 


— 7910120240 Monthly operating rept for Sept 1979. 

HILLIS.E. Carolina Power 6 Light Co. 79/10/01. 12pp 


— 7910160122 Responds to NRC Itr re violations noted in IE Insp Repts 
50-324/79-22 & 50-325/79-22. Correc t i ve ac t i ons : revi s i on to 
TI-200 written to provide guidance to training staff re 
operator retraining. 

BANKS, H.R. Carolina Power 6 Light Co. 79/08/06. 2pp. 


— 7910180128 Forwards IE Insp Repts 50-324/79-22 t, 50-325/79-22 on 
790607-oa h notice of violation. 

LEWIS, R. C. Region 2, Atlanta, ReactoT Operations Nuclear 

Support Branch. 79/07/11. 2pp 


— 79101B0132 Notice of violation from insp on 790607-08, 

* Region 2, Atlanta, Reactor Operations Nuclear Support Branch. 
79/07/05. Ip. 


— 7910180137 IE Insp Repts 50-324/79-22 ?< 50-325/79-22 on 790607-08. 
Noncompliance noted: fai lure to follow procedure TI-200, 

Paragraph 7. b. 

KUHLMAN, W. A. Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch. JENKINS, H. Region 2, Atlanta, Office of the 
Director. 79/07/05. Bpp. 


7910190242 Forwards IE Bulletin 79-24, "Froxen Lines. " Action 
required 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170207 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 6 4." No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office nf the Director 
79/10/01. 2pp. 


7910170717 Forwards IE Info Notice 79-24, "Overpressur i i at i on of 
Containment of PWR Plant After Main Steam Cine Break. “ No 
action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910110358 Responds to 790917 Itr re potential unreviewed question on 
interaction between nonsafety-grade 6 safety-grade sys,per 
IE Info Notice 79-22. Submits rept of re-e va 1 ua t i on of 
potential impact of nonsafety sys on safety functions 
UTLEY, E. E. Carolina Power 6 Light Co. 79/10/04. 6pp. 


7910250560 Ac k receipt nf 791001 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-324/79-27 6 
50-325/79-20. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/10/12. ip. 


— 7910250564 Responds to NRC 790904 Itr re violations noted in IE Insp 
Repts 50—324/79—27 6 50— 323/79— 28. Correc t ive actions: 
reviewed index of plant operating manual to ensure all 
procedures are reviewed by QA supervisor, 

BANKS, H.R. Carolina Power & Light Co. 79/10/01. 3pp. 


— 7910250569 Refers to NRC 790904 Itr forwarding IE Insp Repts 
50-324/79-27 6 50-325/79-28 6 forwards replacement 
Pages 4-0. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear 
Support Branch. 79/10/01. 6pp. 


— 7910290370 Forwards IE Insp Repts 50-324/79-27 6 50-325/79-20 on 
790806-09 8, notices of violation 6 deviation. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear 
8upport Branch. 79/09/04. 3pp. 


S. Reportable occurrences, LERs 6 related correspondence 


7910100358 Forwards Supplementary LER 79-043/03X-1 , 

BANKS, H. R. Carolina Power 6 Light Co. 79/09/28. Ip. 


— 7910100370 Supplementary LER 79-043/03X- 1 : on 790609, c ontro 1 rod 18-23 
had no indication at notch 30. Caused by defective rond 
switch. Switch replaced. May bo generic problem. 

TOLL ISDN, A. C. Carolina Power 6 Light Co, 79/09/20. 1 p . 


7910100397 Forwards s upp 1 ementar y LER 79-052/03X-1. 
BAND, H.R. Carolina Power «< Light Co. 79/09/2B. Ip 


— 7910100404 Supplementary LER 79-032 03X-l:on 790728, rod 26-13 had no 
position indication at notch 3B 6 rod 18-23 hod no position 
indication at notch 30. Caused by defective reed switches. 

Switches r eplaced. Prob loms may be generic. 

TOLLISQN, A. C. Carolina Power !< Light Co, 79/09/20. Ip. 


7910090363 Forwards LER 79-090/03L-0. 

BANKS, H.R. Carolina Power & Light Co. 79/10/01. Ip. 


— 7910090371 LER 79-Q50/03L-0: on 790904 , dur 1 ng normal op erat 1 on, dr y wo 1 1 
oxygen/hydrogen monitor CAC-1263 was observed making step 
increase. Cause unknown. I n s tr upon t recallbr & roturnod to sve 
satisfactorily. 

TQLL160N, A. C. Carolina Power t< Light Co. 79/10/01. Ip, 


7910090375 Forwards LER 79-064/03L-0. 

BANKS, H. R. Carolina Power 6 Light Co. 79/10/01. Ip. 


— 7910090383 LER 79-064/03L-0: on 770908, wh 1 1 o performing control rod 
operability c hec k , re d 02-35 had no position indication at 
notch 46 when driven in. Cause not found. All rods will bo 
monitored during operation 6 rod moving penetrant tests. 

TOLLISQN, A C. Carolina Power ?< Light Co. 79/10/01. Ip. 


7910100279 Forwards LER 79-03B/03L-0. 

D ANK8, H. R. Carolina Power It Light Co. 79/10/02. Ip. 


■7910100286 LER 79-Q3S/03L-0: on 790905, no indication of valve position 
for E41-F006, HPC I injection valve or at local motor control 
ctr, Caused by blown control power fuse 1, shorted relay coll. 

Fuse It relay coll replaced. 

TOLLIBON, A. C. Carolina Power 6 Light Co. 79/10/02. Ip. 


7910100427 Forwards LER 79-060/03L-0, 

BANKS, H. R. Carolina Power t. Light Co. 79/10/02, lp. 


--7910100433 LER 79-060/03L-0: on 790916, d 1 f foren t la 1 pressure transmlfcte 
failed to respond to test signal . Caused by transmitter 
capsule fai lure. New transmitter ordered. 

TOLLISQN, A. C, Carolina Power ft Light Co. 7.9/10/02, Ip. 


7910100316 LER 79 070/03L-0; on 790921, potential inaccuracy in reactor 
vessel water level Instrumentation noted, fol lowing racelpt 
of GE Svc Info Ltr 299, Plant mods written to raise 
initiation setpoints 6 operating manual revised, 

TOLLISQN, A. C. Carolina Power 6 Light Co. 79/10/03. 2 pp. 


7910100329 Forwards LER 79-067/03L-0. 

BANKS, H. R, Carolina Power & Light Co, 79/10/03. Ip. 
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— 7910100340 LER 79-067/03L-0: on 790916, rod 36-15 had no position 
indication at notches 30,31.34 U 35. Caused by problem in 
prototypic inlet piping probe located in dr y we 1 1. Work 
request submitted to investigate problem. 

TOLLISDN, A. C. Carolina Power & Light Co. 79/10/03. Ip. 


7910100531 Forwards LER 79-061/03L-0. 

BANKS. H. R, Carolina Power it Light Co. 79/10/03. Ip. 


— 7910100334 LER 79-061 /03L-0: on 79091 7, var i ous snubbers on safety- 
related sys found inoperable. Caused by low fluid level J, 
loose pipe clamps leading to snubber c 1 ippago. Snubbers 
positioned per plant drawings !< tightened. 

TDLLI60N, A. C. Carolina Power it Light Co. 79/10/03. Ip. 


7910U029B Forwards LER 79-075/03L-0. 

BANKS, H.R. Carolina Power & Light Co. 79/10/09. Ip. 


— 7910110344 LER 79-079/03L-0: on 7909 1 4, snub b er IPS-3554 on steam sample 
line found slipped on pipe. Cause not stated. Snubber 
positioned correctly on pipe t, tightened. 

TOLL ISON, A. C. Carolina Power t< Light Co. 79/10/09. tp. 


7910110336 Forwards LER 79-060/01 T-0. 

BANKS, H. R. Carolina Power & Light Co. 79/10/09. Ip 


— 7910U0338 LER 79-060/01 T-0: on 790927, cab 1 es for HPC 1 inboard isolation 
valve Q41-F002 discovered in sections of cable tray 
w/au tomat ic depressurliation sys cables. Cause not stated. 

Mods being prepared. 

TOLLfSON, A..C. Carolina Power & Light Co. 79/10/09. 2pp 


7910170200 Forwards LER 79-066/03L-0. 

BANKS, H. R. Carolina Power It Light Co. 79/10/09. Ip. 


— 7910170272 LER 79-066/03L-0: on 790917, while securing lino up for 
pur g i ng dry we 1 1, valve CAC-V10 would not shut. Caused by 
dirty solenoid valve for CAC-V1Q s ti ck ing. Valve was cleaned, 
tested S, returned to ivt satisfactorily. 

TOLL I SON. A. C. Carolina Power S, Light Co. 79/10/09. Ip. 

7910150528 Forwards LER 79-065/03L-0. 

BANKS, H. R. Carolina Power It Light Co. 79/10/11. Ip. 


— 7910150534 LER 79-065/03L-0: on 790916, HPCI turbine tripped ?< could 
not be reset. Caused by HPCI pump suction pressure hi-low 
trip out of calibr in trip d lrec t ion. Ins trument recallbr & 

HPCI sys returned to normal. 

TOLL 1 SON, A. C. Carolina Power t, Light Co. 79/10/11. ip. 


7910310396 Forwards LER 79-076/03L-0. 

HANKS, H. R. Carolina Power J< Light Co. 79/10/23. Ip. 


—7910310402 LER 79-076/03L-0: on 791002, valve Ell-FOtSB failed to open. 
Caused by contacts sticking in relay R! in position 
model a tor, resulting in constant close signal. Relay freed {< 
replacement ordered. 

TOLL 1 SON, A. C. Carolina Power t Light Co. 79/10/23. Ip. 


7910310409 Forwards LER 79-Q72/03L-0. 

BANKS, H. R. Carolina Power it Light Co. 79/10/23. Ip. 


— 7910310414 LER 79-072/031.-0: on 791003, main steam line high radiation 
Instrument D12-RM-K603A intermittently sp i kod. Caused by 
loose condition of voltage cab le, resul ting in poor contact. 
Connector removed it cleaned. 

T0LL1BQN, A. C. Carolina Power t. Light Co. 79/10/23. Ip. 


7910300281 Forwards LER 79-077/03L-0. 

BANKS, H. R. Carolina Power it Light Co. 79/10/23. ip. 


-7910300203 LER 79-077/03L-0: on 791004, while performing cycling toot, 
valve X60D lost indicati on, valve XB2A switch would not 
operate & valves X243 F 6 . X244 E had dual ind icat ion. Caused 
by defective switches it air tubing leaks. 

TOLH0QN, A. C. Carolina Power tc Light Co. 79/10/25. Ip, 


7910300335 Forwards LER 79-073/03L-0. 

8 ANKSi H, R, Carolina Power it Light Co. 79/10/25. Ip. 


—7910300354 LER 79-073/03L-0: on 790930, whiln performing control rod 
operabilitu check, control rod 34-43 had no indication at 
notch 47. Caused by problem located in prototypic inlet 
piping. Engineering work request written. 

T0LU80N, A. C. Carolina Power it Light Co. 79/10/25. ip. 


7910310373 Forwards LER 79-069/03L-0. 

BANKS, H. R. Carolina Power U Light Co. 79/10/25. Ip. 


— 7910310380 LER 79-069/03L-0: on 790926, roac tor cure isolation cooling 
turbine trip alarm annunciated. Caused by tripping of 
local mechanical trip as result of employee dropping 
something on latch. Covers being installed. 

TOLLISON. A. C. Carolina Power J< Light Co. 79/10/23. Ip. 


7910310305 Forwards LER 79-057/03L-0. 

BANKS, H. R. Carolina Power & Light Co. 79/10/25. Ip. 


— 7910310391 LER 79-057/03L-0: on 790926, c onta i nment atmospheric monitor 
found orrat ic. Cause unknown. Instrument calibr 8 , returned to 
svc. Investigation underway to determine best replacement 
sys. 

TOLLISON, A. C. Consumers Power Co. 79/10/25. Ip. 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 


7910190232 Forwards requos ts by Reactor Sys Branch for addl info. 
Including scale model testing, increased bypass flaw, 
sensitivity studies, core inlet temp, gap pressure reduction, 
cold log accumulator, leak tests & crane wall penetrations. 
RUDENBTEIN, L. Light Water Reactors Branch 4, 79/00/21. 7pp 


7910250371 Rept re sound surveys conducted near site on 790901 U 
estimates of sound generated by major noise sources at 
p lant. 

* Tennossee Valley Authority. 79/09/01, Hpp. 


7910010550 Notifies that HB Clayton will replace RJ McDermott as 
alternate on ASME Subcommittee on Performance Testing. 
MINDQUEiR.B. Office of Standards Development. 79/09/05. Ip. 


7910020790 Forwards requests for info on guide thimble tube wear in 
Westinghouse fuel asaembl 1 es. Requests response by 790920. 

Requests also sent directly to Westinghouse. 

RUDENBTEIN, L. 8 . Light Water Reactors Branch 4. 79/09/14. Gpp. 


7910250351 Discusses review of Section XI program of ASME Boiler 1< 
Pressure Vessel Code. Util must institute third party insp 
sys. Even as federal agency, TVA Is not exempt from 
10CFR50. 55a (g ) (4) requirements. 

RUDENBTEIN, L 8 . Light Water Reactors Branch 4. 79/09/21. 2pp. 


7910310103 Requires that TVA institute third party insp svc for review 
□ f Section XI program of ASME Boiler ?< Pressure Vessel Code, 

TVA is not exempt from requirements of 10CFRS0. S5a(g H4) re 
qualification of inspectors it insp agencies. 

RUDENBTEIN, L. 8 . Light Water Reactors Branch 4. 79/09/21. 2pp. 


7910160131 Forwards request for addl info re facility containment 
pressures. Adequate response needed by 791012. 

RUBENBTEIN. L. S, Light Water Reactors Branch 4. 79/09/27. 3pp. 


7910050211 Forwards Info re util compliance w/IEEE-279 for RCS pressure 
control Interlocks during low temp operation, in response to 
NRC 790910 te 1 con request. FSAR to be revised by 791012. 

Twelve oversixe drawings available in Central Files only. 

MILLB, L. H. Tennessee Valley Authority. 79/10/01. 16pp. 


7910050251 Responds to 790914 request for info re passible guide 
thimble tube wear in Westinghouse assemb 1 i es. Forwards list 
of refs involving communication re absence of guide thimble 
wear in fuel assemblies, 

MILLS, L. M. Tennessee Valley Authority. 79/10/01. 2pp. 


7910160357 Notification of 791015-16 site visit S, public meeting w/TVA 
to discuss emergency preparedness plans for facility. 

8 TAHLE 1 C. Light Water Reactors Branch 4. 79/10/01. 2pp. 


7910100371 Forwards responses to Reactor 8 ys Branch questions re LOCA. 
Responses will be Incorporated in FBAR via Amend 62. 

MILLS, L. M. Tennessee Valley Authority. 79/10/02. 2Bpp, 


7910180572 Confirms discussions w/util re 791010 site visit by NRC 
task force team on emergency preparedness it subsequent 
meeting on 791011 to discuss emergency preparedness plans. 
RUBENBTEIN, L. 0 Light Water Reactors Branch 4. 79/10/02, 2pp. 


7910170163 Forwards description of secondary water chemistry control 
program, in response to 790001 request. 

MILLS, L, M. Tennessee Vqlley Authority. 79/10/10. Bpp. 



174 


DOCKETED ITEMS 


7910170263 Forwards util response to ACRS rec ommendat i ons in 790516 
Interim Repts J l 3 re TMI-2 natural c i rc u la t i on. core exit 
til ermacoup 1 e s , c on ta i nmen t radioactivity levels 8, reactor 
safety research. 

MILLS. L.M Tennessee Valley Authority. 79/10/12. 29pp. 


79102303S0 Responds to NRC 790927 ltr re followup actions resulting 
from NRC review of TM1. Implementation of requirements in 
Ends 6.7 k S addressed in radiological emergency plan 8< 
util 790907 ltr. 

MILLS. L. M. Tennessee Valley Authority. 79/10/10. ip. 


7910170279 Responds to NRC 790921 ltr re position that facility could 
not provide independent review of ASME Boiler k Pressure 
Vessel Code Section XI program. Will use third party for 
future insp programs. 

MILLS. L.M, Tennessee Valley Authority. 79/10/12. Ip. 


7910170367 Forwards revised response to 790924 request re detection of 
bOTon dilution event during reactor shutdown. Response 
includes time interval of operator check after shutdown 8. 
maint time of high flux alarm. 

MILLS, L. M. Tennessee Valley Authority. 79/10/12. 2pp 


7910170389 Responds to NRC 790921 ltr re check valve leak testing. ECCS 
check valves performing essential pressure isolation 
function will be classified as ASME Section XI Info to be 
included in FSAR Amend 62. 

MILLS, L.M Tennessee Valley Authority. 79/10/12. Bpp. 


7910260159 Forwards Revision 4 to TVA response to Auxiliary Sys Branch 
fire protection review questions, in response to NRC 700901 
request. Includes 23 oversiie drawings. 

MILLS, L. M. Tennessee Valley Authority. 79/10/23. 116pp. 


7910300131 Forwards revised contingency plans for Boquoyah, Watts Bar U 
Bellefonte. Plans withheld (ref 10CFR2. 790) , Hevi sed 
contingency plan for Browns Ferry submitted on 791010. 

MILLS, L, M. Tennessee Valley Authority 79/10/24, Ip, 


J. Insurance S< indemnity information 


7910170072 Amend 4 to Indemnity Agreement B-02 replacing SNM license 
numbers. 

8ALTZMAN, J Antitrust it Indemnity Qroup. 79/10/02. Ip. 


7910290363 Rep t re transmission lines constructed to connect facility 
switchyard to util transmission sys. 

* Tennessee Valley Authority. 79/10/12. 4pp. 


7910170264 Advises that current expected fuel loading fnr Unit 1 will 
be on 791115 due to revision in scheduled completion date. 

MILLS, L.M. Tennessee Valley Authority. 79/10/15. Ip. 


7910260115 Forwards request for info re ice c ond enser/up p er head 
Injection, Info available to operator during severe transient 
S< info on advantages 8, disadvantages of filtered Sc vented 
containment. Info required for ACR8 meeting in Nov 1979. 

RUBENSTEIN, L. S. Light Water Reactors Branch 4. 79/10/16. 3pp. 


G. Inspection reports, IE Bulletins Sc correspondence 


7910150631 Discusses 790710 meeting w/util In Knoxville, TN re 
activities authorized for all TVA facilities under const, 

MURPHY, C. E, Region 2, Atlanta. Reactor Construction 8c Engineoring 

Support Branch 79/00/02. 2pp 


—7910150640 Summary of IE mgt meeting w/util re all TVA facilities under 
const. Major areas d 1 scus sed : i nsp ?< enforcement, changes in 
insp policy, GA/QC organization effoc t i voness. 

GOUGE, M. J. , SWAN, U. B. Region 2, Atlanta, Office of the Director. 

CANTRELL, F. S. Region 3, Atlanta, Reactor Construction 8c 

Engineering Support Branch. 79/OB/Ol. 3pp. 


7910240484 Responds to HO Parris 790917 request that util develop 
emergency operating instructions 8< training for operators 
re ATWB event . Forward s draft revision to abnormal operating 
instruction for reactor trip. 

MILLS, L. M. Tennessee Valley Authority. 79/10/17. 10pp. 


7910250401 Requests exemption from hydrostatic testing outlined in 
Summer 1978 addenda to ASME Section XI, Pressure Test 
Exemp t i ons, 1 n ref to deformed pressurlzer relief pipe 
reported to IE. 

MILLS, L. M. Tennessee Valley Authority. 79/10/IB, ip. 


7910020200 Forwards IE Insp Rept 50-327/79-39 on 790723-27. No 
noncomp liance noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/08/07. 2pp. 


“ ^ -- r r - ,-,v,cj-e,. ITO nuncomp 1 lane e 

noted Major areas inspected: comparison nf as- built condition 
to FSAR description 8, review of security 8c health physics 
training program. 

' MQDN ' B.T. Region 2, Atlanta. Office of the Director. 

BURNETT, P. T. Region 2, Atlanta, Roactor Operations Nucluar 

Support Branch. 79/00/06. 4pp. 


7910260313 Forwards response to 790821 question re containment sump 
penetrations. Insp of installed seals 8< hydrostatic tests 
will be completed 8, documented before startup. Ltrs dtd 
791002,12 &, 19 constitute complete response. 

MILLS, L. M. Tennessee Valley Authority. 79/10/19. 2pp 


7910040468 Forwards IE Insp Ropt 50-327/79-42 on 790705-27 No 
noncomp liance noted. 

LEWIS, R- c Region 2, Atlanta, Reactor Operations Nucloar Support 

Branch, 79/00/24. 2pp. 


7910260272 Forwards Revision 6 to preservice baseline insp 8, insorvico 
program, incorporati ng insp procedures re flaw indication 
found in Unit 1 reactor vessel closure head weld 
MILLS, L. M. Tennessee Valley Authority. 79/10/22. Ip. 

^Revision g r * servlce bas *line inspection 8, inservice insp program, 
79/09/12* D 3 pp ELS ‘ H-H ' CANTRELL, C.E. Tennessee Valley Authority. 

7910290270 Forwards "Preliminary Results of Sequoyah-1 Internals 
vibration Measurement Program " Enel withheld 
(ref 10CFR2. 790). 

MILLS, L. M. Tennessee Valley Authority. 79/10/23. Ip. 

79 t^cnn°,wrV ardS ”> nf ‘rmatory info on natural c ircula t ion, per 790925 
telcon w/C Graves, Reactor Sys Branch reviewer. 

MILLB,L.M. Tennessee Valley Authority. 79/10/23. 3pp. 

F ;.-8« ur ity, medical, emergency 8< fire protection plans 

MILLS. L. M. Tennessee Valley Authority. 79/10/12. Ip. 

79 MIlVq 1 . S3 M F<>r T ardS ^evi 1 * e<, P a 9 es io radiological emergency plan 
MILLS, L. M. Tennessee Valley Authority. 79/10/15. Ip. 

—7910170186 Revised pages to radiological pmergentg plan. 

« Tennessee Valley Authority. 79/08/24. 120pp. 






' ' r fwfwij- er. inu noncqmi 

noted. Major areas in&pec tod: c onst {Jpficirn ct# r o p fc, u t oracj o 
of SNMzfiro prevention fc plant tour, 

Region 2, Atlanta, Office of the Director. 

DANCE# JH. C, Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 77/08/22, 6pp. 

79 i°-n°??i Bulletin 79-14. "Seismic Analysio for 

As Built Safety-Related Piping Sys," All safety-related 
piping is installed so piping analyses will correspond to 
actual piping configuration 

MILLS, L, M. Tennessee Valley Authority. 79/09/07. 2pp. 

7910230015 Forwards IE Insp Rept 50-327/79-44 on 790820-24 Nq 
noncomp liance noted. 

Branch"' C 79/09/07 Di °2pp.' AUa " ta ' nei,ctor ^ration* Nucloar Support 

”~ 79 not 3 H°i 7 IE In#P R ? pk 9 °- 327/ ^-44 on 790820-24.No noncompliance 
noted. Major areas inspected: comp leted preoperali onal tost 
packages, inspector followup i terns, a tar tup toot procedures 8, 
p lan t status. 

DONAT, T. J. , DANCE, H. C. Region 2, Atlanta, Office of the 
D rector^ BURNETT, P. T. R eg i on 2, At lanta, Reac tor Op era t i on s 

Nuclear Support Branch. 79/09/07. 7pp, V 

79 fiocl°slt u “ r g:n 5 f 'u f lrc °?, a :, 79 - ,a ' " Pr °f’ el - Intonation of Target 
Relief Valves. No action required. 

79/07/ia J 3pp R * 9lon AfcUnta ' Office af the Director. 

7 ‘ ? Denciencies“ ,, " , ' d5 rBSP ° nB0 t0 IE 7 ’-lS. "Deep Draft Pump 

MILLS, L, M. Tennessee Valley Authority. 79/09/10. 7pp. 
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7910030667 Responds to IE Bulletin 79-16, "Vital Area Access Control." 
Details withheld (ref 10CFR2.790), 

MILLS, L M Tennessee Valley Authority. 79/09/10. Ip. 


7910020593 Forwards IE Circular 79-19, "Loose Locking Devices on 
Inger sol I-Rond Pump Impellers." No action required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/09/13. Ip. 


7910010378 Submits second interim rept re reactor vessel insulation. 
Util is reviewing Westinghouse response to problem. 

MILLS, L. M. Tennessee Valley Authority. 79/00/31. ip. 


7910190544 Forwards final deficiency rept re failure of Barton narrow 
range steam generator level transmitter to meet acceptance 
criteria for accuracy. 

MILLS. L. M Tennessee Valley Authority. 79/09/21. ip. 


7909280154 Forwards IE Notice 79-21, "Transportation & Commercial 
Burial of Radioactive Matl. " No action required. 

O'REILLY, 0. P. Region 2, Atlanta, Office of the Director. 

79/09/14. Ip. 

7910110270 Forwards IE Info Notice 79-22, "Oual i f icat i on of Control 
Sys, " No action required. 

O'REILLY, J. P- Region 2, Atlanta, Office of the Director 

79/09/14. lp. 


—7910150553 Final deficiency rept re failure of Barton narrow range 
steam generator level transmitter to meet acceptance 
criteria for accuracy. Transmitters returned to Barton Co to 
be checked S< modified within specs. 

* Tennessee Valley Authority. 79/09/21. 2pp. 


7910020502 Forwards final deficiency rept re tensile anchor capacities 
found to be Iowbt than design al lowab les, ini t ial 1 y reported 
790212. W/o enc 1. 

MILLS, L. M Tennessee Valley Authority. 79/09/26. lp 


7910040209 Responds to IE Bulletin 79-13, Revl s i on 1. Requested info re 
feeduiateT pipe cracking will be supplied by 790921. 

MILLS. L. H. Tennessee Valley Authority. 79/09/19. lp. 


7910100056 Forwards final response to IE Bulletin 79-15, "Deep Draft 
Pump Do f i c tunc les. " Summary of startup, testing *, maint, 
operational problems J, major repair efforts end. 

MILLS, L-M. Tennessee Valley Authority. 79/09/24. 5pp, 


7910220156 Responds to IE Bulletin 79-13, Rovi sion 1, 
Feedwater Sys Piping." Forwards discussion of insp 
schedule. 

MILLS, L. M, Tennessee Valley Authority. 79/09/25. 


"Crack ing in 
status & 

5pp 


1910040185 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers." No action required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/26. 2pp. 


7910190273 Forwards IE Bulletin 79-24, "Froien Linos," Action 
requ i red. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director, 
79/09/27. 2pp. 


7910190050 Ack receipt of 790921 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Ropts 50-327/79-43 
5 50-328/79-24. 

MURPHY, C.E. Region 2. Atlanta, Reactor Construction & Engineering 

Support Branch. 79/09/20. ip- 


7910040204 Forwards first interim deficiency rept re sucessive output 
fluctuations of Foxboro instrumentation. Initially reported 
on 79D02O. 

MILLS, L M. Tennessee Valley Authority. 79/09/26. lp, 


■7910040289 First interim deficiency rept re excessive output 
fluctuations of Foxboro i ns trumanta t i on. Correc t i ve action 
may involve mod to instruments to comply w/specs.Next rept 
will be submitted before fuel loading in Unit 1. 

» Tennessee Valley Authority. 79/09/26. lp. 


7910040294 Forwards first interim deficiency rept re diesel generator 
fluid Telay coil K1 fal lures, tnl tial ly reported on 790827. 

MILLS, L. M. Tennessee Valley Authority 79/09/26. lp. 


— 7910040300 First Interim deficiency rept re diesel generator field 
relay coil K1 f a i 1 utcs , Co 1 1 s replaced & generators returned 
to svc.Addi corrective actions will be detailed in 
subsequent deficiency rept. 

a Tennessee Valley Authority. 79/09/26. Ip 


7910150518 Forwards final deficiency rept re steam generator water 
level ref column error. 

MILLS, L. M. Tennessee Valley Authority. 79/09/27. lp. 


— 7910150524 Final deficiency rept re steam generator water level 
rof column error. Caused by design oversight. Low-low water 
level setpoint will be adjustod before Unit 1 fuel loading 
* Tennessee Valley Authority. NRC, 79/09/27. IP. 


--7910190095 Forwards response to violations noted in IE Insp Repls 
30-327/79-43 t< 50-328/79-24. Corn cc 1 1 ve ac t i on s : we 1 d er , 
foreman will be reinstructed i, wold record review process 
revised. 

MILLS, L. M. Tennessee Valley Authority 79/09/21. Ppp. 


7910100336 Third Interim deficiency rept re reactor vessel insulation. 
Westinghouse investigated problem !, provided response to 
TVA. Will submit next rept before fuel loading. 

MILLS, L, M Tennessee Valley Authority. 79/09/20, lp. 


— 791019005B Forwards IE Insp Repts 50-327/79-43 & 50-320/79-24 on 
790013-16 & notice of violation. 

MURPHY, C.E, Region 2, Atlanta, Reactor Construction S< 

Eng ineering Bupport Branch. 79/09/04. 2pp , 


— 7910190061 Notice of violation from insp on 790B13-16, 

* Region 2, Atlanta, Reactor Construction t, Engineering Support 

Branch 79/00/31 . lp. 


7910190435 Third interim deficiency rept re reactor vessel insulation. 
Westinghouse has investigated problem 6 provided response to 
util. Next rept will bo submitted before fuel load. 

MILLS, L. M. Tennessee Valley Authority. 79/09/28. lp. • 


7910150559 Forwards final deficiency rept re diesel generator 
turbocharger lubrication, reported on 790621. 

MILLS, L. M. Tennessee Valley Authority. 79/10/04. lp. 


— 7910190063 IE Insp Repts 30-327/79-43 8, 50-328/79-24 on 790813-16. 
Noncompl lance noted: Inadequate welder qualification, 

CANTRELL, F. S. Region 2, Atlanta, Reactor Construction h. 

Engineering Support Branch. GOUGE, M, J. Region 2, Atlanta, 
Office of the Director. 79/08/31. 7pp. 


■7910150367 Final deficiency rept re diesel generator turbocharger 
lubrication problem. Caused by defect in soakback pump. 

Operating instructions for diesel generators revised fa 
lubricating oil sys will be modified. 

MILLS, L. M, Tennessea Valley Authority. 79/10/04. 2pp. 


7910170755 Forwards IE Info Notice 79-24, "Overprassur i ra t ion of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 3pp. 


S. Reportablo occurrences, LERs fc related correspondence 


7910010293 Forward* first Interim deficiency rapt re delay of reactor 
trip caused by arcing across underfroquency relay contacts. 

Original rapt submitted on 790002. Next rept will bo 
submitted by 790921. 

M!LL0»l-.M. Tennessee Valley Authority. 79/08/27. lp. 


•7910010299 First interim deficiency rapt re delay of reactor trip 
caused by arcing across underfroquency relay contacts. 
Condition being evaluated. 

* Tennessee Valley Authority. 79/08/27. lp. 


7910150475 Second interim deficiency re RGB heatup t< cooldown rates. 
Next rept will ba submitted by 791210. Westinghouse 6 util 
are evaluating si tuat i on. 8af e operation of Unit 1 during 
startup will not be jeupardiied. 

MILLS, L. M, Tennessee Valley Authority. 79/10/05. ip. 


7910190393 Second interim deficiency rept re accelerated heating «< 
cooling of small local regions of loop 2 hot leg & 
pressurixer. Bafe operation of facility during startup will 
not be jeopard lied. Next rept will be submitted by 791210. 

MILL8.L. M. Tennessee Valley Authority. 79/10/05. lp. 


7910180307 Forwards revised final deficiency rept re potential 
excessive water hammer forces in main foedwater sys. 

MILLS, L. M. Tennessee Valley Authority. 79/10/10, lp. 
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■7910160399 Revised final deficiency rept re potential excessive crater 
hammer forces in main feedurater sys.Util failed to evaluate 
crater hammer forces at design stage. Main check valves 
anal yied Valves adequate for all accident conditions. 

• Tennessee Valley Authority. 79/10/10. 2pp. 


7910250351 Discusses review of Section XI program of A3ME Boiler & 
Pressure Vessel Code. Util must institute third party insp 
s ys. Even as federal agency, TVA Is not exempt from 
10CFR50. 55a ( g ) (4) requirements. 

RUBENSTEIN, L. S. Light Wator Reactors Branch 4. 79/09/21. 2pp 


791 0240586 Forwards final deficiency rept re DBA movements of steel 
containment t vessel. 

MILLS) L. M Tennessee Valley Authority. 79/10/15. Ip. 


■7910240597 Final deficiency rept re piping rigidly attached to steel 
c on ta i nmen t. P i p i ng analysed 6 designed cr/o adequate 
c onsideration for DBA movement. All piping sys rigidly 
attached to steel containment are being raanalyxed 
* Tennessee Valley Authority. 79/10/15. 5pp. 


791 0310103 Requires that TVA institute third party insp sv-c For rev.loci 
of Section XI program of A6ME Boiler 6 Pressure Vessel Codo, 

TVA is not exempt from requirements of 1 0CFR50. 55a (g)(4) rtr 
qualification of inspectors & inap agencies. 

RUBENSTEIN, L. S. Light Water Reactors Branch A. 79/09/21. 2pp. 


7910160131 Forward s request for eddl info re facility containment 
pressures. Adequate response needed by 791012. 

RUBENSTEIN, L. S. < Light Water Roactors Branch 4, 79/09/27 tip p 


7910240659 Forwards final deficiency rept re delay of reactor trip due 
to arcing across under frequency relay contacts. 

MILLS. L.M. Tennessee Valley Authority 79/10/15. ip 


7910240663 Final deficiency rept re delay of reactor trip due 
across underfrequency relay contacts. Internal mods to SDF-i 
relays will make twD normally closed contacts available for 
external connections 

» Tennessee Valley Authority. 79/10/15. 2pp. 


to arcing 


7, MIM 4 S^V ar r rd ’ f '" aI d ' ficie " c 9 rept re RHR pump motor 9vc factor 
niLLSfL. M, Tennessee Valley Authority. 77/10/17, Ip. 

—7910240651 Final doficiency rept re RHR pump motor, which were found to 
exceed allowable svc factor of 1.15. Caused by excessive 

though control valves. Flow restrictions added 
»n each RHR hot h cold leg injection header. 

» Tennessee Valley Authority. 79/10/17. Ip 


f ? Ml dBfUlen <« rept re flexible bellows 
insUJUWon. containment vessel misaligned during 

MILLS. L.M. Tennessee Valley Authority. 79/10/IB. Ip 

” 7 ’reftraints e Causfd f b na J d ff ic ! enc « re P‘ re 32 misaligned bellows 
x ty faUlty installation sequence that 

iefo^e makine ' bBU0,J in5tallat ‘°" to be completed 

oerore making process pipe closure welds. 

* Tennessee Valley Authority. 79/10/18 2 pp. 


7910050211 Forwards info re util compliance w/IEEE-279 for 
control interlocks during low temp uperation, in response 
NRC 790910 telcon request. FSAR to be revised by 791012. 
Twelve ovtnlte drawings available in Central Filua onlu. 
HILLS* L. M. Tennessee Valley Authority. 79/10/01, 16pp, 


HCB 

to 


pr u a ti ur t> 


^ t0 ™*U request for info ro possible ™id* 

thimble tube wear in Westinghouso assemb lies, Forwards list 
of refs involving communication ro absence of nuido thimble 
wear in fuel assemblies. 

MlLLSxL.M. Tennessee Valley Authority. 79/10/01. 2pp, 


Notification of 791015-16 site visit t, public meeting w/TVA 
emergency preparedness plans for facility ” 

STAHLE, C. Light Water Reactors Branch 4. 79/10/01, a p(1 


, 1 vu nxniurr oys uranch questli 

M?I , P = , M 'i 1 be ‘"COfporated in FSAR via Amend 62. 

HILLS* L. M. Tonnessee Valley Authority. 79/10/02, £f3pp 


79 task°fIrr«°?eam' nS d ‘ SCU59iDns re 791010 site visit by NRG 

mertinn on emergency preparedness t< subsequent 

RUBENSTErw, L S n 9 pre P*™dnes a Pl»n». 

M TfclN, L.B. Light Water Reactors Branch 4. 79/10/02. 

MILLS, L. M Tennessee Valley Authority. 79/10/10. Qpp. 


MILLS, L.M Tennessee Valley Authority. 79/10/26. ip. 

"lSn‘rr:r-- ! "Kuuyr^.'S'^s; 

Tennessee Valley Authority 79/10/26. ip. 


DOC KET 50- 326 SEQUOYAH NUCLEAR PLANT, UNIT 2 
^-!l!!ii!! b i!^“"^“^‘”J‘a3\e]^-_cumen;r6 correspondence 

al,P,Uabi0n license for facil i ty. R aqUB3 ts 

MILLS, L.M. Tennessee Valley Authority. 79/07/23. Ip. 

7910110461 Application for SNM license fnr ,, u 

possess facility fuel assembi »«.« ? f uth °rity to receive K 

for initial core of reactor ‘ °° ' D ° Se f “ el rod 9 

* Tennessee Valley Authority. 79/07/23. Ifipp. 

7910190232 Forwards hir p . ■ _ 

including scale model testing, increased' Drane ^ for fldd l 'nfo, 
sensitivity studies.core i 7 bypass flow, 

e«ld leg nccumulator.leak tests I crr P Pr f?* Ure redu ctl«in, 

RUBENSTEIN, L. Light Water Ret fi n " 3 ' 1 P enat Ta t i ons. 

9 * ‘*r Reactors Branch 4. 79/08/21. 7 pp. 

Tennessee Valley Authority. 79/09/01. Upp. 

7910010550 Notifies that hr ai ^ „ 

alternate on ABME Subcommittee on p U f repUce Rd McDermott as 
M I NOGUE . R . B . Office of sit!! ! Perfo ™ a "” Testing. 

* of Standard, Development. 79/09/05. Ip. 

7910020798 Forwards reau&sfcc * * 

Wes t inghouse fuel astt u. 9 “>‘ B ‘"i !" b,B tuIld 

Requests also sent dlrectlu to u!!!. r fl *P on5e b y 79092B. 

RUBENSTEIN. L. S !.[!!► £ t Unghouse. 

Light Water Reactors Branch 4. 79/09/14, 0 PP . 


VetsTr 1 ! 9 ‘ ndB '" , " de " t review of ASME Boiler fc Pressure € ° U 

,"ci - »■« 

MILLS, L.M Tennessee Valley Authority. 79/10/12. ip. 

is;: d ;;^'s iur;;;",:”-*" ■»” ■*»«•» - 

MILLS, L.M. Tennessee Valley Authority. 79/10/12. 2pp. 

fusils r"«™ ii::; 1 !!" *■ “ be «■ «» >. 

MILLS, L.M. Tennessee Valley Authority. 79/10/12. Op p , 

* Tennessee Valley Authority. 79/10/12, 4pp, 

rB d l£ : '--nssr/upper head 

containment. Info required for ACHR I.!hI & VBnt P'l 

RUDENSTEIN, L 8 i L l n n, f Bt,n 9 ln Nov 1979. 

Ll 9ht Water Roactors Branch 4. 79/10/16. 3pp 

instruction for reactor rBVi,,on ^normal np^ratina 

MILLS, L. M. Tennessee Valley Authority. 79/10/17. lOpp. 

slip's - " 

■ . Tennessee Valley Authority, 79/10/19, a pp 
7910260272 Forwards Revi«l nn r / 

- 

MILLS, L M T»! rBaet » r vessel closure head weld. 

HILLS, L. M. Tennessee Valley Authority. 79/10/22. Ip, 
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--7910260279 Preservice baseline inspection It inaervice inap program* 
Revision 8. 

OELEW, Q , DANIELS, R. H. , CANTRELL, C, E. Tennessee Valley Authority 
79/09/12. 3pp. 


7910220196 Responds to TE Bulletin 79-13, fievl sion 1, "Cracking in 
Feedwater Sys Piping. ” Forwards discussion of insp status & 
schedu 1 e. 

MILLS, L. M. Tennessee Valley Authority. 79/09/25, Spp. 


7910250270 Forwards "Preliminary Results of Sequoyah-1 Internals 
Vibration Measurement Program.” Enel withheld 
(ref 10CFR2. 790). 

MILLS, L. M. Tennessee Valley Authority. 79/10/23. Ip. 


79I004QIB5 Forwards IE Info Notice 79-23. "Emergency Diesel Generator 
Lube Oil Coolers. 1 ' No action required. 

O 'REILLY, J. P. Region 2. Atlanta, Office of the Director, 

79/09/26. 2p p 


7910260305 Forwards confirmatory info on natural c ircula t ion, per 79092S 
telcon w/C Oraves, Reactor Sys Branch reviewer. 

MILLB, L. M. Tennessee Valley Authority. 79/10/23. 3pp. 


F. Security, medical, emergency & fire protection plans 


7910170170 Forwards revisions to physical security plan Revisions 
withheld (ref 10CFR2. 790). 

MILLS, L. M. Tennessee Valley Authority. 79/10/12. Ip. 


7910190285 Forwards IE Bulletin 79-24, "Froicn Lines." No action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Dffico of the Director. 
79/09/27. 2pp. 


7910190050 Ack receipt of 790921 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rcpts 30-327/79-43 
t, 50— 32B/79-24. 

MURPHY. C. E. Region 2, Atlanta, Reactor Construction L Engineering 

Support Branch. 79/09/28. Ip. 


7910170183 Forwards revised pages to radiological emergency plan. 
MILLBrL. M. Tennessee Valley Authority. 79/10/15. Ip, 


■ — 7910170186 Revised pages to radiological emergency plan, 
* Tennessee Valley Authority. 79/08/24. 120pp. 


7910250380 Responds to NRC 790927 ltr ro followup actions resulting 
from NRC review of TMI. Implementation of requirements in 
Ends 6,7 & 8 addressed In radiological emergency plan It 
util 790907 ltr. 

MILLS, L. M, Tennessee Valley Authority. 79/10/10, lp. ' - 


7910260159 Forwards Revision 4 to TVA response to Auxiliary Sys Branch 
fire protection review questions, in response to NRC 780901 
request. Inc ludes 23 oversixo drawings. 

MILLB, L. M. Tennessee Volley Authority. 79/10/23. 116pp. 


7910300131 Forwards revised contingency plans for Beqooyah, Watts Bar & 
Dellefonte. Plans withheld (ref I0CFR2. 790>. Revis od 
contingency plan for Browns Ferry submitted on 791010. 

MILLS, L. M. Tennessee Valley Authority. 79/10/24. ip. 


0. Inspection reports, IE Bulletins t< correspondence 


7910150631 Discusses 790710 meeting w/utll in Knoxville, T6I ro 
activities authorlied for all TVA facilities under const. 

MURPHY, C. E. Region 2. Atlanta, Reactor Construction J« Engineering 

Support Branch. 79/08/02, 2pp. 


—7910150648 Summary of IE mgt mooting w/util re all TVA facilities under 
const. Major areas di scussed: insp 1 < enforcement, changes In 
insp policy, QA/QC organlxation effectiveness. 

GOUQE, M. J. , SWAN, W. B. Region 2, Atlanta, Office of the Director. 

CANTRELL, F. B. Region 2, Atlanta, Reactor Construction 4, 

Engineering Support Branch. 79/0B/01, 3pp. 


7910010010 Forwards IE Circular 79-18, "PropHr Installation of Target 
Rock Baf e ty-Rel 1 ef Valves." No action required. 

□ 'REILLY, 0. P, Region 2, Atlanta, Office of the Diroctar. 

79/09/10. 3pp. 


7910020514 Forwards response to IE Bulletin 79-15, "Deep Draft Pump 
Deficient I es. " 

MILLS, L. M. Tennessee Volley Authority. 79/09/10. 7pp. 


7910020993 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersoll-Rand Pump Impellers." No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director, 
79/09/13. lp. 


7910110270 Forwards IE Info Notice 79-22, "dual IPlcati on of Control 
Bys, " No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/14. lp. 


7910040209 Responds to IE Bulletin 79-13, Rovlsi on 1. Requested Info ro 
feedwater pipe cracking will be supplied by 790921, 

MILLB, L. M. Tennessee Valley Authority. 79/09/19. lp. 


7910100056 Forwards final response to IE Bulletin 79-15, "Deep Draft 
Pump Deficiencies." Summary of startup, testing it maint, 
operational problems !< major rapalr efforts end. 

MILLS, L. M. Tennessee Valley Authority. 79/09/24. Spp. 


— 7910190059 Forwards response to violations noted in IE Insp Reptf 
30-327/79-43 h 50-320/79-24. C orr a c tive act 1 one: welder 
foreman will be reinstructed U weld record review process 
revised . 

MILLB, L. M Tennesoee Valley Authority. 79/09/21. 2pp. 


— 79101 9003B Forwards IE Insp Repts 50-327/79-43 & 50-320/79-24 on 
790013-16 <k notice of violation. 

MURPHY, C. E. Raginn 2, Atlanta, Reactor Construction 6 

Eng ineerlng Support Branc li . 79/09/04. 2pp. 


— 7910190061 Notice of violation from Insp on 790813-16, 

* Region 2, Atlanta, Reactor Construction 8t Engineering Support 
Branch. 79/08/31, lp. 


— 7910190063 IE Insp Ropts 50-327/79-43 6 30-328/79-24 un 790813-16. 
None omp 1 lance noted: Inadequata welder qualification. 

CANTRELL, F. S. Region 2, Atlanta, RoactOT Construction it 

Engineering Support Branch. OOUQE, M. J. Region 2, Atlanta, 
Office of the Director. 79/0B/31. 7pp. 


7910170226 Forwards IE Info Notice 79—25, "Reactor Trips at Turkey 
Point Units 3 l 4. 11 No action required 

D 'REILLY. J. P. Region 2, Atlanta, Office of the Dlractor. 
79/10/01. 2pp. 


7910170755 Forwards IE IcfFo Notice 79-24, "Ovarpressur l tat 1 on of 
Containment of PWR Plant After Main Steam Line Break." No 
action required. 

0 'REILLY, «J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 3pp. 


8. Reportable occurrences, LERs S, related correspondence 


7910010378 Submits second interim rept re reactor vessel Insulation. 
Util is reviewing Westinghouse response to problem, 

MILLS, L. M. Tennessee Valley Authority, 79/08/31 , Ip. 


7910020502 Forwards final deficiency rept re tensile anchor capacities 
found to be lower than design allowables, initially reported 
790212. M/n end. 

MILL9.L.M. Tennessee Valley Authority. 79/09/26. ip. 


79100402B4 Forwards first interim deficiency rept re excessive output 
fluctuations of Foxhora 1 ns trumen ta t ion, Ini t lal 1 y reported 
an 790820. 

MILLS, L. H. Tennessee Valley Authority, 79/09/26. lp. 


--7910040289 First interim deficiency rept re excessive output 
fluctuations of Foxboro ins tr umenta t i on, Corree t I ve action 
mag involve mod to instruments to comply v/spec*. Next rept 
will be submitted before fuel loading In l/nlt 1. 
a Tennessee Valley Authority. 79/09/26. ip. 


7910040294 Forwards first interim deficiency rept re diesal generator 
field relay call KI failures. Initially reported on 790827. 

MILLS, L. M. Tennessee Valley Authority. 79/09/26 lp. 


7910040300 First interim deficiency rept re iTlesel generator field 
relay coil Ki f a i lures. Col Is replaced it generators returned 
to svc.Addl corrective actions mill be detailed in 
subsequent deficiency rept. 

a Tennessee Valley Authority. 79/09/26. lp. 


7910150318 Forwards final deficiency rept re steam generator water 
level ref column error. 

MILLS, L. M, Tennessee Valley Authority. 79/09/27, lp. 
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-7910150524 Final defi c iency rept re steam generator water level 
ref column error . Caused by d esign oversight. Low-1 ow water 
level setpoint will be adjusted before Unit 1 fuel loading. 

* Tennessee Valley Authority. NRC. 79/09/37. IP. 


7910100336 ThiTd interim deficiency rept re reactor vessel insulation. 
Meetinghouse investigated problem & provided response to , 

TVA. Hill submit next rept before Fuel leading. 

MlLL8jL.fi. Tennessee Valley Authority. 79/09/28. Ip, 


7910190439 Third interim deficiency rept re reactor vessel insulation. 
Nestinghnuse has investigated problem U provided response to 
util. Nest rept will be submitted before fuel load. 

MtLLS.L.M. Tennessee Vol ley Authority. 79/09/28 Ip. 


7910150559 Forwards final deficiency rept re diesel generator 
turbocharger 1 ubri ca 1 1 on. r e p ort e d on 790631. 

MILLS. L.M. Tennessee Valley Authority 79/10/04. Ip. 


•7910150567 Final deficiency rept re diesel generator turbocharger 
lubrication problem Caused by defect In soakback pump. 

Operating instructions for diesel generators revised 6 
lubricating oil sys will be modified. 

MlLLSiL.fi. Tennessee Valley Authority, 79/10/04. 3pp. 


7910150475 Second interim deficiency re fiCS heatup U cooldown rates, 
tie 1 1 rept will be submitted by 791 210. Ifesti nghous e & util 
are evaluating s i tuat i on. Saf e operation of Unit 1 during 
startup will not be jeopardized. 

MILLS. L.M. Tennessee Valley Authority. 79/10/05. Ip. 


7910180387 Forwards revised final deficiency rept re potential 
excessive water hammer forces in main feedwater sys. 

MILLS. L. hi. Tennessee Valley Authority. 79/10/10. Ip. 


— 7910100399 Revised final deficiency rept re potential excessive water 
hammer forces in main feedwater sys.Utll failed to evaluate 
water hammer forces at design rtage.Main check valves 
ana 1 y led. Valves adequate for all accident conditions. 

« Tennessee Valley Authority. -79/10/10. 2pp. 


7910340586 Forwards final deficiency rept re DBA movements of stool 
containment U vessel. 

HILL9. L. M. Tennessee Valley Authority. 79/10/15. Ip. 


— 7910240597 Final deficiency rept re piping rigidly attached to steel 
con tainment. Pi p I ng analyzed designed w/o adequate 
consideration for DBA movement. All piping sys rigidly 
attached to steel containment am being reanalyzed, 
a Tennessee Valley Authority. 79/10/15. 5pp, 


7910240659 Forwards final deficiency rept re delay of reactor tTip due 
to arcing across under f requency relay contacts, 

MILLS. L.M. Tennessee Valley Authority. 79/10/15. ip. 


— 7910340663 Final deficiency rept re delay of reactor trip due to arcing 
across underfrequency relay contacts Internal mods to 3DF-1 
relays will make two normally closed contacts available for 
ex ternal tonne c t i ons. 

* Tennessee Valley Authority, 79/10/15, 3pp. 


7910340640 Forwards final deficiency rept re RHR pump motor svc factOT. 
MILLS. L. M. Tennessee Valley Authority. 79/10/17. Ip. 


— 7910240651 Final deficiency rept re BHR pump motors which wore Pound to 
exceed allowable svc factor of I. 13. Caused by excessive 
pressure drop through control valves. Flow restrictions added 
in each RHR hat S, cold leg injection header. 

» Tennessee Valley Authority. 79/10/17. ip. 


7910310333 Forwards final deficiency rept re inadequate lower reactor 
vessel insulation support. 

M1LL9.L.M. Tennessee Valley Autharlty. 79/10/26. Ip, 


-7910310359 Final deficiency rept: as result of IE Info Notice 79-11 
revi aw, imsu 1 atlon support discovered inadequate to prevent 
guide tube loading during seismic event. Restraint sys 
designed to prevent excessive insulation movement. 

~ ' r " " " ty. 79/10/26. Ip. 


7910030037 Notification of 790927 meeting w/util in Bothesda.MD to 
discuss open items 6 applicant decisions for design changes 
due to TMI-2. 

HOOD. D. Light Hater Reactors Branch 4. 79/09/17. 2pp. 


7910090491 Summary of 790917 meeting w/util in Canada to observe sump 
tests. 

HATT.J. -J. Reactor Systems Branch. 79/09/17. 19pp 


7910050296 Forwards "Secondary Hater Chemistry Pro gram 1 * per 
LS Rubenstein 790901 1 tr . P r o gr am will be referenced as 
condition of DL, 

HOWELL. S. H. Consumers Power Co. 79/09/2B. Ip. 


— 7910050307 "Secondary Hater Chemistry Monitoring Program. 
* Consumers Power Co. 79/09/28. 2pp. 


7910300073 Forwards 30 documents to support review of soil deficiency 
matters. Over s i te drawings reduced In size or omittod. 

H/o encl. 

HDDD, D. Light Hater Reactors Branch 4. 79/10/16. 3pp. 


7910310042 Informs that NRC has enlisted support of US Corps of 
Eng 1 nears to c amp lete geotechnical review of application for 
OLs. Requests future correspondence re geotechnical matters 
be sent to Corps, 

RUBENSTEIN. L. 8, Light Water Reactors Branch 4. 79/10/16. 3pp 


7910240331 Notifies that subsequent to 790501 Pinal rept re analysis 
of reactor bldg spray piping supp or ts . f ur t her verifications 
were required of apparent design variances in six ring 
girder anchors in Unit 2. ITT Griirnell analysis underway. 

HOWELL. 8. H, Consumers Power Co. 79/10/19. 2pp. 


7910310091 Notification o-f 791035 meeting ui/util 8, Dochtel in Olen 
Ellyn. IL to discuss qualification of QC personnel involved 
in post-tensioning activities. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/10/22, 

ip. 


0. Adjudicatory correspondent o 


7910090024 Forwards CPC 790301 Interim Rept 2 re questionable impact 
tost results on status of main food pipe spools. 

GIBBS. M. E. Isham, Lincoln i. Beale, 79/0B/07. Ip, 


■7910090046 Interim Rapt 2 re impact testing of main feedwater pipe 
which had questionable test r esu 1 ts. Correct ive action t< 
investigation la being continued. Nex t rept will be submitted 
on 790B23. 

b Bechtel Associates Professional Corp. 79/07/24. 6pp. 


7910310451 Forwards second interim deficiency rept re ITT Gr inn oil- 
supplied main food pipe. 

QIBBS.M.E. Isham. Lincoln & Deals. 79/0B/07. ip 


— 7910310453 Forwards second interim deficiency rept & statement of 
statui of action tb ITT Gr Inn ell-sup plied main feedwater 
pipe spoe 1 s. 

HOHELL, 3. II. Consumers Power Co. 79/OB/Oi. 5pp. 


791 0G90144 Forwards CPC 790310 interim repts re settlement of diesel 
generator foundations & bldg t< status of discrepant 
terminal block disco nnoct links. respectively, Copies will be 
provided to ASLB T< parties upon request, 

GIBBS, M. E. I sham. Lincoln *, Beale. 79/0B/20, ip. 


— 7910090162 Interim Deficiency Rept MCAR-32 ro terminal blocks 6 failure 
of d i sconnec t links due to cracking. Corrective action 
schedule will be provided in second rept. 

DAILEYiK.D. Rechtel Assoclatos Professional Corp. 79/07/20. 3pp, 


7910020375 Forwards motion by Bow Chemical Co to reopen record t< to 
admit Dyfcema, Goss ott, Sp oncer. Qoodnow & Trigg 760931 memo as 
Dow Chemical Exhibit 4. NRC Si CPC have nn objections to 
motion In question, 

POTTER, H, C, FischBT, Frankl in, Ford. Blmon S< Hogg. 79/00/21. 2pp. 


--7910020376 Motion to reopen record. T D'Arms 760921 memo to DB Young.ro 
telcon ui/J Bacon of CPC, should be admitted in proceeding as 
Dow Chemical Exhibit 4. NRC L CPC have no objections to 
atfmiss i on. Exh i b i t 4 & Certificate of Bvc and. 

POTTER. H. C. Dow Chemical Co. POTTER, H. C. Fisch er, Franklin. Ford. 
Bimon Si Hogg. 79/03/21. 7pp. 


7910090210 Forwards CPC 790023 final rept re station battery 
qualification test failure. 

GIBBS, h. E. 1 sham, Lincoln t, Beale. 79/0B/2B, Ip. 
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7910160123 Response to ASLB 790002 memorandum 8, order. Diesel generator 
bldg issue should not bo heard prior to other safety issues. 

Confirms 790710 response 6 urges that CPC motion be denied 
re safety phase port ion Cert i fi cate of Svc enc 1 
OLMSTEAD, W. J. Branch 4. 79/09/04. 5pp. 


K, Utility Final Safety Analysis Report (FSAR1 6 amends 


7910050331 Forwards Amend 69 to DU as Revision 24 to FSAR. 
HOWELL, G. H. Consumers Power Co. 79/09/28. Ip. 


—7910050333 Revision 24 to FSAR. 

» Consumers Power Co. 79/09/28. 500pp. 


7910100236 Forwards Certificate of Svc re Amend 69, Revision 24 tD FBAFl, 
to application for CP it DU. 

BACON, J. L. Consumers Power Co. 79/10/03. 2pp 


M. Antitrust correspondence 


7910030692 Ac k receipt of settlement proposal between interveners & 
CPC. Espressos satisfaction u/proposed license conditions. 

Remainder of settlement Is being reviewed. 

CHANANIA, F. D. Antitrust Division. 79/09/06. ip. 


0. Inspection roports, IE Bulletins It correspondence 


7910090174 Forwards IE Bulletin 79-21, "Temp Effects on Levol 
Measurements. " Action required 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/0B/13, 
Ip- 


7910050402 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals," No action required. 

KEPPLER, J.Q. Region 3, Chicago, Office of tho Director. 79/08/14, 
Ip. 


7910050472 Forwards IE Circular 79-17, "Contact Problem in 3B-12 
Bwitchos on GE Metalclad Circuit Breakers, 11 No action 
required. 

KEPPLER, J. O. Region 3, Chicago, Office of the Director. 79/08/ 14, 
Ip. 


7910030621 Forwards IE Insp Repts 50-329/79-15 «, 50-330/79-15 on 
790601-071 1 . No noncompliance noted. 

FIQRELLI. 0. Region 3, Chicago, Reactor Construction 6 Engineering 

Support Branch. 79/08/23, 2pp. 


-7910030646 IE Insp Repts 50-329/79-15 6 SO-330/79-15 on 790601-0711. No 
noncomp 1 i anco noted. Major areas inspec ted ; purge paper in 
Unit 2 reactor bldg spray sys piping h post-wold hoot 
treatment of Unit 2 reactor coolant sys. 

COOK, H. J. , VANDEL, T. E. , KNOP, R. C. Region 3, Chicago, Office of 
the Director. 79/0B/15. 9pp, 


7910020191 Forwards IE Info Notice 79-20, R evi s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals," Notice reissued to 
correct word omission t< punctuation error which changed 
intent of statement. Changed s ta tement under lined in text. 

KEPPLER, J. 0, Region 3, Chicago, Office of tho Director. 79/09/07. 
Ip. 


7910240171 Forwards IE Insp Repts 50-329/79-18 U 50-330/79-19 on 
790021-23 k notice of violation. 

FIORELLI,G. Region 3. Chicago, Reactor Construction & Engineering 

Support Branch. 79/09/11. Dpp. 


—7910240175 Notice of violation from insp on 790021-23. 

* Region 3, Chicago, Office of tho Director. 79/09/10. Ip. 


—7910240184 IE Insp Repts 50-329/79-10 & 50-330/79-10 on 790021-23. 
Noncompl lance noted: performing welding activities w/o 
protecting installed cobles. 

NAIDU, K. R. ■ MAXWELL, G. F. , HAYEB, D. W. Region 3, Chicago, Officd 
oP the Director. 79/09/10. 0pp. 


7910010584 Ack receipt of 790822 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/79-14 fc 
50-330/79-14. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/13. 
ip. 


— 7910010587 Responds to NRC 790001 ltr re violations noted In IE Inop 
Repts 50-329/79-14 U 50-330/79-14. Correct! ve actions: welders 
have been instructed in proper purge dam Installation 
technique. 

HQklELL, 8. H. Consumers Power Co. 79/00/22. 3pp. 


7910030250 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers." No action required. 

KEPPLER, U. 0. Region 3, Chicago, Office of the Director. 79/09/13.. 
IP- 


7910050350 Forwards weekly preliminary insp findings to be attached to 
IE Insp Repts 50-329/79-15 6 50-330/79-15 dtd 790022. 

FIDRELLI , G. Region 3, Chicago, Reactor Construction & Engineering 

Support Branch. 79/09/14. 5pp. 


7910090040 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PM Bulletin 730S.Catalog 5U12-11-AC w/520 Volt ac 
Coil. " No action required. 

KEPPLER, U. 0. Region 3, Chicago, Office of the Director. 79/09/24. 
ip, 


7910040237 Forwards IE Info Notice 79-23, "Emorgency Diesel Generator 
Lube Oil Coolers, " No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of tho Director. 79/09/26. 
Ip- 


7910040043 Forwards IE Info Notice 79-24, "Frmen Lines."' No action 
T squired. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/27, 

lp. 


7910170246 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 6 4. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/01, 
Ip- 


7910100614 Forwards IE Info Notice 79-24, "Overpres sur i ta tion of 
Containment af -PUR Plant After Main Steam Line Break," No 
action required . 

KEPPLER, J. 0. Region 3, Chicago, Offlcu of the Director. 79/10/01, 

lp 


79 1 0310377 Forwards Revision 2 to IE Dulletin 79-13, "Cracking in 
Feedwater Sys Piping, " No action required. 

KEPPLER, J.Q. Region 3, Chicago, Office of tho Director. 79/10/19. 
ip. 


R, P or iodic opera t i ng reports 6 related c or respond once 


7910020101 Forwards monthly operating rept for Aug 1979. 
HOWELL i S. H, Consumers Power Co. 79/09/25. ip. 


—7910020107 Monthly operating rept for Aug 1979, 
» Consumers Power Co. 79/09/25. SOOpp. 


7910030506 Forwards Quarterly Rept 27 re const wnrl tn bo performed 
Dct-Dec 1979, pursuant to second 6 third conditions of 790326 
order ALAD-106 6 Amend 1 to CPs. 

MCDOWELL, 8. Consumers Power Co. 79/09/20. Ip. 


— 7910030510 Quarterly Rept 27 re const work for period Qcl-l>oc 1979. 
Personnel resumes end. 

* Consumers Power Co. 79/09/28. 59pp. 


8. Reportable occurrences, LERs 6 related correspondence 


7910260420 Interim deficiency ropt re settlement of diesel generator 
foundations 6 bid g. Forward s Bechtel 790BT7 rept describing 
mods of planned remedial actions, Add! interim rept will be 
sent 79 1 102. 

HOWELL, 0. H. Consumers Power Co 79/09/05, 18pp. 


7910260030 Forwards interim deficiency rept re ITT Orlnn ell-supplied 
feedwater pipe spool impact test results, 

HOWELL, 8. H. Consumers Power Co. 79/09/07, 2pp. 


— 7910260034 Interim rept re impact testing of ITT Orlnne 1 1-suppl led 
main Feedwater pipe. Results of heat testing expected by 
790912. Final rept scheduled for 791000. 

s Bechtel Associates Professional Corp, 79/09/07. 2pp, 


7910030615 Ack receipt of 790023 rept re station batery test failure. 
FJOHELLIiO. Ragion 3, Chicago, Reactor Construction U Engineering 

Support Dranch. 79/09/10. Ip. 


7910050379 Ack receipt of 790831 interim rept re reactor protection tyo 
grounding. 

FIORELLIjQ. Region 3, Chicago, Reactor Construction l< Engineering 

Support Dranch. 79/09/14. lp. 
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79I0Q503B3 Ack receipt of 790907 int 

FI8RELL1,0. Region 3, Chicago, 

Support Branch. 79/09/14. lp. 


erim rept 
Reactor 


re preseurizer heater 
Construction h Engineering 


79100303BB Ack receipt of 790907 ini 
Qrinne 1 1 supplied mein feed pipe 
F1ORELLI,0. Region 3, Chicago, 

Support Branch. 79/09/14. lp. 


erjm rept re impact tested ITT 
Reactor Construction U Engineering 


7910340394 Second interim deficiency rept re potentially unsafe 
situation concerning tripping of reactor coolant pumps 
during certain primary sys high void fraction conditions. 
Safety-grade reactor coolant pump trip sys installed, 

HOWELL, S. H. Consumers Power Co. 79/10/19. lp. 


7910300302 Forwards fourth interim deficiency rept re impact test 
results of main feed pipe spools. 

HOWELL. S. Consumers Power Co. 79/10/26. lp. 


79 oen!r»sL A i l ‘ ° f 790905 r.p* re settlement 

generator foundations 1c bldgs. 

S«S»»il» , n 0 ' «» 3 *on 3, Chicago, Reactor Construction * 

Support Stanch. 79/09/14. lp, 


of diesel 
Eng ineerirtg 


■7910300306 Fourth interim deficiency rept re impact testing of main 
Feedwater p 1 p e. R epo-r tab 1 e condition of pipe unc or ta l n. Fina 1 
rept scheduled for 791119. 

* Consumers Power Co. 79/10/22. lp. 


£ Ck rec « i P t 0,5 790912 interim 
FIDRELLI.G. Region 3, Chicago. Fuel 
Branch. 79/09/80. lp. 


rept r« drop-in anchors. 
Facility h Materials Safety 


7910300329 Forwards interim deficiency rept re discrepant terminal 
bloc 1 disconnec t lines. 

HOWELL, S. H. Consumers Power Co. 79/10/26. lp. 


7910020831 Ack receipt of 790910 interim rept 
^ 1 oni tout tfocumertta t i o n re-ravicu. 
FIORELLIiQ. Region 3, Chicago, Reactor C 

Support Branch. 79/09/24. lp. 


re component 
onstruction 6 


Engineering 


7910300334 Second interim deficiency rept re discrepant terminal block 
& cracked disconnect linos, 

5ZADELBKI, C. Consumers Power Co. 79/10/22. 2 pp. 


7910020498 Forwards interim deficiency rept re differential 
wires in prestressing tendo.na, 

HOWELL, B. H. Consumers Power Co. 79/09/28. lp. 


length nf 


7910310336 Forwards interim deficiency rept re questionable Impact 
test results of main feedwater pipe spools. Final rent duo 
791119. 

HOWELL, 6. H. Consumers Power Co. 79/10/26. Ip. 


—7910020300 interim deficiency rept re differential length 
prestressing tendon). QC lnsp procedure developed t, 
uXnL. i°U un(l0r " i, 9- Rap* wlU be forwarded 791031, 
HOWELL, 8. II. Consumers Power Co. 79/09/28 Spp 


of wires 


in 


f ? ^928 interim deficiency rept re containment 
bldg prestressing tendons. Final ropt will be reviewed upon 
receipt. 

Sup port ^Branch. R 79/?S/U. "Ij 090 ' "* a<:Ur * Engineering 


—7910310346 Interim deficiency rept re discrepant impact test result's of 
main feedwater piping spoo 1 ». Complet i on of impact retesting 
delayed due to ITT Orinnell equipment calibr prob 1 ems. Fi na 1 
rept from vendor scheduled for 791119. 

« Bechtel Associates Professional Corp, 79/10/22. lp. 


DOCKET 30-330 MIDLAND PLANT, UNIT 2 

A. Appl Ication/cons truct ion stage documents h correspondence 


7910160269 Forward) interim deficiency rept ra broken reactor vessel 
anchor bolt, 

HOWELL, 0, H. Consumers PoiuDr Co.. 79/10/12. Ip. 


7910020802 Foulards supplemental requests Pot soils settlement QA info h 
other QA matters. 

RUBEN3TE1N, L, S. Light Water Reactors Branch 4. 79/09/11. 3 pp. 


—7910160276 Interim deficiency rapt re broken anchor holt in Unit 1 
reactor vessel support skirt flange reported on 790914 
Outlines tests intended to determine cause of Failure. 

** Bechtel Associates Professional Corp. 79/10/12. 5pp. 


7910030027 Notification of 790927 meeting u/util in BBthosda,MD to 
discuss open items It applicant decisions for design changes 
due to TMI-2. 

H8DD, D. Light Water Reactors Branch 4. 79/09/17. 2pp. 


7910160344 Forwards second interim deficiency rept re failure of Hllti 
drop-J r> anchors, to rn e e t tension test ret|uiv Bnent-s, 

HOWELL, 8. H. Consumers Power Co. 79/10/12. Ip, 


7910090491 Summary of 790917 meeting ui/util in Canada to observe sump 
tests. 

WATTfW.J. Reactor Systems Branch, 79/09/17. 19pp. , 


—7910160394 Becond interim deficiency rept re failure of Killi drop-in 
anchor) to meet tension test requirements. Five of 32 anchors 
bested should slippage. Attempts to completely set remaining 
97 anchors were unsuccessful. Investigation continues 
* Consumers Power Co. 79/10/12, 3 pp 


7910050296 Forwards "Secondary Water Chemistry Program" per 
LS Rubenstfcin, 790B01 ltr. Program will be referenced as 
condition of OL, ■' 

HOWELL, 8. H. Consumers Pouor Co. 79/09/20. lp. 


9IO1BQ4B0 Forwards Pinal deficiency rapt re failure to obtain roquiToc 
design pressure at outlet of containment air cookers. 

HOWELL, 8. Consumers Power Co. 79/10/15, lp. 


—7910100402 Final deficiency rept n failure to obtain raquirad design 
pressure at outlet of containment air t dolers. Correc t lve 
actlon:pump provided in each sve water supply line to boost 
»vc water pressure. t 

ANDERSON, H. Consumers Pdw*t Co. 79 / 10 / 15 . 4 pp. { 


910320337 Submits final Part 21 rept re potential defeat in NEHA 
sue 3 Starter* It contrac tors. Gould, Inc advisory notice of 
potential product defect end. 

HOWELL, 8. H. Consumers Power Co. 79/10/13, ip. 


910230270 Second interim Tept re tripping of reactor coolant pumps 
during certain primary sys high void fraction conditlons. 
Bafety-grade automatic reactor coolant pump trip sys mill bo 
Incorporated. Final rept will be submitted by 800208, 

HOHELL, 8. H. Consumers Power Co. 79/10/19, Ip 


7I02303II 9upp 1 to 790501 final rept re analysis of reactor bldg 
spray piping supports. Addl actiom ITT Orinnell analysis of 
Unit 2 anchors to be completed by 79U0S. After analysis, 
disposition of discrepancies util be determined. 

HOWELL, 8. Consumers Power Co. 79/10/19. 2pp. 


— 7910030307 "Secondary Water Chemistry Monitoring Program » 
a Consumers Power Co. 79/09/80. 2pp. 


7910300073 Forwards 3B documents to support review of soil deficiency 
mat ters. Overs i zo drawings reduced in size or omitted. 

W/c end. 

HOOD, D. Light Water Reactors Branch 4. 79/10/16. 3 pp. 


7910310042 Informs that NRC ha3 enlisted support of U8 Corps of 
Engineers to complete geotechnical review of application for 
0Ls. Requests future cor r esp onde nee re geotechnical matters 
be sent to Corps. 

RUBENBTEIN, L. S. Light Water Reactors Branch 4. 79/10/16. 3pp. 


791Q240S31 Notifies that subsequent to 790301 final rept re analysis 
of reactor bldg spray piping su p ports, furt h *r ver i fi ca t i ons 
were required of apparent design variances in sin ring 
girder anchors in Unit 2, ITT Orinnell anal^ais underway. 

HOWELL, B. H. Consumers Power Co. 79/10/19. 2pp. 


7910310091 Notification of 791025 meeting w/util 6 Bechtel in Olen 
Ellyn, IL to discuss qualification of QC personnel involved 
in post-tensioning activities, 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/10/22 
IP- 


0. Adjudicatory correep ondenca 


7910090024 Forwards CPC 790801 Interim Rept 2 re questionable impact 
test results on statue of main feed pipe spools. 

0IBD8, M. E. I sham, Lincoln b Baa In. 79/00/07. lp. 


DOCKETED ITEMS 


1 


— 7950090046 Interim Rept 3 re impact testing of main Feedwater pipe 
which had questionable test r esu 1 ts . Correc t i ve action & 
investigation is being cont inued. Ne» t rept will ba submitted 
on 790033. 

* Bechtel Associates Professional Corp. 79/07/36. 6pp 


7910310481 Forwards second interim deficiency rept re ITT Qrinnell- 
supplied main feed pipe. 

GIBBBdM. E, laham* Lincoln & Bealo. 79/00/07. lp 


— 791031Q455 Forwards second interim deficiency rept b statement of 
status of action re ITT Or innel 1— suppl ied main feedwater 
pipe spools. 

HOWELL. S. H, Consumers Power Co. 79/00/01. 5pp. 


7910090144 Forwards CPC 790810 interim repts re settlement of diesel 
generator foundations b bldg 6 status of discrepant 
terminal block disconnect links, respectively. Co pios will bs 
provided to ASLD b parties upon request. 

0IQB8. (4. E, Isbam, Lincoln b Beale. 79/00/20. lp 


•7910090162 Interim Deficiency Rept MCAR-32 re terminal blocks b failure 
of disconnect link* due to cracking. Corrective action 
schedule will be provided in second rept. 

BAILEY. K. 0. Bechtel Associates Professional Corp. 79/07/20. 3pp. 


7910020375 Forwards motion by Dow Chemical Co to reopen record h to 
admit Dykoma, Qos'sett, Spencer. Ooodnow b Trigg 760921 memo as 
Dow Chemical Exhibit 4.NRC 6 CPC have no objections to 
motion in question. 

POTTER, W.C. Fischer, Frankl in, Ford, Simon 6 Hong. 79/0B/21. 2 pp. 


•7910020376 Notion to reopen record. T D'Arms 760921 memo to DS Young, re 
tel con w/U Bacon of CPC, should be admitted in proceeding as 
Dow Chemical Exhibit 4. NRC 6 CPC have no objections to 
admi as ion. Exhib i t 4 b Certificate of Svc end. 

POTTER, W.C. Dow Chemical Co. POTTER, W. C. F i scher, Frank 1 i n> Ford , 
Simon J < Hogg. 79/08/21. 7pp. 


7910090210 Forwards CPC 790023 final rept re station battery 
qua 1 i f ication tost failure. 

0IHB8, M. E. Isham, Lincoln b Beale, 79/08/20. Ip. 


7910160123 Response to ASLD 790002 memorandum & order. Diesel generator 
bldg lssuo should not bo hoard prior to other safety issues. 

Confirms 790710 response b urges that CPC motion be denied 
re safety phase p or 1 1 on. Cer 1 1 f i ca to of Svc end. 

QLM9TEAD, W. J. Branch 4. 79/09/04. Spp. 


K. Utility Final Safety Analysis Report (F9AR > b amends 


7910050331 Forwards Amend 69 to OL as Revision 24 to F9AR. 
HOWELL, 8. H, Consumer a Power Co. 79/09/20. Ip. 


— 7910030333 Revision 24 to FSAR , 

* Consumers Power Co. 79/09/2B. 500pp. 


7910100236 Forwards Certificate of Svc re Amend 69, Revision 24 to FSAR. 
to application for CP b OL, 

BACON. J, L. Consumors Power Co. 79/10/03. 2pp. 


M. Antitrust correspondence 


7910030692 Ack receipt of settlement proposal between intervenors ft 
CPC. Expresses satisfaction w/ proposed license condi t ions. 

Remainder of settlement Is being reviewed. 

CHANANIA, F. D. Antitrust Division. 79/09/06. Ip. 


Q. Inspection reports, IE Bulletins b correspondence 


7910090174 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. " Action required. 

KEPPLER, J O. Region 3, Chicago, Office of the Director. 79/00/13. 
Ip. 


7910030402 Forwards, IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals." No action required, 

KEPPLER, J.G. Region 3, Chicago, Office of the Director. 79/00/14. 

if. 


7910050472 Forwards IE Circular 79-17, "Contact Problem in SB-12 
Switches en OE Metalclad Circuit Breakers." No action 
required. 

KEPPLER, J. Q. Region 3, Chicago, Office of the Director. 79/08/14. 
ip. 


79 10030621 Forwards IE I nap Repts 30-329/79-15 b 50-330/79-15 on 
790601— 071 1. No no n camp 1 lane e noted. 

FI OR ELL 1,0, Region 3. Chicago, Reactor Construction & Engineering 

Support Branch. 79/08/23. 2pp 


— 7910030646 IE Insp Repts 30-329/79-13 b 30-330/79-15 on 790601-07 i I . No 
noncomp 1 iant e noted. Major areas i nspee t od : p ur go papBT In 
Unit 2 reactor bldg spray sys piping b post-weld heat 
treatment of Unit 2 reactor coolant sys 

C0OK,R.J. , VANDEL, T. E. , KNOP.R.C. fiogion 3. Chicago, Office of 
the Director. 79/08/15. 9pp . 


7910020191 Forwards IE Info Notice 79-20, R evl s i on 1. ”NRC Enforcement 
Policy — NRC Licensed Individuals. " Notice reissued to 
correct word omission b punctuation erroT which changod 
Intent of s ta t imen t . Chang od statement underlined in text. 

KEPPLER, J. 8. Region 3, Chicago, Office of the Director, 79/09/07 

ip, 


7910240171 Forwards IE Insp Repts 30-329/79-18 b 50-330/79-10 on 
790821—23 b notice of violation. 

FIDRELLI,Q. Region 3, Chicago, Reactor Construction b Engineering 

Support Branch. 79/09/ H . 2 pp 


— 7910240-175 Notice of violation from insp on 790021-23. 

* Region 3, Chicago, Office of the Director, 79/09/10. ip. 


•7910240184 IE Insp Repts 50-329/79-lfl b 50-330/79-18 on 790821-23. 
Noncompliance noted: performing welding activities w/o 
protecting installed cables, 

NAI DU, K R . , MAXWELL, 0. F. , HAYES, 0, U. Regions, Chicago, Office 
of the Director, 79/09/10. 8pp. 


7910010504 Ack receipt of 790022 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rep ba 50-329/79-14 b 
30-330/79-14. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/13 

ip. 


--7910010307 Responds to NRC 790001 1 tr re violations noted in IE Insp 
Repts 50—329/79 — 14 It 50— 330/79— 1 4 . Cor r ec t i ve ac 1 1 ons ; we 1 cl er s 
hava been instructed in proper purge dam installation 
teerhn 1 quo. 

HOWELL, B, H. Consumers Power Co. 79/08/22. 3pp. 


7910030250 Forwards IE Circular 79-19, "Loose Locking Devices on 
I nger so 1 1 -Rand Pump Impellers, " Mo action required, 

KEPPLER. J. 8. Region 3. Chicago, Office of the Director. 79/09/13 
lp- 


7910030-350 Forwards weekly preliminary insp findings to b« attached to 
IE Insp Repts 30-329/79-15 b 50-330/79-15 dtd 790B22, 

FIQRELLI, 0. Region 3, Chicago, Reactor Construction b Engineering 

Support Branch. 79/09/14. 5pp. 


7910090040 Forwards IE Circular 79-20, "Failure of OTE Sylvania Relay, 
Type PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ac 
Coil." No action required. 

KEPPLER, J, 0. Region 3, Chicago, Dffito of the Director, 79/09/24, 
lp. 


791-0040237 Forwards TE Info Notice 79—23, "Emergency Dlsnel Oonerator 
Lube Oil Coolers. " No action required, 

KEPPLER, J. 0. Rug inti 3, Chicago, Office of the Director, 79/09/26 
ip. 


7910040043 Forwards IE Info Notice 79-24, "Frozen Linas, " No action 
required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director 79/09/27. 
lp. 


79I0170E46 Forward 9 IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 8, 4, " No action required. 

KEPPLER, J, 0. Region 3, Chicago, Office of the Director. 79/iO/Oi. 
lp. 


7910180614 Forwards IE Info Notice 79—24, "Overpressurization of 
Containment of FWR Plant After Main Steam Line llreak. " No 
action required. 

KEPPLER, J. 0 . Region 3, Chicago, Office of tho Director. 79/10/0J. 
lp. 


7910310397 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sys Piping." No action -required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/(0/19. 
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DOCKETED ITEMS 


R. Periodic operating reports it related correspondence 


7910020101 Forwards monthly operating rept for Aug 1979. 
HOWELL. S. H. Consumers Power Co. 79/09/25. Ip. 


— 7910160276 Interim deficiency rept re broken anchor holt in Unit 1 
reactor vessel support skirt flange reported on 790914. 

Outlines tests Intended to determine cause of failure. 

•» Dschtel Associates Prof ess ional Co-rp. 79/10/12. Sp p. 


— 7910020107 Monthly operating rept for Aug 1979. 
* Consumers Power Co 79/09/25. 300pp. 


7910140344 Forwards second interim deficiency rept re failure of Hiltt 
drop-in anchors to meet tension test requirements. 

HOWELL, S. H. Consumers Power Co. 79/10/12. ip. 


7910030506 Forwards Quarterly Rept 27 re const work to bo performed 
Oct-Dee 1979. pursuant to second It third condition* of 790326 
order ALAB-106 It Amend 1 to CPs. 

MCDOWELL. S. Consumers Punier Co. 79/09/28. Ip. 


--79I0030910 QuaTterl y Rept 27 re const work fur period Oet-Dec 1979. 
Personnel resumes end. 

» Consumers Power Co. 79/09/28. 59pp. 


3. Reportable occurrences. LEfis A related correspondence 


7910260428 Interim deficiency rept re settlement of diesel generator 
foundations ft bldg. Forwards Bechtel 790817 rept describing 
mods of planned remedial actions. Addl interim rept will to 
sent 791102. 

HOHELL. S. H, Consumers Power Co. 79/09/05. 10pp. 


7910260030 Forwards interim deficiency rept re ITT Or inne 1 1 -suppi ied 
feedwater pipe spool impact test results. 

HOWELL. B. H. Consumers Power Co. 79/09/07. 2pp. 


7910260034 interim rept re impact testing of IT! Or i nne 1 1 -supp 1 i ed 
main feedwater pipe. Results of heat testing expected by 
790912. Final rapt scheduled for 791008. 

* Bechtel Associates Professional Corp. 79/09/07. 2pp. 


7910160354 Second Interim deficiency rept re failure of Hiiti drop-in 
anchors to meet tension test requirements, Five of 52 anchors 
tested showed slippage. Attempts to comp letely not remaining 
57 anchors were unaucc ess f u 1. 1 nves t i ga t i an continues, 

* Consumers Power Ca. 79/10/12. 3pp. 


7910180480 Forwards final deficiency rept re failure to obtain required 
design pressure at outlet of containment air coolers. 

HOWELL, S. Consumers Power Co. 79/10/15, lp. 


— 791 01804B2 Final deficiency rept ro failure to obtain required design 
pressure at outlet of containment air coolen. Corrective 
act ion : pump provided in each svc water supply line to baust 
svc water pressure. 

ANDERSON, B. Consumers Power Co. 79/10/15. 4pp. 


7910220337 Submits final Part 21 rept re potential defeat in MEM A 
Siie 3 starters U contractors. Qould. Inc advisory notice of 
potential product defect end. 

HOHELL, S. H. Consumers Power Co. 79/10/15. lp. 


7910230270 Second interim rept re tripping of reactor coolant pumps 
during certain primary sys high void fraction conditions. 
Safety-grade automatic reactor coolant pump trip sys will bo 
incorporated. Final rept will be submitted by 80020S. 

HOWELL, S. H. Consumers Power Co. 79/10/19. Ip 


Ack r,c **P t 790823 rept re station batery test failure. 
FIORELLIiQ. Region 3, Chicago. Reactor Construction & Engineering 
Support Branch. 79/09/10 Ip. 


7910050379 Ack receipt of 790831 int 
ground i ng. 

FjaRELLt, Q. Region 3, Chicago. 
Support Branch. 79/09/14 lp. 


erim rept re reactor protection ays 
Reactor Construction ?< Engineering 


7910050383 Ack receipt o'f 790907 interim rep 
sys. 

FIORELLI, G. Region 3, Chicago, Reactor 
Support Btanch. 79/09/14. lp. 


t re pressuri 
Construction 


ier heater 
?< Engineer i ng 


7910050388 Ack receipt of 790907 interim rept 
Orlnnell supplied main feed pipe. 

FIORELLI. 0. Region 3, Chicago, Reactor 
Support Branch. 79/09/14 lp. 


re impact 
Ca nstruc t i a 


tested ITT 
n ?< Engineer in 


B 


7910110031 Ack receipt of 790905 int 
generator foundations !< bldg*. 
FIORELLI. 0 . Region 3, Chicago, 
Supp grt Branch. 79/09/14. lp. 


erim rept re settlement 
Reactor Cons true ti on It 


o-f diesel 
Engineering 


Ack rec » i P t 790912 Interim rept rc 
FIORELLI, 0. Region 3, Chicago, Fuel Fad II 
Branch. 79/09/20. lp. 


rap-in anchors. 

*• Materials Safety 


° f ’T 10 ‘ nterim "P* component 
i f i cation tsst documentation rfi^reviflu 

Support branch. tor' Construe t Ion b Engineering 


79 ii?es 4 In rept r * 

HOHELL, 8. H. Consumers Power Cc 


79/09/28. lp. 

- 7 910030500 Interim deficiency rept re differential length of wires in 
Svai.IJi " S *•»'•«■« in *p procedure developed t, 

HQUFLL 9°S Un ? er “ a ' , ’ Rept Uin 6e Warded 791031. 

HOHELL, S. H. Consumers. Power Co. 79/09/28, 5pp. 

‘ 

Bupp or t^Branch. "U/IO/U. “J" 80 * Reflctor Construction & Engineering 

, ‘ ? in“or 6 boir ard ’ lnl9rlm -<•<= re broken reactor vessel 

HOWELL, S, H. Consumers Power Co. 79/10/12. lp. 


7910230311 Suppi to 790301 final rept re analysis of reoctor bldg 
spray piping supports. Add 1 action: IT! OTlnnell analysis of 
Unit 2 anchors to be complutod by 791105. After analysis, 
disposition of discrepancies will be determined. 

HOWELL, S, Consumers Power Co. 79/10/19. 2 pp 


7910240594 Second Interim deficiency rept to potentially unsafe 
situation concerning tripping of reactor coolant pumps 
during certain primary sys high void fraction conditions. 
Safety-grade reactor coolant pump trip sys installed. 

HOWELL, S. H. Consumers Power Co. 79/10/19. lp. 


7910300302 Forwards fourth interim deficiency rupt re impact test 
results of main feed pipe spools, 

HOWELL, S. Consumers Power Co. 79/10/26, lp. 


79 i° 3 ? 030A Fourth interim deficiency rept re impact testing of 
feedwater p i p e. Rep or fcob 1 o condition of pipe unc er ta in. F! nal 
rupt scheduled for 791119, 

* Consumers Power Co, 79/10/22. lp. 


ma i it 


7910300339 Forward, interim deficiency rept re discrepant torminal 
block disconnect linos. 

HOWELL, 6. H. Consumers Power Co. 79/10/26. lp. 


-^lOGOO^^Beco^inUrimJeficiency rept re discrepant terminal block 
BZABELBKIiC. Consumers Power Co. 79/10/22. 2pp. 


7910310336 Forwards interim deficiency rept rc questionable 
7911 t9 6Sl,lt9 ° f main . fei!l!li,l,ter pipe spools. Final rept duo 
HOWELL, S. H. Consumers Power Co. 79/10/26. ip. 


impact 


~~ 79 ma?a°f2td In J erim 1 d ! f<Clen ‘ : V repl re d** crepant impact test resulto of 
main feedwater piping spools. Completion of Impact retesting 

!’ !^ 0 du “ rTT O p i™.l l equipment calibr prob 1 « mB , Final 
rept from vendor scheduled for 791119. 

e Bechtel Associates Professional Corp. 79/10/22. Ip. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 

. E nVtT !!^ Bnt;at R °P 0I ’ t <ER>, amends tt correspondence 




- -- — » I ur — TWBI, 1 rir lit) 

from internal reviews, NC State Uni v Radiat i on Pro toe 1 1 on 


Council b others. 

SAXE. R. F. North Carolina State Univ. 


79/09/17. lp. 


common t a 


“"7910040643 "GA Plan for Shipment 
a North Carolina State Univ. 


of R-3 Fuel. " 
79/09/11. 10pp. 


DOCKETED ITEMS 


H 


F. Security) medical, emergency 6 fire protection plans 


7910240701 Ack receipt of 790017 1 tr transmitting security organiiation 
training & quai i f i ca t i on p lan. Submit tnl not accompanied ky 
required approval or amend fees. Class III fee should be 
forwarded promptly. 

HILLER. W. O. License Fee Management Branch. 79/10/03. Ip. 


0 Adjudicatory correspondence 


79100100BB Decision to deny 790320 request for suspension of Amend 9 to 
License DPR-49. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/0B/07. 6pp 


■7910010094 Forwards JE Magers 790320 request for suspension of Amend 9 
to License DPR-49. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/0B/O7. 2pp. 


■7910040369 Director's denial of Citizens United for Responsible Energy 
790320 request to suspend Technical Amend 9 to License 
DPR-49. Phys ical security procedures t< lnaccessabi 1 i ty of 
matl assures safe operation. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/00/07. 2pp. 


7910030669 Forwards Cltiiens United for Responsible Energy petition to 
modify util license so that limiting condition of operation 
compiles w/OE t e c ommond a 1 1 on per NEDQ-23631. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/29. 3pp, 


7910050514 Forwards FR notice that petition requesting proceeding to 
modify facility license re limiting condition of operation 
is being treated as request foT action under 10CFR2. 206 
DENTON. H. R. Office of Nuclear Reactor Regulation. 79/0B/S9. 2pp. 


•7910030521 Notice that 790717 petition from Citizens United for 
Responsible Energy requesting proceedings to modify facility 
license re limiting condition of operation will be treated 
as request for action under 10CFR2. 206. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/08/29. Ip. 


P. Operating license stage documents h correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 33 re requirements 
for physical protection of nuclear power plants, Amend defers 
implementation of physical search requirements from 790001 
to 791101. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/OB/tO 49pp. 


7910110233 Forwards NUREG/CR-0727, "DWR Offgas Oya Evaluation." Sys 
provides reasonable assurance that potential fnr external 
offgas explosions is minimi zed. W/o end, 

GAMMILL.W. P. Assistant Director for Operating Reactor Projects (Pro 
791030). 79/00/22. 29pp. 


7910160145 Notification of 790926 meeting w/Mark I owners in Dethooda, 
MD to discuss pool swelling c amp res s i b i 1 1 ty effects !< 
downcomer condensation loads. 

GR1MEB.C. I. Plant Bystoms Branch (Pro 791030). 79/09/24. Ip. 


7910170010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty in load magnitudes re condensation 
oscillation load definition procedures. Draft ltr to Nark I 
utils re test program end. 

GRIMES. B. K. Assistant Director for Systems Engineering (Pre 
791030), 79/09/25. 4pp. 


7910170006 Discusses resolution of potential problem re Mark 1 
containment identified in 790B31 memo. Addl Info re response 
characteristics of downcomor-vont header sys shews 
sufficient structural fatigue margins e x i s t. Eva 1 uati on end. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/09/26. 2pp. 


7910220413 Forwards guidelines far valve operability re containment 
purging tc venting during normal operation. Requests 
commitment to Implement valve qualification program within 
30 days. 

EIBENHUT, D. Q. Division of Operating Reactors. 79/09/27. 3pp. 


7910130461 Responds to NRC 79080B ltr re adequacy of station electric 
distribution sys voltages, Sufficient capacity it capability 
of offsite *< onsite electrical power sys exist to operate 
safely under all postulated events. 

ROOT. L. D. Iowa Electric Light fc Power Co. 79/10/00. Ip. 


7910130283 Forwards proposed change RTB-66B to Tech Bpecs of License 
DPR-4? re pressure Ik temp limit* for RCB. 

ROOT. L. D. Iowa Electric Light & Power Co. 79/10/10. 2pp. 


79101302B8 Proposed change RT5-660 to Tech Specs 3. 6. A & 4. 6. A of 
License DPR-49 to delete requirements for min temp 
criticality limits for RCS, based on Inservtce hydrostatic 
test min temp 

* Iowa Electric Light & P&usr Cd. 79/10/10- 9pp. 


7910230265 Responds to 790913 ltr re followup actions resulting from 
NRC reviews of TMI 1 nc i d ent. Bet t or defined acceptance 
criteria are needed For some of NUREQ-Q57B recommendations. 
Application of NUREG-OS70 requirements to facility end. 

ROOT i L. D. Iowa Electric Light fc Power Co. 79/10/17. 2pp. 


7910240340 Forwards fee for NRC review of security organiiation 
training k qua lification plan submitted on 790817. 

RBDT.L, D. Iowa Electric Light J< Power Cn, 79/10/18, 2pp. 


7910250206 Confirms 791011 8i 17 telcons ro fool pool expansion 
authorized in Amend 45 to License DPR-49. Discusses 
acceptable positions re load proof testing t< max sliding 
displacement. 

ROOT, L. D. Iowa Electric Light *< Power Co, 79/10/18. Ip, 


7910300341 Forwards amend to License DPR-49 It Tech Specs. App A re 
end-of-cyc le recirculation pump trip. Class III foe end. 

ROOT i L. D. Iowa Electric Light & Power Co, 79/10/22. 2pp. 


— 7910300344 Tech Specs for cn tf-of-c yc 1 e recirculation pump trip. 
* Iowa Eloctric Light Ik Power Co. 79/10/22. 4pp. 


— 7910300340 "Basis for Installation of Recirculation Pump Trip 3ys. " 
* General Electric Co. NEB0-24220. 79/09/30. 20pp. 


G. Inspection reports, IE Bulletins It correspondence 


7910090529 Forwards IE Bulletin 79-19. "Packaging of Low Level Radwaste 
for Transport it Burial." Action roqulrod. 

KEPPLER. J. Q. Region 3. Chicago. Office of the Director, 79/08/10, 
ip. 


7910030043 Ack receipt of 790709 fa 23 1 trs informing NRC of steps taken 
to correct violations noted in IE Insp Rept 50-331/79-15 
HEISHMAN. R. F. Region 3, Chicago. Reactor Operations Nuclear 

Support Branch. 79/0B/13. Ip. 


— 7910030049 Responds to NRC ltr re violations notod in IE Insp Rept 
50-33 1 /79-1 5. Cor recti vo actions: va lvo locked in open 
position S< key given to shift supervising engineer. 

RODTrL.D Iowa Electric Light t< Power Co. 79/07/05. 2pp, 


——7910050056 Sup p 1 ements 790705 response to NRC ltr re violations noted 
in IE Insp Rept 50-331 /79-1S. Correc tlvo ac t i ons: va We locked 
In open position it key given to shift supervi sing engineer. 

ROOT. L.D. Iowa Electric Light & Power Co. 79/07/23 2pp. 


7910090102 Forwards IE Bulletin 79-21. "Temp Effects on Level 
Measurements." Action required. 

KEPPLER, d. 0. Region 3. Chicago, Office of the Director. 79/00/13, 
lp. 


7910050411 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals." No action required. 

KEPPLER, J. G. Region 3, Chicago, Pffice of the Director. 79/08/14, 
lp. 


7910050403 Forwards IE Circular 79-17, "Contact Problem in SB-18 
Switches on GE Metalclad Circuit Breakers." No action 
required , 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director. 79/00/14. 
lp. 


7910050256 Responds to IE Bulletin 79-16. "Vital Area Access Control." 
Details withheld (ref 10CFR3. 790). 

ROOT. L. t>. Iowa Electric Light it Pouter Co. 79/09/06. lp. 


7910020199 Forwards IE Info Notice 79-20. R ovl s 1 on 1, "NRC Enforcement 
Policy — NRC Licensed Individuals. " Notice reissued to 
correct word omission 6 punctuation error which changed 
intent of statement. Changed sta tom ent underlined in text. 

KEPPLER, J. G. Region 3, Chicago. Office of the Director. 79/09/07, 
ip. 


7910020206 Forwards response to IE Bulletin 79-15. Table w/manufacturer 
model capacity R plant application of deep draft pumps I« 
pump malnt rocords end. 

ROQT.L.D, Iowa Electric Light t< Pownr Co. 79/09/07. 7pp. 
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7910030260 Forwards IE Circular 79-19. "Loose Locking Devices on 
I nger so 11-Rand Impellers." Wo action required, 

KEPPLER, J. Q. Region 3, Chicago, Office of the Director. 79/09/13 
iP- 


7910240295 Forwards IE Insp Rept 50-331/79-16 on 790724-26 It 0731-0602. 
Wo noncomp £ i an c e noted. 

HEI8HMAN, R. F. Region 3, Chicago, ReaetOT Operations Nuclear 

Support Branch. 79/09/13. 2pp. 


7910040242 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Luba Oil Coolers. " No action required. 

KEPPLER, J. O, Region 3, Chicago, Office of the Director. 79/09/26 
ip- 


7910040049 Forwards IE Info Notice 79-24, "Froien Lines." No action 
required. 

KEPPLER, J. 0. Region 3, Chicago. Dffice of the Director. 79/09/27. 


— 7910240259 IE Jnsp Rept 50-331/79-16 an 790724-26 6 0731-0802. No 
noncomp 1 iancc noted. Major areas i nspe c t od : ma i nt. p r need u r es fc 
followup on previously identified items of no-ncomp 1 i anc e 
WRIGHT, 0 . C. , GALLAGHER, E. J. , SPES3ARD, R. L. Regions, Chicago, 
Dffice of the Director. 79/09/12. 9pp. 


7910170251 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 8, 4. " No action Tequired. 

KEPPLER, J. O, Region 3, Chicago, Office of the Director. 79/10/01 

lp. 


7910050240 Responds to IE Bulletin 79-19, "Packaging of Low Level 
Radioactive Waste for Transport t< Duriol.” Action required 
will be established 6 implemented by 80D101. Audit will bo 
completed within required 60-day period. 

ROOT, L. D. Iowa Electric Light It Power Co. 79/09/14. 2pp, 


7910IB0623 Forwards IE Info Notice 79-24, "Qverpressur i I a t £ on 
Containment of PWR Plant After Main Steam Line Break. " No 
action required, 

KEPPLER, J. G. Region 3, Chicago, Office of the Director 
lp. 


of 

79/10/01. 


7910110079 Ac k receipt of 79QB30 1 tr informing NHC of steps taken to 
correct violations noted in IE Insp Rept 50-331/79-17. 

HE I SHM AN, R. F. Region 3, Chicago, Reactor Operations Nuclear 

Bupport Branch, 79/09/17. lp. 


7910250229 Forwards response to IE Bulletin 79-01A, "Environ 
Qualification of Class IE Equipment (Deficiencies In Environ 
Qualification of ASCO Solenoid Valves)." Solenoid valves 
instal led in three sa f e t y-rc lated ays. 

KEPPLER, J. O. Iowa Electric Light 6 Power Co. 79/10/03. 3pp. 


-79101 1010B Responds to NRC 790813 ItT re violations noted in IE Insp 
Rept 50-331 /79-17. Correc t tve actions; test personnel to 
notify shift supervising engineer when problem develops. 

ROOT, L. D, louia Electric Light 6 Power Co. 79/08/30. 3pp. 


79101 50260 Forwards assessment of effect of nonsafety-grade sy 
failures on safety-grade sys performance, In response to 
790917 1 tr re IE Info Notice 79-22. 

ROOT, L. D. Iowa Electric Light 6 Power Co. 79/10/05. 0pp. 


7910300082 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys," Westinghouse 790B30 ltr {< Public Svc Electric 6 Gas 
Co 790910 ltr re potential unrevlewod safety sues t i on. Ac tion 
required within 20 days, W/o end. 

DENTON, H. R . Office of Nuclear Reactor Regulation. 79/09/17. 48pp. 


7910260411 Discusses anchor bolt testing 6 replacement program 
IE Bulletin 79-02, Does not necessitate or find 1007 
changaout program cost benefit! al . Forwards revision tn 
L Root 790711 1 tr, modifying replacement program. 

ROOT, L. □. Iowa Electric Light ti Power Co. 79/10/11. 2 p p. 


ro 


7910100471 Responds to IE Bulletin 79-18. "Audibility Problems 
Encountered on Evacuation of Personnel From High Noise 
Areas." Evaluation of evacuation alarm sys in high tr low 
noise level areas performed. Paging speakers to be installed. 
ROOT, L. D. Iowa Electric Light 6 Power Co. 79/09/20. 2pp, 


7910240730 Provides addl Info re response to IE Bulletin 79-14, 
"Seismic Analysis for As-Built Safety-Related Piping Sys " 

No effects on sys operability found In Investigation. 

ROOT, L. D. Iowa Electric Light & Power Co. 79/10/12. 2pp. 


7910240192 Forwards IE Insp Rept 50-331/79-20 on 790020-31 tt notico of 
violation. 

HE 1 SUM AN, R. F, Region 3, Chicago, Reactor Dp orations Nuclear 

Bupport Oranch. 79/09/20. 2pp. 


7910310401 Forwards Revision 2 to IE Bulletin 79-13, "Crocking 
Feedwater Bya Piping. “ No action required. 

KEPPLER, J.G. Region 3, Chicago, Office of the Director 
Ip. 


In 

79/10/19. 


7910240197 Notice of violation from insp on 790B2B-31. 

“ Region 3, Chicago, Office of the Director. 79/09/IB. ip. 


— 791°24°205 IE Insp Rept 50-331/79-20 on 79OB20-3 i . None omp 1 lane e noted: 
failure to document h promptly review temporary procedure 
change. 

CHOW, E. T. i STREETER, J, F. Region 3, Chicago. Office of the 
Director. 79/09/19. 4pp. 


7910040254 ForwaTdB IE Insp Rept 50-331/79-22 on 790906-07 t, not 
vlolat 1 on. Not i ce of violation withheld (ref 10CFR2. 790 ). 

HIND, J. A. Region 3, Chicago. Safaguards Branch. 79/09/21. 


ice of 

2pp. 


7910310132 Ack receipt of 791000 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-331/79-20 
HEI8HMAN, R. F. Region 3. Chicago. Reactor Operations Nuclear 
Bupport Branch. 79/10/22. Ip, 


7910310135 Responds to NRC 790920 ltr re violations noted in IE Inop 
Rept 30-331/79-20. Corrective ac 1 1 ons : p 1 ant supervisors 
reviewed requirements of Administrative Control Procedure 
1402.2 w/personnel. 

ROOT, L. D. Iowa Electric Light 6 Power Co. 79/10/08. 2pp. 


R. Periodic operating reports Zt related correspondence 


-7910040262 IE Insp Rept 50-331/79-22 on 790906-07. De tai 1 s withheld 
(ref 1GCFR2. 790) , 

HIND, J. A. Region 3, Chicago, Safeguards Branch, MADEDA. T.J. 

Region 3, Chicago, Office of the Director. 79/09/21, lp, 


7910090793 Submits addl info in response to IE Bulletin 79-14, 
Analysis for As-Built Safety Related Piping 0ys. » No cases 
found where stress levels eeceed code allowables, 

ROOT, L. D. Iowa Electric Light 6 Power Co. 79/09/21. lp. 


"Seismic 


7910190397 Forwards monthly operating ropt for Sept 1979. 

HAMMOND, E. L. Iowa Electric Light 6 Power Co. 79/10/15. lp. 


•7910190401 Monthly operating rept For Sept 1979. 

VAN SICKEL, J. Iowa Electric Light & Power Co. 79/10/15, 7 pp, 


7910230572 Forwards corrected operating data rep 
■operating repts for May, June. Jul Si Aug 1979. 
HAMMOND, E, L. Iowa Electric Light It Power Co. 


t section of monthl 
79/10/18. 5pp. 


V 


7910230561 Forwards NRC 79062A ltr ro multiple equipment failures 6 
surveillance testing errors, which was Incorrectly 
distributed. Also forwards IE Insp Repts 30-295/79-13 tt 
30-304/79-12. Action required. 

EI86NHUT. D. G. Division of Operating Reactors. 79/09/21, 49pp. 

79 T?o^ 0 pM ^, RM?T' , '^' 1 ^^L C ^ ^<:UlJ,, ' 79 " B0 * " fralluTe a * OTE Sy I vania Relay, 
PH Bulletin 7309# Catalog 5U12-11-AC li/ 120 Volt ac 
Coil." Mo action required. 

KEPPLER, J,0. Region 3. Chicago, Office of the Director. 79/09/24 


7910230252 Notifies that 790602 response to IE Bulletin 79-08, "Even 
Relevant to BHFts Identified During TM1 Incident. " omitted 
nnnt°i’ , 5, re jjeneTa 1 emerg ency . Respq nsa end. 

ROOT, L. 0. Iowa Electric Light ! , Power Co, 79/09/24. 2pp, 


8. R epor tab 1 e occurrences, LERs & related correspondence 


7910100302 RO: on 790920, during daily surveillance testing, min flow 
valve MOV 2104 for A core spray pump IP-21 1A, would not close 
duo to shift lever on valve operator in neutral position. 

Caused by personnel error. Lever returned to proper position. 
HAMMOND, E. L. Iowa Electric Light 6 Power Co. 79/09/20. Ip. 


7910100091 RD; voltage Indication for diesel generator 10-21 went 
upscale whan generator was synchronl ted. Output breaker 
opened & generator declared lnoperab le. Subsequent test 
found na prob lems. 1 nvestig at 1 on continuing. 

HAMMOND, E. L. Iowa Electric Light ti Power Co. 79/09/21, lp. 


79 10010396 Forwards update to LER 70-O17/O1T-1. 
HAMMOND, E. L. Iowa Electric Light & Power Co. 


lp. 


79/09/24, 
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~-7‘910Q103‘?? Update to LER 79-017/01 T- 1 : on 7Q032S. during insp of primary 
piping inside pr imavy containment. small leak was observed 
next to reactor water cleanup inboard manual isolation 
valve Caused by cracking from stress corrosion. 

ZIMMERMAN, J. C. Iowa Electric Light t , Power Co. 79/09/24. 2pp. 


7910030461 Informs that 790920 H-day RO should be reclassified as 30- 
day RO Tests on 790926 demonstrated that pump spray core A 
mould moot head requirements at rated flow even w/min flow 
valve open.nept to bo submitted within 30 dayB of event. 

HAMMOND.E.L. Iowa Electric Light 8. Power Co. 79/09/27. Ip. 


7910030465 Forwards LER 79-030/03L-0. 

HAMMOND.E.L. Iowa Electric Light & Power Co. 79/09/27. ip. 


— 7910030471 LER 79-020/03L-0: on 790902, c r i t i c a 1 power ratio was found to 
bo 1.2B9, below Tech Specs limit of greater than or equal to 
1.290. Caused bg xenon transient causing thermal power to 
Increase. Roc Irculat ion flow reduced immediately 
VAN SICKEL, J. Iowa Electric Light !< Power Co. 79/09/27. Ip. 


791003Q4B1 Forwards update to LER 7B-033/03X-1 

HAMMONDiE.L. Iowa Electric Light 5. Power Co. 79/09/27. ip. 


— 791 00304B9 Update to LER 7B-033/03X-1 : on 70061 7, f o 1 1 owi ng reactor 
scram. torus purge inlet valve CV430B failed to close on 
containment isolation signal, Cause unknown. Valve operable 
after making minor adjustments to operator air bleed valve. 
ZIMMERMAN. J. C. Iowa Electric Light U Power Co. 79/09/27. Ip. 


7910090402 Forwards LER 79-021 /01 T-0. 

HAMMOND.E.L. Iowa Electric Light U Power Co. 79/10/02. Ip. 


— 7910090411 LER 79-02 1 /Ol T-0: on 7909 18. dur 1 ng surveillance testing, min 
flow valve for RHR pumps would not open. Caused by stripped 
operator gear. Update ropt will bo submitted. 

VAN BICKEL. J. Iowa Electric' Light & Power Co. 79/10/02. 2pp. 

7910100362 Discusses 790921 prompt notification of RO involving 
standby diesel generator 10-21. Event has been re-evaluated ?< 
determined to bo not reportable 

HAMMOND.E.L. Iowa Electric Light J, Power Co. 79/10/04. Ip. 


79101202B2 RO: on 790927, s e i smi c restraints GBB-23-H-ID2 on RHR tu fuel 
pool line found not in toe t. loves tigot ion continuing. 

HAMMOND.E.L. Iowa Electric Light & Powor Co. 79/10/08. Ip, 


7910190390 RO: on 790927, while performing insp of RHR p ipi ng, sol smic 
restraints QBD-23-BR- 1 50 {< 160 t. pipe hanger ODD -23-H-l 52 
an fuel pool line found not intac t, Be 1 ami c analysis started 
an 79072B. Investigation of cause continuing. 

HAMMOND.E.L. Iowa Electric Light 8< Power Co. 79/10/00. Ip. 


79101 505B6 Forwards LER 79-022/03L-0. 

HAMMOND.E.L. Iowa Eloctric Light & Powor Co. 79/10/10. Ip. 


— 79101 5059 1 LER 79-022/03L-0: on 7909 1 4. sup p r e s s i on chamber water level 
Indication on LR-43B4 was downscale while redundant 
indication on LR-43B5 was stab 1 e. Caused by corrosion on 
terminals of associated level transmitter. 

VAN SICKEL, J, Iowa Electric Light 8. Power Co. 79/10/11. Ip. 


7910150566 Forwards LER 79-023/03L-0. 

HAMMOND.E.L. Iowa Electric Light U Power Co, 79/10/11. ip- 


— 7910150571 LER 79-023/03L-0: on 790917, control bldg standby filter unit 
1 V— 8FU-30D failed to start. Caused by upscale drift of CE 
Model 552 flow transml ttor. Transmi t ter was rocel ibr. Design 
rovlew to bo initiated. 

VAN BICKEL, J. Iowa Electric Light *< Power Co. 79/10/11. Ip. 


7910300179 Forwards updated LER 77-Q12/03X-1. 

HAMMOND.E.L. Iowa Electric Light «t Power Co. 79/10/19. Ip. 


— 7910300189 Updated LER 77-012/03X-1 : on 770218, rocirculali on pump trip 
pressure switch tripped at 1,175 psig on reactor high 
pressure recirculation pump. Caused by use of wrong trip 
setting for surveillance test. Test procedure changed. 

ZIMMERMAN. J. C. Iowa Electric Light & Power Co. 79/10/19. 2pp. 


7910300197 Forwards LER 79-024/03L-0. 

HAMMOND.E.L. Iowa Electric Light U Power Co. 79/10/19. Ip. 


— 7910300206 LER 79-024/03L-0: on 790919. min flow valve for core spray 
pump A would not close. Caused by moving of shift lever on 
valve operator to neutral pos 1 1 Ion, di sengaging operator 
motor. Lever restored to proper position. 

VAN BICKEL. J. Iowa Electric Light &t Power Co, 79/10/19. ip. 


7910300211 Forwards LER 79-025/01 T-0. 

HAMMOND.E.L. Iowa Electric Light & Power Co. 79/10/19. Ip. 


—7910300217 LER 79-025/01 T-0: on 790927, d ur i ng insp of RHR p i p i r>g. sei smi c 
restraints GBD-23SR - 1 SB, GBB-23SR-1 60 S< pipe hanger GBB-23-H- 
152 on RHR-to-fuel pool line found not intact. Apparently 
caused by water hammer. Investigation continues. 

VAN SICKEL, J. Iowa Electric Light S< Power Co. 79/10/19. 2pp. 


DOCKET 50-332 BARNWELL REPROCESSING PLANT 


Q Inspection reports. IE Bulletins t. correspondence 


7910050352 Responds to IE Bulletin 79-19. Current set of DOT L NR C 
regulations ma i nta in o d. Made 39 shipments of low level 
radwaste In 197B-1979. 

BAXTER. R. C. Allied Chemical Corp. , Nuclear Bervices Div. 79/09/21. 
3pp. 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


G. Adjudicatory correspondence 


7910040357 Forwards revised replacement pages of safetg evaluation to 
correct 790B09 submittal which had Incorrect pages. Ofc of 
Nuclear Reactor Regulation 790010 order fc entire safety 
evaluation one 1. 

MILLER, J, R. Division of Operating Reactors. 79/0B/I0. Ip. 


— 7910040364 Draft order lifting suspension of facility operation 
required by 790313 show cause order. Requires mods to all 
piping sys equipment non 1 es. con talnmont penetrations & 
supports in inaccessible areas prior to startup. 

MATTSON. R. J, Office of Nuclear Reactor Regulation. 79/08/10. 
Bpp. 


— 7910040367 Safety evaluation supporting revocation of show cause order 
for suspension of facility operation. 

* Office of Nuclear Reactor Regulation. 79/00/10. Bpp. 


H. General correspondence 


7910090303 Responds to ltr re shutdown of five nuclear powor plants. 
NRG terminated shutdown order for four of five plants after 
completion of reanalysis t. mods to piping sys. One remains 
shut down for replacement of steam generators. 

DENTON. H R. Office of Nuclear Reactor Regulation. 79/09/21. 2pp. 


7910090306 Forwards application for amend to License DPR-S9 re proposed 
mgt title b organ! j*ti onal changes. 

EARLY, P.J. Power Authority State of New York. 79/10/02. Ip. 


— 7910090320 Application for amend to License DPR-59 Tech Specs Apps A f< 
B re proposed mgt title S< organi latlonal changes. 

EARLY. P.J. Power Authority State of New York, 79/10/02. L 1 p p . 


P. Operating license stage documents correspondence 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
Implementation of physical search requirements from 790B01 
to 791101. 

DENTON, HR. Office of Nuclear Reactor Regulation. 79/00/10. 49pp. 


7910110235 Forwards NUREG/CR-0727, "BUR Offgas Sys Evaluation." Bys 
provides reasonable assurance that potential for external 
offgas explosions is minimi xed. W/o encl. 

GAMMILL, W. P. Assistant Director for Operating Reactor Projects (Pro 
7910301. 79/08/22. 29pp. 

7910030659 Rejects 79QB17 request for 30-day extension on 
implementation of Amend 47 to OL DPR-59. Amend must be 
implemented 20 days from 790009 FR notice. 

IPPOLITO, T. A. Operating Reactors Branch 3 <Pre 7910301. 79/00/E3. 

Bpp. 


7910030765 Forwards list of incomplete licensing activities & requests 
list of items to be deleted from licensing backlog 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 79/GB/27. 

3PP. 


7910030613 Requests demonstration that rock squeeie is no haiard to 

facility. 

IPPOLITO, T. A. Operating Reactors Branch 3 (Pre 791030). 79/00/29. 

3pp. 
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791 030 ) f" ^79/09/ 10 8 ^ a 4pp^^ TeC ^° r f ° r S ' JStem * ="»* — -*iBg (Pre 
downcomer condensation loads 

GRIMES* C. 1 . Plant Systems Branch (Pre 7910301 . 79 / 09 / 24 . ip 

i sasa.’js.isiuKKrj^r "" - 

EARLy.P.J. P o war Authority Statu of New York. 79/09/25. Ip. 

79 i«iIh?J 0 ^ DiSeU ” eS n ° eiJ f0r adrfl confirmatory full BcaIe t(fsta to 

establish uncertainty in load magnitudes re condensation 

Otili l re i t«i 0S<l dOfir,lti0 ' 1 Procedures. Draft ltr to Mark I 
utila re test program encl, 

79S, D - K 79/09/29 Stfl 4p t p DlrBCt0r fDr Sy5tdm3 &,,in..rin B <Pre 


”i»~' si;:?:— 

LEONARD. J. D. Power Authority State of New York. 79/09/12. 3pp. 

7910020330 Forwards IE Circular 79-19 hi „„„„ , . . 

flRIER , D 1 H~ B * ,,d B P "? P ImpCllcr5 ' " «tinn re D ' VICe8 ° n 

lp . Reaion »' Philadelphia. Office of the Director. 

7910150362 Responds to IE Bulletin 7o.n-, . 

Bi^its^nsp 45 ^^' 1 i B ° COncrete -xp-ntion anchor bol " SP * rePair9 ° f 
pud (nits insp U repair schedule 

LEONARD, J. D, Power Authority State of Mew York. 79/09/13. 2pp. 
I,.""'" '■ Philadelphia. 0„ic. af ... D , r «.„. 


"jISJJVjssis -* 

3o”7aJs im P lon ' 8 '’‘ qualification program within 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3 PP . 

3pp derating Reactors Branch 3 fPr 0 791030). 79/09/27. 

7910100327 Responds to 790917 ltr re . 

c^o 6 h Sa r ety - flradc Forwards S E " n ° nSafet ^ 

P :: No S T ri ! flP*«»<nent.Only potentially adverse 
EARLY P I *D involves reactor vessel head vent. 

Power Authority State of Nbui York. 79/10/05. 7pp. 

EARLY.P.J, Power Authority State of New York. 79/10/10. 2pp. 

Kn'^rr;, "Hi*:;;™, %“-«*• w..... «-», 

pool coaling. 9 f RKR SU1 for a Pnnt fuel 

EARLY.P.J. Fewer Authority State of New York. 79/10/10. Ip, 

* Power Authority State of New York. 79/10/10, 6pp. 

7910230277 Responds to NRC 790913 if. - t 
accident & provides commitments l* i ? learned Prom TH1 

for emergency power f " "a ef Tl ? ta ' ^hodule 

££?**“ i *aa, valve jSjW.'iJl.V.'l'rJ ^ 

ARt-V.P.J. Power Authority State of New York! 79/10/22. 13 pp. 

OdlUtins * correspondence 
7910120399 Responds to IE Bulletin 79 ni c- 

LEONARD, J.D. Power Authority State of New York. 79/00/3!. 3pp. 

;s:n*.nt.sisi"c.j r : : ™ — 

GRIER, D. H. Region U Philade^h?” 1 

79/09/07. If, 9 Philadelphia, Office of the Director. 

7910040430 Responds to IE Bulletin 79 -ln . 

lass* <3 “» 

n/mm i, 


DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 

survelUancr?estinr e rrorsfwH^ r uar{ncoiroct“y Pmeni: * 

EISENHUT, D. 0 . Division of Operating Reactors, 79/09/2! 49pp. 

7910090596 Forwards IE Circular 79- an nc.n ■„ „ 

™ ft-** w/120°Vu?t E ac' J ,Vanla RBla9 ' 

79/09/24^ ip.^ 91 ”" *■ f>hiUdBlphia ' of Uo Director. 

7910040135 Forwards IE Info Notirn 70 on «. 

Lube OH Coolers. " No ac tl on ^roqulrsid^* '' EmBr9Bnc « Di " 5e > Generator 

79/09/26^ 4pp W ° 9iDn of the Director. 

7910100162 Forwards IE Bulletin 79-24 "p_„, ,, 

S85 t}*U-. ^s.r ,w, "‘- 

, ' RBacto ’' Tpl P 8 Turkey 

79/fo>oi Ip," 0010 " Philad0lph ^' O^ico of the Director. 
7910170627 Forwards IE Info Notice 70 oa un 

S"':;’;:;;.::/ 1 " p ‘* n * 4 "" "■*» =*■■■ •' 

„ ,""' lon '• 

S!! as:.:i,*j“SiTi Tr- ! r” 

BRUNNER, E, J. Region 1 Phlladnf^! !" °! L0CA 0I 5 ul Pdlont. 

Support Branch. 79/10/02! 2pp P a< Roactor Operations Nuclear 


Periodic operating reports !< related 


C Q r rospond enc p 


79 LE0NARD S j F S r,1,a o dB monthl, J operating rept for Sept 1979 
LEONARD, J.D. Power Authority State of Now York" 79/^0/04. Ip. 

~” 7<? ZUFELT 4 F M °S thly °P eratln 9 cept for Sept 1979 

ZUFELTi E. Power Authority State of New York. 79/10/04. 12pp. 

!- R !!!I™i!_!" P :::"cos^i : ERs J, related correspondence 
Forwards LER 79-034 /03L-0. 

EONARD, J. D. Power Authority State of New York. 79/09/26. Ip. 
CHILDS, W.V, Power Authority State of New York, 79/09/26. 2pp. 
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7910010352 Forwards LER 79-055/03L-0. 

LEONARD, J. D. Power Authority State of New York, 79/09/26. Ip, 


7910100207 Forwards LER 79-067/03L-0. 

LEONARD. J. D. Power Authority State of New Vork. 79/10/04 lp. 


"'*7910010353 LER 79-055/03L-0: on 790902. radwas to bldg monitor A 
found out of calibr during functional test. Cause not given 
Instrument was repaired & recalibr. 

CHILDS. W. V. Power Authority State of New York. 79/09/26. 


was 


2pp. 


7910100164 RD 79 158: on 790926. informed by A/E that addl HPCI & 
automatic depressurization sys cabling affecting control of 
HPCI inboard steam supply isolation valve did not have 

, s ®P a ™ llon criteria, creating potential fire hazard. 
LEONARD, J. D. Power Authority State of New York. 79/09/26. lp. 


7910290146 RD-79-1 58: on 790926, A/E advised that HPCI & automatic 
depressurization sys (ADS) cabling affecting control of HPCI 
inboard steam supply isolation valve did not meet NRC 
criteria. Caused by HPCI U ADS cabling in same raceway. 

LEONARD. J. D. Power Authority State of New York. 79/09/26, Ip. 


7910100413 RO 79-159; on 790927. hangers on discharge of core spray 
pump E & reactor bldg closed hoop heat exchanger found 
inoperable. causing sys to be Inoperable under earthquake 
conditions. Hangers will he repaired within seven-day period 
LEONARD, J. D. Power Authority State of New York, 79/09/2B 2pp 


7910030320 Forwards LER 79-038/03L-0. 

LEONARD. J. D. Power Authority State of New York. 79/10/01, lp. 


-7910030328 LER 79-038/03L-0 : on 790903, HPCI sys turbine was uncoupled 
from pump to allow overspeed testing. Caused hy intentional 
disabling to satisfy insurance underwriters requirement 
Following test, pump 6 turbine recouplod U sys operable. 

CHILDS, W. V, Power Authority State of New York, 79/10/01. 2pp. 


7910090349 Forwards LER 79--059/03L-0. 

LEONARD, J. D. Power Authority State of New Vork. 


79/10/02. Ip, 


-7910090347 LER 79-059/03L-0: on 790904, during normal startup, laaki nq 
cell was noted In station battery B. No cause stated. Cell was 
jumpered «< battery was verified to be oporablo When 
replacement is ava i lab le, ce 11 will be replaced. 

CHILDS, W. V. Power Authority State of New York. 79/10/02. Ppp. 


7910090349 Forwards LER 79-061 /03L-0. 

LEONARD, J. D, Power Authority State of New York. 


—7910090351 LER 79-061/031.-0: on 790905, dur ing HPCI subsys logic 
functional test, switch 3 associated w/lcvel instrument 
02-3-L13-72D did not properly pick up follower relay. Caused 
by Wiring error during installation of new switch, 

CHILDS, W. V. Power Authority State of New York. 79/10/03 2pp 


7910090417 Forwards LER 79-060/03L-0. 

LEONARD, J. D. Power Authority State of Now York. 79/10/03. lp, 

“-7910090422 LER 79-060/030-0; on 790904, roac t 1 vi ty required to 
demonstrate shutdown margin was found to be larger than 
value used during demonstration at beginning nf current fuel 
cycle. 

CHILDS, W. V. Power Authority State of Now York, 79/10/03. 2pp. 

791Q09042B Forwards LER 79-063/03L-0. 

LEONARD, J. D. Power Authority Btate of New York. 79/10/03. Ip. 


—7910090432 LER 79-063/03L-0: on 790906, during normal startup, control 
worth minimlzer was Intentionally bypassed. Caused by 
revision in control rod withdrawal sequence. 

CHILDS, W. V. Poorer Authority State of New York, 79/10/03. 2pp. 


red 


79 ias°not a estahH~h 6 I /03 ^ 0: ° n 79090B ‘ squired differential pressure 
Was not established within specified time requirements of 

iLnrtfnrl "S* ‘ V * n ’ ° P ? ra * ionf personnel were counseled in 
rwil fM 2 5 V rE 4uiremonts in completing activities. 

CHILDS, W. V. Power Authority State of New Yor*. 79/10/04. 2pp. 


7910100270 Forwards LER 79-0&6/03L-0. 

LEDNARD.J.D, Power Authority State of New York. 79/10/04. ip. 




channel b A, D t, F tripped at value of 120.37, compared to Tech 
Spec requirements of 1207,. Half scram removed t, channel 
returned to svc. 

CHILDS, W V. Power Authority State of New York. 79/10/04. 2pp. 


7910100280 Forwards LER 79-060/031-0. 

LEONARD, J. I). Power Authority State of New York. 79/10/04, lp. 


., , ' 1 'iwiMisninj srywen to i 

differential pressure, torus water level exceeded max vent 
pipe submergence limitation per Tech Specs. Cause not stated 
Pump down-initiated to return level to normal. 

CHILDS, W. V. Power Authority State of New York. 79/10/04. 2pp, 


79101 00440 Forwards LER 79-065/03L-0. 

LEONARD, J, D, Power Authority State of New York. 79/10/04. lp. 


-jtiuiuu™ Ltn /V-063/03L- 


— on ztow/i rod sequence control sys failed, 

not allowing normal control rod insertion or withdrawal. 

Caused by failed relay on one printed clrcoit board. 

Replacement of relay rostered normal operation of sys. 

CHILDS, W. V. Power Authority State of New York. 79/10/04. 2pp. 


791 0IOO1B7 Forwards LER 79-070/03L-0. 

LEONARD, J. D. Power Authority State of New York. 79/10/05. lp. 


cm /V-U/U/UJL* 


. /tutut, ouring norma] 




■ -- ■■ - monitor n. cause 

by failed integrated c i rc u i t. Ci rc ui t replaced, instrument 
recalibr t, returned to svc. 

CHILDS, W. V. Power Authority Btate of New York. 79/10/05. 


2pp. 


7910100347 Forwards LER 79-069/03L-0. 

LEONARD, J, D. Power Authority State of New YoTk. 79/10/03. Ip. 


7910100354 LER 79-069/03L-0: on 790900, recurron t failure of rod block 
monitor D began. Caused by failure of low power range monitor 
loose switch connector t sticky contacts in rod info relays 
Replacement of relay card eliminated failures, 

CHILD3, W. V. Power Authority Btate of New York. 79/10/05. 2pp, 

7910100373 Forwards LER 79-074/01 T-0. 

LEONARD, J. D. Power Authority State of New York. 79/10/05. lp, 

7910100390 LER 79-074/01 T-0: on 790922, pipe support associated w/svc 
water sys return line from reactor bldg cooling sys 
considered Inoperable per 790B14 ltr lifting 790313 show 
cause order. Mods completed within seven-day period. 

CHILDS, W. V, Power Authority State of New York. 79/10/03. 2pp. 


7910310144 RO 79-164: on 791004, pipe stress reanalysis showed one 
piping run inoperab le. Pipe support on return piping from 
cross tie Into reactor bldg closed loop cooling sys & has np 
safety a igni f t cance. Hanger will be repaired In seven days. 
LEONARD J. D. Power Authority State qf New York. 79/10/05. lp. 


7910090494 Forwards LER 79-062/Q3L-0. 

LEONARD, 0,0. Power Authority State of New York. 79/10/03. Ip. 


7910110376 Forwards LER 79-OS6/01T-0, 

LEONARD, J. D. Power Authority State of New York. 79/10/09. lp. 


7910090496 LER 79-062/03L-0: on 790909, d ur i ng normal s tartup, whi le 
conducting HPCI subsys logic functional test, plug In 
instrument 02-3-LI8-72A was found leaking, No cause given. 

Plug was removed, ad justment screw tightened & plug replaced. 
CHILDS. W. V. Power Authority State of New York. 79/10/03. 2pp. 


7910100221 Forwards LER 79-064/03L-0. 

LEONARD, J. D. Power Authority State of New York, 79/10/03. Ip, 


--791 01 10379 LER 79-096/O1T-0: on 790926, cab 1 ing associated w/HPC I 6 
automatic depressurization sys did not meet NRC separation 
c P I ter i a. Caused by six HPCI. cables being in same tray as 
automatic depressurl lati on sys cables. 

CHILDS, W. V. Power Authority State of New York. 79/10/09. 2pp. 


7910130443 Forwards LER 79-057/01 T-0. 

LEONARD, J. D. Power Authority State of New York. 79/10/10. Ip, 


■7910100237 LER 79-064/03L: on 790906, during startup, motor failed on 
condensate storage tank suction valve. Replacement valve 
mistakenly left cl osed. Caused by communications breakdown. 

Upon d I scovery, valve opened fc position logged daily. 

CHILDS, W, V. Power Authority State of New York. 79/10/03. 2pp. 


■79101.50445 LER 79-057/01T-0: on 790927, as result of pipe stress 
reanalysis. plant was notified that five pipe supports were 
considered inoperabl e. Caused by piping overstress. AH mods !< 
analyse* performed within Tech Spec framework. 

CHILDS, U. V. Power Aothority State of New York. 79/10/10. 2pp. 
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791026042 6 R0-7?-079:on 791010, pipe support H15-7 determined to be 
inoperable, render ing sys inoperable. Support upgraded 
LEONARD, J.D. Power Authority State of Neui York. 79/10/10. Ip. 


7910160316 Correct* typugraph ica 1 error in LER 79-057/01T-0. 

LEONARD) J. D. Power Authority State of New Vort. 79/10/11. Ip. 


7910160418 Forward* LER 79-073/03L-0. 

LEONARD, J. D. Power Authority State of New York, 79/10/12. 1 [i 


— 7910160425 LER 79-073/03L-0: on 790914, while conducting operations 
surveillance tes t, emerg ency diesel generator C tripped on 
overspeed during engine start sequence. Caused by loose 
connection In overspeed limit swi tc h. Repair made. 

CHILDS, W. V. Power Authority State of New York. 79/10/12. 2pp. 


7910160428 Forward* LER 79-075/03L-0. 

LEONARD, J. D. Power Authority State of New York. 79/10/12. Ip. 


— 7910160430 LER 79-075/O3L-0: on 79091 5, dur ing normal operations, drywell 
equipment drain sump flow integrator observed not operating 
while sump was pumped down due to blown fuse in integrator 
current power supply. Fuse replaced J, sys tested. 

CHILDS) W. V. Power Authority State of New York. 79/10/12. 2pp. 


7910160480 Forward* LER 79-072/03L-0. 

LEONARD, J. 0. Power Authority State of New York. 79/10/12. Ip. 


— 7910160485 LER 79-072/03L-0: on 790912, root valves not verified in 
proper position. Caused by temporary change in procedures to 
verify proper position in accordance w/plant administrative 
controls. Doubl e verification program initiated. 

CHILDS. W.V. Power Authority State of New York. 79/10/12. 2pp. 


7910220239 Forwards LER 79-071/01 T-0, 

LEONARD, *J. 0. Power Authority State of New York. 79/10/16. Ip. 


— 7910220244 LER 79-071/01 T-O: on 791004. pipe stress reana lysis revealed 
that pipe support H15-124 on emergency svc water return 
piping was Inoperab le. Cause not stated. Mod of H15-124 was 
completed within 7-day time frame. 

CHILDS, W.V. Power Authority State of New York. 79/10/16. 2pp. 


7910230456 Forwards LER 79-076/03L-0. 

LEONARD, J. D. Power Authority State of New York. 79/10/19. Ip 


— 79102304B8 LER 79-076/03L-0: on 790925.after protracted shutdown of six 
mo n the, reae t or water conductivity indicated Increase from 
normal range of less than 1 umho/cm. Caused by eihsuctlon of 
condensate demineral lrer ft condenser tube leaks. 

CHILDS, W. V. Power Authority State of New York. 79/10/19. 2pp. 


7910230314 Forwards LER 79-066/03X-1. 

LEONARD, 0. D. Power Authority State of New York. 79/10/19. ip. 


—7910230321 LEfc 79-066 /03X-J : on 790907. while conducting operations 
surveillance test, average power range monlto-r Channel* A. D 8, 

F tripped 0. Sit over Tech Bpoc requirements. Caused by 
operator error. No drift of instrument setpoint occurred. 

CHILDS, W.V. Power Authority State of New York. 79/10/19. 2pp. 


7910230553 Forwards LER 79-077/04L-0. 

LEONARD, 0. D. Power Authority State of New York. 79/10/19. ip. 


—7910230539 LER 79-Q77/04L-0: on 790922. during normal operation, shear 
pins for travelling water screens A & C failed. Shear pins 
replaced k normal operation of travelling watering screens 
restored. 

CHILDS, W. V. Power Authority State of New York. 79/10/19. 2pp. 


791 OB 90306 Forwards LER 79-080/01 T-0. . 

LEONARD, -J. D. Power Authority State of New York. 79/10/33. Ip. 


— 79102903H LER 79-080 /01T-0- on 791017. pipe stTess reanalyslo revealed 
pipe hangar in fuel pool cooling sys was Inoperab le. Causa 
not stated. Hanger was ungraded, Hanger as modified Is 
acceptable. Bys is currently operable. 

CH1LD8, H. V. power Authority State of New York. 79/10/24. 3pp. 


7910290330 Forward* LER 79-OBl/OIT-O. 

LEONARD, J.D, Power Authority State of New York. 79/10/33, lp. 


* — 7910290333 LER 79-081 /OIT-O; on 79101B. p 1 p • »tres* reanalyst* revealed 
A train RHR *vc water H 10-460. FFSK-727 k RHR sys pipe 
supports were inoperable. Cause not stated. Mod of support* 
completed 6 are now acceptable, 

CHILDS, W.V. Power Authority State of New York. 79/10/23. 3pp. 


791029034 5 Forwards LER 79-079/0 1 T-0. 

LEONARD, J. D. Power Authority State of New York. 79/10/23. Ip. 


—7910290348 LER 79-079/01T-0: on 791010, pipe support associated 
w/emergency svc water sys D was considered inoperable per 
Toch Epees. Cause not stated. Exl sting support was upgraded 
CHILDS, M, V, Power Authority State of New York. 79/10/23, 2pp. 


DOCKET BO-334 BEAVER VALLEY POWER STATION, UNIT l 


H. Oenera 1 correspondence 


7910090383 Responds to ltr ra shutdown of five nuclear powor plants, 
NRC terminated shutdown order for four of five plants after 
completion of reanalysis 6 mod* to piping sys. Duo remains 
shut down foT replacement of steam generators, 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/21. 2pp. 


7910030407 Forwards Info re corporate mgt 6 tochnical resources 
aval lab 1 1 1 ty I in response to NRC 790629 request. 

DUNN, C. N, Duqucsno Light Co. 79/09/28. 82pp. 


7910260290 Responds to 790913 ltr ft NUREG-0578 ra TMI followup actions. 
Outlines status of each NUFIEQ— idontl f ied i tom. A1 though 
Implementation schedule Is probably unach levab le, ut i 1 
proceeding as rapidly as possible w/all required actions. 

DUNN, C. N Duquesne Light Co. 79/10/22. 6pp 


J, Insurance t< indemnity information 


7910300317 Forward* executed Amend 6 to Indemnity Agreement B-73. 
CHRISTNER, R. 8. Duquesne Light Co. 79/10/26. 2pp. 


P, Operating license stage documents 6 correspondence 


7910090241 Forwards FR notice of amend to 10CFH73. 53 re requirements 
for physical protection of nucleaT power p 1 an ts. Amend defers 
implementation dF physical search requirements from 790801 
to 791101 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/08/10. 49pp, 


7910030172 Notification of 790926 meeting w/util in King of Prussia, PA 
to discuss NRC in*p program, 

BRUNNER, -E. J. Region 1, Ph i lad o 1 p h i a , Reactor Operations Nuclear 

Support Branch. 79/09/07, lp. 


791DQ5034H Forward* list oF plants requiring mi c ref 1 ch ing of up-to- 
date FSARs in Central F l 1 es . Re q ue s ts action as soon as 
possible. 

ORIMES.D.K. Assistant Director for Systems Engineering <Pre 
791030). 79/09/10 4pp. 


7910030322 Notification of 791002 6 03 meetings w/util in Bh Ipp ingport. 
PA to discuss development of new emergency preparedness 
p Ians, Up da tes 790913 memo. 

WIOOINTON, D. Operating Reactors Branch 1 (Pro 791030). 79/09/17. 

lp. 


7910050338 Responds to util answer to NRC 700202 ltr ro reactor cavity 
seal ring generic issue. Util answer acceptably resolves 
1 ssue. 

8CHWENCER.A. Operating Reactors Branch 1 (Pre 791030). 79/09/10. 

2pp. 


7910040202 Notification of 790921 meeting w/util to discuss 
contribution of auxiliary f eodwator to anergy in containment 
following main steam line break. 

NEIQHHORS, D. Operating Reactors Dranch 1 (Pro 791030). 79/09/19. 

Ip. 


7910220413 Forwards guidelines for valve operability ro containment 
purging & venting during normal operation. Request* 
commitment to Implement valve qualification program within 
30 days. 

EIBENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910030300 Forwards supplemental rept, "Addl Sys Mod for Recirculation 
Spray & Low Head Safety Injection Pumps Net Positive Suction 
Hoad," which revises Nov 1977 submittal. Mod described will 
be installed during early Nov 1979 outage. 

DUNNiC.N. Duquesne Light Co. 79/09/28. 2pp. 


—7910030323 "Addl 8y» Mod for Recirculation Spray & Low Hoad Safety 
Injection Pumps Net Positive Buctlon Head," supplemental 
rept. 

a Stone t Webster Engineering Carp. 79/09/28. 24pp, 
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7910040349 Forwards proposed amend to License DPR-41 re secondary water 
chemistry monitoring. Class III fee end. 

DUNN, C.N. Duquesne Light Co. 79/09/29. 3pp. 


7910230324 Requests addl info re loss of offsite power on 770511, 

1117 6 700720 to aid in review of offsite power sys 
adequacy. Requests response within 90 days. 

BCHWENCER, ft. Operating Reactors Branch 1 (Pro 791030). 79/10/01. 

3pp. 


79 1 0100 1 80 Notification of 791009 meeting w/util in Bethesda.MD to 
discuss reactor & plant sys analysis as result of proposed 
s teaml ine break protection sys for plant. 

HI GQINTON, D. L. Operating Reactors Branch 1 <Pro 791030). 
79/10/02. 2pp. 


7910110413 Forwards response to NRC 790917 1 tr ro potential unreviewed 
safety questions on Interaction between nonsafety-grade sys 
U safety-grade sys. No consequential interaction found. Basic 
conclusion of FBAR remains unchanged. 

DUNN, C. N. Duquesne Light Co. 79/10/00. 17pp. 


7910020520 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers. " No action required. 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/09/13. Ip. 


7910100126 Forwards request for addl info per IE Bulletins 79-06A & 
79-06A Revision 1 re inop of safety-related valves, 
operability verification t* procedure for removing hydrogen 
from RCS. 

0CHWENCER, A. Operating Reactors Branch 1 (Pro 791030). 79/09/13. 

3pp. 


7910220203 Responds to IE Bulletin 79-16, "Vital Area Access Control," 
Will modify control procedures by 791024 to more closely 
reflect criteria in Items 1-9. except Item 7b. 

DUNN, C. N. Duquesne Light Co. 79/09/13. ip. 


7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys ■ " Wostlnghouse 790030 ltr fc Public 3vc Electric t> Oas 
Co 790910 ltr re potential unrevieued safety question. Action 
required within 20 days. W/o end. 

DENTDN, H. R. Office of Nuclear Reactor Regulation. 79/09/17. 48pp. 


791Q2602BO Advises of NRC requirements for auxiliary feedwater sys. 
Generic 6 plant-specific requirements end. 

EI8ENHUT, D. Q. Division of Operating Reactors. 79/10/tl. 23pp. 


7910180363 Forwards info re station svc bus voltages, In response to 
790705 & OBOB requests. 

DUNN, C. N. DuquesnB Light Co. 79/ 10/13. 12pp. 


7910230263 Forwards addl Info re proposed steam break protection sys 
per Tech Spec Change Request 33. Proposed Tech S|iec re 
malnt of required shutdown margin t< revised reactivity 
control sys Tech Specs end. 

DUNN, C. N. Duquesno Light Co. 79/10/18. 9pp. 

7910230132 Summary of 791009 meeting w/util re proposed stoamline 
break protection. 

WIOOINTDNi D. Light Water Reactors Branch 1. 79/10/10. 30pp. 


7910170068 Responds to IE Bulletin 79-21. Steam generator naTrow range 
water level 6 pressuriier water level are used to initiate 
safety actions. Charts end. 

DUNN.C.N, Duquesne Light Co. 79/09/10. 9pp, 


7910230361 Forwards NRC 790626 ltr re multiple equipment failures & 
surveillance testing errors, which was incorrectly 
distributed. Also forwards IE loop Repts 50-293/79-13 & 
30-304/79-12. Action required. 

EIBENHUT, D. 0. Division of Operating Reactors 79/09/21. 49pp. 


7910090576 Forwards IE Circular 79-20, "Failure of DTE Byl vania Relay, 
Type PM Bulletin 7305 Catalog 3U12-U-AC w/120 Volt ac 
Coll." No action required. 

DRIER, H. H. Region 1, Philadelphia, Office of the Director. 
79/09/24, ip. 


7910260136 Summary of 790921 meeting w/util S< S&W re auxiliary 
feedwater contribution to on orgy in containment following 
main steamlino break. 

WIQOINTDN.D Operating Reactors Branch 1 iPre 791030). 79/10/10. 

3pp. 


7910260171 Forwards Tech Spec Change Request 40. Class II amend feu 
enc 1. 

WOOLEVER, E. J. Duquesne Light Co. 79/10/23. Ip. 

— 7910260173 Tech Bpec ChsngB Request 40, modifying Tech Specs 3-4, 3. 3 ro 
use of quarter core flux maps to recalibr ex— core neutron 
flux detection sijb. 

a Duquesno Light Co. 79/10/23. 2pp. 


7910300350 Forwards preliminary results of steam lino break analysis 
prepared by B&W. Ma thema t i cal error discovered in 
calcula t ional model resulting In incorrect assumption re 
foedwater flow. Correct ion due 791101. 

CAREV, J. J. Duquesne Light Co. 79/10/25. 10pp. 


Q. Inspection reports, IE Bulletins Si correspondence 


7710010672 Forwards response to IE Bulletin 79rI7. Discusses preservice 
& ineervice insp programs, chemistry controls hydrotests of 
sys w/stngnated lines. Tables end providing breakdown of 
plant sys. 

DUNN, C. N. Duquesne Light Co. 79/08/28. I2pp. 


7910130130 Responds to IE Bulletin 79-06C re Incident at TNI. Station 
emergency procedure* have been revised to require immediate 
trip a f alt operating reactor coolant pumps. 

DUNN, C. N. Duquesne Light Co. 79/00/20. 3pp. 


7910020090 Forwards IE Info Notice 79-20, Revision 1. "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission l< punctuation error which changed 
Intent of statement. Changed statement underlined in text. , 

DRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/09/07. ip. 


7910090744 Ack receipt of 790905 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-334/79-09. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/09/24. ip. 


— 7910090747 Responds to NRC 790910 ltr re violations noted in IE Insp 
Rept 30-334/79-09. Correc tive actions: tested supplementary 
leak collection t, release sys exhaust air filter train. 

DUNN, C. N. Duquesne Light Co. 79/09/05. 2pp. 


—7910090750 Forwards IE Insp Rept 50-334/79-09 on 790416-24 *< notice of 
violation. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/0B/10. 2pp. 


— 7910090752 Notice of violation from insp on 790416-24. 

* Region 1, Philadelphia, Reactor Operations Nuclear Bupport 
Branch. 79/00/09, Ip. 


—7910090754 IE Insp Rapt 30-334/79-09 on S< 7904 16-24. Nontomp 1 lane e 
noted: failure to perform surveillance testing on 
supplementary leak collection It release sys exhaust air 
filter train. 

BECKMAN, D. A. , MARKOWBH I , R. S. Region 1, Philadelphia, Office 
the Director. KEIMIG, R. R. Region 1, Philadelphia, Reactor 

Operations Nuclear Support Branch, 79/00/09. 26pp, 


of 


7910040096 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers." No action required, 

GRIER. B. H. Region 1, Philadelphia, Office of the Director. 
79/09/26. 4pp. 


7910110319 Ack receipt of 790904 ltr informing NRC of stepe taken to 
correct violations noted in IE Insp Rept 50-334/79-12. 

BRUNNER, E. d. Region i, Philadelphia, Reactor Operation* Nuclear 

Support Branch. 79/09/26. Ip. 


— 7910U0S24 Responds to NRC 790800 ltr re violations noted in IE Insp 
Rept 50-334/79-12. Corrective actions: inop of rotameter* & 
updating of C2 log sheets, 

DUNN. C. N. Duquesne Light Co. 79/09/04, 2pp. 


7910220200 Supplements response to IE Bulletin 79-14, "Seismic Analysis 
for A»— Bu i 1 t Bafety-Related Piping Bys. " Forwards list of 
as-built verification insp* performed Sc p tanned. Revi ew 
supports validity of as-built piping isometric*. 

DUNNpC.N. Duquesno Light Co. 79/09/11. Ip. 


— 7910110530 Notice of violation from insp on 790316-10. 

a Region 1. Philadelphia, Office of the Director. 79/08/07. 

If. 
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i IE Insp Rqpt 50-334/79-12 on 790516-10. Honcomp 1 lane e noted: 
to fellow approved procedures involving calibr tests 
• 5 for rotameters. 

D. L. Region 1. Ph i 1 ade 1 p h i a. Reactor Operations Nuclear 

Branch. REKITO. W. A. . HIGGINS. J C. Region 1. 

Iphia. Office of the Director. 79/0B/O7. Ilpp- 


V. Operator Examinations 


7910040344 Notifies that administration of operator & senior operator 
examinations tall 1 be resumed per result of review of 
facility response to IE Bulletin 79-06 It 79-06A. 

COLLINS, P. F. Operator Licensing Branch. 79/09/13. Ip. 


fesponds to IE Bulletin 79-15, "Deep Draft Pump 


[es. 111 Provides info re 11 deep draft pumps 
>afetg related purposes 
Duguesne Light Co. 79/09/26. 12pp. 


•orwards IE Bulletin 79-24, "Froion Lines, " Action required. 
Region 1, Philadelphia, Office of the Director. 

Ip. 


r oruiards IE Info Notice 79-35, "Reactor Trips at Turkey 
?s 3 \ 4 " No action required. 

Region 1, Philadelphia, Office of the Director. 

Ip. 


r oruiards IE Info Notice 79-24, "Dverpress or 1 xa t i on of 
»t of PWR Plant After Main Steam Line Break." No 
Lui rod. 

Region 1, Philadelphia, Office of the Director, 
ip. 


iatificatlan of 791213 13 meeting w/util in Sh i pp ingport, 

uss technical review of proposed inservice insp t< 

■ogram for pumps t* valves. 

D. Operating Reactors Branch I (Pre 791030). 79/10/16 


operating reports & related correspondence 


orwards NPDES monthly discharge monitoring repta for Aug 
Duquesne Light Co. 79/09/29, 14pp. 


ortuards monthly operating rept for Bept 1979. 
Duquesne Light Co. 79/10/10. Ip. 


1 Monthly operating rept for Sept 1979. 

LE, A. E. Duquesne Light Co. 79/10/04. 3pp 


e occurrences, LERs U related correspondence 


DOCKET 50-335 Bt. LUCIE PLANT, UNIT 1 


F. Security, medical, emergency 6 fire protection plans 


791Q1 90538 Requests that util submit proposed amend to License DPR-67 
to change Tech Specs re min fire brigade size to five 
memb ore. Forward# NRC 790600 evaluation of min fire brigade 
shift slie *< NRC position on fire brigade training. 

EI6ENHUT, D. Q. Division of Operating Reactors. 79/00/20 3pp. 


■7910190541 Evaluation of min fire brigade shift size u/NRC position re 
min fire brigade tra ining. 

» Division of Operating Reactors. 79/06/00. 32pp. 


7910100005 Forwards 790926-27 site visit agonda re resolution of open 
fire protection issues. Requests transmittal of agenda to 
licensee. 

LAINAS, G. Plant Systems Branch (Pro 791030). 79/09/13. 3pp 


7910020377 Responds to 790021 t< 29 ltrs re request to commit to five- 
man fire hr igad o. Three-man brigade considered sufficient. 

Proposed regulation will be commented on after publication 
in FR. Addl comments on ends to ltrs will fallow, 

UHRIO, R.G. Florida Power «. Light Co. 79/09/25. Ip. 


7910100095 Forwards fire protection info re preliminary schedule mod, 
fire pump controller evaluation 5 cabin area evaluation in 
response to NRC 790817 ltr. 

UHR I G, R. E, Florida Power & Light Cfl. 79/10/03. 2Bpp 


7910260111 Confirms 791015-1B site visit to resolve outstanding issues 
re fire protection plan, Agonda 6 unresolved issues oncl. 

SCItWENCER, A. Operating Reactors Branch 1 (PTe 791030). 79/10/03. 

23pp. 


7910240741 Notification uf 791105-09 meeting w/util in Ft Pierce, FL to 
discuss NRC initial review of emergency plan. 

ERICKSON, P. Operating Reactors Branch 4 <Pre 791030). 79/10/04. 

Ip. 


drwards LER 79-02A/03L-0. 

A, Duquesne Light Co. 79/09/27. 2pp. 


LER 79-026/03L-0: on 790B27, channel 3 overpower delta temp 
s rote Ived. Caused by miscallbr of instrument loop as 
f not having current resistance temp detector calibr 
surveillance test.Maint procedures will be revised. 

J.A. Duquesne Light Co. 79/09/27. Ip. 


7910220532 Requests that arrangements bo mode for emergency planning 
meeting on 791106-09 at Hutchinson Inland, Ft P ierce, FL. Wi 11 
involve NRC employees {< c ons u 1 tants. Memb er s of public will 
a t tend. 

REID, R. W. Operating Reactors Branch 4 <Pre 791030). 79/10/09. 

Ip. 


H. General c orro e p andenc e 


orwards LER 79-036/02L-0 

A. Duquesne Light Co. 79/10/10. 2pp. 


LER 79-036/03L-0: on 790910, dur ing surveillance testing, 
ling ays infection pump 1A did not develop required 
ation flow. Caused by Introduction of fire hose 
nto pump line. Piping will be Inspected. 

J.A. Duquesne Light Co, 79/10/10. Ip. 


oruards LER 79-038/03L-0. 

A. Duquesne Light Co. 79/10/18. 2pp. 

4 

LER 79-038/D3L-0: on 790910, vital bus inverter 4 output 
y observed spiting upscale. Caused by faulty 
or card In inverter control logic. Inverter repaired 
ed to svc. 

J. A. Duquesne Light Co. 79/10/1B, lp. 


oruards LER 79-037/03L-0. 

A. Duquesne Light Co. 79/10/L9, 2 pp. 


LER 79-037/03L-0: on 790921 , d ur inn surveillance test of 
lpcell 6 indicated voltage decrease pf more than 
t* from value of original acceptance test. Cause 
sd.Cell 6 replaced. 

J. A. Duquesne Light Co. 79/10/19, lp. 


7910010217 Forwards Info ro ability to respond to unusual events, In 
responsB to 790629 Toquest. 

UHRIG.R.E. Florida Power U Light Co. 79/07/3L 130pp. 


7910310234 Forwards executed Amend 6 to Indemnity Agreeoment U-76. 
modifying prefatory language re transp or ta 1 1 on, hand 11 ng t< 
storage of radioactive matl. 

UNRIG, R. E. Florida Power & Light Co. 79/10/23. 2pp. 


7910040499 Answer to FL Cities 790B09 motion to lodge FERC 790803 
opinion for Commission consideration in determinations re 
holding of hear 1 ngs. Car tl Pica te of Svc end. 

DEWEY, L. S. , CHANANIA, F. D. An 1 1 tr ust Di vl s 1 on. 79/08/23. 3pp, 


7910090241 Forwards FR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defer# 
Implementation of physical search requirements from 790B01 
to 791101. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/08/10. 49pp. 


M. An 1 1 trust correspondence 


J. Insurance k ind emn i ty inf ormo 1 1 on 


P, Operating license stage documents & correspondence 


7910090377 Forwards results of review of atmospheric dispersion factors 
for 13 p lants. Requests confirmation of accuracy of exclusion 
area boundaries. 

HULMAN. L.G. Hydrology Meteorology Branch. 79/09/04. 13pp, 
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7910040417 Notifies that util response to NRC 780202 1 tr acceptably 
resolves issue re potential for reactor cavity annulus seal 
rin 9 to become destructive missile during LOCA. 

REID.R. W. Operating Reactors Branch 4 (Pre 791030). 79/09/11. 

2pp. 

7910230213 Informs that effective date for implementation of EP A std 
for LWR U fuel cycle is 791201 . Reques ts compliance u/ 
radiological effluent Tech Spec implementing LWR provisions. 

Mb t h od for implementation requested by 791101. 

OAHMILL(W. P. Assistant Director for Operating Reactor Projects (Pre 
791030). 79/09/17. Ip. 

7910220413 Forwards guidelines for valve operability re containment 
purging & venting during normal operat ion. Requests 
commitment to implement valve qua 1 i f i cat ion program within 
30 days. 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910100234 Responds to NRC 790723 & 0801 Itrs re proposed amend to OLs 
adding license requirement to establish 6 implement 
secondary water chemistery monitoring program. Program tends 
to reduce outage' times tc repair costs. 

UHRIQi R. E. Florida Power 8 1 Light Co. 79/10/03 lp. 


7910120242 Requests amend of License DPR-67. App A, Tech Spec 5.3.1 ro 
design features. Class 111 feB end. 

UHRIQ. R.E- Florida Power i, Light Co. 79/10/04. 2pp. 


7910120249 Amend to Page 5,4 of Tech Specs for design f eetur e s. Ba f e ty 
evaluation summaries for spent fuel storage rack, new fuel 
storage 6 fuel lnsp elevator, upender 8< fuel transfer tube 
end. 

* Florida Power 6 Light Co. 79/10/04. 16pp. 


7910170174 Notifies that status rept of analyses re offsite power sys & 
onsite distribution sys will be submitted 791108, in response 
to 790723,26 & 080S requests. 

UHRIQ, R. E. Florida Power 6 Light Co. 79/10/10. lp 

7910260280 Advises Df NRC requirements for auxiliary feedwater sys. 
Generic ?< plant-specific requirements encl. 

EISENHUT, D. 0. Division of Operating Reactors. 79/10/17. 25p p 

7910280433 Forwards response to NRC 790913 Itr ro followup actions 
resulting from NRC review of Till . Raqu iromon ts re emergency 
operations ctr insufficiently defined to designate 
dedicated primary t< alternate locations. 

UHR1G,R.E. Florida Power U Light Co. 79/10/22. 9pp. 


Q. Inspection reports, IE Bulletins t< correspondence 


7910020163 Forwards IE lnsp Rept 50-335/79-12 an 790423-26. Not i ce of 
violation S, lnsp rept details withheld (ref 10CFR2. 790). 

HENNA, U.B. Region 2, Atlanta, Office of the Director. 79/05/22. 
2pp. 

— 7910020171 IE lnsp Rept 50-335/79-12 on 790423 - 26 . Noncomp 1 iance noted: 
Failure to maintain control over visitor. Detai 1 s withheld 
<ref 10CFR2. 790). 

MOORE, D. E. i TOBIN. W. J. Region 2, Atlanta, Office of the 
Director. 79/05/21. lp. 


7910010130 Forwards IE lnsp Rept 50-335/79-17 on 790007-10. No 
none omp 1 iance noted. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility t< Materials 

SaFefcy Branch. 79/0B/24, 2pp. 


-7910010134 IE lnsp Rept 50-335/79-17 on 790807-10. No noncomp 1 ianc e 
noted. Major areas i n sp oe te d : annua 1 BA aud 1 1, circulating 
ua ter sys temp 1 imi tat ions, chemi cal monitoring & 
surveillance program 6 special environ conditions. 

ANDREWS, J. W. , CUNNINGHAM, A. L. Region 2, Atlanta, Office of the 
Director. HUFHAM, J. W. Region 2, Atlanta, Fuel Facility & 

Materials Safety Branch. 79/08/24. 4pp. 


7910010533 Forwards response to Items l 6 3 of IE Bulletin 79-17, "Pipe 
Cracks in Stagnant Borated Water Sys at PUR Plants. 

UHRIQ, R. E. Florida Power 6 Light Co. 79/00/27. 3pp. 

7910010544 Forwards response to IE Bulletin 79-06C, "Nuclear Incident 
at TM1 - Supp 1 . " 

UHRIQiR.E. Florida Power l< Light Co. 79/00/31. 2pp. 

7910020064 Forward* addl info to 790806 response to IE Bulletin 79-14, 
Charts of design documents & seismic analysis info encl. 

UHRIQ, R. E. Florida Power «< Light Co. 79/09/03. 66pp. 


7910010004 Forwards IE Circular 79-1B, "Proper Installation of Target 
Rock Safe ty-Rel i Bf Valves. " No action required. 

O'REILLY, J. P. Region 2. Atlanta. Dffice of the Director, 

79/09/10. 2pp. 


7910040617 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies." Four Byron Jackson Model 37KXL single stage 
verticle circulation pumps used in intake cooling water sys. 
No major problems encountered during startup or testing 
UHRIQ, R E. Florida Power Light Co. 79/09/10. 3pp. 


7910020584 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersolt —Rand Pump Impellers." No action required 
O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/09/13. lp. 


7910030847 Requests revision of response to Item 4 of IE Bulletin 
79-06C to include specified tent re revision of emergency 
pruc edures. 

UHRIQ, R E. Florida Power U Light Co 79/09/14, lp. 


79101100B9 Forwards response to IE Bulletin 79-16 Vital area access 
controls are accomplished by access lists from computer 
printout which is revised fc revalidated ovary 31 days 
UHRIQ, R. E. Florida Power V Light Cn. 79/09/14. 3pp. 


7910110253 Forwards IE Info Notice 79-22. "Qualification of Control 
Sys. " No action required. 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. 

79/09/14. lp. 

7910250037 Forewords IE lnsp Rept* 50-335/79-22 S< 50-309/79-16 an 
790B29-31. No none omp 1 lane e noted, 

MURPHY, C. E. Region S. Atlanta, Reactor Construction L Engineering 

Support Branch. 79/09/14. 2pp. 

—7910250061 IE lnsp Repts 50-335/79-22 6 30-3B9/79-16 on 790829-31 Nu 
noncomp l iance noted. Major aroa Inspected: pipe support base 
plates using concrete expansion anchor base plates 
VALI-1SH, E. J. Region 2, Atlanta, Office of the Director. 

HERDT, A H. Region 2, Atlanta. Reactor Construction S< 

Engineering Support Branch. 79/09/12. 4pp. 


79103000D2 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys," Meetinghouse 790630 Itr l< Public Svc EloctTic 6 Gas 
Co 790910 Itr re potential unrovi ewed safety quest ion. Action 
required within 20 days.W/o encl. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/09/17. 40pp 


7910050236 Forwards response to IE Bulletin 79-21. Two sys either 
initiate safety actions or provide post-accident monitoring 
inf o. EmeTgenc y pr ocedures undergoing review 6 revision to 
incorporate info provided in re sponses, Tab las encl. 

UHRIQ, R. E. Florida Power 6 Light Co. 79/09/18, 7pp. 


791OD3O2B0 Forwards response to IE Bulletin 79-14. Requests defferal of 
portion of lnsp re Inaccessible areas because of low defect 
rote in hanger 6 restraints. 

UHRIQ, R. E. Florida Power 6 Light Co. 79/09/20. 3pp. 


7910100043 Responds to IE Bulletin 79-18, "Audibility Problems 
Encountered w/Evac ua t i on of Personnel From High-Noise Area 
Situation at plant as sessod . Ex i s t ing sys provided assurance 
oF timely personnel evacuation. 

UHRIQ, R. E. Florida Power !« Light Co. 79/09/21. 2pp. 


7910230561 Forwards NRC 790626 Itr ro multiple equipment failures 6 
surveillance testing errors, which was incorrectly 
distributed. Alan forwards IE lnsp Ropto 50—299/79—13 6 
50-304/79-12, Ac t i on required. 

EISENHUT, D.Q Division of Operating Reactors. 79/09/21. 49pp. 


7910230203 Responds to IE Bulletin 79-19, "Packaging of Lou Level 
Radioactive Waste for Transport *, Burial." Audit program 
established to ensure that low levol radwaste is handled par 
approved procedures. 

UHRIQiR.E- Florida Power t» Light Co. 79/09/25. 3pp. 


7910230209 Providos update to 790920 response to IE Bulletin 79-14, 
"Seismic Analysis for As-Built Safety-Related Piping By 9 , " 

Total of 1,433 insp. Requests extension until 19B0 refueling 
to insp Inaccessible hangers. 

UHRIGrR. E. Florida Power St Light Co. 79/09/25. 2pp. 


7910040171 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 
79/09/26. 2pp. 
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7910190361 Forwards IE Bulletin 79-24, "Frozen Lines. 11 Action 
required. 

O'REILLY, J. P. Region 3, Atlanta, Office of the Di rector. 
79/09/27. 3pp. 


7910170317 Forwards IE Info Notice 79-35, "Reactor Trips at Turkey 
Point Units 3 M. " No action required. 

0 ' REILLY, J. P. Region 3, Atlanta, Office of the Director. 
79/10/01. Spp. 


7910170739 Forwards IE Info Notice 79-24, "Overpre s sur i 1 a t i on of 
Containment of PUR Plant After Main Steam Line Urea*. " No 
action required. 

0 'RE ILL Y, J. P. Region 2, Atlanta, Office of the Director 
79/10/01. 2pp. 


7910120360 Responds to NHC 790914 Itr 8, IE Info Notice 79-22. Review 
of postulated interactions indicates no substantial safety 
hazard. 

UHRIO, R.E. Florida Power 8, Light Co, 79/10/OB. 23pp. 


P. Operating license stage documents & correspondence 


7910190425 Notice of ACRS Subcommittee on Reactor Operations 790309 
meeting to consider license amend for facility. 

CHILKiB.J. Office of the Secretary of the Commission. 79/04/10 

2pp. 


7910190339 Notice of Bub commi ttee on Operating Reactors 790613 meeting 
to review util request for power level Increase 8, discuss 
1979 evaluation of safety research program on operational 
safety. 

HOYLE, J. C, ACRE — Advisory Committee on Reactor Safeguards. 
79/03/22. 2pp. 


7910090241 Forwards FR notice of amend to iOCFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790001 
to 791101, 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/08/10. 49pp. 


B. Reportable occurrences, LERs 8, related correspondence 


7910190493 RO-335— 79-30: on 7909 1 B, du r i ng insp 8, evaluation of pipe 
restraints 8, supports, two restraints on ECCS piping sya were 
found to be in nonconformance. Both restraint errors 
corrected. 

WETHY.C.H. Florida Power 8. Light Co. 79/09/19. Ip. 


7910150300 RQ 335-79-30: on 790921, low level trip Setpoint of reactor 
protection sys steam generator in error by apprDx 25!, Caused 
by vendor using design specs rather than as-built 
dimensions to establish instrument span. Betpoint raised. 

HETHY, C. ft. Florida Power 8c Light Co. 79/09/24. 3pp. 


79101004 05 PNS-II 79 001: on 790922, telcon. threatening to blow up 
nuclear plant was received. OFf-duty member of facility. 

Identified as caller, was arrested 8< fired. All necessary 
action was taken. 

DYER, J. A., DESECKER, K. H. , HENNA. W. B. Region 2, Atlanta, Office of 
the Director. 79/09/24, lp. 


7910150558 RD 335-79-31: on 790927, during outage, QA/QC verification of 
installation of new safety injection tank sample lineo 
revealed four raceway clips welded to containment vessel 
wall. Clips removed t< reinstalled in proper location. 

WETHY, C.M, Florida Power 8, Light Co 79/09/2B lp 


7910190339 Forwards LER 79-030/01 T-0. 
SCHMIDT, A. 0. Florida Power 8, Light Co. 


79/10/03. 


lp. 


“7910190346 LER 79-030/01 T-0: on 790921 , discovered as-built design sped 
for steam generator were not used by HSSS vender 
to establish instrument span for measuring steam generator 
crwnPBMl^ 11 ! 8 aiven.Low level trip setpoint raised to 397,. 

SCHQPPMAN, M. A. Florida Power 8< Light Cu. 79/10/09 2pp 


7910190396 Forwards LER 79-031 /01 T-0. 
SCHMIDT, A. D. Florida Power 8, Light Co. 


79/10/11. lp. 


1 19041 1 LER 79-03L/01T-0: on 790927, four raceway clips were 
discovered welded to containment vessel wall of safety 
injection tank. Caused by contractor personnel error Clips 
were removed by grinding. 

8CH0PPMAN, M. A. Florida Power 8, Light Co. 79/10/il. lp. 


7910090641 Forwards revised page 3/4 3-5 to Amend 52 to License DPR -69, 
correctly identifying valve number. 

RE 1 D, R. W. Operating Reactors Branch 4 (Pro 791030). 79/08/30 

4pp. 


7910090577 Forwards results of review of atmospheric dispersion factors 
for 13 plants. Requests c on f 1 rma t i on of accuracy of exclusion 
area boundaries. 

HULMANi L. 0. Hydrology Meteorology Branch. 79/09/04. 13pp. 


7910290149 Forwards "Startup Test Results, Cycle 3." 
COUNB1L, U. Q. Northeast Utilities. 79/09/07. lp 


7910290151 "Startup Test Re s ul t s , Cy c 1 a 3." 
* Northeast Utilities. 79/09/07. 15pp 


7910030340 Forwards list of plants requiring mierofiching 
date FBARs in Control Files. Requests action as soon as 
possible. 

CRIMES, B. K. Assistant Director far Bystems Engineering 
791030). 79/09/10. 4pp. 


of up-to- 

(Pre 


7910040398 Notifies that util response to NRC 700202 Itr acceptably 
resolves Issue re potential for reactor cavity annulus seal 
ring to become destructive missile during LOCA. 

REID, FI. W, Operating Reactors Branch 4 (Pre 791030). 79/09/11. 


7910250215 Informs that effective date for implementation 
for LHR U fuel cycle is 791 201 .Requests compliance w/ 
radiological effluent Tech Spec implementing LHR provlsi 
Method for Imp lemon tatlon requested by 791101. 

OAMM ILL, W, P . Assistant Director for Operating Reactor 

791030). 79/09/17. lp. 


of EPA std 
ons. 

Pro jec ts (Pro 


7910090359 Requests response to Items 0(b) through 0(0 of NRC 
position on safe shutdown capability to complete review 
of OER supporting License DPR-63, Amend 43. Responses 
requested within 90 days. NRC position end. 

RErO.R.H, Operating Reactors Branch 4 (Pre 791030). 79/09/21, 


7910030289 Informs of Insufficient justification for proposal to amend 
Licanse DPR-63 re secondary water chemistry monitoring S< 
control program, despite NRC 790723 request. 

C0UN5IL, W. 0, Northeast Utilities. 79/09/21. 2pp. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER BTATIOM, l/NIT 2 
F. Secur ity, medical, emergency L fire protection plans 


7910040306 Reviews request to proposed amends to specify min of five 
members for fire brigades 8< finds Tech Specs specifying 
3-man fire brigade appropriate. Forwards "Justification for 
J-nan Fire Brigade. " 

CQUN8IL, W. 0. Northeast Utl I iti es, 79/09/27. 2pp. 


■7910010307 "Justification 
» Northeast Utilities. 


for 3-Man Fire Brigade. » 
79/09/30. 60pp. 


o? r 7BS9?9 8 2l 1 b‘?^-, r ?/ ir ?^ pro Uc t ion, to resolve Section 
modTIn prog?»' 3 1 **«■ I-Htwntdition Of hardware 

COUNSIL, W. 0 . Northeast Utl llties. 79/10/09. 22 pp. 


7910O2O367 Notifies that info re adequacy of station electric 
distribution sys vol tages , requested by NRC 790808 Itr, will 
bo delayed until 791115. Delay discussed in 790926 telcon 
w/NRC. 

COUNBIL, W. 0. Northeast Utilities. 79/09/27. 2pp, 


7910220413 Forwards guidelines for valve operability ro containment 
purging fc venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 days. 

EIBENHUT, D. 0. Division of Operating Reactors. 79/09/27, 3pp. 


7910040319 Forwards "Proposed Repair/Roplacement Program for Steam 
Generator Feedwater Nozzle Baf a-End-To-Plpe U Pipa-To-Elbow 
Welds," in response to 79082S Itr. 

COUNBIL, W. 0. Northeast Utilities. 79/09/20. 3pp. 


— 7910040322 "Proposed Repair/Roplacement Program For Bteam 
Feedwater Nozzle Safe-End-To-Pipe 8, Pipe-To-Elbow 
Wolds," Oversize drawings end. 

*■ Northeast Utilities. 79/09/28. 43pp. 


Generator 
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79J01Q0326 Forwards procedure for qualification of computer programs. 
SULLIVAN. P. J. Northeast Utilities. 79/10/02. ip. 


■7910100330 Util generation engineering dept Procedure GED 3.09. 
Computer Program Documentation {< Qualification. 

* Northeast Utilities. 79/08/01. llpp. 


7910190481 Discusses method for mitigating control element assembly 
guide tube wear in fuel supplied by Meetinghouse far Cycle 
4. Util will use Meetinghouse sleeve design. 

COUNSIL, W, G. Northeast Utilities. 79/10/09. 6pp. 


7910240513 Forwards response te 790913 request for commitment to 
comply w/ruquiremonts of NUREG-Q57B. Op 1 1 mum method of 
addressing concern. In recognition of plant-unique features, 
proposed. 

COUNSIL. W, G. Northeast Utilities. 79/10/18. 49pp. 


7910260143 Responds to 790626 request. Forwards info ro ability to 
respond to inadvertent reactor scram & safety injection 
during monthly . surve i 1 lance tests of safeguards sgs, 

Including potential for multiple equipment failures. 

COUNSIL. W. G. Northeast Utilities. 79/10/19. 9pp. 


7910250279 Forwards addl info on applicability of ASME Section XI re 
existing feedwater piping sys linear indications, in response 
to request at 791019 meeting. 

COUNSIL. H. 0. Northeast Utilities. 79/10/22. 24pp. 


Q. Inspection reports. IE Bulletins U correspondence 


7910160350 Forwards IE Insp Repts 50-245/79-09 5, 50-336/79-09 on 
790317-0430 & notice of violation. 

DRUNNER.E.J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/0B/23. 2pp. 

— 79101*0356 Notice of violation from tnsp on 790317-0430. 

* Region 1. Philadelphia. Office of tho Director. 79/08/23. 

Ip. 


■79101*0358 IE Insp Repts 50-245/79-09 it 50-336/79-09 on 790317-0430. 
Nnneomp 1 lance noted: fal lure to wear frosh air supplied hoods 
It label air sampler per radiation work permit requirements, 
GHEDLOSKY. J. T. . MCCABE, E C. Region 1. Philadelphia, Reactor 

Operations Nucloar Support Branch. 79/08/22. 10pp. 


7910030880 Forwards response to IE Dullotin 79-17, "Plpo Cracks In 
Stagnant Boroted Water Sys at PWR Plants." Describes test 
mu 1 ts, water chemistry controls ?, preservice NDT . 

COUNSIL, M, 0. Northeast Utilities. 79/08/24, 2pp. 


7910030859 Provides requested info re reactor ‘coolant pump operation 
in response to IE Bulletin 79-06C. Operators instructed to 
immediately trip coolant pumps upon reactor trip S. 
initiation of high pressure sys injection. 

COUNSIL, W. 0. Northeast Utilities. 79/0B/29. 2pp. 


791009069B Responds to IE Bulletin 79-14 ro seismic analysis of 
safety-related piping, Tests during 790008 outage showed no 
serious deviations in as-built piping from design U analysis 
of sys Inspected to date. 

COUNSIL, M.G. Northeast Utilities. 79/0B/31. 2pp. 


7910020097 Forwards IE Info Notice 79-20. Revi s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued ta 
correct word omission L punctuation error which changed 
intent of statement. Changed statement underlined in tost. 

GRIER, 8. H. Region 1, Philadelphia. Office of the Director. 
79/09/07. Ip. 


7910190171 Responds to IE Bulletin 79-14, "Seismic Analysis for 
As-Built Safety-Related Piping Bys, " Forwards insp summary. 

No identified deviations have adversely affected sys 

operability. 

C0UN9IL. W. 0. Northeast Utilities. 79/09/10. 33pp. 


7910220222 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies." Identifies deep draft pumps. Addl inpo 
available at site. Comparison of wearing surface replacement 
frequency w/rated life not performed. 

COUNSIL, W. 0. Northeast Utilities. 79/09/10. 15pp. 


7910020530 Forwards IE Circular 79-19. “Loose Locking Devices on 
Ingatso 1 1-Rand Pump Impellers." No action required. 

GRIER, D. H. Region 1, Philadelphia, Office of the Director. 
79/09/13. Ip. 


7910150192 Responds to Item 4 of 790726 ltr U IE Bulletin 76-6C 
requesting addl Info on reactor coolant pump operation 
under various transient c ond i t i ons . Ap p 11 cab 1 e plant 
procedures revised in accordance w/guidol ines in CEN-115P. 
CDUNSIL.W.G. Northeast Uti li ties. 79/09/13. Ip. 


7910170459 Ack receipt of 790B10 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-245/79-06 * 
30-336/79-06. 

SMITH, G. H Region I. Philadelphia. Fuel Facility G, Materials 

Safety Branch. 79/09/13. Ip. 


— 79101 7046B Responds to NRC 790719 ltr re violations noted in IE Insp 
Repts 90-245/79-06 t> 50-336/79-06, CorT ec t ive actions: 
collection of oyster samples from proper location * 
separation of screen wash matl. 

COUNSIL, W. G. « FEE. W. F. Northeast Nuclear Energy Co. (Northeast 
Utilities). 79/00/10. 3pp. 


— 7910170475 Forwards IE Insp Repts 30-245/79-06 * 50-336/79-06 on 
790312-16 Si notice of violation, 

SMITH, G. H. Region I, Philadelphia, Fuel Facility 6 Materials 

Safety Branch. 79/07/19. 2pp. 


■7910170400 Notice of violation from insp on 790312-16. 

« Region 1, Philadelphia, Office of the Director. 79/07/19. 

0pp. 


—7910170408 IE Insp Repts 50-245/79-06 «< 50-336/79-06 on 790312-16. 
Noncom.pl ianco no ted : f a i 1 ur e to collect ti analyie oyster 
samp 1 es, inaccurate sampling of fish impingement monitoring 6 
exceeding of discharge temp rato of change. 

BHANBAKY, M. M. Region 1, Philadelphia, Office of the Director. 
STOHR.J.P. Region 1, Philadelphia. Fuel Facility h Materials 

Safety Branch. 79/07/17. llpp 


7910160205 Forwards response to IE Bulletin 79-12. Four of oil level 
measuring sys within each steam generator aro used for both 
safety action initiation %t post-accident monitoring. 

Pressurlior uses two sys foT post-accident purposes only. 

CQUNBIL, W. G. Northeast Utilities. 79/09/17. 10pp 


7910190225 Responds to IE Bulletin 79-18. Plant design changes were 
initiated to upgrade both page It siren sys. Upgrading 
included 23 addl speakers 6 one siren in effort to correct 
deficiencies. 

COUNSIL, W. 0. Northeast Utilities. 79/09/17. 2pp. 


7910290413 Responds to IE Bulletin 79-19, "Packaging of Low-Level 
Radioactive Waste for Transport !< Burial. " Discusses 
administrative control procedures 6 program for training 
personnel re waste burial license requirements. 

CDUNSIL.W.G,, FEE, W F. Northeast Utilities. 79/09/19. 3pp. 


7910090646 Ack receipt of 790905 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-245/79-11 6 
30-336/79-14. 

SMITH. G. H. Region 1, Philadelphia, Fuel Facility fc Materials 

Safety Branch. 79/09/21. Ip. 


-7910090647 Responds te NRC 790814 ltr re violations noted In IE Insp 
Repts 50-243/79-11 fi 30-336/79-1 4. Corree 1 1 ve ac t ions: he ad 
bolts posted, area access restricted 6 addl instruction given 
to personnel. 

COUNSIL, W. G. Northeast Nuclear Energy Co.. (Northeast Utilities). 
79/09/05. 2pp. 


■7910090649 Forwards IE Insp Repts 50-245/79-11 It 50-336/79-14 on 
790430-0504 Si notice of violation. 

SMITH,©. H. Region 1, Philadelphia, Fuol Facility G, Materials 

Safety Branch. 79/08/14, 2pp. 


—7910090651 Notice of violation from insp on 790430-0504. 

« Region 1, Philadelphia. Fuel Facility G< Materials Safety 

□ranch. 79/08/14. Ip. 


■7910090654 IE Insp Repts 50-245/79-11 t, 50-336/79-14 on 790430-0504. 
Noncomp 1 lance n oted : fa i 1 ure to perform surveys. 

CROCKER, H.W. Region 1, Ptfil adel ph 1 a. Fuel Facility i, Materials 

Bh f ety Branch. THANUS, L. H. Region 1, Philadelphia, Office of 

the Director. 79/00/08. 6pp. 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures & 
surveillance testing errors, which was incorroetly 
d letrlbu ted. Also forwards IE Insp Repts 50-295/79-13 fc 
30-304/79-12. Ac t Ion required. 

EIBENHUT, D. 0. Division of Operating Reactors. 79/09/21. 49pp.- 
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7910090589 Forwards IE Circular 79-20. "Failure of GTE Sylvania delay. 
Type PM Bulletin 7305 Catalog 5U12-U-AC u/120 Volt ac 
Coil." No action required, 

QF1IER,B.H. Region 1, Ph t lad e 1 p h i a. Office of the Director. 

79/09/24 . Ip. 

7910040129 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required 

GRIER. B-H Region 1. Philadelphia, Office of the Director. 
79/09/26. 4pp. 

79101601 4B Forwards IE Bulletin 79-24, "Frozen Lines " Action required. 
GRIER. B.K Region I, Philadelphia, Office of the Director. 
79/09/27. ip. 


7910160534 Forwards IE Info Notice 79-25, “Reactor Trips at Turkey 
Point Unit* 3 14." Ho action required. 

CRIER, B. H, Region 1, Philadelphia, Office of the Director. 
79/10/01. Ip. 


7910170614 Forwards IE Info Notice 79-24, "dverp r e s sur i za t i o n of 
Containment of PUR Plant After Main Steam Line Break. " No 
action required. 

CRIER, B. H, Region I, Philadelphia, Office Df the Director. 
79/10/01. Ip. 


7910290157 Notification of 791019 meeting w/utll in Bethesda, MD to 
discuss second insp of feedwateT line crack indications, 

Questions re Insp ti repair attached. 

CONNER, E. L. Operating ReactoTS Branch 4 (Pre 791030), 79/10/18. 

2pp. 


R. Periodic operating reports !< related correspondence 


7910230451 Forwards monthly operating rept for Sept 1979. 
OPEKA, J. F. Northeast Utilities 79/10/11. ip. 


— 7910230453 Monthly operating rept for Sept 1979. 

HQHLETT, 0. H. Northeast Utilities. 79/10/05. 5pp. 


5. Reportable occurrences, LERs 8< related correspondence 


7910030368 Forwards LER 79-026/03L-0. 

OPEKA, J. F, Northeast Utilities. 79/09/21. 2pp 


— 7910030339 LER 79-026/03L-0: on 790906, f 1 uc tuat i on noted in indicated 
level of safety injection tank 3 w/no concurrent plant 
evaluation or change in tank pressure. Cause not determined. 

Callbr checked 6 transmitter replaced. 

BTRATMAN, R. A. Northeast Utilities. 79/09/21. ip. 


7910030443 RO 30-336/79-27: dur ing engineering revi ew. sac t i on of 4-inct! 
cast iron floor drain piping passing each station battery 
was found not supported in accordance w/des ign. Dra in working 
U ductwork removed. 

OPEKA, U. F. Northeast Utilities 79/09/25. 2pp. 


791018020S RD 79-27:on 790925, d ur In g routine engineering review, sec ti on 
of 4-inch cast iron floor drain passing aver station 
discovered not to be In accordance w/design drawings. 

Inadequately supported drain piping !, duct work removed. 

OPEKA, J. F. Northeast Utilities. 79/09/25. 2pp. 


7910090461 Forwards LER 79-02B/O3L-0. 

OPEKA, J. F. Northeast Utilities. 79/10/01. ip 


■7910090466 LER 79-02B/03L-0 : on 790904. hydraulic snubher located on 
main steam D atmospheric dump valve found inoperable. Caused 
by broken snubber resarvo ir. Snubber replaced. 

CROCKETT, J. 0. Northeast Utilities. 79/10/01. Ip. 


7910160437 Forwards LER 79-027 /OIT-O. 

□PEKA, J. F. Northeast Utilities. 79/10/09, ip. 


— 7910160441 LER 79-027/01T-0: on 790924, drain piping k ventilation 
ducting passing through each station battery room nut 
supported per plant design criteria. Caused by const error. 

Drain piping 8, ducting removed, 

CROCKETT, J. D. Northeast Utilities. 79/10/09. 2 pp, 


791O1702B7 Forwards RD* 30-245/79-01 6 50-336/79-01. 
OPEKA, d. F. Northeast Utilities. 79/10/10, lp, 


—7910170298 ROs 50-245/79-01 «< 30-336/79-01 : an 790824, 1 eve I s of Ag-1 10m 
activity observed in third quarter sample of oysters within 
500 ft of discharge. Caused by inability to maintain ays ter 
trays at location due to startup of Unit 2. 

-* Northeast Utilities. 79/10/10. 2pp, 


7910180425 RO:dis 790024 Ag-1 10m activity was observed in third quarter 
sample of oysters within 500 ft of d i sc harg e. Caused by 
increased liquid discharge & location of samp 1 e within 
boundaries of quaTry w/o any near field dilution factors. 

» Northeast Utilities 79/10/10. 2pp. 


7910230501 Forwards LER 79-029/03L-0 . 

OPEKA, J. F. Northeast Utilities. 79/10/16. Ip. 


— 7910230509 LER 79-029/03L-0: on 790919, B hydrogen analyzer alarms failed 
to clear, making detection of sensor failure impossible 6 
resulting in hydrogen analyzer i noperab 1 1 i ty. Caused by 
failure of operational amplifier in alarm card. 

BATES, R. W. Northeast Utilities. 79/10/ 16. Ip. 


DOCKET 50-33B NORTH ANNA POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


7910110332 Forwards current *, draft emergency plans & emergency plan 
i mpl omenta ting procedures. 

CARTWRIGHT. W. R. Virginia Electric 6 Power Co. 79/10/03. Ip. 


7910180542 Notification of 791015-18 meeting w/util re emerg ongy 
planning for plant. Agenda 4, proposed press release encl. 

ROE, J. W. Reactor Safeguards Licensing Branch (Pro 791030). 
79/10/04. 3pp. 


G. Adjudicatory correspondence 


7909250155 Memorandum of proposed findings re settlement of svc water 
pumphouse 6 probability of unacceptable damage from turbine 
missies, per ALAB-329. OL may be issued. Sys ore protected from 
turbine missies. Certificate of Svc encl. 

CHRISTMAN, J. N, Virginia Electric 4, Powor Co. 79/07/23. 52pp, 


7909250242 Discusses meeting to sot up schedule for serving written 
testimony re potential now contentions, Filing schedule of 
five business days after receipt of notice of 790007 is 
acceptable to all par t i es. F orwa rd o FR notice. 

CHRI3THAN, J. N. Hueiton i, Williams. 79/07/25. 6pp, 


79iOiS0271 Reques t i Qubmi t tod by petitioners Potomac Alliance it Citizens 
Energy Forum, Inc i for motion to reply to util & NRC answers 
to petitioners motion to amend petition to in tervene. 

DOUGHERTY, V. fl. Po tomac All 1 anc e DOUGHERTY, J. D. Citizens Energy 

Forum. 79/07/26. lp. 


— 791015D279 Re sponse , s ubmi t t ed by petitioners Potomac Alliance it 
Citizens Energy Forum, Inc to util 4< NRC answers to 
petitioners motion to amend petition to intervene. 

Certificate of Svc encl. 

DOUGHERTY, J. □. Potomac Alliance, DOUGHERTY, U. D, C i ti « ens Energy 
Forum. 79/07/26. Qpp. 


7910030110 Decision grant ing util motion for summary d ispos i t ioni 
denying intervener motion tu amend petition t, cancelling 
prehearing conference it hearing scheduled per ASLB 790629 
order, 

DEALE, V, B. Atomic Safety and Licensing Board Pane). 79/00/06. lp. 


79101 10250 Forwards NRC 790806 memorandum of proposed findings 
rs svc water pumphouse settlement fe turbine missile risk, 
MCOURREN. H. J. Branch 1. 79/00/06. lp. 


•7910110255 Memorandum of proposed findings re svc water pumphouse 
sottlement it turbine missile risk per A3LAB 790610-20 
evidentiary hear lngs . Fac 1 1 i ty can operate w/o undue risk 
to public health & safety. 

MCGUHRENtH. J. , SWANSON, D. Branch 1. 79/00/06. 63pp. 


7910050740 Orders denial of intervenare 790615 motion to amend petition 
to intervene. Mo sop p or ting facts or logal basis exist for 
addition of contention on seismic i ty. NRC will consider waste 
mgt in generic proceeding, such es rulemaking. 

DEALE, V. B. Atomic Safety and Licensing Boerd Panel. 79/OB/17. 4pp. 


7910030562 Forwards intervener 0 Arnold 790621 memorandum of proposed 
findings re svc water pump house settlement. 

FOSTER, R. M. Foster, R. 79/00/20. lp. 
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H. Qensra 1 correspondence 


7910190001 Urges lifting of moratorium on nuclear licensing due to util 
safety record 4, financial burdon caused by relying on 
subs t i t ute fuels. 

RAGONE, S. Virginia Electric lb Power Co. 79/08/30, 2pp. 


P. Opera ting license stage documents 6 c orr e spondence 


--791Q030570 Memorandum of proposed findings ro svc water pumphouse 
sett l emont. submi t ted on'behalf of intervenor G Arnold. 

Applicant survey method endangers health & safety of public. 
Certificate of Svc end. 

FOSTER i R. M. Affiliation Unknown. FOSTER, R. M. Foster, FI. 
79/00/20. 19pp. 


7910230660 Memorandum of proposed findings per A5LAB 790621 order. 
Predictions of amount of settlement cannot be accurately 
made. Tech Spec limit an amount of settlement Is 
a c c ep ta b 1 e. NRC should review operator training program. 

0AM BAR DELLA i A. Virginia, State of. 79/00/20. 6pp 


79101103B7 Statement of deceptions to ASLB 790006 dec i s ions, submi ttod 
by intervenors Cifciiens Energy Forum U Potomac Alliance. 

Util 790511 motion for summary disposition should he denied. 

Request to amend petition to intervene should bo granted. 

DOUGHERTY, J. B. Cltlions Energy Forum. 79/00/21. 5pp. 


7910050077 Order supporting ASLB 790806 order, which granted util 790SH 
motion for summary disposition. Util is entitled to summary 
disposition as matter of law since no genuine issue of mat! 
fact ex late, Proposed spent fuel pool mod is acceptable. 

DEALE, V. D. Atomic Safety and Licensing Board Panel. 79/0B/24. 

»3pp. 


7910090372 Order supplementing ASLB 790806 order granting util 790511 
mot ion for summary disposition. No genuine issue of matl 
fact. Util Is entitled to decision for summary disposition as 
matter of law. 

DEALE, V. 0. Atomic Safety and Licensing Board Panel. 79/09/21. 
23pp. 


7910050670 Addendum to ASLB 790021 order granting util motion for 
summary d i sposi t i on. Ut 1 1 790719 suppl to motion for 
summary disposition & attachments re missile accident 
contention do not change ASLB determination. 

DEALE, V. B. Atomic Safety and Licensing Board Panel. 79/00/23. 2pp 


7910090370 Addendum to ASLB 790821 order granting util motion for 
summary disposition. Util 790719 request to supplement motion 
for summary disposition l< attachments is permiss ib !o. Nd 
change in ASLB determination. 

BEALE, V. B. Atomic Safety and Licensing Board Panel. 79/08/25, 2pp. 


7910090665 Orders extension until 10 days after svc of ASLI1 790021 
artier for intervenors Potomac Alliance & Citiiens Energy 
Forum, Inc to file exceptions or seek other relief, 

D 1 SHOP i C. J. Atomic Safety and Licensing Appeal Panel, 79/0S/27. 

2pp. 


7910110110 Response to intervenors 790021 s ta temen t of exceptions. 
Agrees that time for appeal should begin when ASLB serves 
final decision. Intervenors should not bo given add] time to 
request st ay. Certificate of Svc one 1. 

CHRISTMAN, J. N. Virginia Electric S< Power Co. CHRISTMAN, U. N. Hunton 
4 Hill lams. 79/08/27. 9pp. 


-7910,110154 Affidavit of EA Baum re util schedule for refueling Unit 1 
b importance of installation of new racks at Unit 2. 

BAUM, E. A. Virginia Electric b Power Co. 79/05/30, 3pp, 


7910150704 Reply to intervenor Arnold !< State of VA 790B20 petitions 
re proposed f ind ings. Changes proposed by State ?■< Arnold for 
facility Tech Specs are not supported by record, Ccrti Picate 
of Bvc end. 

CHRISTMAN, J. N. Virginia Electric * Power Co. 79/09/01. 2ipp 


7910150721 Response to Commonwealth of VA l> intervenor Arnold 790020 
memorandum re svc water pumphouse settlement. Plant 
personnel are trained re loos of svc water. Monitoring of 
settlement is adequate. Cert i fi ca to of Svc oncl. 

MCGURREN, H. J. , BWANSON, D. T. Branch 1. 79/09/01. 11pp. 


7910260344 Amended statement of exceptions ro ASLB 790BO6 dec i sion, ASLB 
790817 order denying Intervenors motion to amend petition to 
to intervene b 790024 order granting VEPCO motion for 
summary disposition. Certificate of Svc one 1. 

DOUGHERTY, J. D. Potomac Alliance. DOUGHERTY, J. B. Dougherty, J. 0. 
79/09/10. 3pp. 


7910050763 Orders that intervenors file brief by 791010 in support of 
790910 statement of except Ions , per A5L0 790S27 order. 

BISHOP, C. J. Atomic 8o f ety and Licensing Appeal Panel, 79/09/12. 

Ip. 


7910120363 FOIA request for documents re abnormal settlements at 
facilities t, info concerning HRC reasons for not levying 
civil penalty against util in 1972. 

ALLEN, J. North Anna Environmental Coalition. 79/00/14. 4p p 


7910030330 Summary of 790B22 meeting ui/util in R i c hmond, VA re quadrant 
f lux ti 1 ts 

DUNENFELD, M. Core Performance Branch. 79/09/04. 4pp. 


791OO9034B Forwards list of plants requiring mierofiching of up-to- 
date FSARs In Central Fi 1 e s, Reques ts action as soon as 
possible. 

GRIMES, D. K, Assistant Director for Systems Engineering fPre 
791030). 79/09/10. 4pp. 


7910040143 Forwards Amend 15 to License MPF— 4, safety evaluation it 
notice of issuance 8, availability. 

SCHWENCERiA- Operating Reactors Branch 1 iPre 791030). 79/09/14, 

3pp. 


— 7910040115 Amend 15 to License NPF-4, permitting continued facility 
operations for addl 20 days, to 791005. 

SCHWENCERiA. Operating Reactors Draneh 1 (Pro 791030). 
79/09/11. 2pp. 


— 7910040152 Safety evaluation supporting Amend 15 to License NPF-4. 
» Office of Nuclear Reactor Regulation. 79/09/14. 2pp. 


— 7910040155 Notice of issuance tc availability of Amend 15 to License 
NPF-4. 

SCHWENCERp A. Operating Reactors Branch 1 (Pra 79 10301 . 

79/09/14. 2pp. 


7910050006 Forwards items requiring NRC a c t i on s, 1 i a ts of generic 
problems {, x-eg guides used during licensing review, to 
facilitate transfer of facility resp ons i b 1 i ty frum LWFI 
Branch 3 to Operating Reactors Branch 1. 

VA9SALLO, D. D, Division of Project Management. 79/09/14, 19pp, 


— 7910Q5000B Discusses transfer of facility environ review responsibility 
from Environ Projects Branch 2 to Operating Reactors 
Branch 1.A11 environ review tasks are complete at present. 

MULLER, D, R. Division of Site Safety !< Environmental Analysis, 
79/07/10. Ip. 


7910040202 Notification of 790921 meeting w/utll to discuss 
contribution of auxiliary feedwater to energy in containment 
following main steam line break. 

NEIGHBORS, D. Operating Reactors Branch 1 (Pro 791030). 79/09/19. 

ip. 


7910160017 FQTA request for ropts arising Prom 790925 discharge of 
radioactive gas from facility. 

CLA8BERQ, V. M. Hirschkop S< Grad P. C. 79/09/27. Ip. 


7910020391 Forwards VEP-FRD-33, "VEPCO Reactor Core Thermal-Hydraulic 
Analysis Using COBRA IIIC/M1T Computer Code." 

THOMAS, W. N. Virginia Electric b Power Co. 79/09/23. 2pp. 


- —79 1 0020 422 "VEPCO Reactor Coro Th urmtt 1-Hyd rau 1 i c Analysis Using COBRA 
IIIC/MIT Computer Code. 11 

CROSS, R. W. i BOWLING, M. L. Virginia Electric 8, Power Co. 

VEP-FRD-33. 79/00/31. 73pp. 


7910150632 Forwards request for addl info re 790925 safety injection 
event. Addl info needed includes engineering analysis of 
event, jilant procedures used during event b analysis of 
actual press uriier 1 evel. 

BCHWENCER,A. Operating Reactore Branch l (Pro 791030). 79/09/20. 

7pp. 


7910260283 Advises of NRC requirements for auxiliary feedwater sys. 
Generic !, plant-specific requirements end. 

E18ENHUT, D. 0. Division of Operating Reactors. 79/09/20. 31pp. 
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7910300070 Responds to 790926 request & forwards chronology of measures 
taken by util as result of 790925 i nc i den t. De s cr i P t i on of 
principal radiological events end. ... 

DENTON, H.R. Office of Nuclear Reactor Regulation. 8TELLD, V. Office 
of Inspection U Enforcement. Office of the Director. 79/09728. 

16pp. 


7910180050 Forward* 790928 Itr to licensee requesting addl info re 
790928 incident which may have generic implications for 
Hasti nghouse-des i gned operating p 1 ants. Request s Dinners group 
cons i der end in preparing generic emerg ency guidelines. 

ROSS, 0. F. TMI-2 Unresolved Safety Issues. 79/10/03. Ip. 


7910250282 Forwards suppl to proposed Tech Spec Change 19. 

STALL INOS, C. M, Virginia Electric It Power Co. 79/10/23. 2pp. 


__7yjO2502B5 Suppl to proposed Tech 8pec Change 19, deleting requirements 
re part length rod s. pr ov i d ing overpressure protection t, 
eliminating inconsistencies between Units 1 S, 2 Tech SpBCS. 

* Virginia Electric tt Power Co. 79/10/23. 39pp. 


7910290270 Requests review of reactor ays transient analysis code *< 
issuance of safety eva luat l on. Top i ca 1 rept will be provided. 
THOMAS, W. N, Virginia Electric 6 Power Co. 79/10/23. ip. 


-79101B0056 Forwards request for addl info rfl 790925 safety injection 
event, discussed at 790926 meeting Info should be provided 
no later than 30 days prior to planned return to power from 
current plant outage. 

SCHHENCER, A, Operating Reactors Dranch 1 (Pro 7910301. 

79/09/20. 7pp. 


7910100317 Forwards response to NRC 790917 Itr re interaction between 
nonsafety-grade sys & safety-grade sys. t>i scu s s e 5 steam 
.generator power generated relief valve control sys fc main 

feedwater control sys. 

8TALLIN0B, C. M. Virginia Electric & Power Co. 79/10/05. 0pp 


7910290277 Request for Teview &, issuance of safety ovalua t ion, submi ttod 

on behalf of Util Group for Regulatory Application. 

RAQUNEj 8, Virginia Electric ?< Power Co. 79/10/22 4pp. 


7910260150 Forwards info re followup actions resulting from NRC review 
of TMI-2 incident, in response to 790913 request. 

STALL INOS. C. M. Virginia Electric ti Power Co. 79/10/24. B4pp. 


7910300143 Forwards proposed Tech Spec Change 23, providing automatic 
containment isolation for sys lineup, Class III amend fee 
end. 

STALLINOB. C. M, Virginia Electric & Power Co. 79/10/25. 3pp. 


7910320460 Discusses review of responses to IE Bulletins 79-05C t, 
79-06C re need Par tripping of reactor coolant pumps for 
certain small break LflCAs. 

ROSS, 0. F. TMI-2 Bulletins 4 Orders. 79/10/05. 2pp- 


79IOI2O160 Forwards proposed Startup Test Procedure l-ST-9, Revi sion O, 
"Voltage Profile,*’ In response to 79OBO0 request. Also 
submits info re adequacy of electric distribution on sys 
voltages in event of loss of both offsite sources. 

STALLINOB, C. M. Virginia Electric t* Power Co. 79/10/09. 2pp. 


— 7910120173 Proposed Startup Test Procedure l-ST-9. Revis i on 0. "Voltage 
Profile. " 

HEACQCK, D. A. Virginia Electric J. Power Co. 79/0S/24. lupp, 


7910120394 Responds to FQIA request for info re abnormal settlements It 
NRC reasons for not levying civil penalty against util in 
1972. Forwards list of relevant documents. In Fo partially 
withheld: names nf individuals iref FOIA Exemption 71. 

FELTQN, J, M. Division of Rules and Records. 79/10/09. Ii9pp. 


7910160916 Partially responds to FOIA request for repts arising from 
discharge of radioactive gas from faci 1 i ty. Forward » 
documents listed In App A. 

FELTON, J. M. Division of Rules and Records. 79/10/15. 2pp. 


— 7910300144 Proposed Tech Spec Change 23. providing automatic containment 
isolation for sys lineup by replacing one manuol isolation 
valve ui/ two trip valves, 

* Virginia Electric & Power Co. 79/10/25. 4pp 

79 1 0300 1 4B Cites util 790117 Itr as response to NRC 790927 Itr ro 
containment purging during normal oporation. 

GTALLINQS. C, M. Virginia Electric it Power Co. 79/10/26. ip. 


7910300324 Identifies UJ Kennedy as emergency contact individual. 
BTALLINOS, C, M. Virginia Electric U Power Co 79/10/26. ip, 


7910310371 Forwards Drawings 1 17 1 5-F0-35A-7, 1 1 7 1 5-FM-74A- 10, 

1 1715-FM-91A-12. 11715-FM-9 IB-2 tt 1 1 7 i 5-FH-96A-9. Drawing s 
indicate location of valves listed in Items 6,7,9,10 & II of 
791102 Itr re Inservico testing of valves 

BTALLlNOSpC.fi. Virginia Electric tt Power Co. 79/10/26, Ip. 


— 7910310375 "Valve Operating Numbers: Yard, Fuel Oil Linos. 
» Stone b Webster Engineering Corp. 79/10/23. ip. 


— 79103103B2 "Valve Operating Numbers: Feedwater. " 

* Stone l< Webster Engineering Carp, 79/10/23, ip. 


7910190395 Requests amend of License NPF-4 to author! ie Change 20 to 
Tech Bpecs for engineered safety feature actuation sys 
instrumentation. 

STALLINOB, C. N. Virginia Electric U Power Co. 79/10/15. 3pp. 

—7910190399 Proposed change to Tech Bpecs for engineered safety feature 
actuation sys ins tr umenta t i an. 

* Virginia Electric U Power Co. 79/10/15, 5pp. 

79102202B3 Forwards proposed Tech Spec mods re overpressure protection 
sys, tn response to telcan requests. 

BROWN, S. C. .Virginia Electric 8< Power Co. 79/lO/tB, 4pp. 

—7910220287 Nodi fled proposed Tech Specs for overpressure protection 
sys. 

* Virginia Electric i< Power Ca, 79/10/10. 3pp. 

7910240544 Forwards "CDBRA IIIC/MIT Computer Cade Manual. VEPCO 
Version. " 

THOMAS, W.N. Virginia Electric & Power Co. 79/IO/1B. ip. 

—7910240550 "COBRA IIIC/MIT Computer Code Manual, VEPCO Version." 

BOHRINO, R. W. r MORENO, P. Massachusetts Institute of Technology. 
79/0B/31 . 270pp. 


7910260136 Summary of 790921 meating ui/ufcil S< BfcW re auxiliary 
feedwater contribution to energy in containment following 
main steamline break. 

HI 00 INTON, D. Operating Reactors Branch i IPro 7910301. 79/10/10. 

5pp. 


7910310001 Notification of 791029 meeting w/util in Bethesda.MD re 
review of radiological effluent Tech Spec. 

8CHHENCER, A. Operating Reactors Branch 1 iPre 791030). 79/10/19. 

2PP. 


— 79103 103B6 "Valve Operating Numbers: Safoty Injection Sys." Sheet 1. 

* Stone J< Webster Engineering Corp, 79/ 10/23. ip, 

—7910310309 "Valve Operating Numbers: Containment Quench t Recirculation 
Spray Subsys, ” 

* Stone fc Webster Engineering Corp. 79/10/23. ip. 

--7910310394 "Volvo Operating Numbers: Containment Ouonch t< Recirculation 
Sprag Subsys, " 

* Stone 8, Webster Engineering Corp. 79/10/23. Ip 
0. Inspection reports, IE Bulletins 5 correspondence 


79 1 0090300 Responds to NRC 790515 Itr re violations noted In IE Insp 
Rapt 30-338/79-21. Corrective ac t ions: review of emergency 
diesel generator operator procedures It review of Reg Oulde 
1 . 33 conducted. 

STALLINOB, C. M. Virginia Electric & Power Co. 79/07/11. 2pp. 


7910020293 Forwards IE Insp Repts S0-33B/79-31 fc 50-339/79-39 on 
790625-0713. No noncompliance noted. 

LEWIS. R.C. Region 2, Atlanta, Reactor Operation* Nuclear Support 

Branch. 79/00/07. 2pp . 


— 7910020305 IE Insp Repts 50-33B/79-31 h 50-339/79-39 or, 790625-0713. No 
noncompliance noted. Major areas inspec ted; operational 
staffing, licensee responses IE bulletins S, circulars. 

KIDDrM.Q, Region 2, Atlanta. Office of the Director. 

KELLOOG, P. J. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/0B/06. Bpp- 


7910040200 Forwards IE Insp Repts 50-33B/79-32 ti 50-339/79-42 on 
790730-0BD2. No noncompliance noted. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operation* Nuclear Support 

Branch. 79/00/22. 2pp. 
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-7910040208 IE Insp Repts 90-33B/79-32 t< 50-337/79-42 on 790730-0802. No 
none m? luncs noted. Major areas i nsp ec ted : p 1 ant operations/ 

IE bulletins 1, c ire u lar s . LERs ?. previously Identified items. 

WEBSTER. E H flegion 3, Atlanta. Office of the Director. 

KELLOGG, PJ. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/08/22. Bpp 


7710190030 Forwards IE Insp Repts 50-338/79-33 Si 50-339/79-43 on 
790723-0810. No noncomp liance noted. 

LEU IS. R, C. Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch. 79/09/30. 2pp. 


— 7910190037 IE Insp Repts 50-33B/79-33 6 90-339/79-43 on 790723-0810. No 
n on-comp liance noted. Major areas inspected: previously 
identified enforcement matters, unresolved S. open items 
& licensee response to LERs. 

KELLOGG/ P. J. , KIDD, MS. Region 3. Atlanta, Reactor Operations 

Nuclear Support Branch. 79/0B/30. llpp 


791 0010678 Forwards response to IE Bulletin 79— 16 re vital area access 
control. Enel withheld (ref 10CFR2. 790). 

STALLINGS. C. M, Virginia Electric !< Power Cn. 79/09/07, Ip. 


7910010020 Forwards IE Circular 79-18, “Proper Installation of Target 
Rack Safety-Relief Valves," Nu action required. 

0 'REILLY. J. P. Region 2, Atlanta, Office of the Director. 

79/09/1 0, 2pp- 


7910020603 Forwards IE Circular 79-19, "Loose Locking Devices on 
Inj erfiol 1-Rand Impellers." No action required 
O'fiEILLYi J. p. Region 2, Atlanta, Office of the Director. 
79/09/13. lp. 


791025003B Forwards IE Insp Rept 50-338/79-36 on 790827-39. No 
noncompliance noted. 

LEWIS. R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/09/13. 2pp. 


— 79102S0040 IE Insp Rept 50-33B/79-36 on 790827-29. No noncompliance 
no t ed. ha jor areas inspected: aud i ting procedures, insp program 
for hoisting equipment & escalation procedure, 

JENKINS, H. D. , FORD. E. J. Region 3. Atlanta, Office of the 
Director, RUHLMAN, W. A. Region 3, Atlanta, Reactor Oporations 

Nuclear Support Branch. 79/09/12. 6pp. 


7910020037 Aek receipt of 790910 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-330/79-28 !< 

/ 79 — 39 , 

■LEWIS. R.C. Region 3, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/09/14. Ip. 


— 7910030043 Responds to NRC 790807 ltr re violations noted in IE Insp 
Repts 50-330/79-38 t< 50-339/79-35. Correc t i ve actions: 
reins tructi on of personnel in specific requirements of 
applicable reporting procedures 

STALLINGS, C. M, Virginia Electric h Power Co. 79/09/10. 3pp.. 


— 7910020045 Forwards IE Insp Repts 50-338/79-38 ?< 50-339/79-35 on 
790514-0615 ?< notices of deviation 6 violation. 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. 
79/0B/07. 2pp. 


■7910020049 Notice of violation from insp on 790514-0615. 

« Region 2, Atlanta, Office of the Director. 79/09/07, lp. 


■7910020031 Notice of deviation from insp on 790514-0615. 

* Region 2. Atlanta. Offico of the Director. 79/08/07. lp. 


•7910020059 IE Insp Repts 50-338/79-28 h 50-339/79-35 on 790514-0615. 
Noncompliance no ted: fai lure to transmit potentially 
reportable info to persons responsible for reviewing matters 
For reportability. 

Kino. M S. Region 2, Atlanta, Office of the Director. 

KELLOGG, P. J. Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch. 79/08/07. 14pp. 


7910030842 FoT-wards response to IE Bulletin 79-31, "Temp Effects on 
Level Measurements." Describes sys used to initiate safety 
actions or provide post-accident info. 

STALLINGS. C. M. Virginia Electric !< Power Co. 79/09/14. 3pp. 


791C030B44 Forwards response to Item 1 of IE Bulletin 79-17, "Pipe 
Cracks In Stagnant Bprated Hater Syn at PWR Plants." 

Burtrsar i IBS review of stainless steel piping sys. 

STALLINGS, C. M. Virginia Electric It Power Co. 79/09/14. 3pp. 


7910040661 Responds to IE Bulletin 79-15, “Deep Draft Pump 
Deficiencies." Major repair efforts limited to four outside 
rac ire ulat I on spray pumps experiencing excessive bearing 
wear. 

STALLINGS, C. M. Virginia Electric U Power Co. 79/09/14. 23pp. 

7910050129 Requests deferral of completion date for insps until 791023 
or 90 days after issuance of revised IE Bulletin 79-17, 
whichever is later. 

STALLINGS, C. M. Virginia Electric Ik Power Co. 79/09/14. lp. 


7910110279 Forwards IE Info Notice 79-23, "Qualification of Control 
Sys. " No action required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/09/14. lp. 


7910290072 Forwards IE Insp Repts 50-338/79-34 & 50-339/79-46 on 
790B16-31.No none omp 1 1 anc b noted. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/09/14. 2pp. 


— 7910250075 IE Insp Repts S0-33B/79-34 6 50-339/79-46 on 790816-31. No 
noncomp liance noted. Major areas insp ec ted: administrative 
controls for startup testing program. 

KIDD.M. S. Region 2, Atlanta, Office of the Director. 79/09/13. 

Bpp. 

7910100053 Responds to IE Bulletin 79-10. "Audibility Problems 
Encountered w/Evacuation of Personnel from High-Noise Area." 
Amplifier added to clTCUitrg to increase alarm vol, Design 
change to install visual evacuation signal being formulated. 
STALLINGS, C. M. Virginia Elocttic tt Power Co 79/09/24. lp. 


791 00401B9 Forward s IE Info Notice 79-33, "Emergency Diesel Generator 
Lube Oil Coolers." No action required. 

O 'REILLY, J. P. Region 2, Atlanta, Offico of the Director. 
79/09/26. 2pp. 


7910170272 Forwards IE Bulletin 79-24, "Froien Lines." Action 
r squired. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27 . 2pp. 


. 7910230216 Responds to IE Bulletin 79-19, "Packaging of Low Level 
Radioactive Waste for Transport J, Burial." Audit of all 
listed activities util be performed prior to 791009. 

STALLINGS, C. M. Virginia Electric U Power Co. 79/09/37 3pp. 


7910170232 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 h 4." No action required. 

O 'REILLY, 0. P, Region 2. Atlanta, Office pf tho Director. 
79/10/01. 2pp. 

79 1 O17077Q Forwards IE Info Notice 79-24, "Over p res sur i cat ion of 
Containment of PUR Plant After Main Steam Line Dreak. " No 
action required. 

O'REILLY, J p. Roglon 2, Atlanta, Offico of tho Director. 
79/10/01. 2pp. 

7910240037 Responds to IE Bulletin 79-13, "Atypical Weld Matl in 
Reactor Pressure Vessel Welds, " Vendor presently 
investigating matl. Rept expected late Hov 1979. 

STALLINGS, C. M. Virginia Electric & Power Co. 79/10/0B. ip. 


7910240044 Responds to IE Bulletin 79-17, "Pipe Cracks in Stagnant 
Derated Water Sys at RWR Plants. " Requests 90-day deferral 
for response since revision to bulletin is forthcoming, 
clarifying insp requirements. 

STALLINGS, C. M. Virginia Electric 6 Power Co. 79/10/0B. lp. 


79 1 0170343 Forwards response to 790023 request fur addl info re IE 
Bulletins 79-06A t, 79-06A, Ravi s i on 1, "Review of Operational 
Errors 6 Sys Miaal lgnmonts During 7MI Incident. 

STALLINGS, C. M. Virginia Electric *, Power Co. 79/10/15, 6pp. 


7910260367 Responds to IE Bulletins 79-06A & 79-06A, Revision 1, "Review 
of Operational Errors t, Sys Misalignments During TM1 
Incident. 1 * Provides addl info ra emergency procedures for 
LQCA It operator actions to maintain natural circulation. 

9TALLINQB, C. M. Virginia Electric tc Power Cn. 79/10/15. 6pp, 


R. Periodic operating ropoTts 6 related correspondence 


7910190379 Forwards monthly operating ropt for Bapt 1979. 

STALLINGS, C. M. Virginia ■ Elec trie S« Power Co. 79/10/16. lp. 


— 7910190301 Monthly operating rapt for 8ept 1979. 

MADISON, W. R. Virginia Electric N Power Co. 79/10/10. 5pp. 
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S. Reportable occurrences* LERs 8c related correspondence 


7910010298 Assessed field rept ts two technical p 
dUt in 7300 Series process control ays. One is 
component in protection sys compare tors; second 
seismic-induced malfunction. 

ANDERSON. T. M. General Electric Co. 79/08/23. 


roblems uh i c 
circuit 
Is potenti a 1 

6pp. 


h 


could 


7910100206 LER 79-061 03X-l;on 790430. d ur ing startup, temp indicator on 

casing cooling tank read out of specs at greater than 90 F. 

Caused by belt slippage oo refrigerator unit. Bolt drive 
t ightened. 

CARTWRIGHT, W. R Virginia Electric U Power Co. 79/10/03. 2pp. 


79101102B9 Forwards LER 79-024/43 X- 1 . 

STALLINGS, C, M. Virginia Electric 8. Power Co. 


Ip. 


7910170540 PND-I I -79-01: on 790923, tur b i ne trip 4 reactor trip occurred 
because of high feedwater heater level. Caused by failure to 
realign charging pump suction from refueling water storage 
tank to vn 1 control tank. 

WEDSTER, T. , KELLDQG, P. J. Region 2, Atlanta. Office of the 
Director. 79/09/25. ip 


— 7910110294 LER 79-024/43X- 1 : on 79022B, radwa s te release occurred 
unexpectedly during pumping of Unit 2 containment sump vio 
temporary pump to storm drain sys. Caused by pressure relief 
valve leaks tn Units 1 4 2 purge headers. 

CARTWRIGHT. H. R. Virginia Electric 8. Power Co. 79/10/09. 4pp. 


7910170616 PNO-I 1-79-01 A : after reactor trip & safety i n jec t i on, ma t 
plant cooldown rate in hot leg exceeded cooldown limit by 
10 F tn 30 minutes. Evaluation underway. Supplements 

HCH€NRY?J. C . KELLOGG, P J. Rea ion 2, Atlanta. Office of the 
Director. 79/09/25. Ip. 


7910030340 Forwards LERs 79-100/03L-0 lx 79-10S/03L-0. 

STALLINOB, C, H. Virginia Electric L Power Co. 79/09/27. >P- 


-79 1 0030347 LER 79-100/03L-0 r on 790903. d ur ing steady state operation, 
greater than 12-step disagreement was noted between Tod 
position indicator D-IO S. group demand ind 1 cat Ion, Caus ed by 
voltage drift in signal conditioning card. 

CARTWR IOHT, W- R. Virginia Electric lx Power Co. 79/09/27. 2pp. 


-7910030357 LER 79-105/03L-0 : on 790B2B, during tenting of containment 
particulate monitor, poweT fuses blew when sample pump was 
placed in stop position causing particulate lx gas monitor 
tn be i nap erab 1 e. Caused by shorted valve K3. 

CARTWRIGHT, W. R. Virginia Electric 8< Power Co. 79/09/27. 2pp. 


79101 10329 Forwards LER 79-1 1 6/03L-0. 

STALLINGS, C. M. Virginia Electric 8« Power Co. 79/10/08. Ip. 


7910110330 LER 79-006/03L-0: on 790913, during steady state poweT, two 

disagreements noted between individual rad position 
indicator 6 group demand counter. Caused by instrument drift. 
Indicators recalibr L tested satisfactorily. 

CARTWR I QHT, W. fi. Virginia Electric lx Power Co. 79/10/00. 2pp, 


79101 10200 Forwards LER 79- 1 28/01 T-0, 

STALLINGS, C. W, Virginia Electric tx Power Co. 79/10/09. ip, 


—7910110335 LER 79- 128 /0 1T-0: on 790925, safe ty Injection occurred due to 
low pressurixer level coincident ui/low pressuriter pressure. 

Caused by steam dump valve TCV-140DQ stuck open f D llowing 
reactor trip which depTessur I i ed reactor coolant sys. 

CARTWRIGHT, W. R. Virginia Electric 8, Power Co. 79/10/09. App. 


7910150562 Forwards LER 79-102/03L-0. 

STALL 1MQB, C. M. Virginia Electric 8. Power Co. 79/10/10. lp. 


7910030433 Forwards LER 79- 120/D1T-0. 

STALLINGS. C, M. Virginia Electric 8< Power Co. 


79/09/2B. Ip. 


— 791003044S LER 79-120/OIT-0; an 79G917, poten ti al for failure of certain 
control sys when subjected to adverse environ discussed w/ 

West ing hous e . Rev i ew oF FSAR indicated that present analysis 
will remain unaffected, 

CARTWRIGHT, U R Virginia Electric lx Power Cd. 79/10/01. 2pp. 


791 01 5036B LER 79-102/03L-0: on 790911 . b i stab 1 e for c on ta i nmon t high- 

risk pressure channel I actuated high pressure signal 6 
failed! in law pressure state during test. Caused by bad 
signal comparator card. Defective card replaced & calibr. 

CARTWR IOHT, W. R Virginia Electric 8. Power Co 79/10/11. 2pp. 


79101 S0578 Forwards LERs 79-113/03L-0 h 79- 1 1 4/03L-0. 

STALLINGS. C. M. Virginia Electric lx Power Co. 79/10/10. Ip. 


79100304 52 Forwards LER 79- 1 07/03L-0. 

STALL INQS, C. M, Virginia Electric S< Power Co. 79/09/28. Ip. 


7910030459 LER 79- 1 07/03L-0: on 790831. slug of water entered process 

vent blower tx filter Q causing vent flow to decrease to iera 
t, blower to stop. Caused by water entorlng from spent rosin 
dewatering tank vent. Water drained !< filters replaced. 

CARTWRIGHT, W. R- Virginia Electric tx Power Co. 79/G9/2B. 2pp. 


7910090354 Forwards LER 79-106/03L-0. 

STALL 1 MGS, C . M. Virginia Electric & Power Co. 79/10/03. ip. 


— 7910090356 LER 79-106/03L-0: on 790904, duri rtg nornial op era 1 1 on, steam 
generator C support temp dropped below Tech Specs. Cause 
unknown. Temp returned to normal within 4-h time limit, 

Heaters & control circuits checked, but no faults found. 

CARTWRIGHT. W. R. Virginia Electric 8< Power Co. 79/10/03. 2pp. 


7910100256 Forwards LER 79-1Q9/03L-0. 

STALLINGS. C. M. Virginia Electric 6 Power Co. 79/10/04 lp, 


— 7910100265 LER 79-109/03L-0: on 790906. spec i flc activity of primary 
coolant exceeded 1.0 mCi/doso equivalent I-i31 on 7B0923. 

Caused by hourly sampling of primary sys to investigate 
fuel defect, Personnel reinstructed. 

CARTWRIGHT, W. R. Virginia Electric It Power Co. 79/10/05. 3pp. 


7910100322 Forwards LER 79-10B/03L-0. 

STALLINGS, C. M. Virginia Electric & Power Co, 79/10/04. lp. 


— 79101 S0SB3 LER 79- 11 4/03L-0 : on 790912, temp at top corner of steam 
generator support exceeded Tech Spec limit. Caused by 
heaters being loft tin too long when control resistance temp 
detector failed to cycle heaters au tnma t i ca 1 1 y 

CARTWRIGHT. W. R. Virginia Electric L Power Co 79/10/12. 2pp, 


— 79101 505B7 LER 79 - 1 1 3/03L-0 : on 790912. pressuri i er level channel II gave 
erratic indication on control board. Cause unknown. Testing 
revealed no problems. 

CARTWRIGHT, W. R. Virginia Electric tx Power Co. 79/10/12. 2pp. 


7910160499 Forwards LERs 79- 11 5/03L-0, 79-11 7/03L-0, 79-118/03L-0 lx 
79-1 19/03L-0. 

STALLINGS. C. M. Virginia Electric 8< Power Co. 79/10/12. ip. 


— 7910160491 LER 79—1 l 5/03L-0; on 790913, loop B steam Indicator read lower 
than redundant ind lea tor. Caused by leaking of transmitter 
root valves resulting in loss of ref leg 1 evel. Steam flow 
channel tripped ?< loop calibr. 

CARTWRIGHT, W. Ft. Virginia Electric 6 Power Co. 79/10/12. 2pp. 


— 7910160493 LER 79- 1 1 7/O3L-0 : on 790913, excessive steam observed leaking 
post seat of trip valve TV-M61 1 1 A. Caused by valve not fully 
sea ting . Seat ing surfaces were cleaned 8< gaskets replaced. 

CARTWRIGHT, W. R. Virginia Electric Si Power Co. 79/10/12. 2pp. 


— 7910160496 LER 79- 1 10/O3L-O: on 790914. temp of steam generator D support 
fell below Tech Spec limit. Caused by personnel error while 
operating support heaters manua 1 ly. Heaters enBTgixed to 
increase temp, 

CARTWR IOHT. W, R. Virginia Electric & Power Co. 79/10/12. 2pp. 


— 79IQ100337 LER 79-108/03L-0; on 790904. mo tar-d r i von auxiliary feedwater 
pump 1-FW-P-3A Inoperable. Caused by removal of strainer for 
malnt. Strainer was reinstalled. 

CARTWRIGHT. H. R. Virginia Electric 6 Power Co. 79/10/04, 2pp. 


7910100179 Forwards LER 79-0A1/03X-1. 

STALLINGS, C. M. Virginia Electric 4 Power Co. 79/10/05. lp. 


— 7910160497 LER 79- 1 i 9/03L-0: on 790914, high steam line differential 
pressure loop 2 channel II bistable failed to trip during 
surveillance test. Caused by loose load on signal comparator 
card. Card replaced 4 new one calibr. 

CARTWRIGHT, W. R. Virginia Electric 6 Power Co. 79/10/12. 2pp. 


7910190512 Forwards LERB 79-122/03L-0 4 79-121 /03L-0. 

STALLING 5, C. M. Virginia Elnctrlc It Power Co. 79/10/17. lp. 
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— 791OL90918 LER 79-122/03L-0: on 7910191 steam generator C support temp 
went below Tech Spec limit of 329 F. Caused by operating 
personnel failing to reconi z e low support temp until lower 
limit was exceeded. Heaters energized to increase temp. 

CARTWRIGHT, W. R. Virginia Electric & Power Co. 79/10/18, 2pp. 


--7910190925 LEU 79-121/03L-O: on 790918. c onta i nmen t sump flow integrator 
FTQ-DA118 stopped totalizing flow t< was declared inoperable. 

Caused by piece of rubber glove In internals, preventing 
rotor from turning. Matl removed & totalizer returned to svc. 
CARTWRIGHT, W. R. Virginia Electric U Power Co. 79/10/iB. 2pp, 

7910240364 Forwards L£R 79-129/03L-0. 

STALLIWQS, C. M. Virginia Electric & Power Co. 79/10/22. Ip. 


-7910240375 LER 79-129/03L-O: on 790920, feeder breaker for electric 
heaters associated w/safeguards area ventilation sys filter 
tripped. Possibly caused by moisture U humidity temporarily 
grounding healers. Dresber reset. 

CARTWRIQHT, U. FI. Virginia Eloctric U Power Co. 79/10/19. 2pp. 


7910240303 Forwards LER 79-1 33/01 T-0. 

STALL INS3, C. M. Virginia Eloctric it Power Co. 79/10/22. ip. 


■7910240402 LER 79- 133/01 T-0 : on 791009, wator radiation monitoring pumps 
far recirculation spray heat exchangers failed to start on 
care disruptive accident s ignal . Caused by monitor overloads, 
resulting in trip of over 1 oad s. Over loads reset. 

CARTWRIGHT, W. R. Virginia Electric t, Power Co. 79/10/19. 2pp. 


79 1 0240408 Forwards LER 79-126/03L-0. 

STALLINGS, C. M. Virginia Electric it Power Co. 79/10/22. Ip. 


——7910240420 LER 79—1 26/03L— 0; on 790923, Turb ine 2 right reheat step valve 
failed to close from control panol during surveillance test. 

Cause by solenoid actuator for EH fluid sticking !< not 
operating. Valve closed by draining fluid. 

* Virginia Eloctric !, Power Co. 79/10/23. 2pp, 


7910240391 Forwards LERs 79- 1 23/03L-0 8< 79-1 24/03L-0. 

STALLINGS. C. M. Virginia Eloctric & Power Co. 79/10/22. Ip. 


"-7910240609 LER 79-123/03L-0: on 790919, boric acid transfer pump 
1—CH-P-2A was shut down to repair leak in supply line to 
boric acid blonder caused by faulty flex gaskot in pipe 
flange Flex gasket replaced *t boric acid pump restarted. 
CARTWRIGHT, W. R. Virginia Eloctric b Power Co. 79/10/19. 2pp. 


-“7910240630 LER 79-124/03L-0; on 790920, quench spray pump 1-QB-P-1A was 
removed from svc to repair leak in downstream flow element. 

Caused by deteriorated gaskets at flanges. Flex gaskets 
replaced h pump tested & returned to svc. 

CARTWRIGHT, W. R. Virginia Electric & Power Co. 79/10/19. 2pp, 


7910240642 Forwards LERs 79-125/03L-0 t, 79-127/03L-0. 

STALLINGS, C. IT Virginia Electric & Power Co, 79/10/22. ip. 


—7910240670 LER 79-125/03L-0: on 790923, steam generator C support temp 
dropped below Tech Spec limit of 225 F. Caused by steam 
generator support heaters being operated in manual due to 
problem w/heater control sya. Personnel failed to note temp. 
CARTWRIGHT, W. R. Virginia Electric t< Power Co. 79/10/19. 2pp. 


— 7910240679 LER 79-127/03L-Q: on 790923, during power escalation, quadrant 
power tilt in excess of 1.02 occurred for 25 minutos. Cause 
unknown. RCS boration by operator caused rod withdrawal & 
restored tilt to less than 1.02. 

CARTWRIGHT. W. R. Virginia Electric & Power Co. 79/10/19. 2pp. 


7910300203 Forwards LER 79- 1 30/03L-0. 

STALLINGS, C. IT Virginia Electric *< Power Cd. 79/10/24. Ip. 


—7910300210 LER 79- 130/03L-0: on 790925, operation personnel noted steam 
driven auxiliary feedwater pump l-FW-P-2 turning due to 
steam leak through steam inlot trip valve. Valve will bo- 
re paired during refueling outage. 

CARTWRIGHT. W, R. Virginia Electric & Power Co. 79/10/23. 2pp. 

7910300243 Forwards LERs 79-131/03L-0 t- 79-132/03L-0. 

8TALLIN08. C. M. Virginia Electric 6 Power Co. 79/10/33. ip. 


7910300246 LER 79-131/03L-0: on 790926, emergency diesel generator 1M 
tripped during manual start to verify operah i 1 i ty. Poss ibl y 
caused by accumulation of air In fuel fi 1 ter. Diesel was 
restarted t t cause is being further investigated. 

CARTWRIGHT, W. R. Virginia Electric & Power Co. 79/10/26. 2pp. 


— 7910300249 LER 79- 132/ 03L-0: on 790928, containment isolation valve, 
charging pump S, trip valve did not function as expected 
during safety injection functional test. Cause unknown. 

Equipment will be repaired & checked. 

CARTWRIGHT, W. R, Virginia Electric U Power Co. 79/10/25. 2pp. 


7910310412 Forwards LER 79- 1 34/03L-0. 

STALLINGS, C. M. Virginia Elactric & Power Co. 79/10/29. Ip. 


7910310417 LER 79-134 /03L-0: on 790928,six valves failed to close on 
first signal of containment depressuri xation test but did so 
on second signal. Cause undetermined. Valves will be rechecked 
6 repaired as necessary.' 

CARTWRIGHT, M, R. Virginia Electric b Power Co, 79/10/26. 2pp. 


7910310432 Forwards LER 79- 1 35/03L-0. 

STALLINGE, C. M. Virginia Electric S« Power Co. 79/10/29. 2pp. 


——7910310442 LER 79— 135/03L-0: on 790925, t lmcrs for recirculation spray 
pump, ch emical addition discharge valvo l< casing cooling pump 
discharge valve were found out of spec. Caused by incorrectly 
set or defective time delay relays for equipment. 

CARTWR IGHT, W R. Virginia Electric U Power Co. 79/10/26. Ip. 


7910310447 Forwards LER 79- 1 42/0 1T-0. 

STALLINGS, C. M. Virginia Electric E. Power Co, 79/10/29. Ip. 


— 7910310453 LER 79-1 42/OlT-O: on 79101 5, c hanno 1 IV steam lino pressure 
protection for loop C was discovered to bo swapped u/ 
protection for 1 oop A. Caused by incorrectly connected 
sensing lines from root valves to transmitters. 

CARTWRIGHT, W. fi. Virginia Electric !. Power Co. 79/10/29. 2pp. 


T. Hearing transcripts on non-anti trust matters 


7910040347 Transcript of 790925 briefing in Wash 1 ng ton, DC re incident 
at North Anna. 

QIL1NSKV.V. , KENNEDY. R. T. , BRADFORD, P. A. Commission. 79/09/25. 

28pp. 


U, Congress i ana 1 /Executive Correspondence 


7910190002 Forwards I tr from constituent re conditions at Unit 2. 
Reactor stands on geologic fault. Requests Comment. 

WARNER, J. W. Senate, 79/09/27. 3pp. 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


A. App 1 ica t i on/c ons t rue t i on stage documents U correspondence 


7910030611 Forwards request for addl info in review of license 
application to operate plant, Date required is based on 
evaluation of info submitted by Uestinghouse re guide 
thimble tube wear. 

PARR 1 0. D. Light Wator Reactors Branch 3. 79/07/07. 9pp. 


7910040202 Notification of 790921 meeting w/utll to discuss 
contribution of auxiliary feedwater to energy In containment 
following main steam lino break. 

NEIGHBORS, D. Operating Reactors Branch 1 (Pre 7910301. 79/09/19. 

Ip- 


7910020B05 Forwards request for addl info re overpTossuri zation of 
c onta 1 nmen ts. Requests response by 791005, 

PARR, 0. D. Light Water Reactors Branch 3. 79/09/21. 7pp. 


7910160817 FOIA request for repfcs arising from 790925 discharge of 
radioactive gas from facility. 

GLA8BERG, V. M. Hirsc hkop b Grad P, C. 79/09/27. ip. 


7910020391 Forwards VEP-FRD-33, "VEPCO Reactor Core Thermal-Hydraulic 
Analysis Using COBRA II IC/H1T Computer Code. " 

THOMAS, W. N , Virginia Electric t< Power Co. 79/09/28. 2pp. 


•7910020422 “VEPCO Reactor Core Th erma 1 ~Hy drau 1 1 c Analysis Using COBRA 
JIIC/MIT Computer Code," 

CROSS, R, W. Virginia Electric *< Power Co. VEP-FRD-33. 79/0B/31. 
73PP. 


7910040629 Forwards request for addl info re level measurement errors 
due to environ temp effects on level instrument ref legs. 

Info due by 791012. 

PARR, 0. D. Light Water Reactors Branch 3. 79/09/28. 5pp. 
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7910150632 Forwards request for add! info re 790925 safety 
event. Addl info needed includes engineering analysis of 
event, plant procedures used during event t, analysis of 
ac tua 1 press uriiar leve 1 . 

SCHWENCER, A. Operating Reactors Branch 1 <Pre 791030). 
7pp. 


injecti on 


79/Q9/2B. 


7910100313 Ack receipt of MRC 790921 1 tr requesting addl info re 
analysis of potential main steam line break. Based on 
discussions w/NRC during 790921 meeting, NRC now has 
sufficient info & addl -response no longer required. 

BROWN, S.C. Virginia Electric ti Power Co. 79/10/04. Ip. 


7910310001 Notification of 791029 meeting u/util in BethesdaiMD re 
review of radiological effluoot Tech Spec. 

SCHWENCER, A Operating Reactors Branch 1 (Pro 791030) 79/10/19. 

2pp. 


7910290270 Requests review of reactor sgs transient analysis code & 
issuance of safety eva 1 ua t i on . Top i ca 1 rept will be provided, 

THOMAS. W. N. Virginia Electric & Power Co. 79/10/23. ip. 

— 7910290277 Request fur review & issuance of safety e va 1 ua t ion, subm i tted 
on behalf of Util Group for Regulatory Application. 

RAOONE, S. Virginia Electric & Power Co. 79/10/22. 4pp. 


7910100317 Forwards response to NRC 790917 ltr re Interaction between 
nonsafety-grade sys 8, safety-grade sy s. Di scus s e» steam 
generator power generated relief valve control sy* !• main 
feedwater control sys. 

9TALLIN0SjC.fi. Virginia Electric U Power Co. 79/10/05. Bpp. 


7910110351 Responds to 790B03 ltr re NRC position on electrical 
protection of containment p enetra t i ons for facility, Design 
for redundant protective device circuit is in progress 6 
will be submitted for review when completed. 

BROWN, B. Virginia Electric tc Power Co. 79/10/05. 2pp. 


7910300140 Forwards response to DB Vassal lo 790927 ltr re NRC 
short-term requirements resulting from TMI-2 incident. 

STALLINGS. C. M. Virginia Electric U Power Co. 79/10/25. 41pp. 

791 0300149 Cites util 790117 ltr as response to NRC 790927 ltr re 
containment purging during normal operation. 

STALLINGS. C. M, Virginia Electric t< Power Co. 79/10/26. Ip. 


F. Security, medical, emergency h fire protection plans 


7910220460 Discusses review of responses to IE Bulletins 79-05C & 
79-06C re need for tripping of reactor coolant pumps for 
certain small break LOCAs. 

ROSS.D. F. TMI-2 Bulletins U Orders. 79/10/05. 2pp. 


7910120166 Forwards proposed Startup Test Procedure l-ST-9, Revi sion 0, 
"Voltage Profile, 11 In response to 790800 request, Also 
submits info re adequacy of electric distribution on sys 
voltages in event of loss of both offsite sources. 

STALL I NOB, C. M. Virginia Electric U Power Co. 79/10/09. 2pp. 


7910110332 Forwards current h draft emergency plans ?< emergency plan 
implemontating procedures. 

CARTWRIGHT, H R. Virginia Electric & Power Co. 79/10/03. Ip. 

79 1 0tB0342 Notification of 791015-18 meeting w/utll re omergengy 
planning for plant. Agenda !< proposed press release encl. 

FDE.J.W. Reactor Safeguards Licensing Branch (Pro 791030). 
79/10/01. 3pp. 

C, Adjudicatory correspondence 


—7910120173 Proposed Startup Test Procedure l-ST-9. Revis i on 0. "Voltage 
Profile." 

HEACOCK.D. A. Virg inia Electric «< Power Co. 79/0B/24. 13pp. 


7910120384 Responds to FOIA Tequest for info re abnormal settlements fc 
NRC reasons for not levying civil penalty against util in 
1972. Forwards list of relevant documents. Info partially 
withheld: names of individuals (ref FOIA Exemption 7i. 

FELTON. J. M. Division of R:ules and Records. 79/10/09, 119pp. 


7910250009 Forwards draft "Interim Staff Position on Environ 
Qualification of Bafe ty-Re 1 ated Electrical Equipment." 
Requests addl info !< schedule for info provision. 

PARR.O.D. Light Water Reactors Branch 3. 79/10/11. 7pp. 


—7910230011 Draft "Interim Staff Position on Environ Qualification Df 
Safety-Related Electrical Equipment. " 

* Office of Nuclear Reactor Regulation. 79/OB/29. 69pp, 


7910150271 Request, submi tted by petitioners Potomac Alliance hCitiiens 
Energy Forum. Inc. for motion to reply to util & NRC answers 
to petitioners motion to amend petition to intervene. 

DOUGHERTY, J. B. Potomac Alliance. DQUQHERTY, J. B. C i t i len s Ener gy 
Forum. 79/07/36. ip. 


— 7910130279 Rosp o ns o , su bmi tt ed by petitioners Potomac Alliance *< 
Cltijens Energy Forum, Inc to util 8. NRC answers to 
petitioners motion to amend petition to intervene. 

Certificate of Bvc encl. 

DOUGHERTY, J. 0. P o tomac A1 1 i anco. DOUGHERTY. J. B. Citixens Energy 
Forum. 79/07/26. 8pp. 


7910030110 Decision granting util motion for summary disposition, 
denying intervonor motion to amend petition & cancelling 
pro hearing conference ?< hearing scheduled per ASLB 790629 
order. 

DEALE. V. D. Atomic Bafety and Licensing Hoard Panel, 79/08/06. Ip. 


7910130449 Ack receipt of NRC 79092B request for addl info re temp 
effects on level instrument ref legs. Unable to respond to 
questions until 791036. Describes actions to ho taken re 
liquid level measuring sys t« narrow range water level. 

BROWN, G.C. Virginia Electric I< Powor Co. 79/10/12. 3pp. 


791016081B Partially responds to FOIA request for repts arising from 
discharge of radioactive gas from fac i 1 i ty. Forward s 
documents listed in Ap p A. 

FELTON. J. M. Division of Rules and Records. 79/10/15. 2pp. 


7910290456 Summary of 790903 meeting w/util.S&W Si VA State Commission 
re seismic analyses, steam generator repair & licensing o.f 
facility. 

NEIGHBORS. D. Operating Reactors Branch 1 (Pro 791030). 79/10/16. 

22pp. 


79 102202 B3 Forwards proposed Tech Spec mods re overpressure protection 
sys. in response to tel con requests. 

BROWN. S. C. Virginia Electric tt Power Co. 79/10/18. 4 PP , 


--79102202S7 Modified proposed Tech Specs for overpressure protection 
ays. 

. « Virginia Electric Si Power Co. 79/10/18. 3pp. 


7910220346 Notifies of interim actions for plant operation pending 
final resolution of ATWB issue, in response to NRC 790817 
recommendations. 

STALLINGS, C. ft Virginia Electric t< Power Co. 79/10/18. ip. 

7910260136 Summary of 790921 meeting u/util It 0MW re auilliary 
feedwater contribution to energy in containment following 
main steamllne break. 

WIOOINTQN.D. Operating Reactors Branch 1 (Pro 791030). 79/10/ 10. 

9pP. 


7910110250 Forwards NRC 790006 memorandum of proposed findings 
re sve u,a ter pumphouse settlement 6 turbine missile risk. 
MCGURREN, H. J. Branch 1. 79/08/06. ip. 


— 79101102B5 Memorandum of proposed findings re sve water pumphouse 
settlement U turbine missile risk per ASLAB 790618-20 
evidentiary h ear i ng s . Fac i 1 1 ty can operate w/o undue risk 
to public health U safety. 

MCGURREN, H. J. , SWANSON, D. Branch 1. 79/00/06. 63pp. 


7910050740 Orders denial of intervenors 790615 motion to amend petition 
to intervene. No supporting facts or legal basis exist for 
addition of contention on se i sm i c i ty. NRC will consider waste 
mgt in generic proceed ing , such as rulemaking. 

DEALE, V.B. Atomic Bafety and Licensing Board Panel. 79/08/17. 4pp. 


7910030562 Forwards Intervenor G Arnold 790621 memorandum of proposed 
Findings re sve water pumphouse settlement. 

FOSTER, R.M. Foster, ft 79/00/30. Ip, 


— 7910030570 Memorandum of proposed findings re sve water pumphouse 
settlement, submitted on behalf of intervenor G Arnold. 

Applicant surveg method endangers health S, safety of public. 
Certificate of Sve encl. 

FOSTER, R.M. Afftliatiorr Unknown, FOSTER, R.M. Foster, R. 
79/OB/aO. 19pp. 


7910230660 Memorandum of proposed findings par ASLAB 790621 order. 
Prediction* of amount of settlement cannot be accurately 
made. Tech Spec limit on amount of settlement is 
acceptable. NRC should review operator training program. 

Q AMO AR DELL A i A. Virginia, State of. 79/00/20. 6pp, 
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7*?1 OS 1 03B7 Statement of exceptions to ASLB 790006 dec 1 s i ons , submi t ted 
by IntorvenoTs Citiions Energy Forum b Potomac Alliance. 

Util 79051 1 motion for summary disposition should be denied. 
Request to amend petition to intervene should be granted. 

DOUGHERTY, J, B. Citizens Energy Forum. 79/00/21. 5pp. 


791005007? Order supporting ASLD 790806 order, which granted util 790511 
motion for summary disposition. Util is entitled to summary 
disposition as matter of law since no genuine issue of matl 
fact exists. Proposed spent fuel pool mod is acceptable. 

DEALE, 9. 0. Atomic Safety and Licensing Doard Panel. 79/00/24. 

23pp. 


7910090372 Order supplementing ASLB 790B06 order granting util 790511 
motion for summary disposition. No genuine issue of matl 
fact. Util is entitled to decision for summary disposition as 
matter of law. 

DEALE, V. 0. Atomic Safety and Licensing Doard Panel. 79/08/24 
23pp. 


7910050670 Addendum to ASLD 790024 order granting util motion for 
summary d 1 sposi t ion. Ut i 1 790719 suppl to motion for 
summary disposition b attachments re missile accident 
contention do not change ASLD determination. 

DEALE, V. D. Atomic Safety and Licensing Doard Panel. 79/0B/25. 2pp. 


7910090370 Addendum to ASLB 790024 order granting util motion for 
summary d i sposi t ion. Ut 11 790719 request to supplement motion 
fDr summary disposition 6 attachments Is permissible. No 
change In ASLD determination. 

DEALE, V. D. Atomic Safety and Licensing Board Panel. 79/00/25. 2pp. 


7910050665 Orders extension until 10 days after svc of ASLD 790024 
order for Intorvenors Potomac Alliance 6 Citizens Energy 
Forum, Inc to file exceptions or seok other relief. 

BISHOP, C. vf, Atomic Safety and Licensing Appeal Panel, 79/00/27. 

2pp. 


7910110140 Response to intervenors 790021 statement of exceptions. 
Agrees that timo for appeal should begin when ASLD serves 
final decision. Intervenors should not be given addl time to 
request s t ay. Cor t i f i ca t e uf Svc end. 

CHRISTMAN, J. N. Virginia Electric b Power Co. CHRIBTMAN, J. N. Hunton 
b Williams. 79/00/27. 9pp. 


-*-79101 10154 Affidavit of EA Baum re util schedule for refueling Unit 1 
It importance of installation of now racks at Unit 2. 

BAUM, E. A. Virginia Electric b Power Co. 79/05/30. 3pp 


79I01S0704 Reply to lntervenor Arnold b State of VA 790020 petitions 
re proposed P ind ings. Changes proposed by State b Arnold for 
facility Tech Specs are not supported by record, Cor t i ficate 
of 9vc oncl. 

CHRISTMAN, J, N. Virginia Electric b Power Co. 79/09/04. 21pp. 


79UMS0721 Response to Commonwealth of VA b lntervenor Arnold 790020 
memorandum re svc water pumphouse settlement. Plant 
personnel are trained re toss of svc wa tor. Monitoring of 
settlement Is adequate. Cert 1 ficate of Svc oncl. 

MCQURREN, H. J. , SWANSON, D. T. Branch 1. 79/09/04. 11pp. 


7910260344 Amended statement of exceptions re ASLD 790B06 dec is ion, ASLB 
790017 order denying intervenors motion to amend petition to 
to intervene b 790824 order granting VEPCO motion for 
summary disposition. Certificate Df Svc oncl. 

DOUOHEftTY, J. B. Potomac Alliance. DOUGHERTY. J. B. Dougherty, J. □. 
79/09/10. 5pp. 


7910030763 Orders that intervenors file brief by 791010 in support op 
790910 statement of e xcop tiono, per ASLD 790827 order, 

BISHOP, C. J. Atomic Bnfoty and Licensing Appeal Panel. 79/09/12. 

Ip. 


H. Genera l correspondence 


7910190001 Urges lifting of moratorium on nuclear licensing due to util 
safety record b financial burden caused by relying on 
substitute fuels. 

RAO0NE, S. Virginia Electric b Power Co. 79/00/30. 2pp. 


7910160593 Expresses concern that revision to licensing procedures by 
NRC may cause delay b economic burdens on VA util 
ratepayers. 

DALTON. J. N. Virginia, State of. 79/10/04. 2pp. 


P. Operating license stage documents b correspondence 


7910120363 FOIA request for documents re abnormal settlements at 
facilities b info concerning NF1C reasons for not levying 
civil penalty against util in 1972. 

ALLEN, J. North Anna Environmental Coalition. 79/0S/14. 4pp 


7910100050 Forwards 79092B Itr to licensee requesting addl info re 
790925 incident which may have generic impl lea t ions for 
Wes t i n g house-de s ig ned operating p lants. Request s owners group 
cons lder oncl in preparing generic emergency guidelines. 

ROSS, D, F. TMI-2 Unresolved Safety Issues. 79/10/03. Ip. 


•7910100056 Forwards request for addl info re 790925 safBty injection 
event, d iscussed at 790926 meeting. Info should be provided 
no later than 30 days prior to planned return to power from 
current plant outage, 

SCHWENCER, A. Operating Reactors Branch 1 <Pre 791030). 

79/09/2B. 7pp. 


79 10240S44 Forwards "COBRA IIIC/MIT Computer Code Manual, VEPCO 
Vers 1 on. " 

THOMAS, U. N. Virginia Electric b Power Co. 79/10/IB lp. 


— 7910240550 "COBRA IIIC/MIT Computer Code Manual, VEPCO Version." 
OOWRING.fl.U. Massachusetts Institute of Technology. 79/00/31. 
270pp. 


0, Inspection reports, IE Bulletins b correspondence 


7910020293 Forwards IE Insp Repts 50-330/79-31 b 50-339/79-39 on 
790625-0713. No cioncomp 1 ianc e noted. 

LEWIS, R C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/00/07. 2pp. 


— 7910020305 IE Insp Repts 50-330/79-31 b 50-339/79-39 on 790635-071 3. No 
noncompliance noted. Major areas inspoc tod : operat i onal 
staff ing, 1 lcensee responses IE bulletins b circulars, 

KIDD, M. 6, Region 2. Atlanta, Office of the Director. 

KELLOGG, P. J. Region 2, Atlanta, Reactor Operations Nuclear 

Bupport Branch. 79/00/06. 0pp. 


7910040200 Forwards IE Insp Repts 50-338/79-32 b 50-339/79-42 on 
790730-0002. No n one omp 1 1 anc o noted. 

LEWIS, R. C. Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch. 79/0B/22. 2pp. 


— 791004020B IE Insp Repts 50-338/79-32 b 50-339/79-42 on 790730-0802. No 
noncamp 1 lance noted. Major areas insp ec ted : p 1 ant operations, 

IE bulletins b c Ire ulars, LERs b previously identified items. 

WEBSTER, E. H. Region 2, Atlanta, Office of the Director. 

KELLOGG, P. J. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/00/22, 8pp. 


7910180459 Forwards IE Insp Repts 50-339/79-40,50-404/79-06 b 
50-403/79-06 on 790807-10. No noncomp 1 i anco noted 

MURPHY, C. E, Region 2, Atlanta, Office of the Director. 79/00/29, 

2pp. 


— 7910100465 IE Insp Repts 50-339/79-40,50-404/79-06 b 30-405/79-06 on 
79QS07-10. No noncompliance noted. Major areas inspected: 
procedures b representative records. 

MCFARLAND. C. R. , BRYANT, J. C. Region 2, Atlanta, Reactor 

Construction & Engineering Support Branch. 79/0B/29. 6pp. 


7910190030 Forwards IE Insp Repts 50-33B/79-33 b 50-339/79-43 on 
790723-0810. No Ti oncomp 1 1 anc e noted. 

LEWIS, R, C, Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/08/30. 2pp. 


•7910190037 IE Insp Repts S0-33B/79-33 b 50-339/79-43 on 790723-08 10. No 
nnncompl ianco noted. Major areas inspected; previously 
identified enforcement mat ter s, unre sol ved & open items 
b licensee response to LERs. 

KELLOGG, P. J. . KIDD, M. 6. Region 2, Atlanta, Reactor Operations 

Nuclear Bupport Branch, 79/08/30. 11pp. 


7910010678 Forwards response to IE Bulletin 79-16 re vital area access 
control. End withheld (ref 10CFR2. 790). 

STALLINGS, C. M. Virginia Electric b Power Co. 79/09/07. lp. 


7910010020 Forwards IE Circular 79-18, "Proper Installation nf Target 
Rock Safety-Relief Valves." No action required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 

79/09/10. 2pp. 
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7910020603 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol l-Rand Pump Impeller's, No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/13. Ip 

7910250026 Forwards IE tnsp Rept 50-339/79-99 on 790B27-29. Nu 
n onccmp liance noted 

LEWIS, R C- Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch. 79/09/13 2pp. 


— 7910250023 IE Insp Rept 50-339/79-49 on 790027-29. No noncomp li an c o 
noted. Major areas inspec ted: auditing procedures, escalation 
procedure tt collbr control program. 

JENKINS, H. D. . FORD, E. J. Region 2, Atlanta, Office of the 
Director RUHLMAN, W A. Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch 79/09/12. 6pp 


7909200139 Forwards IE Notice 79-21. "Transportation 4 Commercial 
Burial of Radioactive Mat l,” No action required 
□ 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/09/14. Ip. 


7910020037 Ac k receipt of 790910 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-338/79-20 4 
50-339/79-35. 

LEWIS, R. C. Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch. 79/09/14. tp. 


— 7910020042 Responds to NRC 790BQ7 ltr re violations noted in IE Inop 
Repts 50-330/79-20 !< 50-339 Z79-35. Cott* c t i ve actions: 
re instruction of personnel in specific r equ trcment s of 
applicable reporting procedures 

STALLINQS, C. M. Virginia Electric 4 Power Co. 79/09/10. 3pp. 


— 7910020045 Forwards IE Insp Repts 5O-330/79-2B 4 50-339/79-35 on 
79D5J4-Q615 & notices of deviation 4 violation. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/00/07, 2pp. 


— 7910020049 Notice of violation from insp on 790514-0615, 

» Region 2, Atlanta, Office of tho Director, 79/08/07 lp. 


— 7910020051 Notice of deviation from inop on 790514-0615. 

« Region 2, Atlanta, Office of the Director. 79/08/07 lp. 


— 7910020059 IE Insp Repts 30-338/79-28 St 50-339/79-35 on 790514-0615. 
Noncomp 1 iance no ted: f al 1 ure to transmit potentially 
reportabla Info tn persons responsible for reviewing matters 
for rep or tab i 1 i t y . 

KIDD, M S. Region 2, Atlanta, Office of the Director. 

HELLQQQ, P.J. Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch. 79/00/07. 14pp. 


7910030042 Forwards response to IE Bulletin 79-21, "Temp Effects on 
Level Measurements." Describes sys used to Initiate safety 
actions or provide pos t-acc idcnb info. 

STALLINGS, C. rt. Virginia Electric 4 F‘ouet Co. 79/09/14. 3pp. 


7910040661 Rosponds to IE Bulletin 79-15, "Deep Draft Pump 
Daf 1 c i uncles, " Major repair efforts limited to four outside 
recirculation spray pumps experiencing eiceseive bearing 
wear. 

STALLINGS. C. M. Virginia Electric 4 Power Co, 79/09/14. 33pp. 


7910050129 Requests deferral of completion date for in&ps until 791023 
or 90 dago after Issuance of revised IE Bulletin 79-17, 
whichever is later. 

STALLINGS. C. M. Virginia Electric 4 Power Co. 79/09/14. lp. 


7910250072 Forwards IE Insp Repts 50-338/79-34 4 50-339/79-46 on 
790816-31. No noncomp 1 ianc e noted. 

LEWIS, R. C, Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/09/14 2pp. 


— 7910250075 IE Insp Repts 50-338/79-34 4 5Q-339/79-46 on 790816-31. No 
noncompliance noted. Major areas Inspec ted: administrative 
controls for startup testing program. 

KIDD, M. S. Region 2, Atlanta, Dffico of the Director- 79/09/13. 
0pp. 


7910250128 Forwards IE Insp Rept 50-339/79-47 on 790830-31. No 
noncompliance noted. 

MURPHY, C. E. Region 2, Atlanta. Reactor Construction St Engineering 

Support Branch, 79/09/14. 2pp. 


—7910250131 IE Insp Rept 50-339/79-47 on 790830-31. No noncompliance 
noted. Major areas Inspected: steam generator feedwater line 
radlograpy 4. repair. 

CROWLEY, B. R. Region 2. Atlanta, Office of tho Director, 
HERDT,A.R. Region 2, Atlanta, Reactor Construction 8, 

Engineering Support Branch 79/09/12. 4pp. 


7910020614 Responds to IE Bulletin 79-01, "Environ Qualification of 
Class IE Equipment." Results of reviews of Class IE 
equipment, chi 1 ler equipment 4 safeguards hldg ventilation 
fans encl. 

STALLINQS, C. M. Virginia Electric 4 Power Co. 79/09/17. 38pp. 


7910110202 Forwards IE Info Notice 79-22, "Qualification of Control 
3ys. 11 No action required 

O'REILLY.J P Region 2. Atlanta, Office of the Director. 

79/09/17. lp. 


7910250400 Forwards IE Insp Rept 50-339/79-45 on 790827-31, No 
noncompl lance noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/09/17. 2pp. 


— 7910250411 IE Insp Rept 50-339/79-45 on 790B27-3 I.Nd noncompliance 
noted. Major areas Inspected: licensee actions on previous 
insp findings. 

WAGNER. A. G. , BURNETT, P. T. Region 2, Atlanta, Office of the 
Director. 79/09/14. 5pp. 


7910040109 Forwards IE Info Notice 79-23, "Emergency Diesel Oenerator 
Lube Oil Coolers, 11 No action required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/09/26. 2pp. 


7910190292 Forwards IE Bulletin 79-24, "Froion Lines. “ Action 
requ i red. 

□ 'RE ILLY, J. p. Region 2. Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170232 Forwards IE Info Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 4 4." No action required 

0 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/10/01. 3pp. 


791QI7O770 Forwards IE Info Notice 79-24, "Overpressuri cation of 
Containment of PWJ1 Plant After Main Steam Line Break. " No 
action required, 

0 'REILLY. J. P. Region 2. Atlanta, Office of the Diroctor. 
79/10/01. 2pp. 


7910240037 Responds to IE Bulletin 79-12, "Atypical Wold Matl in 
Reactor Pressure Vessel Helds." Vendor presently 
inve stlgating matl, Rept expected late Nov 1979. 

STALLINGS, C. M. Virginia Electric 6 Power Co. 79/10/00. lp. 


7910240044 Responds to IE Bulletin 79-17, "Pipe Cracks in Stagnant 
Donated Water Sgs at PWR Plants," Requests 90-day deferral 
for response since revision to bullotln Is forthcoming, 
clarifying insp requirements, 

STALLINGS. C. M. Virginia Electric 4 Power Co. 79/10/08, lp. 


7910170343 Forwards response to 790823 request for add! info ra IE 
Bulletins 79-06A 6 79-06A, Rcvi s i on 1. "Review of Operational 
Errors I, Sys Misalignments During TMI Incident. 

STALLINGS. C, M. Virginia Electric 4 Power Co. 79/10/15. 6pp. 


7910260267 Responds to IE Bulletins 79-06A tt 79-06A, Revi s i on 1, "Review 
oP Operational Errors It Bys Misalignments During TMI 
Incident." Provides addl info re emergency procedures for 
LOCA & operator actions to maintain natural circulation. 

STALL INQS, C. M. Virginia Electric. !< Power Co. 79/10/15. 6pp. 


S. Reportable occurrences, LERs 4 related correspondence 


7910020474 Updates 790828 rept re inadequate range of fault current 
protection or seme containment electrical power 
pane trat Iona, Review of all related power circuits completed, 
w/appropr late mods dote rmi ned. Mod s in progress. 

BROWN, S.C, Virginia Electric 4 Power Co. 79/09/27. lp. 


7910040304 Discusses 790828 rept submitted re inadequate range of fault 
current protection an some containment electrical power 
pane trat lone. Circuit mods In progress. Final rept will follow 
upon mod camp letion. 

BROWN, S.C. Virginia Electric 4 Power Co. 79/09/27. lp. 
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7910-190402 Interim deficiency rept re inadequate range of fault current 
protection on some containment electrical poiuer 
penetrations. Final rept u/ill be submitted when work an 
circuit mods complete. 

BROWN, 8. C. Virginia Electric !< Power Co. 79/09/27. ip. 


7910190393 Interim deficiency rept re performance of nons af e ty-grade 
equipment in adverse environ, Impac ting protective functions 
performed by safety-grade equipment. Sys under review. 

B-ROWNiE. C. Virginia Electric 5, Power Co. 79/09/20. 2pp. 


7910120192 Final rept re two cracks on disc of valve MQV-2380. 
Replacement disc is being purchased & will be installed. 
BROWN. 6, C. Virginia Electric {< Power Co. 79/10/03. 2pp. 


7910180451 Final Part 21 rept re crack in valve disc of valve HDV-23B0. 
Replacement disc will be installed. 

BROWN. S. C. Virginia Electric !< Power Co. 79/10/03. 2pp. 


7910190361 Final deficiency rept re crack discovered in valve disk of 
NQV-2300. Replacement disc will be installed. 

BROWN. S. C. Virginia Electric !< Power Co 79/10/03. 2pp. 


7910130457 Interim deficiency rept re emergency diesel generator fan 
cooling sys. During review of equipment specs ambient temp 
ranges Found exceeding original design I imi t s, Manufac tur er 
engineered mod allowing operation w/o overloading fan. 

BROWN* S. C. Virginia Electric 8. Power Co. 79/10/10, ip. 


791014.0492 Interim deficiency rept re ambient temp ranges exceeding 
original design limits of fan cooling sys. Hod engineered to 
fan drive coupling to increase load carrying capability. 

Final rept to follow when corrective action completed. 

BROWN. S. C. Virginia Electric & Power Co. 79/10/10. ip, 


7910190510 Interim 30-day deficiency rept re emergency diesel generator 
fan cool ing sys. Final rept will be submitted when 
manufacturer design mod Implemented. 

BROWN. B. C. Virginia Electric t, Power Co. 79/10/10. Ip. 


7910290316 Submits evaluation re interaction between nonsafety-grade 
sys & safety-grade sys. Potential Interactions exist for 
steam g e aerator power operated relief valve control sys in 
conjunction ui/feedline rupture event. 

BROWN. B. C. Virginia Electric h Power Co. 79/10/24. 4pp. 


U. Congressl ona 1 /Ex ec ut I ve Correspondence 


7910190002 Forwards Itr from constituent re conditions at Unit 2. 
Reactor stands on geologic foul t. Requests comment. 

WARNER, vl. W. Senate. 79/09/27. 3pp. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT. UNIT 2 


A. App I lea t i on/enns true t ion stage documents U correspondence 


7910160145 Notification of 790926 meeting w/Mark I owners in Qethosda* 
MB to discuss pool swelling compressibility effects & 
downcomer condensation loads. 

CRIMES. C. 1 . Plant Systems Branch <Pre 791030). 79/09/24. Ip. 


7910170010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty in load magnitudes re condensation 
os-ci llation load definition procedures. Draft Itr to Hark I 
utils re test program encl. 

CRIMES. B. K. Assistant Director for Systems Engineering (Pre 
79103CM . 79/09/20. 4pp. 


7910170006 Discusses resolution of potential problem re Mark I 
containment identified in 790031 memo. Addl info re response 
characteristics of downcomer-vent header sys shows 
sufficient structural fatigue margins ex i st. Evaiuati on end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/26. 2pp. 


791D230292 Advises of requirement to submit matl transfer rept to NRC 
whenever transfer of 1 g or more of contained U-233, U-233 or 
Pu in BNM 1* 000 kg or more of U or thorium in source mafcl 
or l.QOQ Ci or more of tritium occurs. 

G-PARK9, E. Technical Planning & Information Branch. 79/09/27. 

iP- 


7910300034 Discusses confirmatory requirements relating to condensation 
oscillation loads for Hark 1 containment long-term program. 

Requires each licensee of Hark 1 owners group commit to 
test* t< provide test & plan schedule by 791031. 

VARQAiS. A. Assistant Director for Light Water Reactors. 79/10/01. 
3pp. 


7910110314 Responds to 790B16 Itr re emergency procedures to train 
operators to recognlie ATW8 event. Procedures should be 
completed by Oct 19B0. 

JENS* W- H. DBtroit Edison Co. 79/10/04. Ip. 


7910100474 Forwards Certificate of Svc far Amend 26 to amended U 
substituted application for Licenses. 

MATERS. B. R. Detroit Edison Co. 79/10/08. 3pp 


7910220325 Lists GE generic Mark I owners group documents applicable to 
fac i 1 i ty. 

JENSiW H. Detroit Edison Co. 79/10/16. 2pp 


7910290305 Discusses MI Water Resources Commission 790002 itr 
approving , ui/mods. study plan For eva 1 uat i ng impingement !< 
entrainment of aquatic organisms at plant makeup cooling 
water Intake. 

CDURCHA INE* R. J. Michigan, State of. 79/10/17. 3pp. 


G. Adjudicatory correspondence 


7910030636 Notifies that util 790719 request for summary disposition of 
Contention II is unnecessary since intervenor Citiiens 
for Employment & Energy withdrew contention on 790002. 

MCGURREN, H. J. Branch 1. 79/OB/OB. I p. 


7910010256 Notifies that NRC deems response to applicant request for 
summary disposition unneces sary . Wi 11 respond to motion for 
change in discovery schedule peT ASLB 790321 order within 
period allowed by NRC rules of practice. 

MCGURREN, H. J. Branch 1. 79/OB/OB. ip. 


7910050612 Answer in opposition to Citiiens for Energy t. Employment 
790B07 motion for change in discovery sch edule. Delay will 
cause financial & planning difficulties far applicants. 
Certificate of Bvc encl, 

VOIGT, H.H. Detroit Edison Co VOIGT, H.H, LeBoeuf, Lamb, Laibyfc 
MacRae. 79/00/20. &pp. 


7910230070 Forwards NRC 790731 Itr to Detroit Edison Co forwarding IE 
Insp Rept 30-341/79-04 4i notice of violation. 

BLACK, R.L. Branch 1. 79/09/03. Ip. 


79103005B7 Motion requesting issuance of order compelling Citiiens for 
Employment *, Energy to respond to 790524 Interrogatory 14, 

Intervenor 790924 refusal un jus ti fled, Cor t i flcate of Svc 
encl . 

MCGURREN. K. J. Branch I. 79/10/04 . 2pp. 


Q. Inspection reports, IE Bulletins 6 corT e s p ondonco 


7910010032 Forwards IE Insp Rept 50-341/79-04 on 790215-0302 6 notice 
of violation, 

KEPPLER. J. 0. Region 3, Chicago, Office of the Director. 79/07/31. 
2pp. 


— 7910010034 Notice of violation from insp on 790215-0302. 

* Region 3, Chicago, Office of the Director. 79/07/27. ip. 


•7910010037 IE Insp Rept 50-341/79-04 on 79021 5-0302. None ump 1 i anc e 
no tedL incomp 1 e to corrective actions in void areas of 
sacrificial shield grout. 

HAWKINS, F. C- , MARBH.R.J., NORELINS* C. E. Region 3, Chicago, 
Office of the Director. 79/07/27. 20pp. 


79 1 00901BI Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements." Action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/09/13. 
Ip- 


7910050409 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals." No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director, 79/OB/14. 
Ip- 


7910050402 Forwards IE Circular 79-17, "Contact Problem in SB-12 
Switches an GE Metalclad Circuit Breakers." No action 
required. 

KEPPLER, J. O. Region 3, Chicago, Office of the Director. 79/0B/14. 
ip. 


7910170032 Forwards IE Insp Rept 30-341/79-16 on 790901-03 & notice 
of violation, 

FIORELLIrO. Region 3, Chicago, Reactor Construction U Engineering 

Support Branch. 79/0B/2B. 2pp. 


— 7910170034 Notice of violation from insp on 790B01-03. 

* Region 3, Chicago, Office of the Director. 79/09/29. Ip. 
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•7910170037 IE Imp Rapt 50-341/79-16 on 790801 -03- None omp 1 ianc o noted; 
inadequate hanger insp corructivo action. 

YINpI.T. , DANIELSON, D H. Region 3. Chicago, Office of the 

Director. 79/Q0/2B. 7pp 


7910340717 Submits status update {< suppl to 790706 response to 
IE Bulletin 79-02, "Pipe Support Base Plato Designs Using 
Concrete Espansion Dolts." Describes Instal la 1 1 on. test ing 
t, OC tnsp of concrete anchors used w/QA Level I supports. 
HINEB, E. Detroit Edison Co. 79/tO/OB. 3pp 


7910020197 Forwards IE Info Notice 79-20, Dev i s i on 1, "NRC Enforcement 
Pol icy - Nile Licensed Individuals." Notice reissued to 
correct word omission 2, punctuation error which changed 
intent of statement. Changed statement underlined in teit. 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director. 

Ip. 


79/09/07. 


7910310233 Reissues 791008 status update re IE Bulletin 79-03, Rev i s i on 
1. Revision includes new document identification numb er, mi nor 
format change on Page 4 & ref number on Page 9. No content 
change, 

HINEB, E. Detroit Edison Co. 79/10/00 5pp 


7910030250 Forward's IE Circular 79-19, “Loose Locking Devices 
Ingersc 1 1-Rand Pump Impellers. •• No action required 
KEPPLER.J. G Region 3. Chicago, Office of the Director, 

IP 


on 

79/09/13. 


7910310399 Forwards Revision 2 to IE Hulletin 79-13, “Cracking 
Feedwater Sgs Piping." No action required 

KEPPLER.J. G. Region 3, Chicago, Office of the Director. 

Ip. 


in 

79/10/19. 


7910240011 Forwards IE Insp Rept 50-341/79-17 on 790B20-22. No 
noncomp 1 lance noted. 

F 1 QUELL I , C, Region 3, Chicago. Office of the Director, 79/Q9/1J. 
2pp. 

— 7910240019 IE Insp Rept 50-341/79-17 on 790920-22. No none omp 1 1 anc o 
noted. Major areas inspec ted: 1 iconsee action cut previous insp 
findings, design change control {< Instrument lino 
Installatin schedule. 

BARRETT. P. A > HAYES, D. W. Region 3, Chicago, Office of the 
Director. 79/09/12 4pp. 


S. Reportable occurrences, LERs it related correspondence 

7910050075 Ack receipt of 790729 Interim Tept re handling damage to 
core spray pump motor. _ 

FIDRELLI.O. Region 3, Chicago, Reactor Construction t< Engineering 

Support Branch. 79/0B/14. Ip. 

7910130275 Confirms receipt af 790924 interim rept re damaged 

F IORELL I f 0° 5 Region 3. Chicago, Reactor Construction & Engineering 

Support Branch. 79/10/01 lp. 


7910030041 Ack receipt of 790824 1 tr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 90-341/ 79— 14 

FIORELL1 , G. Region 3, Chicago, Reactor Construction U Engineering 

Support Branch. 79709/14 Ip. 

— 7910030846 Responds to NRC 790723 1 tr re violation noted In IE loop 
Rept 50-341 /79-I4. Correc tlve actions: proc odura 1 revisions, 
training requirements ?< schedule documented 6 
doc umanta 1 1 on updated. 

HINES, E. Detroit Edison Co. 79/08/24. 9pp. 


7910150590 Confirms receipt of 790919 revised final rept re torus ring 
beam weld indica t ions. NRC will review matter during future 

FIDRELLI.O. Region 3, Chicago, Reactor Construction *< Engineering 

Support Branch. 79/10/02. lp. 

DOCKET 30-344 TROJAN NUCLEAR PLANT, PORTLAND GENERAL ELECTRIC 
F. Security, medical, emergency t< fire protection plans 


7910250414 Forwards 1E Insp Rept 50-341/79-19 on 790822-23. No 

none ompl lance noted. . 

FIDRELLI.O Region 3, Chicago, Reactor Construction S, Engineering 

Support Branch. 79/09/21. 2pp. 


7910050224 Forwards request for add! info to continue review of 
safeguards contingency plan. Enel withheld (ref 10CFR2, 790) 
SCHUENCER.A. Operating ReactOTS Branch 1 (Pre 791030). 79/09/17. 

n 


--7910250417 IE insp Rept 50-341/79-19 on 790822-23. No noncompliance 
noted. Major areas insp ec ted ; qual i f 1 ca t i on t, c ertl f i c ation 
documentation for selected individuals performing 
nondestructive eiaminat ions. 

MARSH, R. J. , HOWELL, J. C , KNEP.R. C. Region 3, Chicago. Office of 
the Director. 79/09/20. 6pp. 


7910040-079 Ack receipt of 790B31 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rapt 30-341/79-04. 

KEPPLER.J. 0, Region 3, Chicago. Offico of the Director. 79/09/24, 
lp. 


7910040464 Notification of 791022-24 meeting w/util & state t, local 
officials in Prescott. DR to discuss emergency plans. 

TRAMMELL, C. M. Operating Reactors Branch 3 (Pre 791030). 79/09/20, 

3di>. 


79101 5024D Forwards Class III approval fee for socurity force training 
fc qua lification plan, in response to NRC 790924 ltr, 

GQDDMN, C. Portland General Electric Co. 79/10/00. lp. 


0. Adjudicatory correspondence 


•7910040002 Responds to violations notod in IE Insp Rept 50-341/79-04. 
Corrective acti ons: voids filled in sacrificial shield wall 
grout. 

HINES, E. Detroit Edison Co. 79/0B/31. 3pp 


7910110125 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7305,Catalog 5U12-1 1-AC w/120 Volt ac 
Coil." No action required * 

KEPPLER.J. 0. Region 3, Chicago. Office of the Director. 79/09/24. 
lp. 


7910090267 Responds tD 790719 telcon re issuance of SER for facility, 
Rept will be issued 790907 . Hr i t ten testimony in proceeding 
must be filed by 790921 . Evi d en t lary hearings will begin 
791Q0B. 

GRAY, J. R. Branch 1. 79/07 /24. 2pp. 


7910090369 Order consolidating intervenors N Bell & Consolidated 
Intervanure w/E Rosolle h Coalition for Safe Power. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. 79/07/27. lp. 


7910040239 Forwards IE Info Notice 79-23. “Emergency Diesel Generotnv 
Lube Dll Coolers. " No action required. 

KEPPLER.J. G. Region 3, Chicago, Office of the Director. 79/09/26. 
lp. 


7910050450 Supports util 790713 motion that ASLB dismiss intervener 
Consolidated Intervenors, Consol ldated Intervenors has 
consistently failed to fulfill discovery rosponslb 11 1 ties. 
Certificate of Svc end. 

GRAY, J. R. Branch 1. 79/08/02. 5pp. 


7910040047 Forwards IE Info Notice 79-24, "Frozen Lines.*' No action 
required. 

KEPPLER.J. G. Raglqn 3, Chicago, Office of the Director. 79/09/27. 
lp. 


7910170249 Forwards IE Info Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 fc 4. " No action required. 

KEF PLEA. J. Q. Region 3, Chicago, PPfice of the Director. 79/10/01. 

lp. 


7910100621 Forwards IE Info Notice 79-24, ''Qverpressur 1 ration of 
Containment of PWR Plant After Main Steam Line Break." No 
action required. 

KEPPLER. J. G. Region 3, Chicago, Office of thu Director. 79/10/01. 
lp. 


7910050703 Forwards NRC 790806 motion for reconsideration of ASLB 
order granting intervenor Consolidated Intervonor request 
for consolidation ui/intervenor Coalition for Safe Power. 
Intervenors are tardy in responding to requests. 

QRAY-iJ. ft. Branch 1. 79/08/06. lp. 


— 7910050787 Requests ret one 1 derat i on of A8LB 790727 order granting 
intorveroT Consolidated Intervenor 790713 request for 
consolidated w/ In t erven or Coalition for Gafe Power. 

Intervenor Consolidated Intervenors should bo dismissed. 

ORAVrJ.R. Branch 1. ULMAN, M. 0. Operations & Administrative 
Division. 79/00/06. 9pp. 
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7910080249 Interrogatories to It document requests from util for info 
re consequences of design basis burr icanot transporting 
equipment, p late drop accidents I< partial penetration welds. 
Certificate of Eve oncl. 

D8TRANDER, F. W. Oregon, State of. 79/08/16. 7pp. 


7910020025 Supplemental responses to intervenors Coalition for Safe 
Power & Consol i da tod Intervenors interrogatories. Includes 
info re effect of mod s, Affidavit a of EW Edwards, OL Damon, 

OA Zimmerman, RW Johnson I, Certificate of Svc end 
ItHMEflMAN, 0. A , JOHNSON, R W. Portland General Electric Co. 

DAMON, D.L. 'Bechtel Corp. 79/00/30. 15pp 


7910030505 Request that ASLB grant summary disposition of intervenor 
Coalition for Safe Power Contentions 3,17,20 !« 22 I. 

Consol I da ted Intervonors Contentions 2a, 2c. 3d, 11 S< 30. 

Cer tiflcate of Svc encl. 

JOHNSON, Ft. W. Portland General Electric Co. AXELRAD, M. , AXELF1AD, M. 
Lawensta in> Newman, Reis, Axel rad t< Toll. 79/00/27. 11pp. 


•79I00305B6 Argument & documentation in support of util 790027 request 
for summary disposition of intervenor Coalition for Safe 
Power Contention 3. Intervenor concerns are unsupported. 

Summary disposition should be granted as matter of law. 

JOHNSON, R. W. Portland General Electric Co. 79/00/37. 0pp. 


— 7910030509 Affidavit of EW Edwards re intervenor Coalition for Safe 
Power Contention 3. Prof qualifications oncl. 

EDWARDS, E. W. Dec h tel Corp. 79/OS/27. 5pp, 


•7910030391 Affidavit of DD Wlthors ro intervenor Coalition for Safe 
Power Contention 3. Prof qualifications unci. 

WITHERS, 0. D. Portland General Electric Co. 79/08/27. 6pp. 


— 7910030593 Argument {< documentation in support of util 790027 request 
for summarg disposition of intervenor Coalition for Safe 
Power Contention 17 6 intervenor Consolidatod Intervenor 
Contention 2d. Hod work will not interfere ui/emergency plans. 
EDWARDS, E. W. Bechtel Corp WITHERS, D. D. Portland General 
Electric Co. 79/00/27. Bpp. 


-7910030597 Affidavit of EW Edwards re intervenor Coalition for Safe 
Power Contention 17. Prof qualifications oncl. 

EDWARDS, E. W. Dechtol Corp 79/0B/37. 7pp. 


•7910030603 Affidavit of DD Withers re intcrvcnoT Coalition for Safe 
Power Contention 17 I< inter vo nor Consolidated Intervenors 
Contention 2d -Prof qualifications encl, 

WITHERS, D. D. Portland Qoneral Electric Co. 79/00/27. 7pp. 


■7910030610 Argument t< documentation in support of util 790037 request 
for summary disposition of intervenor Coalition for Safe 
Power Contention 20 6 intervenor Consolidatod Intervenor 
Contention 1 1 . No damage to control bldg walls during mods. 

« Portland General Electric Co. 79/00/27. 7pp 


--79I0030619 Affidavit of EW Edwards ro intervenor Coalition for Safe 
Power Contention 30 it intorvenor Consolidated Intervonors 
Contention It. Prof qualifications encl. 

EDWARDS, E, W. Dechtol Corp. 79/00/37. 7pp. 


— 7910030623 Affidavit of UH White rc Intervenor Coalition for Bafe Power 
Contention 20 tt intervenor Consolidated Intervenor 
Contention 11. Prof qualifications oncl. 

WHITE, W.H. Dechtol Corp. 79/00/27. 7pp. 


— 7910030633 Argument 6 documentation In support of util 790B27 request 
far summary disposition of intervenor Coalition for Safe 
Power Contention 32 it intervenor Consolidated Intervenors 
Contention 20. Effect of steal plato has been analy led. 

» Portland General Electric Co. 79/00/27. 5pp. 


— 7910030636 Affidavit of WH White ro Intorvenor Coalition for Safe Power 
Contention 22 ?< intorvenor Consolidated Intervenors 
Contention 20. Prof qualification encl. 

WHITE, W.H. Bechtel Corp. 79/00/27. 0pp. 


--7910030643 Argument h documentation in support of util 790037 request 
for summary disposition of Consolidatod Intervenors 
Contentions 2a I< 2c. Adequate firo protection for cable 
penetrations & welding during mod work exists. 

* Portland General Electric Co. 79/00/27. 6pp. 


— 7910030648 Affidavit of EW Edwards re intervenor Consolidated 
Intervonors Contentions 2a & 2e. W/supporting documentation. 
EDWARDS, E. Id. Bechtel Corp. 79/08/27. Upp. 


— 7910030693 "Burn Tests on Silastic Rubber-Coated Olass Drop Cloths. 
Prof qualifications of EW Edwards encl. 

INOEBRIOTSON. D. I ANDERSON, D, R , Dow Corning Corp. 74/03/23. 12pp. 


7910150672 Requests clarification of ASLB 790412 ruling re admission of 
Consolidated Intervenor Contention 17 on scope t, limitations 
of evidentiary presentations 6 cto s s-ex ami nat i on at hearing. 
Certificate of Svc encl- 
GRAY.J.R. Branch 1 79/09/04. 9pp. 


7910090063 Forwards responses to NRC 790817 questions, transmi tted in 
NRC 790B22 1 tr tD ASLB. Jnc ludes info re computer codes for 
evalua t ion of mods to control, auxiliary, fuel bldg camp let 6 
vertical natural fr equenc 1 es. 

BROEHL, D. J. Portland General Electric Co 79/09/05 121pp. 


•7910090205 Affidavit of EW Edwards re intervenor Consolidated 
Intervenors Contentions 3a 6 2c. W/supporting documentation. 
EDWAHDS, E. W. Bechte 1 Corp 79/OS/27. 11pp. 


7910190316 Notice of 791010-26 evidentiary hearing to bo held in 
Portland, OR. Hi 11 adifress Phase II issues stated in ASLB 
790526 order for mod of 1 i c ense , 43FR2376B. 

MILLER, M E. Atomic Safety and Licensing Hoard Panel. 79/09/05. Ip. 


7910160095 Motion to postpone 791010 h ear i ng . dues t i ons re safety 
evaluation adequacy of proposed mads on seismic capability 
of control b 1 d g , sch edu 1 ed for issuance on 790907, are still 
unresolved. 

GRAY, J. R. Branc h 1, 79/09/06. 3pp. 


— 7910160098 Affidavit attesting that addl questions it concerns raised re 
safety evaluation concerning facility still remain 
unresolved. Cert 1 f ica te of Svc encl. 

HERRING, K. S, Engineering Branch (Pro 791030) 79/09/06. 4pp. 


791OO3O0SB Responds to request for immediate shutdown of facility. 
Request i! in i * d . FoTwar d s notice of director's decision under 
10CFR2. 206. 

DENTON, H. Jl. OfflcB of Nuclear Reactor Regulation. 79/09/10. 2pp. 


■7910030861 Notice of denial of 790917 petition submitted peT 10CFR2. 206 
by Coalition foT Safe Power requesting immediate shutdown of 
faci 1 i ty. 

DENTON. H, R. Office of Nuclear Reactor Regulation 79/09/10 3pp. 


7910100239 Motion for addl time in which to respond to licensee 790027 
motion for summary disposition of nine consolidated 
contentions of Coalition for Safe Power. Forthcoming 6ER info 
will he impor tant . Cert i f icatc of Svc end. 

OSTRANDER. F. W. Oregon. State of. 79/09/12. 3pp. 


— 79101B0244 Affidavit in support of licensee 790912 motion for summarg 
disposition of Coalition of Safe Power contend ons. NRC 
informed State of DR that SER would not be issued on 790907 
as expected . Cer t i ficate of Svc encl. 

OSTRANDER, F. W. Oregon. State of. 79/09/12. 4pp. 


7910220421 Notifies of 790920 hearing in Dethesda, HD, on NRC 790906 
motion to postpone Phase II evidentiary hearing scheduled 
for 791010 in Portland, OR. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. 79/09/12. 
4pp. 


7910250376 Response in support of NRC 790905 motion requesting 
suspension of SER 6 discovery re SEH. filing of prfiled 
testimony, commencement of hearing. Uti 1 will facilitate 
SER issuance. Cert 1 ficate of Svc encl. 

JQHNSON.R.U. Portland General Electric Co. AXELRAD, M. , CARR, A. V. 
Lowens to i n, Newman, Rei s, Axeirad 6 Toll. 79/09/12. 4pp. 


7910290476 Motion for change of venue re 790920 hear ing s. Urg es hearing 
bo held In Portland, OR or funding be provided for 
intervenors representatives to attend. Requests hearing be 
subject to r e str Ic t ion s, Cer t if ica te of Svc end. 

R0SQLIE, E. Coalition for Safe Power. DELL. N. Consolidated 
Intervenors. 79/09/13. 5pp. 


7910310364 Motion to join State of OR 790912 request for extension of 
time to respond to licensee motion for summary disposition 
of specific c (intentions. Denial of extonsion would be 
prejudic i al . Certi ficate of Svc encl. 

R0EDL1E.E. Coalition for Safe Powbt. BELL, N, Affiliation Unknown. 
79/09/13. 2pp. 


7910220220 Forwards three documents re proceedings on control bldg: 
IE Bulletin 79-02, Revision l.Suppl i, IE Bulletin 79-14, 

Suppl, & util 60-day Tept in response to IE Bulletin 79-14. 

GRAY, J. R. Branch 1. 79/09/14. 2pp, 


-7910220220 Forwards IE Bulletin 79-02, Revision l.Suppl l. 

ENGELKEN, R. H. Region 5, Son Francisco, Office of the Director. 
79/08/24. 2pp, 
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■7910220336 Forwards IE Bulletin 79-14, Buppl. 

ENGELKEN, R. H. Region 5, Ban Francisco, Office of the Director. 
79/00/19. 3pp. 


7910040363 Forwards request for addl Info re 770719 license submittal 
regarding degraded grid voltage. 

LAINAS, Q. Plant Systems Branch (Pre 791030). 79/09/12. 3pp. 


-7910220254 Forwards "Insp of Safety-Related Piping t< Review of Seismic 
Calculations. " 60-day rept in response to IE Bulletin 79-14. 

GOODWIN . C * LENTSCH, J. W. . CHR I STENSEN, S. R Portland General 
Electric Co. 79/00/31. 2pp. 


7910020633 Forwards request for addl info to continue review of 
PGE-1020, "Rept on Design Mods for Trojan Control Bldg. " 

BCHWENCER.A. Operating Reactors Branch 1 (Pre 791030) 79/09/14. 

5pp. 


7910220393 Submits status rept per NRC 790906 motion, re completion of 
SEfi. Final questions re unresolved concerns on proposed mod. 
will be completed 6 transmitted to licensee by 790919. 

Full answers by licensee will resolve all open items. 

ORAY.J.R. Branch 1. 79/09/14 2pp. 


79 1 00501 B0 Forwards rept documenting results of meeting w/J Williams, 

El Withers. C Yund t !< J Street on 790911. Rept withhold 
(ref 1 0CFR2. 790). 

ENQELKEN, R. H. Region 4. Dallas, Office of the Director. 79/09/14. 
Ip- 


7910190307 Order vacating NRC 790906 motion to postpone h e ar in g , den y i ng 
intervenors 790913 motion for change of venue S< granting 
State of OR & intervenors motion for extension of time to 
respond to licensee motion for summary disposition. 

MILLER. M. E. Atomic Safety and Licensing Board Panel. 79/09/IB, 

4pp. 


79103105QB Discusses status of proposed control bldg mods safety 
eval uatlon. Sec t i one re operation during mods. except parts 
concerning unresolved structural questions. are completed 
& undergoing final review. 

ORAY.J.R. Branch 1, 79/09/21. Ip. 


7910310494 Notification of meeting w/util & Bechtel in Bethesda.MD 
to discuss info needed by fJRC in order to issue safety 
evaluation on proposed control bldg mods. 

ORAY.J.R. Branch 1. 79/09/28. Ip. 


7910220472 Order denying licensee 790927 motion for clarification of 
ABLB 790918 ord tr. Order, gran ting extension to State of UR 
to respond to licensee motion for summary d i spusi ti on, based 
on actual delay in SER issuance t filing. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. 79/10/11. 
4pp. 


7910340639 Forwards requests fo-r design changes involving piping 
support mods necessary to qualify piping sys for response 
spectra developed in accordance w/PGE-1020. App B. 

HASTINGS, W. Portland Ceneral Electric Co. 79/09/14. 4pp. 


7910020704 Notifies that util response to NRC 700127 Itr re potential 
far reactor cavity annulus seal ring to become destructive 
missile during LOCA acceptably resolves problem. 

BCHWENCER.A, Operating Reactors Branch 1 (Pro 791030). 79/09/18. 

2pp. 


7910020795 Forwards request for addl Info re rept on design mods. 
Further requests forthcoming. 

BCHWENCER.A. Operating Reactors Branch 1 (Pre 791030) 79/09/20. 

6pp. 


7910170364 Forwards safety evaluation & EOLQ rept re steam gBnorator 
water hammer, in response to Technical Assistance Request 
TAC 7390. 

LAINAG.Q. Plant Systems Branch (Pre 791030). 79/09/25, lp, 


— 7910170379 Safety evaluation re steam generator water hammer. 
* Plant Systems Branch (Pro 791030). 79/09/19. 3pp. 


H. Qeneral correspondence 


7910090013 Requests payment of Class III fed fnr consideration 8. 
approval of security force h training plan transmitted on 
790824. 

MILLER, W. □. License Fee liana g omen t Branch. 79/09/24. 1 p. 


— 7910170393 Forwards rept assessing effectiveness of existing means to 
reduce potential for steam generator water hammer. 

DEARIN. J. A. Energy Engineering Group. 79/09/10. lp. 


— 7910170400 "Bteam Qenerator Water Hammer Technical Evaluation. 
* Energy Engineering Group. 79/09/25. 13pp. 


7910110397 Request by state DOE to be notified if SER will bo delayed 
longer than one month. 

FRANK, L. Oregon, State of. 79/10/03. lp. 


P. Operating license stage documents h c orrespondenco 


7910050094 Provides response to Item 13 of IE Bulletin 79-06A. Lists 
design mods in progress as result of review of TMI incident. 
Analysts will be submitted by 790608 re proposed mod to 
safety injection Initiation lugic. 

GOODWIN, C. Portland Genera) Electric Co. 79/05/18. 5pp. 


791009024) Forwards FR notice of amond to 10CFR73. 5 5 re requirements 
for physical protection of nuclear power p lan ts. Amend defers 
implementation of physical search requirements from 790B0I 
to 791 101. 

DENTON, H.fl. Office of Nuclear neactor Regulation. 79/OB/tO. 49pp. 


79I005034B Fo-rwards list of plants requiring microfiching of up-to- 
date FBARs in Central F U os. Reque s ts action as soon as 
pose lble. 

GRIMES, B. K. Assistant Director for Systems Engineering (Pre 
791030). 79/09/10. 4pp. 


791009063B Responds to 790806 ltr to Governor of OR re visit to site. 
Plant officials ware following regulations when access uias 
deni etf. App llcab 1 e regulations end. i 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/10. 7pp. 


■7910090639 Forwards 790B06 ltr to Governor of OR re refusal of plant 
officials to admit c i ti len. Reque sts explanation for 
incident, 

RRODIE, C d. Affiliation Unknown. 79/08/06. 4pp. 


7910110472 Requests conf I rmat i on of immediate actions to he taken by 
uti 1 , i ncl ud ing withdrawal of implementation changes in 
physical security plan until NRC approval obtained *c 
creation of independent security auditor positlon. 

ENGELKEN, fl . H. Region 5, San Francisco, Office of the Director. 

79/09/11. lp, 


7910030437 Confirms Tecent discussions w/NRC re timing U content nf 
revisions of "Rept on Design Mods for Control Bldg, 11 
PGE-1020 8. summarizes past revisions of rept as well as 
known aubj matter for forthcoming revision. 

DRDEHL, D. J. Portland General Electric Co. 79/09/26. 3pp. 


7910130274 Forwards request for addl info re plant control bldg design 
mods. Enc I quest i ons comprise NRC positions re acceptable 
util response, 

LAINAS, G. Plant Systems Branch (Pre 791030). 79/09/27. 3pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging U venting during normal operation. Requests 
commitment to implement valve qua 1 1 f i ca t i on program within 
30 days. 

E 1BENHUT . D. G. Division of Operating Reactors. 79/09/27. 3pp. 


7910290133 Forwards request for addl info for review of POE-1020.ro 
design mods for facility control bldg. NRC will requeot 
meeting to discuss outstanding questions 6 concerns during 
first week of Qc t. 

SCHWENCER. A. Operating Reactors Branch i (Pro 791030). 79/09/20. 

6pp. 


7910220470 Requests addl info ro degraded grid voltage generic issue, 
for review completion. 

BCHWENCER.A, Operating Reactors Branch 1 (Pre 791030), 79/lO/Oi. 

3pp. 


7910260358 Requests info on events ro loss of offsite power & 
concomitant degraded voltage or frequency conditions. 

SCHWENCER, A. Operating Reactors Branch 1 (Pre 791030). 79/10/01. 

3pp. 


7910170527 Forwards request for addl Info re rept on design mods 
in order to continue review. Requests meeting ho scheduled 
for expeditious resolving of open Items addressed In 
requests for addl info. 

BCHWENCER.A. Operating Reactors Branch 1 (Pro 791030). 79/10/02. 

15pp. 
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79102401*0 Forwards addl question to Plant Sys Branch 790937 submittal 
re safety evaluation of design mods to control bldg. Bequests 
Info re const in electrical auxiliaries room. 

LA I NAB. 0. Plant Systems Branch <Pre 791030). 79/10/03. 3pp. 


7910-25037B Advises of NRC requirements for auxiliary feedwater sys. 
Generic It plant-specific requirements end. 

EISENHUT, D. G. Division of Operating Reactors. 79/10/03. 23pp. 


7910100397 Forwards response to NRC 790917 ) tr re potential unreviewed 
safety question on interaction between non-safety grade sys 
& safety-grade ays. Continued operation of facility 
warranted. Supporting info encl. 

GOODWIN. C, Portland General Electric Co. 79/10/05. 13pp. 


79101B046B Comments from State of OR DOE on util 790B13 1 tr to NRC re 
staff reor ganl zat ion. Expresses concern re proper mg t 
attention to radiation con trol s. Request s written mg t review 
of authority for radiation protection program. 

FRANK, L. Oregon. State of. 79/10/05. 2pp. 


7910240314 Forwards "Trojan Cooling Tower Plume Study Summary Topical 
Rept. " 

GOODWIN, C. Portland Qeneral Electric Co. 79/10/33. Ip. 


7910240314 “Trojan Cooling Tower Plume Study Summary Topical Report. 
* Portland General Electric Co. 79/10/33. 9pp 


0. Inspection reports, IE Bulletins & correspondence 


7910110149 Responds to IE Bulletin 79-1 4, Re v 1 s i on 1, "Suismic Analysis 
for As-Built Safety-Related Piping Sys," Forwards 30-day 
rept. Discusses seismic analysis input L insp plan. 

BftOEHL, D. J. Portland Qeneral Electric Co. 79/00/01. 4Bpp. 


7910030727 Forwards IE Insp Rept 50-344/79-14 on 790702-31 No 
noncomp I lance noted. 

CREH9, J.L. Region 5, San Francisco. Reactor Operations Nuclear 

•Support Branch. 79/OB/30. 3pp. 


--7910030731 IE Insp Rept 50-344/79-14 oh 790702-31. No noncompliance 
noted. Major areas inspected. plant operations. matnt, physical 
security, surveillance testing. mods, rad iolog ical waste 
operations & responses to IE bulletins. 

MALMROS, M. H. Region 5. San Francisco. Office of the Director. 
STERNOERQ, D. M. Region 5, San Francisco. Reactor Operations 

Nuclear Support Branch. 79/0B/17. 9pp, 


791003000* Responds to IE Bulletin 79-17 Forwards 30-day rept re pipe 
cracks in stagnant borated water sys at PWR plants. 

GODDHIN.C. Portland General Electric Co. 79/08/24. 37pp. 


7910030052 Submits rept rc nondestructive tests of steam generator 
feedwater piping wolds os addl info in response to 1(1 
Bulletin 79— 1 3. D lag ram of steam generator nozzle end. 

DRQEHL, D. J. Portland General Electric Co. 79/00/20. 3pp. 


7910030058 Responds to IE Bulletin 79-04C re operation of reactor 
coolant pumps after LOCA. 

QDQDWIN, C. Pprtland General Electric Co. 79/0B/29 11pp. 


79S01S0377 Responds to IE Bulletin 79-14, "Seismic Analysis For 
As— Built Safety-Related Piping Sys. " For war d s 40— day rept 
confirming that installed piping sys is accurately depicted 
on as-bullt drawings. 

ODODNIN, C. Portland General Electric Co. 79/00/31. *pp. 


7910090130 Responds to IE Bulletin 79-09. No GE Type AK-1? circuit 
treaters used at plant. 

GOODWIN, C. Pnrtland General Electric Co. 79/09/04. Ip. 


7910020291 Forwards IE Info Notice 79-20, Revi slon 1, "NRC Enforcement 
Policy — NRC Licensed Individuals. " Notice reissued to 
correct word omission & punctuation orror which changed 
intent of statement. Changed statement underlined in text. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/09/07. Ip. 


7910040020 Forwards IE Circular 79—19, "Loose Lacking Devices on 
Ingersa 1 1— Rand Pump Impellers. 11 No action required. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director, 
79/09/13. tp. 


7910110301 Forwards IE Info Notice 79-33, "Qualification of Control 
Bys. " No action required. 

ENOELKEN, R. H. Region 5, Ban Francisco, Office of the Director. 
79/09/14. Ip. 


7910300082 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys," Westing house 790S30 Itr U Public Svc Electric !t Gas 
Co 790910 ltr re potential unreviewed safety que s t i on. Ac t i on 
required within 20 days.W/cz encl. 

DENTON, H. R- Office of Nuclear Reactor Regulation. 79/09/17. 40pp. 


7910230561 Forwards NRC 790426 ltr re multiple equipment failures Si 
survei 1 lane e testing errors, which was incorrectly 
distributed. Also forwards IE Insp Repts S0-295/79-13 4 
50-304/79- 12 Ac 1 1 on requ It od- 

EISENHUT, D. G. Division of Operating Reactors. 79/09/31. 49pp. 


7910120204 Forwards IE Circular 79—20, "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ac 
Coil." No action required 

ENOELKEN, R. H. Region 5, Ban Francisco, Office of the Director 
79/09/24. ip. 


7910110193 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/09/24. Ip. 


79101B0061 Forwards IE Bulletin 79-24, "Frozen Linos." Action required 
ENGELKEN. R. H. Region 5, San Francisco, Office of the Director. 
79/09/37. Ip 


7910170539 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 & 4. " No action required. 

ENGELKEN, R. H. Region 5, 9an Francisco, Office of the Director. 
79/10/01. Ip. 


7910190217 Forwards IE Info Notice 79-24, "Overpre s sur 1 zat i on of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

ENOELKEN, R. H. Region 3, San Francisco, Office of the Director. 
79/10/01. Ip. 


7910240695 Discusses NRC understanding of util actions concerning Item 
3 of IE Bulletin 79-14 re examination of piping supports 
inside conta inmen t. 

ENGELKEN, R. H, Region 5, San Francisco, Office of the Diroctor. 
79/10/03. Ip. 


7910100200 Forwards response to IE Info Notlco 79-04 re effects of 
potential degraded voltage c ond 1 1 1 ons. Of f s 1 to power sys t, 
onsite distribution sys are of sufficient capacity t, 
capability to operate all required safety loads, 

GOODWIN, C. Portland General Electric Co. 79/10/05. 35pp. 


7910240172 Ack receipt of 790913 itr informing NRC of steps taken to 
correct violations noted In IE lusp Rept 50-344/79-13. 

BODK,HE. Region 5. San Francisco. Safeguards Branch. 79/10/15. 

Ip. 


— 7910260180 Responds to NRC 790024 ltr re violations noted in IE Insp 
Rept 50-344/79- 13. Corr ec t i ve a c t i ons : f i sh behavior studies 
now performed by company personnel rather than by 
contractor. 

GOODWIN, C. Portland General Electric Co. 79/09/13. 3pp. 


■7910240187 Forwards IE Insp Rept 50-344/79-13 on 790710-13 t, 23 li 
notice of violation. 

BOOK, H, E. Region 5, Ban Francisco, Fuel Facility t< Materials 

Safety Branch. 79/06/24. 2pp. 


— 7910340193 Notice of violation from insp on 790710-13 E, 33. 

* Region 5, Ban Francisco. Office of the Director. 79/00/24. 
Ip, 


—7910260197 IE Insp Rept 50-344/79-13 on 790710-13 i, 23. None omp 11 one a 
noted : sur veys to examine fish behavior in mizing zone area 
not made on bimonthly basis It licensee did not notify 
licensing director of Inability to get milk samples. 

FISH, R. F. Region 5, Ban Francisco. Office of the Director. 

BOOK, H. E. Region 5, Ban Francisco, Fool Facility b Materials 

Safety Branch. 79/08/24. 11pp. 


7910310270 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Bys Piping. " Action required, 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director, 
79/10/17. ip. 


R. Periodic operating reports ti related correspondence 


7910100299 Forwards monthly operating rept for Sept 1979. 
YUNDT.C. P. Portland General Electric Co. 79/10/03. Ip. 
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-7910100309 Monthly operating rept For Sept 1 

BAIR, Q- G Pot 1 1 and General Electric Co, 79/10/02. 


4pp 


S. Reportable occurrences) LERs & related correspondence 


7910110166 Responds to petitioner OH State Senator T McCormack 790303 
statement of st and 1 09. Does not allege injury sufficient to 
entitle intervener status. Post t ion as state senator does not 
affect atanding. Certificate of Svc end. 

CHURCHILL 1 B. W. Toledo Ellison Co. CHURCHILL/ B- W Shaun Pittman/ 

Pott»( 8< Trowbridge. 79/00/OS. 20pp. 


7910030331 Forwards LER 79-01 4/03L 0. 

YUNDT, C. P. Per t land Oenernl Electric Co. 


79/09/20. 2pp. 


-7910050554 LER 79-01 4/03L-0: on 790030. Found abnormal degradation of 
containment purge exhaust due t i ng. Caused by cracked gelded 
seams. leaving holes in d u c t i ng . Eng 1 neer 1 ng study initiated 
to Identify permanent corrective action. 

PERRY. J. C. Portland General ElectTic Co 79/09/20. tp 


7910110271 Requests denial of OH State Senator T McCormack 790903 
petition to intervene, No demonstration of atanding to 
Intervene by merely being taxpayer or from status an state 
leg 1 sla tor. Certif 1 cate of 6vc end. 

DAVIBiL. D. Branch 4. 79/00/13. 9pp. 


7910010249 Notice of appearance on behalf of NflC. 
DAVIBiL.D. Branch 4. 79/00/13. Ip. 


7910260271 FlO: on 791010. plant effluent pH was above 9.0 limit for 
approx 3 minutes. in violation of ETS. Max pH observed was 
9.2. Exact cause of pH spike has not yet been determined 
Yt/NDT. C.P. Portland General Electric Co. 79/10/19. Ip- 


7910310307 Forward* RO re above-limit plant effluent pH. 
YUNDT, C.P. Portland Qeneral Electric Co. 79/10/24. Ip. 


-7910310311 RO: on 79101S.plont effluent pH exceeded limit for approx 
3 minutes. Possibly caused by disposal of high pH substance 
in drain. Personnel will be instructed to contact plant 
chemists prior to disposal. 

* Portland General Electric Co. 79/10/24. ip. 


DOCKET 50-346 DAVIB-BESSE NUCLEAR POWER STATION. UNIT 1 
F. Security, medical . emergency 6 fire protection plans 

7910IS0713 Requests that util maintain schedule for completion of 
fire protection mods at facility. Outstanding info re open 
items & required design details should be submitted on 
expedited basis. „ 

EISENHUT, 0, Division of Operating Reactors. 79/0R/Q9, 2pp. 

7910080197 Forwards addl info request re physical sec ur 1 ty. Enc 1 
withheld (ref 10CFR2. 790). 

REID, R. W. Operating Reactors Branch 4 (Pre 79 5 030). 79/09/19. 

3pp. 


7910130459 Order on ASLD motion granting petitioner OH State Senator 
McCormack opportunity to answer util & NRC responses to 
McCormack statement of interest in proc eod ing . Me Cormac k may 
supplement statement. 

SMITH. I.W. Atomic Safety and Licensing Board Panel. 79/08/20. Ip. 


7910220205 Forwards, per 790919 teleon.ASLB 790820 memorandum 6 order 
along u/lieensee 790800 rospnnse to petitioner statement of 
5 tanding W/o one 1 . 

LEWIS, 8, H. Dranch 2. 79/09/20, ip. 


7910180290 Forwards director's d oc i s i on. a 1 ong w/HR Denton cover 1 tr to 
Tolado Coalition for Safe Energy.ro mod of license !< 
hearings on mod. I ns t i tut i ng of proceeding to amend license 
is deni od. Completes action on technical assistance contract, 

KNIOHTON. 0. U Environmental Evaluation Dranch (Pre 791030). 

79/09/27. 3pp. 


7910290303 Forwards summary of 790830 meeting to discuss preliminary 
results of auxiliary feedwater sys reliability study for 
Ranch Seco. 

LEWIS, 8, H Branch 2. 79/09/27. 1 p . 


7910220416 Memorandum &< order directing OH State Senator McCormack 
affirm interest for hearing along u/lntention to participate 
2/ to supplement state of interst. Response due by 77 1 
SMITH. I.W. Atomic Safety and Licensing Board Panel. 79/10/01. 


to 

3pp. 


H. General correspondence 


79 1015 0206 Notifies that EL Jordan 790B22 memo re two unresolved fire 
protection items has been forwarded to R Reid t< Div of Sys 
Bafety for review. 

QR IMES, D. H. Assistant Director for Systems Engineering (Pre 
7910301. 79/09/25. Ip. 


7910240183 Responds to T Hamrick 790319 ltr expressing concern re 
decommissioning of nuclear power p lan ts. Forwards info 
included in DES.Also forwards AEC safety evaluation of 
Piqua decommi s s i on ing. . 

E18ENHUT. D. Q. Division of Operating Reactors, 79/10/11, 4pp, 


7910040631 Requests payment of Class II I amend fee & approval for 
security training b qualification plan transmitted 790815 
per License NPF-3. 

MILLER, W. D. License Fee Management Branch. 79/09/27. Ip. 


— 7910240190 Gafoty evaluation ro Piqua nuclear power facility 
retirement. T Hamrick 790319 ltr to J Bchlesingor end. 

BKOVHOLT. D. J. Atomic Energy Commission, Directorate of Licensing. 
68/12/16, 4pp. 


7910290254 Responds to 790703 ltr re Class HI fees for review of 
safeguards contingency plan for f ac 1 1 i ty For ward s check. 

RDE. L. E. Toledo Edison Co. 79/10/22. 2pp. 


7910290322 Forwards industrial socurity p ban, Revls i on 11. Plan withheld 
(ref 10CFH2. 790>. 

ROE, L. E, Toiedo Edison Co. 79/10/23. Ip- 


0. Aif jud 1 catary correspond enc 0 


7910310119 Requests denial of intervenor Toledo Coalition for Safe 
Energy request for show cause order t< For action per 
10CFR2. 206. Emergency plan In full compliance w/NRC 
requirements. 

CHURCHILL, B. W. Shaw, Pittman, Potts, U Trowbridge. 79/07/16. 3pp. 


M. Antitrust correspondence 


7910160115 Answer in opposition to Cleveland Electric Illuminating Co 
request for stay of ABLB 790625 ardor requirement s. Ut i 1 does 
not satisfy stds of VA Petroleum Jobbers vs FPC. Cer t i f tcato 
of Svc end. 

GOLDBERG, R. Cleveland, GH. GOLDBERG, R. Goldberg, Fioldman tc 
Latham, PC. 79/09/06. 18pp. 


7910100194 Decision revising license condi t ions. App 1 icants shall not 
condition access to wholesale power. Provi sions of Federal 
Power Act should be Imp lsmen tod. Rates subj to agencies 
app ro va 1 , 

RQ3ENTMAL, A. 0. , SALZMAN, R. 3. , SHARFMAN, J. E. Atomic 8flfety and 
Licensing Appeal Panel. 79/09/06. 319pp. 


-7910310125 Urges denial oF intervenor Toledo Coalition for Safe 
Energy request for action per I0CFR2. 206. Emerg ency plan is 
In full compliance w/NRC requirements 

CHURCHILL, B. W. Toledo Edison Co. CHURCH! LL. B . W. Bhaw, Pittman, 
Potts, 8c Trowbridge. 79/07/16. 25pp, 


910160103 Motion Por extension until 791022 to file petitions for 
review of ALAB-560 by Commi s s 1 on. ALAB-560 consists of 
tenthly antitrust op inlon. Adequate time needed for 
meaningful review, Cert if ice to of Svc encl. 

REYNOLDS, MB., ZAHLER, R. E. Toledo Edison Ca, REYNOLDS, W. B. BllflW. 

rWl_6-xM-e.it Dnt tc. Tf/1 lit ft 9* Hfl P 7 ^/ 07 / i*?. A D H . 


— 79103 1012B Testimony of K Westby & J White before Ctticens Commission 
on Nuclear Power in OH 790905 meeting. 

WEBTHY.K. , WHITE, J. Affiliation Unknown. 79/05/05. 14pp. 


7910090661 Refers to 790919 telcon ro personal standing to Intervene as 
interested person In grocodings. Standing derives from 
proximity of home 6 ofc to fact lity, off ic lal duties as 
state senator & from being customer of facility, 

MCCORMACK. T. Ohio, State of. 79/07/23. 2pp. 


7910310015 Answer to applicants' 790919 motion requesting extension 
until 791021 to file petition for review of ABLB 790906 
decision. Requests that extension be applied equally to all 
parties. Certificate of Svc and. 

HJELMFELT, 0, C. Cleveland, OH. 79/09/20. 5pp, 

7910050667 Errata re ALAB-560. 

BIBHDP , C. J. Atomic Safety and Licensing Appeal Panel. 79/09/26. 
2pp. 
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7910010499 Objects on behalf of util to NRC 790623 order requiring mod 
of Davis-Besse OL & Perry CP w/o prior evidentiary hearing 
requested by util.Suppl order of 790B06 should stand. 

REYNOLDS, W. B. Shaw, Pittman, Potts, 4 Trowbridge. 79/09/27. 4pp. 


7910180 1 74 AnseJBr in support of applicants' 790919 motion for extension 
until 791022 to file petition for Commission review of 
ALAB-560. NRC does not oppose request for extension. 

Certificate of Svc encl. 

LES9Y, R, p. Antitrust Division. 79/10/04. 4pp. 


7910170657 Order granting applicants 6 Duquesne Light Co motions for 
extension of time in which to file petitions for review ef 
ALAB-560. Petitions due by 791022. 

CHILK, S. J Office of the Secretary of the Commission 79/10/03. 
Ip. 


7910310463 Contends that no basis exists for imposition of civil 
penalties against util for alleged violation of License 
Condition 3. DOJ charges do not suggest antitrust violation. 
REYNOLDS. U. B. Shaw. Pittman, Potts, & Trowbridge, 79/10/10, 2pp. 


7910310016 Petition for review of ASLAB 790906 d ec i s i an, ALAD-S6Q. Ur ges 
re-e lamination per NRC regulations, alleging important 
antitrust divergence from other ASLAB dec i s ions. Deoc r ibes 
errors found in decision. Certificate of Svc encl. 

REYNOLDS, U, B. Cleveland Electric Illuminating Co, REYNOLDS, W. B. 
Toledo Edison Co. REYNOLDS, M. B. Shaw, Pittman, Potts, 4 Trowbridge. 
79/10/22, 13pp. 


7910040016 Summary Df 790823 meeting ui/B6W licensees to discuss post- 
TMI feedwater trans i en ts. Ag cn d a 4 list of attendees encl 
CAPRA, R. A. TN1-2 Unresolved Safety Issues 79/09/13. 99pp. 


7910250436 Bummarg of 790B23 meeting ui/B&W operating plant licensees re 
pos t— TMI feedwater transients. Agenda, list of attendees, list 
of transients 4 outline of NRC rept on loss of pressurixer 
level indication encl. 

CAPRA, R. A. TMI-2 Bulletins 4 Orders. 79/09/13. 99pp. 


7910250215 Informs that effective date for implementation of EPA std 
for LWR U fuel cycle is 791201 . R e ques ts compliance w/ 
radiological effluent Tech Epee implementing LWR provisions. 

Method for implementation requested by 791101. 

GAMMI LL, W. P. Assistant Director for Operating Reactor Projects (Pro 
791030). 79/09/17. Ip. 


79 1 0020096 Notification of 790920 meeting w/util in Dethesda.MD to 
discuss IE Bulletin 79-17 provisions 4 licensee 
recommendations for nondestructive examination of identified 

SIJ s. 

JORDAN, E. L. Division of Reactor Construction Inspection. 79/09/10. 
Ip- 

7910040076 Summary of 790815 meeting w/util 4 Applied Physical Tech 
in Bethesda.MD re 790319 radiological effluent Tech Epees 
4 Offsite Dose Calculation Manual 

VISSINQ.Q. S, Operating Reactors Branch 4 (Pre 7910301. 79/09/20. 

6pp. 


P. Operating license stage documents 4 correspondence 


7910090241 Forwards PR notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790801 
to 791101. 

DENTON, HR. Office of Nuclear Reactor Regulation. 79/00/10. 49pp. 


7910090536 Summary of 790809 meeting u/B&W owners group 4 B6W in 
Bethesda.MD re long-term generic requirements applicable to 
D4W operating plants. 

CAPRA. R. A. TMI-2 Bulletins 4 Orders. 79/00/24. 41pp. 


7910010269 Summary of 790824 meeting u/subcommi ttoe of U4W owners group 
in Bethesda.MD re alternate proposal to requirements of IE 

Bulletin 79-13 for B4W operating plants. 

GARNER, D. J. Operating Reactors Branch 4 (Pre 791030). 79/08/31 

14pp. 


7910030100 Forwards CEN-115P re response to IE Bulletin 79-06C.Aloo 
forwards WCAP-93B4-P ro analysis of delayed reactor coolant 
pump during LDCA 4 B4W analysis. Ropts withheld 
(ref 10CFR2. 790). 

HELTEME8, C. J. Stand ard i la t i on Branch. 79/09/06. 2pp, 


7910230122 Requests addl info re upgrade of anticipatory reactor trip. 
RElDifl.W, Operating Reactors Branch 4 (Pre 791030). 79/09/07. 

13pp. 


7910010192 Summary of 790424 meeting w/B4W reactor operators 4 I14U in 
Dethestfa.MD ro response to plant trans 1 ents, Lis t of 
attendees, agenda 4 exerpts for 04W presentation. 

FA1RT ILE, M. B. Operating Reactors Branch 4 (Pre 791030). 79/09/10. 

19pp. 


7910050348 Forwards list of plants requiring microfiching of up-to- 
date FSARs in Central Fi les. Reques ts action as soon aa 
possible. 

GRIMES, 8, W. Assistant Director far Systems Engineering (Pro 
791030) 79/09/10. 4pp. 


7910040028 Summary of 790913 meeting w/B6W owners group to discuss 
analysis of design 4 off-normal transients 4 accidents 4 
other D4W genoric requ i rumen ts . L i s t of attendees, agenda 4 
presentations encl. 

CAPRA, R. A. TMI-2 Bulletins & Orders. 79/09/21. 45pp. 


7910230418 Summary uf 790913 meeting w/D4U owners group in Ha thesda. MB 
re analysis of d es 1 gn, of f-normo 1 tr ansion t s, acc ident * 4 B&W 
generic requirements. 

* Commission. 79/09/21, 45pp 


7910220413 Forwards guidelines for valve operability re containment 
purging 4 venting during normal op ora t ion. Reques ts 
commitment to implement valve qualification program within 
30 days. 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/27. Jpp. 


7910230091 Provides NRC requirements far resolving matter of power 
operated relief valve 4 safety valve lift frequency 6 

mechanical reliability. 

REID.R.W. Operating Reactors Branch 4 (Ptb 791030). 79/09/20. 

12pp. 


79101B0552 Forwards Amend 21 to License NPF-3. safety evaluation 4 
notice of issuance 4 availability. 

REID.R.W. Operating Reactors Branch 4 (Pro 791030) 79/10/02. 

3pp- 


— 7910180556 Amend 2i to License NPF-3. e x tend 1 ng calendar time to perform 
first inservice insps of steam gancrator tubes after initial 
criticality 4 changing insp interval requirements. 

REID.R.W, Operating Reactors Branch 4 (Pro 791030). 79/10/02. 

11pp. 


■7910 1 00557 Safety evaluation supporting Amend 21 to License NPF-3, 
ft Offico of Nuclear Reactor Regulation. 79/10/02. 4pp. 


•7910180561 Notice of Issuance 4 availability of Amand 21 to License 
NPF-3. 

REIDiR.W. Operating Reactors Branch 4 (Pre 791030). 79/10/02. 

2pp. 


7910040411 Notifies that util response to NRC 700202 I tr acceptably 
resolves issue re potential Issue for reactor cavity 
annulus seal ring to become destructive missile during LOCA. 
REID.R.W, Operating Reactors Branch 4 (Pro 791030). 79/09/11. 

3pp. 


7910090415 Notification of 790914 meeting w/B4W owners group in 
Bet he sda. MD to discuss analy si s of design, of f -normal 
transients 4 other generic requirements. 

CAPRA. R. A. TMI-2 Bulletins 4 Orders. 79/09/il. 3pp. 


7910120235 Forwards addl info re upgrading of safety-grade anticipatory 
reactor trip sys (ARTS), in response to 790907 request, One 
uversixe drawing available in Central Files, 

RDE, L. E. Toledo Edison Co. 79/10/03. 19pp. 


7910160366 Advises that application for amend to License NPF-3 is being 
forwarded under separate cover. Amend revises Tech Epees, 

App A re implementation of secondary water chemistry 
monitoring program. Class III foe encl. 

RQE.L.E. Toledo Edison Co, 79/10/03. 3pp. 


7910090645 Notification of 790919 meeting w/util at site to discuss 
details, schedule 4 accomplishments of program to improve 4 
promote better mgt control 4 operations for plant. 

HEPPLER.J. 0. Region 3, Chicago, Offico of the Director. 79/09/12. 
IP- 


7910100201 Forwards "Evaluation of Potentially Adverse Environ Effects 
on Nonsafe ty-Grado Control Sys, " in response to NRC 790917 
request, 

ROE, L. E. Toledo Edison Co. 79/10/05. 2pp, 
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-7910100314 "evaluation of Potentially Adverse Environ Effects on 
hlonsaf ety-Qrade Control Sys.'’ W/oversiie table 
» Toledo Edison Co. 79/10/05. Upp. 


7910320460 Discusses review of responses to IE Bulletins 79-05C t< 
79-06C re need for tripping of reactor coolant pumps for 
certain small break LDCAs. 

ROSS# 0, F. ThI-2 Bulletins * Orders. 79/10/05. 2pp. 


7910120323 Responds to 790BOS inquiry re adequacy of station electric 
distribution sys vol tages. Forward s analyses of adequacy of 
onsite electrical auxiliary distribution power sys voltages. 
Schedule of tests will be provided by 791207 
ROE.L E. Toledo Edison Co. 79/10/09. 63pp 


-- 7910030063 IE Insp Ropt 50-346/79-19. None omp 1 1 anc e not ed : fa i 1 ure to 
follow procedure re control of combustibles or to change 
documents in timely manner re verification of engineered 
safety feature lineups 

TAMBUNQ, T. N, , BEYESi L. A. , WARN I CK, R ■ F. Region 3, Chicago. 

Office of the Director. 79/0B/O7. 13pp 

7910160 1 B9 Forwards IE Insp Ropt 50-346/79-16 on 790709-12 b 0009 & 
notice of vlalation. 

DAVIS, A. B. Region 3, Chicago, Fuel Facility b Materials Safety 

Branch. 79/09/05. 3pp. 

—7910160192 Notice of violation from insp on 790709-12 6 0009 

* Region 3, Chicago, Office of the Director. 79/09/05. ip- 


7910190461 Forwards licensing fee for NRC review of radiological 
effluent Tech Specs submitted on 790316. 

RDEiL.E Toledo Edison Co. 79/10/10. 2pp. 


7910220202 Notification of 791019 meeting u/B&W owners group In 
Bethesda.MD to discuss lead plant event trees. safety 
sequence diagrams b anticipated analysis re abnormal 
transient operational guidelines in NUREG-05/S 
CAPRA, R. A. Till-2 Bulletins 6 Orders. 79/10/12. 10pp. 


7910300036 Confirms 791017 discussions between util & NRC re rpactor 
trip !< loss of offsite power on 791015 Util will determine 
cause of failure !« identify corrective actions before unit 
Is allowed to proceed to Mode 2. 

KEPPLER. 0.0. Region 3. Chicago, Dffice of the Director 79/10/1/, 

lp- 


7910310167 Notification of 791023 meeting w/DbW, DtU owners group b 
ORNL in Lynchburg, VA to discuss BAW-1564, "Integrated 
Control Sys Reliability Analysis. “ 

CAPRA, R. A TM 1-2 Bulletins b Orders. 79/10/19. ip. 


7910290310 Responds to 79092B 1 tr re facility power operated relief 
valve fc safety valve lift frequency. Cur ren t date for 
submittal of info is 791015 due to difficulty of date 
retrieval U compilation of DbW plant data. 

ROE, L. E. Toledo Edison Co. 79/10/22. Ip 


—7910160196 IE Insp Rept 50-346/79-16 on 790709-12 b OB09. None omp 1 i anc o 
noted: fa i lure to review b approve procedures for operation 
of portable radwas te solidificationsys. 

GREGER. L R, Region 3, Chicago, Fuel Facility & Materials Safety 

Branch. 79/08/30. 7pp. 


7910010274 Forwards response to IE Bulletin 79-15. Info includes pump 
number, manufacturer, model, capacity b plant application, 
d imensions. ma in t h i story . opera tional 8, major problems b 
major repairs efforts of deep draft pumps. 

CROUSE. RP. Toledo Edison Co. 79/09/07. 3pp 


7910020220 Forwards IE Info Notice 79-20, Re vi s i on 1, "NRC Enforcement 
Policy - NRC Licensed Ind i viduals. M Notice reissued to 
correct word omission 6 punctuation error which changed 
intent of statement. Changed statement underlined in tB*t. 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director. 79/09/07. 

Ip. 


7910170005 Notifies of review of responses to IE Bulletin 79-05B. 
Requests add 1 info re proposed design description b 
implementation schedule for safety-grade anticipatory 
reactor trip. 

REID, R. W Operat ing Reactors Branch 4 IPre 791030). 79/09/07. 

13pp. 


7910100069 Forwards FL Power Corp response to IE Bulletin 79-05C. 
HELTEMES. C. J. Sta ndard i x a 1 1 on Branch. 79/09/11. Ip. 


7910260202 Responds to NRC 790021 ltr re continued operator training fc 
drilling. Discusses mods to facility training program b 
procedures designed to continually reinforce lessons learned 
at TMI-2. 

ROE, L. E . Toledo Edison Co 79/10/22. Ip 


7910340005 Forwards IE Insp Rept 50-346/79-24 on 790030-31 No 
noncomp liance noted. 

F I0RELL 1 , G. Region 3, Chicago, Reactor Construction b Engineering 

Support Branch. 79/09/11, 2pp. 


7910290364 Responds to 790927 ltr re Class III fees for review of 
security training b qualification plan for fac 1 11 ty Forwar d s 
check 

ROE.L E. Toledo Edison Co. 79/10/22. 3pp. 

7910250323 Forwards response to NRC 790913 ltr Te enhancements in plant 
design, operat i ons & emergency planning. 

ROE, L. E. Toledo Edison Co 79/SO/33. 14pp. 


Q, Inspection reports, IE Bulletins b c orre spondence 


7910090530 Forwards IE Bulletin 79-19, "Packaging of Low Level ttadwaoto 
for Transport b Burial " Action required. 

KEPPLER, J O. Region 3, Chicago, Office of the Director. 79/0B/10, 

IP 

7910090202 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/OB/13, 

lp. 

7910050439 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Ind ivi dua Is. No action required. 

KEPPLER, JO. Region 3. Chicago, Ufflce of the Director. 79/OD/14, 

ip- 


791005050) Forwards IE Circular 79-17, "Contact Problem in 3D-12 
Switches on QE Metalclad Circuit Breakers. “ No action 
requ ired. 

KEPPLER, JO. Region 3, Chicago, Office of the Director. 79/00/14. 
lp. 


7910030690 Forwards IE Insp Rept 50-346/79-19 oh 790529-31 , 0601 , 04-0B, 
11-22,29-30 b 0702-00 b notice of vlalation. 

HEI8HMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/0B/23. 2pp. 


•7910240006 IE Insp Rept 50-346/79-24 on 790030-31. No none omp 1 i anc o 
noted. Major areas i nspec ted ; NRC req u i r ement s , wo r k procedures 
b program implementation records. 

YIN, l.T. , DANIELSON. 0. H. Region 3, Chicago, Office uf the 
Director. 79/09/11. 6pp. 


7910020776 Forwards response to IE Bulletin 79-16, "Vital Area Access 
Control. 11 Response withheld (ref 10CFR2. 790). 

CROUSE, R.P. Toledo Ellison Co, 79/09/12. lp. 


7910030277 Forwards IE Circular 79-19, "Loose Locking Devices on 
1 ngersol 1-Rand Pump Impellers." No action required. 

KEPPLER. J. G. Region 3, Chicago, Office of the Director, 79/09/13. 

lp. 


7910090765 Responds to IE Bulletin 79-18 Forwards info re audibility 
problems w/elerm b evacuation announcement sys in high noise 
areas. Bye determined to be satisfactory w/noted exceptions, 

CROUSE, R. P. Toledo Edison Co. 79/09/14, 2pp 


79L015067B Discusses error by BbU in generic rept "Analysis Summary in 
Support of Early Reactor Coolant Pump Trip," Section III re 
impact on no n-LOCA events, Licensees endorsed applicability 
of QbU ropt In responses to IE Bulletin 79-05C. 

HELTEMES. C. J. TMI-2 Bulletins b Orders 79/09/14. 22pp, 


7910250151 Forwards IE Insp Rept 50-346/79-23 on 790620-22.0702-03 b 
OB14-15. 

F I0RELLI, Q. Region 3. Chicago. Reactor Construction b Engineering 

Support Branch. 79/09/17. 2pp- 

—7910250155 IE Insp Rept 50-346/79-23 on 790620-22,0702-03 b 0014-15. No 
non comp ltanco noted. Major areas lnspocted:allegatio.n that 
steam generator support b pipe restraint were u nd er des i gned . 

YIN, l.T. , DANIELSON, 0. H. Region 3, Chicago, Office of the 
Director. 79/09/14. 9pp. 


— 7910030690 Notice of violation, from Insp on 790329-31.0601.04-00, 11-22. 
23-30 b 0702-08. 

c Region 3, Chicago, Office of the Director. 


79/0B/07 lp. 
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7910300002 Forwards IE Info Notice 79-22, " Oua 11 f 1 ca t i on of Control 

8gs, " Westinghouse 790030 ttr & Public Svc Electric & Gas 
Co 790910 ltr re potential unroviewed safety question. Action 
required within 20 days.W/o end. 

DENTON. HR. Office of Nuclear Reactor Regulation. 79/09/17. 4Bp p . 


7910010309 Forwards response to IE Bulletin 79-05C re reactor coolant 
pump operations. 

RAUSE.R.P. Toledo Edison Co 79/09/20. Ip, 


7910010391 "Supplemental Small Break Analysis. 11 
* Toledo Edison Co, 79/09/20. 23pp. 


7910010394 "Impact Assessment of Reactor Coolant Pump Trip on Non-LOCA 
Events. " 

* Toledo Edison Co. 79/09/20, 27pp. 


7910100476 Responds to IE Bulletin 79-21 re temp effects on level 
measurements. Liqui d level measuring sys for steam generator, 
pressurijer J< core flood tank have been examined. Tables re 
post-accident generator startup & liquid level end, 

CROUSE. R. P. Toledo Edison Co. 79/09/20. 7pp. 


7910110728 Responds to NRC 790905 ltr ro vlulation noted In IE Irisp 
Rept 50-346/79-16. Correc t ive ac t i ons: ma j or mod to solid 
raduia s t e disposal was prepared & submitted for review. 

CROUSE. R. Toledo Edison Co. 79/09/20. 2pp 


7910150685 Responds to IE Bulletin 79-05C . "Nucluor Incident at 
TMI - suppl. " Forwards followup response ro reactor coolant 
pump operations. Revises 790329 ltr re analysis of early 
reactor coolant pump trip U 790029 ltr on short term Item S. 
CROUSE. R. p. Toledo Edison Co. 79/09/20. 52pp. 


7910230361 Forwards NRC 790626 ltr ro multiple equipment failures 6 
surveillance testing errors, which was incorrectly 
distributed. Also forwards IE Insp Repto 90-295/79-13 b 
50-304/79-12. Ac tian required. 

EISENHUT, D. 0, Division of Operating Reactors. 79/09/21, 49p p 


7910110143 Forwards IE Circular 79-20, “Failure nf OTE Sylvanla Relay, 
Type PM Bulletin 7309. Catal og 5U12-11-AC w/120 Volt ac 
Ceil." No action required. 

KEPPLER, J. 0. Region 3. Chicago, Office pf the Director 79/09/24 
IP- 


R. Periodic operating reports U related correspondence 


7910120197 Forwards monthly operating rept for Sept 1979. 
MURRAY, T. D Toledo Edison Co. 79/10/08. Ip 


■7910120202 Monthly operating rept for Sept 1979. 

BTDTZ. J. , BERGER. C. Toledo Edison Co 79/10/08. 9pp. 


S. Reportable occurrences. LERs h related correspondence 


7910020471 Forwards LER 79-091 /03U-0. 

MURRAY, T, D. Toledo Edison Co. 79/09/26. Ip. 


— 7910020475 LER 79— 091 /03L— O: on 790901, steam generator 2 low level trip 
occurred on stoam t< feedwater rupture control sys channel 
3. Caused by Inoperable optical isolator in faulty Input 
buffer card. Board was replaced U new buffer card installed. 

NELSON, d.M. Toledo Edison Co. 79/09/26. 2 pp 


7910030537 Forwards RO NP-09-79-03. 

CROUSE, R.P. Toledo Edison Co. 79/09/27. Ip. 


— 7910050561 R0 NP-09-79-05: on 790031 , i] ur i ng review of station vent data, 
physicist determined that vent recorder was inoperable 
Caused by inoperable computer p a i n t . Roe or d er recollbr 6 
computer Input card changed. 

• Toledo Edison Co, 79/09/27. 2pp. 


79101B0323 PNO- 1 1 1 -79-004 : on 790926, tuTb ine throttle pressure limiter 
power supply f a 1 1 ed . Fa 1 1 ure of limiter caused closure of 
throttle valves resulting in loss of load. Review t. 
s urvei 1 lance testing In progress. 

REYEB, L. A. . TAMBLI NO, T. N. , HE! SHMAN, R . F. Region 3, Chicago, Office 
of the Director, 79/09/27. Ip. 


7910290184 PND-I II-79-7: on 791002, drill will be conducted at facility 
to tost state emergency plan. Region 3 will participate from 
incident response ctr. 

OREER.R, J. , DAVIS, A, H. Region 3, Chicago, Office of the Director. 
79/ i 0/01 . Ip. 


7910110350 Forwards LER 79-092 /03L-0. 

MURRAY, T. D. Toledo Edison Co. 79/10/05. Ip. 


7910100052 Lists addl util responses to IE Bulletin 79-06C. 

KELTEMES, C. J. TMI-2 Bulletins U Ordors, 79/09/35. 2pp. 

7910040257 Forwards IE Info Notice 79-23, "Emergency Diesol Generator 
Lube Oil Coolers." No action required. 

KEPPLER, 0. 0. Region 3, Chicago, OPfice of the Director, 79/09/26, 


7910040062 Forwards IE Info Notice 79-24. "Froion Linos « N, 
required. 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director 
ip. 


action 

79/09/27. 


7910170258 Forwards IE Info Notice 79-25, “Reactor Trips at Turkey 
Point Units 3 It 4. ” No action required. 

KEPPLER, J. O. Region 3, Chicago, Office of the Director. 79/10/0.1. 


7910100634 Forwards IE Info Notice 79-24, » Over pr u s sur t j a t i on of 

Containment of PWR Plant After Main Steam Line Dreak. " No 
action requlrod. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/01. 


7910230229 Responds to IE Bulletin 79-14, "Seismic Analysis for 
As-8uilt Safety-Related Piping Sys." Preliminary evaluations 
indicate no adverse effects on sys operability. 

CfiOUBEiR. P, Toledo Edison Co. 79/10/01. 29pp. 


7910250137 Ack receipt of 790920 Hr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-346/79-16 
DAVIS, A, B. Region 3, Chicago, Fuel Facility %, Materials Safety 

Branch. 79/lo/u. ip. y 


7910310264 Forwards Revision 2 to IE Bulletin 79-13, "Cracking 
Feedwater Sys Piping, “ Action required. 

KEPPLER. J. G. Region 3. Chicago, Office of the Director. 


in 

79/10/19. 


— 7910110354 LER 79-092/03L-0; on 790908, source range neutron dctectnr 
NI-1 U intermediate range neutron detocter NI-3 failed low 
during reactor shutdown. Caused by signal return cable t, 
associated connoc tors Cables c leaned . 

BEAKYNE, K. Toledo Edison Co. 79/10/05. 3pp. 


7910170349 Forwards LER 79-093/03L-0. 

MURRAY, r.D. Toledo Edison Co 79/10/12. Ip 


■7910170350 LER 79— 093/03L— 0: on 790917, outpu t relay driver lamp for 
relay K303A in steam J< feedwater rupture control sys channel 
3 was ex tingul shed. Caused by inoperable optical Isolator on 
relay driver board. Failed board was replaced. 

NELSON, J. M Toledo Edison Co. 79/10/12, 2pp. 


7910190463 Forwards LGRB 79-005/03L- 1, 79-O20/O3L, 79-045-03L- I t* 
79-0B6/O3L-1 . 

MURRAY, T. D. Toledo Edison Co. 79/10/13. Ip. 


■7910190469 LER 79-005/031.-1 : on 7901 06, b ora t od water storage tank 
bistable was tripped S, decay heat valves BH9A opened & DH7A 
closed. Cause by component failure of output relay K51A In 
safety feature actuation sys channel 4. 

NELSON, J. Toledo Edison Co. 79/10/13. 3pp. 


—7910190476 LER 79-02B/03L-1 i on 790217, high level fail alarm received 
for berated wa ter storage tank 1 eve 1 on safety features 
actuation sys channel 1. Caused by inadequate insulation of 
instrument piping U poor location of heat trace temp sensor. 

NAYLOR, R. Toledo Edison Co. 79/03/13. 3pp 


■7910190460 LER 79-04 3/03L- 1 ; on 790330. bora t ed water storage tank low 
level trip setpoint In safety feature actuation sys channel 
2 was out of tolerance, Caused by noisy constant current test 
potentiometer. Potentiometer replaced 
NELSON, J. M. Toledo Edison Co, 79/04/25. 3pp. 


— 7910190409 LER 79-0B6/03L-1 : on 790725, tra in 2 of control room emergency 
ventilation sys was inop erab 1 o. Cause by one of throe 
thermistor* in compressor motor winding falling to open 
c ircu i t. Compressor repaired & now one will be Installed. ! 

RUDOLPH, 0. P. Toledo Edison Co. 79/00/21. Bp jl . 
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7910230294 Forwards supplemental info to LER 78-1 44/03L-2. 
HURRAY i T, D. Toledo Edison Co. 79/10/13. Ip. 


—7910220299 Supplemental info to LER 70-114/O3L-2: on 701 1 10, borated 
water storage tank low level trip setpoint out of tolerance 
Caused by noisy constant current test potentiometer within 
safety features actuation ays cabinet. 

KOVACH, S. A. Toledo Edison Co. 78/12/07, 3pp, 


7910260264 Forwards LER 79-094/03L-0. 

MURRAY, T. D. Toledo Edison Co. 79/10/22, lp. 


— 791026026B LER 79-094/03L-0: o n, 790924, boron injection floupath test 
had not been performed to meet surveillance requirement. 

Caused by personnel error. Test was successfully performed 
on 790925. 

BROUN, D. H. Toledo Edison Co 79/10/22. Sp p 


7910310366 Forwards LER 79-095/03L-0. 

HURRAY, T.D. Toledo Edison Co. 79/10/23. lp. 


— 7910310369 LER 79-093/03L-0: on 790925, aux i 1 i ary feed pump turbine steam 
inlet valve NB106 on Sys 1 lost its ind i, ca ti on. Caused by 
loose lamp retainer ring which grounded ?■ blew control power 
fuse. Ring was tightened 6 fuse replaced 
BEELER, T. P. Toledo Edison Co. 79/10/23. 3pp. 


7910310299 Forwards LER 79-096/01T-0. 

MURRAY, T.D. Toledo Edison Co. 79/10/25. lp. 


—791031 0306 LER 79-096/Oi T-0 : on 79 101 5, capac I tor failed in integrated 
control sys resulting in unit trip from 68. B7. of full power. 

Caused by blown muffler on generator output 345 W breakers. 
Damaged mufflers replaced It offsite power re-es t abl i shed. 

BATCH, S. N. Toledo Edison Co. 79/10/25. 4pp. 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency 6 fire protection plans 


7910230323 Forwards draft amend to safeguards security contingency 
plan !t responses to NRC 790831 questions. Enc 1 withheld 
{ref 10CFR2. 7901. 

CLAYTON, F-L. Alabama Power Co. 79/10/05. lp. 


7910160454 Forward* revision to 790917 schedule re implementation of 
mods proposed In fire protection program re-evaluation All 
sprinkler lys mods completed by end of second refueling 
outage. 

CLAYTON, F. L. Alabama Power Co. 79/10/10. 3pp. 


J, Insurance It indemnity information 


7910280196 Executed Amend 5 to Indemnity Agreement B-fll, modi fy ing 
prefatory language re transports t ion, hand I ing 6 storage of 
radioactive matl. 

SALT7MAN, U. Antitrust Si Indemnity Croup. DARTCN, A. If. Alabama 
Power Co. 79/10/19. lp. 


P. Operating license stage documents h correspondence 


7910090241 Forwards FH notice of amend to 10CFR73. 55 re requirements 
for physical protection of nuclear power . p lants. Amend defers 
Implementation of physical search requirements from 790B01 
to 791101. 

DENTON, H.R. Office of Nuclear Reactor Rogulatlon. 79/00/10. 49pp. 


7910010659 Forwards 60-day response to IE Bulletin 79-14. Comp 1 ete 
program deve 1 aped, approved & implemented an 790730 for insp 
of elements affecting inputs to seismic analyses of scoped 
piping sys. Insp nf Inaccessible areas scheduled for 790903. 
CLAYTON, F. L. Alabama Power Co. 79/09/04. 2pp. 


7910090577 Forwards results of review of atmospheric dispersion factors 
for 13 plan t » . Requs »ts confirmation of accuracy of exclusion 
area boundaries. 

HULMAN, L. 0. Hydrology Meteorology Branch. 79/09/04. 13pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging 6 venting during normal operation. Requests 
commitment to implement valve qualification program within 
30 days. 

EISENHUT, D. 0. Division of Operating Reactors. 79/09/27. 3pp. 


7910220329 Requests oddl Info ro loss of offsite power on 770916 6 
7800 i 2 to aid in rBvieu of offsite power sys adequacy. 

Requests response within 90 days. 

BCHUENCER, A. Operating Reactors Branch 1 (Pro 791030). 79/10/02. 

3pp. 


7910260250 Responds to 780202 response re potential for reactor cavity 
annulus seal ring to become destructive missile in event of 
LOCA pipe break inside reactor c a vi ty . Re sp nose inadequate. 

Must demonstrate safety or remove ring. 

BCHUENCER, A. Operating Reactors Branch 1 (Pre 791030). 79/10/02. 

2pp. 


7910100343 Forwards response to NRC 790917 request for addl info re 
environ interaction issue. Continued facility operation 
just ifi ed. 

CLAYTON, F. L. Alabama Power Co. 79/10/05. I2pp 


7910100369 Notifies that response to 79O0OB Itr ro adequacy of facility 
electric distribution sys voltages cannot bo made until 
791 10B. 

CLAYTON, F. L. Alabama Pooler Co. 79/10/05. lp. 


7910160440 Forwards proposed change to License NPF-2 Tech Bp oc Tables 
3. 3-3 thTough 3. 3-5. 4. 3-2 Si paragraph 4. B. 1.1.2 re degraded 
electrical power grid c ond 1 t i ons. Safety evaluation 6 Class 
III f b e one 1 . 

CLAYTON, F. L. Alabama Power Co. 79/10/10. 13pp. 


•7910160446 Proposed change to Tech Spec Tables 3. 3-3 through 3. 3—3, 
Paragraph 4. B. 1. 1. 2 re degraded electrical power grid 
conditions. Safty evaluation end. 

* Alabama Power Co. 79/10/10. 11pp. 


7910160533 Forwards marked-up copies of proposed amends to Tech Specs 
for Unit 1 St proposed radiological effluent Tech Specs for 
Unit 2. Also forwards revised draft Offsite Dose Calculation 
Manual. 

CLAYTON, F. L. Alabama Power Co. 79/10/10. 100pp. 


— 7910160560 Revised Draft Offsite Dose Calculation Manual, 
e Alabama Power Co. 79/01/26. 70pp. 


7910190500 Confirms 791011 te 1 c on. We s t i ng hou se notified util that three 
ASME Class 3 valves are Installed in Class 2 sys. Info not 
fully evaluated. Further details will be provided in followup 
rep t. 

HAIRSTON, W. O. Alabama Power Co. 79/10/12, lp. 


7910260103 Forwards generic 6 plant-specific requirements for auxiliary 
feedwater sys 

EISENHUT, D. G. Division of Operating Reactors. 79/10/13, 23pp. 


7910220343 Forwards info requested re cost evaluation results for 
limiting containment purge. Further Info re operability of 
containment purge valves will be provided in near future. 
CLAYTON, F. L. Alabama Power Co. 79/10/14. 2pp. 


7910230267 Foruards proposed changes to Tech Specs re corrections to 
list of safety-related hydraulic snubbers, Class II t< III fee 
enc 1 . 

CLAYTON, F. L. Alabama Power Co. 79/10/15. 2pp. 


— 7910230274 Proposed changes to Tech Spec 6.12 clarifying access 
requirements to radiation areas t 3.7-4 re saf e ty-re 1 a ted 
hydraulic snubbers. 

* Alabama Power Co 79/10/15. 33pp. 


7910300319 Forwards proposed changes to Tech Specs re addition of 
feedwater bypass va Ives. Support i ng documentation h Class III 
fee end 

CLAYTON, F. L. Alabama Power Co. 79/10/23. 2pp. 


— 7910300323 Proposed change to Tech Specs 3. 3-5 re addition of feedwater 
by pass valves. 

« Alabama Power Co. 79/10/23. lp. 


7910300314 Responds to 790913 request for followup actions resulting 
from reviews ro TNI-2 inc idsnt. Forwards short-term lessons 
learned & emergency preparedness commitments. 

CLAYTON, F. L. Alabama Power Co. 79/10/24. 40pp, 


0. Inspection reports, IE Bulletins & correspondence 


79100307B6 Forwards suppl to IE Bulletin 79-14, "Seismic Analysis far 
As-0uilt Safety-Related Piping Sys." Action required. 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director. 

79/08/13. 2pp. 
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7910100553 Forwards IE Insp Repts 50-348/79-20 fc 50-364/79-11 on 
790006-09. No noncomp 1 i anc e noted. 

LEWIS. R. C. Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch. 79/08/30. 2 pp. 


— 791O10O55B IE Insp Repts 50-348/79-2B S< 50-364/79-11 on 790B06-09. No 
noncompliance noted. Major areas insp ac ted : preoperational 
test procedure 6 results. 

BURNETT. P, T. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. WAGNER, A. Q. Region 2. Atlanta. Office of the 
Director. 79/00/20. 5pp. 


7910100539 Forwards IE Insp Repts 50-340/79-27 t, 50-364/79-12 on 
790013-15. No none omp 1 i ance noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction 6 Engineering 

Support Branch. 79/08/31 . 2pp. 


—7910180343 IE Insp Ropts 50-340/79-27 U 50-364/79-12 on 790B13-15. No 
noncamp 1 iance noted Major areas inspoc tod ; preservi c» insp 
activities it activities relative to IE Bulletin 79-13. 

HERDT, A. R. Region 2, Atlanta, Reactor Construction !, 

Engineering Support Branch. CROWLEY, B R. Region 2, Atlanta. 
Office of the Director. 79/0B/30. App. 


7910110085 Responds to IE Bulletin 79-16. "Vital Area Access Control, " 
Screening program for vital areas initiated. 

CLAYTON, F. L. Alabama Power Co. 79/09/05. App. 


7910230035 Forwards IE Insp Rapt 50-348/79-29 on 790020-23. No 
noncomp 1 iance noted. 

LEWI8, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/09/07. 2pp. 


—7910230042 IE Insp Rept 50-34B/79-29 on 790820-23. No non c omp 1 i ance 
noted. Major areas Inspected : operations review, open ?< 
resolved items, LERs h IE circulars. 

HARDIN, A. K. , BRADFORD, W. H. Region 2, Atlanta, Office of the 
Director. MARTIN, R.D. Region 2, Atlanta, Rea c tor Opera ti on s 

Nuclear Support Branch. 79/09/06. 4pp. 


7910020569 Forwards IE Circular 79-19. "Loose Locking Doviceo o-n 
Ingeraol 1-Rand Impellers," No action required, 

O'REILLY, J. P. Region 2, Atlanta, OfPlce of the Director. 
79/09/13. Ip. 


7910110226 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys. " No action required, 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/09/14. Ip. 


7910030607 Forwards response to IE Bulletin 79-19, "Packaging of 
Lou Level Rodwaste for Transport It Burial, ” Describes 
procedures followed, training scheduled and audita pi arnned. 
CLAYTON, F. L. Alabama Power Co. 79/09/17. 2pp. 


7910300002 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys," Meetinghouse 790830 1 tr h Public Svc Electric S< Gas 
Co 790910 ltr re potential unTCVlewad safety quits 1 1 on. Ac t ion 
required within 20 days. W/o one 1 . 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/09/17. 4Qpp. 


7910230361 Forwards NRC 790626 ltr re multiple equipment failure® & 
survel I lance testing errors, which wao incur rsc 1 1 y 
distributed. Also forwards IE Insp Repts 50-295/79-13 l< 
50-304/79-12. Action required. 

EJSENHUT, 0. 0. Division of Operating Reactors. 79/09/21. 49pp. 


7910040197 Forwards IE Info Notice 79-23, "Emergency Dienal Generator 
Lube Oil Coolers." No action required 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/26. 2pp. 


7910190233 Forwards IE Bulletin 79-24, "Frojen Line*. 11 Action required. 
O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/27. 2pp. 


7910170206 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Unit* 3 & 4. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910170715 Forwards IE Info Notice 79-24, "OverpreaBur i lafcion of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/1,0/01. 2pp. 


7910260110 Notifies that response to IE Bulletin 79-21, "Temp Effects 
on Level Measurements," will be submitted by 791031. 

CLAYTON, F. L. Alabama Power Co. 79/10/16. Ip. 


R. Periodic operating reports it related correspondence 


7910160467 Forwards monthly operating rept for Sept 1979. 
CLAYTON.F. L, Alabama Power Co. 79/10/10. Ip. 


--7910160471 Monthly operating rept for Sept 1979. 

HAIRSTON, W. G. Alabama Power Co. 79/10/01. 4pp. 


S. Reportable occurrences, LERs S, related correspondence 


7910150431 RQ on 79081 4, t a rbon dioxide fire protection ays for dio*ol 
generator bldg declared i nap erob 1 e. Caus ed by malfunction of 
carbon dioxide timers associated u/rnoms 1— 2A *> 2R. Fire 
watch conducted until timer replacad 6 sys operable. 

CLAYTON, F. L. Alabama Power Co 79/09/20. Ip 


791003 0478 Forwards LERs 79-036/03L-0 8, 79-037/03L-0. 
CLAYTON.F. L. Alabama Power Co. 79/09/20. Ip. 


— 7910030407 LER 79-O36/03L-0: on 790903, train B RHR relief Isolation 
valves closed when power was applied to actuators- to enable 
valve position indication. Caused by pulled fuses that forced 
output circuit to send signal to close valves. 

HAIRSTON, W. G A 1 a bam a Power Co . 79/09/20. 3pp. 


— 7910030500 LER 79-037/03L-0 : on 790906, au x i 1 i ary bldg battery 
verification was turn days late. Caused by personnel error. 
Performance of serve 111 ance tests on scheduled dates will b B 
discussed u/affectcd personnel. 

HAIRSTON, W. O. Alabama Power Co, 79/09/29. 3pp. 


7910100443 Forwards LER 79-021 /01T-4. 

CLAYTON, F. L. Alabama Power Co. 79/10/05. Ip. 


— 7910100449 LER 79-021 /01T-4 : on 790412. found certain pipe hangers would 
not meet structural code safety maTg ins. Caused by inadequate 
design control. Adequacy of all pipe hanger assemb lies has 
been verified 

HArRSTON. W. a. Alabama Power Co, 79/10/05, 4pp. 


7910190441 RO: on 791 008, i nodver tan t gas release occurred while 
perform! ng main! on waste gas dec ay tank inlet Isolation 
valve bonnet. Bldg was e vaeu a tod . Ftad ia 1 1 on tests on pprsonnd 
nega ti ve. 

HAIRSTON, W.Q Alabama Power Co. 79/10/08, lp. 


7910160512 Forwards LEfiq 79-038/03L-0 b 79-039/03L-O. 
CLAYTON, F. L. Alabama Power Co. 79/10/10. lp. 


— 7910160518 LER 79-03B/03L-0; an 790912, while performing surveillance 
tost FNP-l-STP-l . 0. c ante inmen t gaseous activity purge 8, 
exhaust isolation monitor declared inoperable. Caused by 
monitor bypass valve being in open pool t Ion. 

HAIRBTON.W. 0. Alabama Power Co, 79/10/10. lp. 


— 7910160324 LER 79-039 /03L-O; on 790924, fuel storage poal area radiation 
monitor declared inoperable duo to reading discrepancy. 

Caused by instrument dr i f t. Monl tor recalibr h returned 
to svc on 790930. 

HAIRBTON.W. <3. Alabama Power Co. 79/10/10. lp. 


7910230480 Forward* nonroutino environ operating rapt. 
CLAYTON, F. L. Alabama Power Co. 79/10/tl. lp. 


—7910230492 Nonroutlne environ operating rept: on 791008, inadvertent 
gaseous release occurred during malnt on waste gas decay 
tank 8 inlet isolation valve bonne t. Caused by faulty 
Instructions of wot k request l< inadequate communication. 

* Alabama Power Co, 79/10/09. Hpp. 


7910230462 Forwards LER 79-040/01T-0. 

CLAYTON, F. L. Alabama Power Co. 79/10/19. ip. 


—7910230463 LER 79-040/01T-0: on 791011. wrong valves Installed In piping 
sys. Caused by deficiency in original plant design equipment 
spec ». Valves being replaced. 

HAIRSTON, H. 0. Alabama Power Co. 79/10/19. lp. 


DOCKET 30-352 LIMERICK GENERATING STATION, UNIT t 


A, App 1 1 cation/eorvatryct ion stage documents & correspondence 


7910090483 Summary of 790006-07 meeting w/util «t const site re cane 
load forecast. 

TIBBITTB, D. L. Light Hater Reactors Branch 2. 79/09/23, Opp. 



m 


DOCKETED ITEMS 


'910300972 Summary of 790906-07 meeting w/util In Montgomery County, PA 
to assess when Unit 1 will be ready for fuel loading. 

TIBBITT5, D. L. Light Water Reactors Branch 1. 79/09/25. 14pp. 


'910240331 Requests Mart II pool dynamic load taut description, 
rationale for plant-unique program. task schedule 6 
doc umentation 

VARGArS.A. Assistant Director for Light Mater Praetors. 79/10/OB. 
3pp. 


'910290344 Responds to NRC 791002 ltr to addl tests ta confirm 
conservatism in condensation oscillation loads. Tec hnical 
evaluation of need for more testing must be considered. 
LOGUE.R.H. Philadelphia Electric Co. 79/10/22. lp 


1. Oeneral correspondence 


'91029Q089 Responds to 790416 ltr sent to Region i re risk posed from 
DE RiveT uiatsr diverted to p lan t . Descr i bes technicalities re 
cooling water required For safe shutdown & makeup water to 
generate electricity. 

VARGA, S. A. Assistant Director for Light Mater Reactors. 79/10/09 
2pp. 


'. Operating license stage documents 6 correspondence 


—7910090711 Forwards IE Insp Repts 30-352/79-05 *< 30-353/79-05 on 
790507-11 *. 17-21 t, notice of violation, 

CARLSON, R. T. Region 1, Philadelphia, Reactor Construction 6 

Engineering Support Branch. 79/0B/22. 2pp. 


— 7910090714 notice nf violation from lnsp on 790507-11 & 17-31. 

* Region 1, Philadelphia, Dfflcs of the Director. 79/00/20. 
Ip- 


—7910090717 IE Insp Repts 50-352/79-05 5 50-353/79-05 on 790507-11 6 
17-21 . None omp liance noted: fa ilure to follow documentation 
procedures For elongation t< force when reworking slipped 
strand s. 

MATTIA,J. , VARELA, A. Region 1, Philadelphia, Office of the 
Director. MCGAUGHY, R, Region 1, Philadelphia, Reactor 

Construction J< Engineering Support Branch. 79/00/20. 14pp. 


7910040(40 Forwards IE Info Notice 79-23, '‘Emergency Diosel Generator 
Lube Oil Coolers. " No action required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 

79/09/26. 4pp. 


7910180167 Forwards IE Bulletin 79-24. "Froion Lines." No action 
required . 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/09/27. Ip. 


910230320 Forwards response to NRC 790913 request for implementation 
of actions contained in NUR EG-037B re THI-2 Lessons Learned 
Task Force short-term recommondat l ons. Response is consistent 
u/EWR owners group recommendations. 

DALTROFF. S. L. Philadelphia Electric Co. 79/10/17. 21pp. 


7910160554 Forwards IE Info Notice 79-23, "Reactor Trips at Turkey 
Point Units 3 14." No action required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 

79/ 10/01. Ip. 


Inspection reports, IE Bulletins N correspondence 


910020539 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ing ersol 1-Rand Pump Impellers. " No action required. 

GRIER, 0. H. Region 1, Ph i lade 3ph la, Office of the Director. 
79/09/13. Ip. 


910120266 Ack receipt of 790912 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/79-04 l 
50-353/79-04. 

CAFILSONr R . T. Region 1, Philadelphia. Reactor Construction E, 

Engineering Support Branch. 79/09/20. Ip. 


-7910120271 Responds to NRC 790B16 ltr re violations noted in IE Insp 
Repts 50-352/79-04 !< 50— 353/79-04. Cor r ec t i v e ac ti ons : valve 
cleaned tt Inspected 6 GC engineers trained in job rule 
requirements. 

BOYER, V. S. Ph i ladelphia El ec tr lc Co. 79/09/12. 2pp. 


—7910 120275 Forwards IE Insp Repts 50-382/79-04 5, 50-353/79-04 on 
790410-12 U notice of violation. 

CARLSON, R. T. Region 1, Philadelphia, Reactor Construction *< 

Engineering Support Branch. 79/09/16. 2pp. 


-7910120270 Notice of violation from Insp on 790410-12, 

4 Region 1, Philadelphia, Office of the Director. 79/00/10. 


-7910120204 IE Insp Ropts 50-352/79-04 6 50-333/79-04 on 790410-12. 
Noncompliance no t e d: f a 1 1 ur o to adequately cover primary 
steam isolation valve. Valve was subjected to weld slag, weld 
grind ing, dust t, dirt. 

MATT 1 A, J, . SANDERS, W, Region 1, Philadelphia, Dffice of the 
Director. MCGAUGHY, R. Region 1, Philadelphia, Reactor 

Construction l> Engineering Support Branch. 79/08/10. 5pp. 


710090601 Forwards IE Circular 79-20, "Failure af GTE Sylvania Relay, 
Type PM Bulletin 7305 Catalog S912-U-AC w/120 Volt ac 
Coll." No action required. 

GRIER, B. H. Region 1, Ph 1 lade 1 ph ia , Office of the Director. 
79/09/24 lp. 


710090706 Ack receipt of 7909H7 ltr informing NRC of steps taken to 
correct violations noted in EE Insp Repts 50-352/79-05 fc 
50-393/79-05. 

CARLSON, R. T. Region 1, Phi lad elph la, HeactoT Construction t. 

Engineering Support Branch. 79/09/25. ip. 


-7910090709 Responds to NRC 790922 ltr re violations noted in IE Insp 
Repts 50-352/79-05 N 50-353/79-05. Cor rec t i ve actions: 
procedure revised for documentation of elongation & of force 
of reworked strands U subcontractor procedure reviewed. 

BOYER, V. S. Philadelphia Electric Co. 79/09/17. 2pp. 


7910170630 Forwards IE Info Notice 79-24, "Overpressur i *a t i on of 
Containment of PUR Plant After Main Steam Line Break. " No 
ac t ion requi red. 

GRIER, D H. Region 1, Philadelphia, Dffice of the Director. 
79/10/01. tp. 


7910260454 Ack receipt of 790927 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/79-06 t, 
50-333/79-06. 

CARLSON, R. T. Region 1, Philadelphia, Reactor Construction 6 

Engineering Support Branch. 79/10/04 lp 


•7910260456 Responds to NRC 790828 ltr re violations noted in IE Insp 
Repts 50-352/79-06 4, 50— 353/79— 06. Corre c t i ve ac t i one ; r e vi ev 
of piping sys requiring approved erection sequences was 
submitted to Bechtel ?< approved. 

BOYER, V. S. Ph (ladelphia Elec trie Co. 79/09/27. 2pp. 


— 79102604 58 Forwards IE Insp Repts 50-352/79-06 J< 50-353/79-06 on 
790616-20 1, notice of violation. 

CARLSDN, R. T. Region I, Philadelphia, Reactor Construction & 

Engineering Support Branch. 79/00/28. 2pp. 


— 7910260459 Notice of violation from insp on 790610-20. 

* Region l, Philadelphia, Office of the Director. 79/08/27. 

2pp. 


■7910260467 JE Insp Repts 50-352/79-06 {< 50-353/79-06 on 790610-20. 
Nonccmp l iance noted : procedures when erecting RHR piping 
inside containment were not fallowed. 

MATTJA.J. C. , CERNE. A. Region i, Ph i lad e 1 p h i a, Office of the 
Director. MCGAUGHY, R. Region 1, Ph 1 1 ad e 1 p h i a, Reactor 

Construction U Engineering Support Branch. 79/0B/27. 11pp. 


7910220134 Director's decision under 10CFR2. 206. Invest igati on will be 
conducted re effect of quarry b 1 as t ing . Invest 1 gat i on of 
concrete vo i d/honeyc omb not warran ted. Comp u ter analysis used 
in seismic design under investigation. 

CASE, E. 0. Office of Nuclear Reactor Regulation. 79/10/09. 8pp, 


— 7910220133 Forwards IE Insp Rept 50-352/76-00 on 760916-19,22 & 25. 
No noncompliance noted. 

CARLBDN, H. T. Region 1, Philadelphia, Reactor Construction 6 

Engineering Support Branch. 79/09/07. 2pp, 


— 7910220144 IE Insp Repfc 50-352/76-00 on 760816-19,22 & 25. No 
none omp 1 i an c e noted. Major areas inspec ted : reactor vessel 
transporter chain drive U containment drywell walls. 

TOTH, A 0. , SANDERS, W. F. Region 1, Philadelphia, Office of the 
Director. HE1EHMAN, R. F. Region 1, Philadelphia, Reactor 

Construction & Engineering Support Branch. 76/09/07. 16pp. 


— 7910220147 Forwards IE Insp Rept 50-352/76-09 on 760911,14-17 & 27 *< 
notice of violation. 

CARL80N, R . T. Region i, Philadelphia, Reactor Construction & 

Engineering Support Branch. 76/10/15. Ppp. 
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— 7910280150 Notice of violation from insp an 760911.14-17 i< 27. 

* Region 1. Philadelphia. Office of the Director. 76710/13. 
IP- 


— 7910220150 IE Insp Rept 50-352/76-09 on 760911,14-17 ?< 27. Noncomp 1 i anc e 
noticed: failure to implement spec I’ -303 cleanliness 
control requirements t< failure to maintain reinforcing steel 
clearances In dr y wel 1 wall. 

TOTH, A. D. , ELGAS5ER. T. C. Region 1> Philadelphia. Office of the 
Director. HEISHMAN. R. F Region 1, Philadelphia. Reactor 

Construction l< Engineering Support Dranch 76/10/13. 21pp. 


—7910220163 Forwards IE Insp Rept 50-352/77-01 on 770124-25. No 
noncomp 1 lance noted 

CARLSON* R. T. Region 1. Philadelphia. Reactor Construction & 

Engineering Support Dranch. 77/03/04. 2pp. 


— 7910220170 IE Insp Rept 50—392/77—01 on 770124— 25. No noncompliance 
noted, Major areas inspoc ted : concrete containment drywell 
wall. 

VQRELA, A. A. Region 1. Ph i 1 ad o 1 p h la. Office of the Director 
HAYNES, R. C, Region 1, Philadelphia. Reactor Construction h 

Engineering Support Branch. 77/02/2Q. 7pp. 


— 7910220173 Forwards IE Insp Rept 50-352/77-15 on 771207-09. No 
noncomp liance noted. 

CARLSON, R T. Region 1. Philadelphia. Reactor Construction ?, 

Engineering Support Dranch. 70/01/11. 2pp. 


•7910220101 IE Insp Rept 50-332/77-13 on 771207-09. No nunc omp 1 1 anc e 
noted, Major areas inspoc ted : (1A procedures U work activities 
re safety-related piping. 

MATTIA, J. i FABAND, A Region 1. Philadelphia. Office of the 
Director. MCGAUOHY. R. W. Region 1, Philadelphia. Reactor 

Construction 6 Engineering Support Branch, 70/01/10. 13pp. 


— 7910320190 Forwards final deficiency rept re separation gaps between 
containment ?< reactor enclosure. 

BOYER, V. S. Philadelphia Electric Co. 70/06/13. Ip 


•7910230196 Final deficiency ropt ro adequacy of separation gaps between 
containment & reactor enc losure. As-bui 1 1 separation gaps 
adequate to meet design requirements. 

» Philadelphia Electric Co. 70/06/30. 5pp. 


-7910220206 Notice of issuance of director's decision under 10CFR2.206. 
Investigation will be conducted re effects of quarry 
blasting. Investigation of eoncrote voi d/h onoycnmb not 
warranted. 

CASE. E. 0. Office of Nuclear Reactor Regulation 79/10/09. 8pp. 


■7910230200 Responds to 790617 Itr. Copies of correspondence w/ulil re 
quarry blasting effects investigation will he forwarded. 

DENTON. H, R. Office of Nuclear Reactor Regulation. 79/10/09. lp. 


•7910220213 Responds to 790022 Itr re effects of quarry blasting 
Investigation will be conducted. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/10/09. 2pp. 


U. Congressiona 1/E»ecu t i ve Correspondence 


7910090539 Requests review of constituent 790EU0 Itr repressing 
concern about nuclear power in PA. Response should be in 
duplicate along w/roturn of memo, 

BCHWEIKER. R. 6. Senate. 79/00/17. 4pp. 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A. Application/construction stage documents ti correspondence 


7910090403 Summary of 790806-07 meeting w/utl 1 at const site ro case 
load forecast. 

TIDDITTS, D. L. Light Water Reactors Branch 2. 79/09/25. Bpp, 


791Q30057S Summary of 790006-07 meeting u/util in Montgomery County, PA 
to assess when Unit 1 will bo ready for fuel loading. 

TIDDITTS, D. L. Light Water Reactors Dranch 1. 79/09/25. I4pp, 


7910340231 Requests Mark II pool dynamic load tank description, 
rati ona le for p lant-unique program, task schedule i< 
documentation . 

VARGA, 8. A- Assistant Director for Light Water Reactors. 79/10/013. 
3pp. 


7910330520 Forwards response to NRC 790913 request for impl ementa tion 
of actions contained in NUREG-0570 re TMI-2 Lessons Learned 
Task Force short-term recommendations. Response i s' const stent 
w/DWR owners group recommendations. 

. DALTRQFF. B. L. Philadelphia Electric Co. 79/10/17. 21pp. 


7910390344 Responds to NRC 791002 Itr re add! tests to confirm 
conservatism in condensation oscillation loads. Techn 1 cal 
evaluation of need for more testing must be considered. 
COGUE. R. H. Philadelphia Electric Co. 79/10/23 Ip 


H General correspondence 


7910290089 Responds to 790416 Itr sent to Region 1 re risk posed from 
DE River water diverted to p lan t Desc r i bos technicalities re 
cooling water required for safe shutdown Sc makeup water to 
g enerats electricity. 

VARGA. 8. A. Assistant Director for Light Water Reactors, 79/10/09. 

2pp. 


0 Inspection reports, IE Bulletins 8. correspondence 


7910030539 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingcrsol 1-Rand Pump Impellers." No action required. 

GRIER, B. H. Region 1, Philadelphia. Off ice of the Director. 
79/09/13. Ip. 


79 1 0120246 Ac k receipt of 790912 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/79-04 8, 
50-353/79-04. 

CARLEC1N, R. T. Region 1, Philadelphia. Reactor Construction & 

Enginoering Bupport Branch. 79/09/20. Ip 


— 7910120371 Responds to NRC 790D16 Itr ro violations noted In IE Inop 
Repts 50-352/79-04 t< 50-353/79-04. C orr ec 1 1 ve actions: valvo 
cleaned >< inspected !< GC engineers trained in job Tills 
r oqui resnon to 

HOVER. V. S Philadelphia Electric Co. 79/09/12. 2pp. 


•7910120275 Forwards IE Insp Repts 50-352/79-04 6 50-353/79-04 on 
790410-12 *, notice of violation. 

CARLSON. R. T. Region 1, Philadelphia, Reactor Construction L 

Engineering Support Dranch. 79/00/ 16. 2pp 


— 7910130378 Notice of violation from insp on 790410-12. 

* Region 1, Philadelphia, Office of the Director, 79 /OB/ 10. 

Ip. 


■7910120204 IE Insp Repts 50-352/79-04 50-353/79-04 on 790410-12. 

Noncomp 1 i anc o noted: fa i lure to adequately cover primary 
steam isolation valve. Valve was subjected to weld slag. weld 
gr indirig . dus t f< dirt. 

MATTIA, J. i SANDERS, W, Region 1, Philadelphia, Office of the 
Director. MCGAUOHY, R Region i, Ph iladelphia. Reactor 

Construction U Enginoering Bupport Dranch. 79/08/10. 5pp. 


7910090601 Forwards IE Circulnr 79-20. "Failure of GTE Sylvanla Relay. 
Typo PM Gullotin 7305 Catalog 5U12-11-AC w/ 1 20 Volt an 
Coll," No action required, 

GRIER.B.H. Region 1, Philadelphia. Office of tho Director. 
79/09/24. Ip. 


7910090706 Ac k receipt of 790917 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-352/79-05 f, 
50-353/79-0-5. 

CARLSON, R. T. Region 1, Philadelphia. Reactor Construction 

Engineering Support Dranch, 79/09/25. Ip. 


— 7910090709 Responds to NRC 790B22 Itr re violations noted in IE Insap 
Repts 50-352/79-05 !< 50-353/79-05. C orree t i ve actions: 
procedure revised for documentation of elongation & of force 
of reworked strands S< subcontractor procedure reviewed. 

BOYER, V.8. Philadelphia Electric Co. 79/09/17 2pp. 


•7910090711 Forwards IE Insp Repts S0-352/79-05 fc 50-353/79-05 on 
790507-11 e, 17-21 h notice of violation. 

CARLBON.R. T. Region 1, Philadelphia, Roaetor Construction fc 

Engineering Support Branch. 79/OB/ 22. 2pp. 


-7910090714 Notice of violation from insp on 790507-11 S< 17-21. 

* Region 1. Philadelphia, Office of the Director. 79/08/30. 
ip. 


-—7 9 1 00907 1 7 IE Insp Rept* 50-353/79-05 & 50-353/79-05 on 7905D7-U & 
17-21. Nqncomp liance noted : fa 1 lure tp follow documentation 
procedures for elongation t. force when reworking slipped 
strands. 

MATTIA. d, i VARELA. A. Region 1, Philadelphia, Office of the 
Director. MCGAUOHY, R. Region 1, Philadelphia, Reactor 
Construction i, Engineering Bupport Dranch. 79/08/20. 11pp. 
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7910040140 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. 1 ’ No action required. 

DRIER, B.H. Region 1, Philadelphia. Office of the Director. 
79/09/26. 4pp . 


7910180167 Forwards IE Bulletin 79-24, "Froien Lines." No action 
required. 

QR1EFI, B. II, Region l. Philadelphia. Office of the Director. 
79/09/27. Ip. 


7910160934 Forwards IE Info Notice 79-29. "ReactoT Trips at Turkey 
Point Units 3 !< 4. " No action required. 

Oil TEN. D. H. Region 1. Philadelphia, Office of the Director 
79/10/01. Ip. 


79I0170A3D Forwards IE Info Notice 79-24, "Ovarpressuriration of 
Containment of PWH Plant After Main Steam Line Creak. “ No 
action required. 

QRIER»B,H. Region L, Philadelphia. Office of the Director. 
79/10/01 . ip. 


7910260454 Act receipt of 790927 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/79-06 l< 
90-393/79-06. 

CARLOOfl. R, T. Region 1, Philadelphia, Reactor Construction I. 

Engineering Support Branch. 79/10/04. Ip. 


•7910260456 Responds to NRC 790828 Itv re violations noted in IE Insp 
Repts 30-352/79-06 R 50-333/79-06. C orroc t i v* ac ti on s : r ev 1 *w 
of piping sys requiring approved erection sequences was 
submitted to Bechtel 6 approved. 

DOVER i V. B. Philadelphia Electric Co. 79/09/27. 2pp. 


— 7910260498 Forwards IE Insp Repts 50-352/79-06 <. 50-353/79-06 on 
790618-20 t; notice of violation. 

CARLSON, R. T. Region 1. Philadelphia, Reactor Construction 6 

Eng in eoring Suppor t Branch. 79/08/28. 2pp. 


—7910260459 Notice of violation from insp on 79061G-20. 

• Region 1. Philadelphia. Office of the Director. 79 /OB/27. 
2pp. 


— 7910260467 IE insp Repts 50-352/79-06 U 50-353/79-06 on 790618-20. 
None empl lane o noted; procedures when erecting RHfl piping 
inside containment were not followed 

HATTIA, J C. , CERNE, A. Region 1. Philadelphia, OfFice of tho 
Director. MCGAUGHV, R- Region 1. Philadelphia. Reactor 

Construction St Engineering Support Branch. 79/08/27. I tpp 


7910220134 Director's decision under 10-CFR2. 206. Invest! gatlon will be 
conducted re effect of quarry blasting. Investigation of 
concrete void/honeycomb not war ranted Compu ter analysis used 
in seismic design under investigation, 

CASE, E. 0. Office of Nuclear Reactor Regulation. 79/10/09. Bpp. 

— 7910220190 Forwards final deficiency rept re separation gaps between 
containment 6 roactor enclosure. 

DOVER, V. 8, Philadelphia Electric Co. 79/06/13. Ip. 


—7910220196 Final deficiency rept re adequacy of separation gaps between 
containment 6 roactor enc losure. As-bul 1 1 separation gaps 
adequate to meet design requirements. 

* Philadelphia Electric Co. 70/06/30, 3pp. 


•7910220206 Notice of Issuance of director’s decision under IQCFR2. 206. 
Investigation will be conducted re effects of quarrg 
b lasting Investigation of concrete vold/honoycomb not 
warranted. 

CA0E.E.O. Office of Nucloar Reactor Regulation. 79/10/07. 2pp. 


-7910220203 Responds to 790617 Itr. Copies of correspondence w/util re 
quarry blasting effects Investigation will be forwarded. 

DENTON, HR. Office of Nuclear Reactor Regulation. 79/10/09. ip. 


■7910220212 Responds to 790022 ltr re effects of quarry blasting, 
Investigation will be conducted. 

DENTON. HR. Office of Nucloar Reactor Regulation. 79/10/09. 2pp. 


U. Congrussi onal /Executi vu Correspondent* 


79 1 0090539 Requests review of constituent 790810 ltr expressing 
concern about nuclear power In PA. Response should be in 
duplicate along w/return of memo. 

ECHWEIKER, H. B Senate. 79/00/17. 4pp. 


DOCKET 50-334 HOPE CREEK NUCLEAR STATION, UNIT 1 


A. App I icatlon/c onstruc 1 1 on stage documents & correspondence 


7910160145 Notification of 790926 meeting w/Mark I owners in Botheada, 
MD to discuss pool swelling compressibility effects & 
downcomer condensation loads, 

GRIMES, C. I Plant Systems Branch (Pro 791030). 79/09/24, Ip. 


7910170010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty in load magnitudes re condensation 
oscillation load definition procedures. Draft ltr to Mark I 
utils re test program enc 1 . 

GRIMES, B, K, Assistant Director for Systems Engineering (Pro 
791030). 79/09/25. 4pp. 


7910170006 Discusses resolution of potential problem re Mark I 
containment Identified in 790331 memo. Addl Info re response 
c harac t eris t les of downc omor -ven t header sys shows 
sufficient structural fatigue margins ex 1st. Evaluation encl. 

DENTON, H R Office of Nuclear Reactor Regulation. 79/09/26. 2pp. 


7910050537 Responds to NRC position on use of austenitic stainless 
steel t pi DURs. Mitigation measures will minimise 
susceptibility to stress corrosion cracking of austenitic 
stainless stee] in RCPD. Discusses Reg Guides 1.31 S, 1.44. 

MITTL, R. L. Public Service Electric S< Qas Co. of New Jersey, 
79/09/20 6pp. 


G. Adjudicatory correspondence 


7910190230 Affidavit of C Kepford re Intervenor Environ Coalition on 
Nuclear Power statement of facto to which there is matl 
d ispute. Nature 1 ventilation can bring up radon from intoTior 
of shutdown mine. 

KEPFORD, C. Environmental Coalition on Nuclear Power. 79/06/26, 

6pp. 

— 7910190249 Opposes utils joint motion for summary disposition 6 NRC 
motion for partial summary disposition on radon omissions. 

Radon emissions endanger public h ea 1 1 h . Ad op ts intervenor 
Ecology Action of Oswego concurrent filing. 

a Env I t unmo nta 1 Coalition on Nuclear Power. 79/06/27. 13pp. 


7910190355 Decision ALAG-562 granting summary judgment for Deficiencies 
l , 2. 6, 8, 9. 1 1, 1 2, 15, 19, 20 4, 22-25. Denies summary disposition 
for deficiencies re amissions from mill tailings piles, 
underground- mines, opan pit mines & water pathways. 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 79/09/11. 

26pp. 


7910100527 Order directing that prepared testimonies of witnesses be 
Piled on or before 7901 18. Hear i ng shall commence on 000225 
at location to be determined. 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 79/10/03. 
2pp. 


7910180541 Memorandum AL AB-566: e x p la tns A SLAG 791003 order directing 
parties to file prepoTed testimonies o.f witnesses by 800110 
h advising that hearing will commence on B00225. States 
factors c ons i dorod for issuance of order. 

BISHOP, C, J. Atomic Safety and Licensing Appeal Panel. 79/10/11. 
12pp. 


7910240549 Petition seeking NRC issuance of show cause order Pot 
suspension or revocation of OLs. Opera t ion of facility would 
threaten local existence of short-nosed sturgeon Affidavit 
& Certificate of Bvc encl. 

COLEMAN, A. C. I COLEMAN, E. G. Affiliation Unknown. 79/10/10. 10pp. 


0, Inspection reports, IE Bulletins 6 correspondence 


7910010325 Forwards IE tnsp Repts 50-354/79-05 h 50-355/79-03 on 
790618-21. No non c omp 1 lan c e noted. 

CARLSON. R. T. Region 1, P h i larfelp h 1 a , Roactor Construction h 

Engineering Support Branch. 79/08/09. 2pp. 


•7910010329 IE Insp Repts 30-354/79-03 S, 50-355/79-05 on 79061B-21. No 
noncompliance noted. Major areas inspac t ed: OC program for 
structural wel d tng, p ip e wo 1 d i ng . re c e ip t 4, storage of 
equipment 4 status of outstanding items. 

NARROW, I-., BATEMAN, W. H. Region 1, Philadelphia, Office of thu 
Director. MCQAUQHY, R. U. Region 1. Phi ladolphla, Roactor 

Construction t> Engineering Support Branch. 79/00/00. iOpp, 
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7910020114 Forward* IE Info Notice 79-20. Re via ion 1. "NRC Enfar cement 
Policy - NRC Licenced Individuals, " Notice reissued to 
correct word omission ft punctuation error which changed 
Intent of statement. Changed statement underlined in test 
QRIER.B.H. Region 1, Philadelphia, Office of the Director 
79/09/07. Ip. 


791018Q527 Order directing that prepared testimonies of witnesses be 
Piled on or before 7901 IB. Hear i ng shall commence on 000223 
at location to be determined. 

BISHOP, C . J. Atomic Safety and Licensing Appeal Panel. 79/10/03. 
2pp. 


7910020547 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol I-Rand Pump Impellers. 1 ’ No action required 
QRIER.B.H. Region 1, Philadelphia, Office of the Director 
79/09/13. Ip. 


7910090610 Forwards IE Circular 79-20, "Failure of GTE Sylvanla 
Type PM Bulletin 7305 Catalog 5U12-H-AC ei/120 Volt ac 
Coil. " No action required, 

QRIER.B.H. Region 1, Philadelphia, Office of the Director 
79/09/24. lp 


Relag, 


7910040144 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coalers. 11 No action required. 

QRIER.B.H, Region 1, Philadelphia. Office of the Director 
79/09/26. 4pp. 


7910180179 Forwards IE Bulletin 79-24, "Frozen Lines." Nd action 
required. 

QRIER.B.H. Region i, Philadelphia, Office of the Director 
79/09/27. Ip. 


7910160559 Forwards IE Info Notice 79-23, "Reactor Trips at Turkey 
Point Units 3 I, 4. 11 No action required. 

QRIER.B.H. Region 1, Philadelphia, Office of the Director 
79/10/01. Ip. 


7910170641 Forwards IE Info Notice 79-24, "Overprossur i za 1 1 on of 
Containment of PWR Plant After Main Btoam Line Break." No 
action required 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/10/01. Ip. 


DOCKET 30-353 HOPE CREEK NUCLEAR STATION, UNIT 2 
A. Application/construction stage documents & correspondence 


7910160145 Notification of 790926 meeting w/Mark I owners in Bothssd. 
MD to discuss pool swelling compressibility effects ft 
downcomer condensation loads. 

GRIMES, C. I. Plant Systems Branch (Pro 7910301. 79/09/24. Ip. 


7910170010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty in load magnitudes re condensation 
oscillation load definition procedures . Draft 1 tr to Mark I 
util* ro test program end. 

GRIMES, B. K. Assistant Director foT Systems Engineering <Pre 
791030). 79/09/25. 4pp. 


7910170006 Discusses resolution of potential problem re Hark I 
containment identified in 790831 memo, Addl info re renponse 
characteristics of downcomer-vent header sys shows 
sufficient structural fatigue margins ex i a t. Eval uo t ion end. 

DENTON, H. R. Dffico of Nuclear Reactor Regulation. 79/09/26. 2pp. 


791 0160541 Memorandum ALAB-S66: e i p 1 a i ns ASLAB 791003 order directing 
parties to file prepared testimonies of witnesses by BOOHB 
U advising that hearing will commence on B00223. States 
factors considered for issuance of order. 

BISHOP, C . J. Atomic Safety and Licensing Appeal Panel. 79/10/11 

12pp. 


791 0240549 Petition seeking NRC issuance ef shew cause order for 
suspension or revocation of OLs . Dp era t ion of facility would 
threaten local existence of short-nosed s turg e on. Af f i davl t 
ft Certificate of Eve end, 

COLEMAN. A. C. , COLEMAN. E.G, Affiliation Unknown. 79/10/18. 10pp. 


Q. Inspection reports, IE Bulletins ft correspondence 


7910010325 Forwards IE Insp Repts 50-354/79-03 ft 50-335/79-03 on 
790618-21. No none emp 1 1 a n ce noted. 

CARLSON, R. T. Region 1, Ph l lad it 1 ph 1 a, Reactor Construction ft 

Engineering Bupport Branch. 79/0a/09. 2p p , 


—7910010329 IE Insp Repts 50-334/79-05 ft 30-333/79-05 on 790618-21. No 
n oncamp 1 i one e noted, Major areas Insp acted : GC program for 
structural welding, pipe we 1 d ing , r see i pt & storage of 
equipment ft statu* of outstanding items. 

NARROW, L. , BATEMAN, W. It, Region 1, Philadelphia, Office of the 
Director. MCGAUQHV, R. W. Region 1, Ph Iliad * 1 ph ia . Reactor 

Construction & Engineering Support Branch, 79/0B/08. 10pp. 


7910020114 Forward s IE Info. Notice 79-20, Rev 1 s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission 6 punctuation error which changed 
Intent of statement, Chang ed statement underlined in text 
GRIER, B. H, Region 1, Philadelphia, Office of the Director. 
79/09/07, lp. 


7910020347 Forwards IE Circular 79-19, "Loose Locking 
Ing drool 1-Rond Pump Impellers. " No action required, 
GRIER, B.H, Region 1, Ph 1 lad o 1 ph i a, Office of the 
79/09/13. Ip. 


Devices on 
Director. 


7910090610 Forwards IE Circular 79-20, "Failure of GTE Syl vania Relny, 
Type PM Bulletin 7303 Catalog SU12-11-AC w/120 Volt ac 
Coil. " No action required, 

QRIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/09/24. Ip, 


7910040144 Forwards IE Info Notice 79-23, "Emergency Oiesol Generator 
Lube Oil Coolers. " No action required, 

QRIER.B.H. Region 1, Philadelphia, Office of thzz Director. 
79/09/26. 4pp. 


7910180179 Forwards IE Bulletin 79-24, "Frazen Line*. " Ho action 
requ 1 rod. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/09/27. lp. 


7910050337 Responds to NRC position on use of austenitic stainless 
stBel in BWRs. Mitigation measures will minimize 
susceptibility to stress corrosion cracking of austenitic 
stainless steel in RCPB. Discussos Reg Guides 1.31 6 1,44. 
M1TTL.R.L, Public Service Electric ft Gas Co. of New Jersey 
79/09/28. 6pp. 


0. Adjudicatory correspondence 


7910190230 Affidavit Df C Kepford ro Intervener Environ Coalition on 
Nuclear Power statement of facts to which thBre Is matl 
dispute. Natural ventilation can bring up radon from Interior ■ 
of shutdown mine. 

KEPFORD, C. Environmental Coalition on Nue lear Power. 79/06/26 
6PP. 


7910190249 Opposes utils joint motion for summary disposition ft NRC 
motion for partial summary disposition on radon emissions. 

Radon emissions endanger public heal th. Adop ts intervonor 
Ecology Action of Oswego concurrent Piling. 

* Environmental .Coalition on Nuclear Power. 79/06/27. 13pp. 


7910160559 Forwards IE Info Notice 79-25, "Reactor Trips at Turkeu 
Point Units 3 L 4. " No action required, 

GRIER, B.H. Region 1, Philadelphia, Office of the Director 
79/10/01. lp. 


7910170641 Forwards IE Info Notice 79-24, "Ovurpressur I z at 1 on of 
Containment of PWR Plant After Main Steam Lino Ureal. *■ No 
action required, 

QRIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/10/01. lp. 


DOCKET BO-336 UN1V. 8F ILLINOIS LOPRA RESEARCH REACTOR 

P. Operating license stage documents ft correspondence 


7910130320 Amanda 790924 request for renewal of License R-117 to change 
renewal period from 3-yr to lO-yr per 1 od. Change will relieve 
paper work required for shorter renewal period, 

MILEY. 0. H. Illinois, Ufilv. of, Urbana-Champ *t gn . 79/10/09. lp. 


7910190383 Decision ALAB-B62 granting summary judgment, for Deficiencies 
1, 2, 6, 8, 9, 11, 12, 13, 19, 20 ft 22-25. Deni e* summary disposition 
for deficiencies re emissions from mill tailings piles, 
underground mines, open pit mines ft water pathways, 

BIBHOPiC. J, Atomic Safety and Licensing Appeal Panel. 79/09/11, 
86pp. 


Q. Inspection -reports, IE Bulletins ft correspondence 


7910090307 Forwards IE Bulletin 79-19, "Packaging of Low Level Rad watte 
for Transport ft Burial." Action required. 

KEFP^LER, J. 0. Region 3, Chicago, Office of the Director. 79/00/10. 
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7910050304 Forwards IE Info Notice 79-20, “NRC Enforcement Policy - 
NRC Licensed Individuals, " Mo action required. 

KEPPLERp J, G, Region 3, Chicagop Office of the Director. 79/00/14. 
Ip. 


7910020152 Forwards IE Info Notice 79-20, R evi s i o n 1, “NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued to 
correct word omission U punctuation error which changed 
intent of statement. Changed statement underlined in tent. 

HEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/09/07. 
IP 


DOCKET 50-359 WILL I AH H. ZIMMER NUCLEAR STATION, UNIT 1 


A, App ! ica ti on/tons truct i on stage documents t< correspondence 


7910030045 Notification of 791010 meeting u/util in Bethosda,MD to 
discuss radiological effluent Tech Specs l< process control 
program. Meeting originally scheduled for 790920 

PELTIER* I. A. Light Water Reactors Branch 1. 79/0B/06. 2pp. 


7910090524 FOIA request for correspondence between util it NRC from 
7B0910-79091 0 re postponement 6 delay of inservlce data. 

WESTON, 0. J. Ohio, State of 79/09/10. ip. 


7910050463 Forwards Matls Engineering Branch second round questions. 
STOLZ, J. F. Light Water Reactors Branch I. 79/09/19. 2pp. 


-79100S0471 Matla Engineering Branch second round questions. 
» Light Water Reactors Branch 1. 79/09/19. 3pp. 


7910100173 Notification of 791106 t < 08 meetings w/util in C in c i nno t i , OH 
to review site emergency plan. Agenda end. 

PELTIER, I. A. Light Hater Reactors Branch 1. 79/09/37. 4pp. 


7910030332 Submits info re interim actions associated w/ATWS, in 
response to 790016 reque s t. Forwards Emergency Procedure 
OP. EOP. 05, Revision 3 for ATWS. 

BORGMANN. E. A. Cincinnati Gas ?, Electric Co. 79709/30. Ip. 


— 7910030337 Emergency Operating Procedure CP. EOP. 05, Revi s inn 3 for 
AT 14 3. 

LINK, R. W. , JDHNSON, T. P . Cincinnati Gas t- Electric Co. 79/09/30 
5pp, 


7910090533 Responds to FOIA request for c orrespond enc e between util t* 
NRC from 760910-790910 re postponement t< delay of inservice 
date , Forwards list of related documents located in LPDR in 
Batavia, OH. Forwards Kepp 1 er 790716 Itr U Conner 790730 1 tr 
FELTON, J. M. Division of Rules and Records. 79/10/05. 5pp. 


7910230050 Discusses Teview of closure program for Marl II pool dynamic 
loads, Requests description of pool dynamic load tasks of 
dynamic loads definition program by 791 1 15. No t if i es of 
meeting to discuss pool dynamic loads. 

VARQA, S. A Assistant Director for Light Water Reactors. 79/10/05. 
3pp. 


7910160301 Requests attendance by NRC personnel at 791205 meeting to 
discuss design changes re pool dynamic loads. 

BORGMANN, E, A. Cincinnati Gas 4 Electric Co 79/10/10. 2pp. 


7910220241 Notification of 791205 meeting w/util in Bethesda,MD to 
discuss containment design to accommodate potential 
condensate oscillation loads during LOCA. 

PELTIER, I. A. Light Water Reactors Branch 1. 79/10/10. 2pp. 


7910260309 Responds to SA Varga 791005 request re description of plant- 
unique tasks used as part of dynamics loads pr ogram, Fac i 1 i ty 
will continue to Follow lead plant Mark II pool dynamics 
loads program, a 1 though load reductions believed justlFied. 

BORGMANN, E. A. Cincinnati Gas 4 Electric Co. 79/10/19. Ip. 

Q. Adjudicatory correspondence 


7910090179 Order granting intcrvenor Miami Valley Power Project 790724 
motion to quash A9LB 790719 subpoena For oral deposition of 
D B 1 anch. Assumes D Blanch will not appear as witness For 
i ntervenor. 

BECHHQEFER, C. Atomic Safety and Licensing Board Panel. 79/07/30. 
8pp. 


101100BB Requests amend of 79030B license application on behalf of 
util t< as agent for Columbus I, Southern OH Electric 4 Dayton 
Power & Ligh t. App 1 i cat ion requests storage only of 
unirradisted reactor fuel t< radioactive matl, 

FLYNN, J. D. Cincinnati Gas fc Electric -Co. 79/07/30. ip. 


■7910110091 Advises of actions comp 1 eted, per NRC 790007 ltr, re receipt 
of roactor fuel under License SNM-7023. Requests prompt 
notification ef approval. 

BDRQMANN, E. A. Cincinnati Gas 4 Electric Co. 79/00/04. 2pp. 


7910050743 Answer in opposition to . applicant renewed motion for summary 
disposition of DB Fankhauser Contention 5 ro transportation 
acc 1 dents, App i leant failed to demonstrate that 
transportation 'plans have been made. W/proof of svc. 

LDLIVER.J, 0.0. Fank hau ser , 1 ntervenor. WQLIVER.J. Woliver, >1 D. 
79/00/0 1 . 3pp. 


7910090039 Forwards applicants 790730 application for amend to 
License BNM- 1023. A 1 so forwards applicants 790814 response 
ra NRC 790B07 questions 

CONNER, T. B Conner, Moore t, Corber. 79/00/14. Ip 


7910030330 Memorandum J, order denying Miami Valley Power Project 790007 
motion to delay delivery of fuel to facility. Also denies 
0 Fankhauser 790007 motion seeking similar relief. 

HOOPER, E. F. , BRIGHT, 0.0. , BECMHOEFER , C. Atomic Safety and Licensing 
Board Panel. 79/08/15. 12pp. 


7910090206 Expresses gratitude re efforts of Qfc of UB Marshall to 
sarve subpoena on R Hofstadter. Forwards subpoena S, foe 
mileage check. 

CONNER, T. B. Conner, Moore 4, Corber. 79/00/23. Ip. 


—7910090214 Subpoena for witnesses for Miami Valley Power Project to 
appear on 790913 In Chicago, IL re Project Contention 17 
regarding cable tray insulation adequacy. Return on 3vc form 
enc 1. 

BOWERS, E. Atomic Safety and Licensing Board Panel. 79/00/23. 

app. 


— 7910090220 Confirms that R Hofstadter will testify on behalf of Miami 
Power Project, re Project Contention 17, 

KOSIK, L. S. Kosik, L. S. 79/08/24. ip. 


7910090228 Motion requesting evening hearings, Petitioner is carrying 
out intervention activities on volunteer time t< daytime 
hearings would cause economic hardship. 

KOSIK, L, S. Miami Valley Power Project. K0B1K, L. S. Aor.ik, L. 0. 
79/00/24. Ip. 


•-79 10090233 Motion to reopen discovery for Contention 13 dealing w/ 
applicants financial abilities to build 4 operate facility. 

Costs of facility have recently increased by $106 million, 

Nature 4 effects of addl costs should be investigated. 

KOSIK, L. S. Miami Valley Power Project. KOSIK, L. B. Kosik, L, 8, 
79/00/24. 2pp. 


—7910090244 Motion for full disclosure of basis on which applicants 
schedule 4 cost estimates wore revised re applicants 790730 
announcement advising that loading will be delayed 4 costs 
will'be increased. Info needed for hearing on Contention 13. 

KOSIK, L. 9. Miami Valley Power Project. KOSIK, L. B. Kosik, L 0. 
79/00/24. ip. 


•7910090251 First set of interrogatories directed to NRC. Includes 
questions re fires occurring within cable trays, 
identification of plants where such occurrences took place & 
procedures applied to prevent similar fires. 

KOSIK, L. S. Miami Valley Power Project. KOSIK, L. B. Kosik, L 8 
79/00/24. 2pp. 


— 7910090257 Interrogatories directed to applicant re Contention 17. 
Includes questions re layers 4 thickness of Kaowaol covering 
Cable trays, heat generated by cables, tests performed on fire 
safety 4 other related ma t ter s. W/Cert 1 f 1 cate of Bvc. 

K05IK, L. S. Miami Valley Power Project. KOSIK, L.B Kosik, L 0 
79/00/24. 5pp. 


7910120024 Answer to Miami Valley Power Project 790024 motion to reopen 
discovery re Contention 13 & to Miami Valley 790824 motion 
for full disclosure. Motion for disclosure lacks merit 4 
should bo denied. Discovery should be controlled if reopened. 

CONNER , T. □, , (4ETTERHAHN, M. J. Cincinnati Gas it Electric Co. 

CONNER, T. B. Conner, Moore it Corber. 79/09/07. 2pp 


7910120027 Response in opposition to Miami Valley Power Project 790024 
motion to schedule evidentiary hearings during evening 
hours. Does nut oppose extension of day hours into evening. 

W/Cortlf i cate of Svc. 

CONNER, T. B. , WETTERHAHN, M. J. Cincinnati Gas & Electric Co. 

CONNER, T. B. Conner, Moore 4 Corber. 79/09/07, 6pp. 
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{Si- - 

BECHHOEFER.C. Atomlc Safety and Licensing Board Panel 79/09/10. 



CONNER, T. B. Conner, Moore *, Corber. 79/09/10. 2 pp. 

BORGMANN, E. A. Cincinnati Q a , ,, ei ect Tlc Co. 79/09/11. 20pp. 

7, E;I:r"r : v' 17 - 

BARTH, C. A. Branch 3. 79/09/11. 3 pp. 

7910090226 Response to Miami Valley Power Project 790B24 

interrogatories re Contention 17 concerning J fire insulation 

1 EEEFlrv^ for 

BARTH, C. A. Branch 3. 79/09/13. 3 pp. 

liiP?™"/"”"" " c ,r?r;; m -" 

CONNER, T. D. Connor.' Moored C^hei nna 79/09/ld. E ^pp’''" C<> ' 

”S55»:.5rsrs„a.ns*i5 , s: &s£:r:; s:i:vs. 

Certifirat he ro nS b0 rBSchodul ' ! ‘ i in Nov re trays. 

Certificate of 5vc enc I, • 

BARTH, C. A. Branch 3 79/09/27. !>pp 

77 lt^?e 6 ? 0 ntenMn dU 77 ' , a Or ‘ 1 ? r de "' jl " s a PP>i cants' t, NRC motions to 
ll !!ih 17, denying applicants' motion for summary 

held on Issue C 0nt0n 6 lon ‘Jir-ectina that public hearing he 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel. 79 / 10 / 01 . 


H, General correspondence 


IE Bulletins $< correspondence 

79 !eai 0 chfso°7ha7nei re<lU,!Bt 1 °' 3ddl info re ° f containment liner 

lr;nsp a R: p t h 50-35B/79-oS Ch0rS f ° r ‘ EUPP ° PtB 

K 3pp LER ,lJ ° Region 3, Chicago, Office of the Director. 79/00/13. 

7910090158 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurement s " Action required. ‘ 

HEPPLERiJ. G. Region 3. Chicago, Office of the Director. 79/0B/13. 

79 NRC 3 Li^nser? r H f ?5 I ? fD 7<? - a °' ” mc Enforcement Policy - 

HEPPLER I « Individuals. No action required. M 

Ip 1 Region 3, Chicago. Office of the Director. 79/0B/I4. 

7910090468 Forwards IE Circular 79-17, "Contact Problem in BB-12 
required. ° n MBtalcld,, C1 '’ c «* t Breakers " No action 

KEPPLER.3. o. Region 3. Chicago. Office of the Director. 79/00/14. 

79 notice 5 ef F Won?7on E ^ R ° Pt S °- 35a ^2 on 790611-13 * 0710-19 t, 
Suppor t^Dranch, Ch £?°' tlen * Engineering 

—7910010150 Notice of violation from Insp on 790611-13 t, 071B-19. 

Branch 7^00^09 7p°' ° r & Englneoring Support 

—7910010164 IE Insp Rep t 50-350/79-22 on 79061 1-13 «, 0710-19 
Va +7S! U ?f e " otBd: inadequate con t ro] . s torage, 
i tfentif ica t t on It organiiatlon of spare parts of 
■sa re ty "re 2 a t ed hangers. 

Sf!iS!™’ D ™«e;g!: r R ' , ‘™ x ='<*«• ■' «. 

into n h sf Bs ? «" «■ punctuation orror which changed 
Kfppi Fd f | ^ta tement. Changed statement underlined in te»t. 

Ip ’ Region 3, Chicago, Office of the Director, 79/09/07. 

7910030243 Forwards IE Circular 79-19, "Looso Locking Devices on 
KEPPLFR 1 l"n and P r P 1 ImP ° l ‘ Br3, " Nd required 

KEPPLEft.J. 0. Region 3- Chicago, Office of the Director. 79/09/13. 

79 !?o?a??on rOT,1,ar,lB ,E InSP ftBPt 9 °- 35B ' 7C? ~27 °« 790021-23 t. netted ef 
Support ‘oranc h. "tSJS?/?* " B aCt ° r *"» tru.ii.n * Engineering 


79 n?sru«« a R 5 ? 2° nd9 U ln R ulr « re shipment of nuclear fuel to site 
operating Jicense"” bet “ B ° n lB ’ uan “ of SN « »*«"« * 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/21. 2 PP . 

"facing pr i of 9 to IssJanc^ of' "{ Jcense* ^ 9r " S ^ 8,,ipm,,ntf, oP *• 

BRAWN, K. D. SBnato, Judiciary Committee. 79/00/16. Ip 

J. Insurance & indemnity information 

"iXSFPf'Z'* Endorsement 12 to Policy NF-249. 

FLYNN, J. D. Cincinnati Gas t, Electric Co, 79/09/26. 2pp, 

79 LLOYD 5 2V°' r r? rJ ? E " doraom < ! "fc 1-6 to ANI Policy NF-249. 

LLOYDfR.D, Cincinnati Gas & Electric Co, 79/ 10/16, i^pp. 

-I--*! | Ba<lct 9 Analysis Report 1FSAR ) t, amends 

rT 8 r r? ^T "''. 99 *° 0L ** "’Vision 61 to F3AR. 

BORGMANN, E. A. Cincinnati Oas & Electric Co. 79/09/2B. 2pp 


“7910050304 Rovlslon 61 to F 8 AR. 

* Cincinnati Gas ft Electric Co. 


79/09/30. 91pp. 


7910120113 Forward* Certificate of 8 vc for n r , niI . .. 

Amend 99, submitted as F 8 AR, Revision 61 Application, 

BORGMANN, E. A. Cincinnati Gas {< Electric Co. 79/10/00. 2 pp. 


—7910240040 Notice af violation from insp on 770821-23 

Branch 9 7W09/ia* C tr n * aCi °" f * Engineering Support 

'"E“KS^rr^™a^S=S ,1,M ;’r : 

Construction «, Engineorlnfl Support Branch. 9 79 / 09 / 14 h C 34 pp. 0aC °' 

d 79100903l2 Act, receipt of 790913 ltr informing NRC of steos taken 
FJDHELLI V 0 ° latltl n S V Pfc8 o 1 " IE rnsp RBpt 30 - 3 &S 779 - 03 , 

KsrMLch. ^/o5/2i. Ch !r 9 °‘ R ° aeUr CpnBtrU(:tlcl '' *- Engineering 

*» « «■« 

cllannet InstnnerrA/E . 1 " 9 *** “ ltect, “ n chase 

BQRQMANN, E A. Cincinnati Gas «, Electric Co. 79/09/13, | p , 

Coil. No action required. 

KEPFLER.d.G. Region 3, Chicago, Office of the Director. 79/09/24. 

P ? CBipt 0f 790906 l *+ NRC of steps taken to 

FIORELLI^ violations noted in IE Insp Rept 50-350/79-22. 
r IURELUIt G. Region 3» CMcagoi Reactor Canatruction & Enn ln«»*r f 

Support Branch. 79/09/25. Ip. wmon * tn 0 ineer inji 
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DOCKETED ITEMS 


■7? 40090606 Responds to MIC 790B1S Itr re violations noted In IE Insp 
Rept 30-338/79-22 Corrective actions: ball bushings cleaned, 
restored parts cleaned, hanger parts removed From floor S< 
uncleaned parts quarantined 

BOROMANN. E . A. Cincinnati Gas S< Electric Co. 79/09/06. 2pp. 


7910150692 Responds to IE Bulletin 79-19 re packaging 6 disposal of low 
1 tve 1 r adwas t e. Plant has not get g unsrat od any low 1 eve 1 
r adwas t e. Raduiaste procedures being developed incorporating 
NRC requirements. 

BQFIGIIANN, E. A. Cincinnati Gas ?« Electric Co. 79/09/25. Ip. 


7910040230 Forwards IE Info Notice 79-23. "Emergency Diesel Qenorator 
Lube Oil Coolers." No action required 

KEPPLER, J. O. Region 3. Chicago. Office of the Director. 79/09/26. 
lP- 


7910040039 Forwards IE Info Notice 79-24. "Frcuen Lines. " No action 
required. 

KEPPLER, JO, Region 3, Chicago, Office of the Director. 79/09/27. 
tp. 


7910160214 Ack receipt of 790711 6 25 Itrs informing NRC of steps taken 
to correct violations noted in IE Insp Rept 50-358/79-28. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/10/01. 
Ip. 


— 7910160219 Responds to NRC 790613 Itr re violations noted in IE Insp 
Rept 30-350/79-28 Corrective ac t 1 ons: s u pp 1 to Spec H-220 
will be Issued stipulating environ conditions which must be 
met. 

ODRGMANN, E. A. Cincinnati Gas ?< Electric Co. 79/07/11, 4pp. 


-7910160225 Clarifies 7907S1 Itr re violations noted in IE Insp Ropt 
30-238/79-28. Correct ive actions: requested gasket supplier to 
obtain certificate stating that SCE-43 matl conforms to 
ABTM a 1056. 

BOROMANN, E. A. Cincinnati Gas & Electric Co. 79/07/25. 2pp. 


7910160314 Ack receipt of 790910 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-358/79-15, 

F10RELL1 > D. Region 3, Chicago, Reactor Construction *< Engineering 

Support Branch 79/10/01. Ip. 


— 7910160320 Supplements 790702 Itr re violations noted in IE Insp Flept 
50-358/79-15. Correc t i ve ac t inns : procur i ng c er t i f i ca t i ono 
referencing batch ot lot numbers for shipment of grout used 
in suppression pool mod work. 

BOROMANN, E. A, Cincinnati Gas I, Electric Co. 79/09/10. 2pp. 


7910 J 70242 Forwards IE Info Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 J. 4. " No action required. 

KEPPLER. J. G. Region 3. Chicago. Office of the Director 79/10/01. 

Ip. 


7910180608 Forwards IE Info Notice 79-24. "Oversrassur i la t ion of 
Containment of PWR Plant After Main Steam Lin.. Ureak. 11 No 
action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/01. 
ip. 


7910160197 Ack receipt of 790832 Itr informing NRC of steps taken to 
correct violations noted Insp Rept 50-358/79-06, 

HEISHMAN. R . F Region 3. Chicago, Reactor Operations Nuclear 

Support Branch. 79/10/04. Ip. 


-7910160204 Respnnds to NRC 790516 Itr Te violations noted in IE Insp 
Rept 50-358/79-06. Correct 1 ve ac t i ons : moved responsibility 
for entire flushing program within one dept. 

ODRGMANN, E. A. Cincinnati Gas {. Electric Co. 79/08/22. 2pp. 


7910230090 Forwards Exhibits 1 U 2, inadver ten 1 1 y separated from IE 
Investigation Rept 50-358/79-26. 

KEPPLER. J. G. Region 3, Chicago, Dffice nf the Director. 79/10/11. 
4pp. 


’910310387 Forwards Revision 2 to I£ Bulletin 79-13, "Cracking in 
Feedwater Sy s Piping. 11 No action required. 

KEPPLER. J. 0. Region 3, Chicago, Office of the Director. 79/10/19. 
Ip- 


S. RBpo-rtable occurrences, LERs It related correspondence 
— , 

7910020712 Ack receipt of- 790906 interim deficiency rept re sve water 
pumps. Final rept will be reviewed upon receipt. 

FIORELLI.O. Region 3, Chicago. Reactor Construction 6 Engineering 

Support Branch. 79/09/21. ip. 


7910180457 Confirms 790925 telcon to NRC reporting receipt of 790917 
itr from Gould , Inc, re potential defect in NEhiA Siie 3 
star ters t, contac tors. Retrofit kits t< installation details 
will be supplied by Gould, Inc. 

BQRGMANN, E. A. Cincinnati Gas it Electric Co. 79/09/26. 2pp. 


7910240696 Ack receipt of 790926 interim rept re Gould.lnc Detective 
Nema Siie 3 s t or t er s. Nt 1 1 review final rept upon receipt. 

FIORELLI.O. Region 3, Chicago, Reactor Construction t, Engineering 

Support Branch. 79/10/10. Ip. 


U. Congressional /Executive Correspondence 


7910010609 Requests that NRC review Itr 8, affidavit* re const problems 
at p lant . 

METZENBAUM, H. hi. Senate. 79/07/12. 10pp. 


7910110446 Advise* that S Rigberg of Citiiens Against Radioactive 
Environ expressed concorns re shipment of fuel to facility. 

Answers addressing S Rigberg concerns will be appreciated. 

BROUN, K. D, , METZENBAUM, H. Senate, Judiciary Committee. 79/00/16. 
Ip. 


DOCKET 50-360 E3ATTELLE MEMORIAL INST. CRITICAL FACILITY 


J. Insurance 8, indemnity information 


7910260298 Forwards executed Indemnity Agreement D-50, Amend 0. 
FRANSEN. C. D. Battelle Memorial Institute, Pacific Northwest 
Laboratory. 79/10/15. 2pp. 


DOCKET 50-361 SAN ONDFPE NUCLEAR STATION, UNIT 2 


A, App licat ion/c onstructi on stage documents t correspondence 


7910100439 Requests amend to FSAR to include proposed secondary water 
chemistry program, Amend will be referenced in conditions to 
OL ft will replace any proposed Tech Specs on secondary water 
chemistry. Forward s model license condition. 

BAER, R. L Operating Roactors Branch 2 (Pre 791030). 79/00/24. 3p|). 


7910010465 Requests that NRC resolve Unit 2 open items so that 0L can 
be issued by Nov 19BO, saving consumer money. Util fully 
addressed Implications of TMI in 790016 transmittal of 
evaluation ?< action plan. 

GILMAN, D. W. 3a n Diego Gas t, Electric Co. 79/09/IB. ip. 


7910020946 Notification of 790926 5, 27 meetings w/utils in San OnDfre, 
CA tt San Clemente, CA to discuss issues re control room 8, 
initial NRC review of emergency plan, 

RQDD, H. Light Water Reactors Branch 2. 79/09/18. 3pp. 


7910110729 Bummary of 790213 6 0426 meetings w/utils in Bethesda.MD re 
f ue 1 design. 

RQDD, hi. Light Water Reactors Branch 2. 79/09/25. 17pp. 


C, Utility Environmental Report (ER), amends & correspondence 


7910100111 Forwards affidavit of sve re direct distribution of Amend 5 
to environ rept in accordance w/updated sve List. 

HAVNE6, J. G. Southern California Edison Co. 79/10/01. 6pp. 


,D. NRC Draft/Final Environmental Statements, suppls & correepondence 


7910230494 Forwards fivo revised tables for DES section re need for 
Fac i 1 i ty. Inf o supersedes 790202 submittal u/applicant 
comments on DES. 

BASKIN, K. P. Southern California Edison Co. 79/10/03. 6pp. 


0. Ad judicatory correspondence 


7910050464 Notice of change of address for PM Ga 1 1 agher, at ty for 
intervenor Guard. Cer 1 1 f i ca te of Sve end. 

GALLAGHER, P, M. GUARD. GALLAGHER, P. M. Gallagher, P. M. 79/00/23. 
3PP- 


7910030768 Notice of change of address for RJ Wharton, atty for 
intervenor Friend* of the Earth. Cert i ficate of Sve end. 
WHARTON, R. J. Friends of the Earth. 79/09/20. 3pp. 



DOCKETED ITEMS 


K. Utility Final Safety Analysis Report ( FBAR ) It amends 


7910240406 Forwards Amend 16 to FSAfl, study re Late Cenoioic 
stratigraphy! program plan for piping verification 6 analysis 
of explosive vapor cloud It missile haiards for rail 6 
highway transportation routes. 

DRAKE, J. H. Southern California Edison Co. 79/10/16. 2pp. 

— 7910240409 Amend 16 to FSAR. 

* Southern California Edison Co. 79/09/30. 250pp. 

—7910240492 "Late Cenoioic Stratigraphy Capistrano Emboyment Coastal 
Area! Orange County! CA. " 

SHLEMON, R. J. Roy J. Shlemon h Associates, Inc. 79/07/31. 30pp. 

7910240519 Plan for piping verification program/ therma 1 expansion, 
steady state vibration 6 dynamic effects. 

« Southern California Edison Co. 79/10/16. 17pp. 


7910240525 "Analysis of Explosive Vapor Cloud !< Hi ss i 1 e 'Ha i a rd s for 
Rail & Highway Trans p or ta t i on Routes," 

DROADHURBT, R. H.-» LIiC.Y., SCHMIDT , E R. NUSCorp NUS 3367 
79/07/31. 50pp. 


M. Antitrust correspondence 


7910220513 Forwards Ffl notice re time for submittal of views on 
antitrust matters for OLs under antitrust review. 

9ALTZMAN, J. Antitrust tt Indemnity Group. 79/10/01. Ip. 

— 7910220524 FR Notice re time for submittal of views on aniti trust 
matters for OLs under antitrust review 

BALTZMAN, J. Antitrust t. Indemnity Group. 79/10/01 3pp. 

7910260046 Submits questions re DL antitrust rev t ew. Forward s FH notice 
inviting comments from interested parties. 

TGALSTDN, A. Power Supply ?, Analyis Uranch. 79/10/10. Ip. 

7910260056 Notice of 60~day period for requests for re-evaluation of 
antitrust matters. 

BALTZMAN, J. Antitrust fc Indemnity Group. 79/10/18. 3pp 

791 0260069 Submits questions re OL applications under antitrust review. 
Forwards FR notice inviting comments from interested 
parties. 

T0ALSTON, A. Power Supply S< Analyis Branch. 79/10/10. 2pp. 


7910300520 Ack receipt of 790810 ltr transmitting answers to questions 
re QL antitrust r ovi ew. Reques t s addl ma 1 1, inc lud ing copies 
of generatl on protections from 1973 onward tt settlement h 
power sales agreements. 

TOALBTON, A. Power Supply 6 Analyis Branch. 79/10/18. 8pp. 


P. Operating license stage documents 6 correspondence 


7910110200 FOIA request for full disclosure of process used in 
determining routes to be used for shipping spent fuel rods 
from facility to temporary storage site i n Morr i s , IL. 

ZAR8K1, M. Affiliation Unknown, 79/09/1 1. Ip. 


7910110205 Rospond.5 to FOIA request for full disclosure of process used 
in determining routes to be used for shipping spent fuel 
rods from facility to temporary storage site in Morris, IL 
Info previously sent. NUREG-0561 avllahle from NTI3. 

FELTON, J. M. Division of Rules and Records. 79/10/09. 3pp. 

7910300328 Forwards operating Procedure S-3-S. 27, Re vi s ion 7, 

"Earthquake. " , 

CURRAN, J. M. Southern California Edison Co. 79/10/10. Ip. 

— 7910300331 operating Procedure S-3-5. 27, Revi si on 7, "Earthquake." 

BRUNET, R. R. Southern California Edison Co. -79/01/22. 3pp. 


Q. Inspection reports, IE Bulletins 6 correspondence 


7910020297 Forwards IE Info Notice 79-20, Ravi s i on 1, " NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission ?< punctuation error which changed 
intent of statement, Changed etatement underlined in text. 

ENQELKEN, R. H. Region 5, Ban Francisco, Office of the Director 
79/09/07. Ip. 


7910040021 Forwards IE Circular 79-19, "Loose Locking Devices on 
Inger so 1 1-Rand Pump Impellers." No action required. 

ENQELKEN, R, H. Region 5, San Francisco. Office of the Director 
79/09/13. ip. 


7910110304 Forwards IE Info Notice 79-22, "Qualification of Cont 
Sys. " No action required. 

ENGELKEN, R. H. Region 5. San FTancisco. Office of the Direct, 
79/09/17. ip. 


7910120206 Forwards IE Circular 79-20, "Failure of GTE Syl vania I 
Type PM Bulletin 7303, Catalog 5U12-11-AC w/120 Volt ac 
Coil. “ No action required. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Direct! 
79/09/24. Ip. 


7910110195 Forwards IE InfD Notice 79-23, "Emergency Diesel Qenei 
Lube Oil Coolers. " No action required. 

ENGELKEN, fi. H. Region 5. San Francisco, Office of tho Direct! 
79/09/26. Ip. 


7910180066 Forwards IE Bulletin 79-24, "Froien Lines." Action rec 
ENGELKEN, R. H, Region 5, San Francisco, OFFlce of the Directc 
79/09/27. Ip. 


7910170541 Forwards IE info Notice 79-23, "Reactor Trips at Turks 
Point Units 3 6, 4. " No action required. 

ENGELKEN, R. H. Region 5, San Francisco, Office of tho Directc 
79/10/0i. Ip. 


791019021B forwards IE Info Notice 79-24, "Cver pr e sour i iat i on of 
Containment of PWR Plant After Main Eteam -Line Break." No 
action required. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Directa 
79/ i 0/01 . Ip. 


7910310271 Forwards Revision 2 to IE Bulletin 79-13. "Cracking in 
Feedwater Sys Piping." Action required. 

ENGELKEN. R. H. Region 5, Ban Francisco, Office of the Directo 
79/10/17. ip. 


DOCKET 30-362 SAN CJNOFRE NUCLEAR STATION, UNIT 3 
A. Application/c-nns tract ion stage d o cumonts t, correspondence 


7910100439 Requests amend to FEAR to include proposed secondary w 
chemistry program. Amend will be referenced in. conditions to 
GL t< will replace a-ny proposed Tech Bpecs on secondary water 
chemistry Forwards model license condition, 

BAER, R. L. Operating Reactors Branch 2 (Pre 791030), 79/08/24, 


7910110200 FOIA request for full disclosure of process used in 
determining routes to be used for shipping spent fuel rods 
from facility to temporary storage site in Morris, IL. 
ZARGKJrM. Affiliation Unknown. 79/09/11. ip. 


7910010465 Requests that NRC resolve Unit 2 open items so -that OL 
bo issued by Nov 1980. saving consumer money. Util fully 
addressed implications of TMI in 790316 transmittal of 
evaluation 6 action plan 

GILMAN, D. W, San Diego Gas 5, Electric Co, 79/09/18. Ip. 


791002QB46 Notification af 790926 L 27 meetings ui/utils in San Dili 
CA 4, San Clemente, CA to discuss issues ro control roam tt 
Initial NRC review of emergency plan. 

RQODiH. Light Water Reactors Brandi 2. 79/09/18. 3pp. 


7910110729 Summary of 790213 U 0426 meetings w/utils in Bethosda.k 
fuel design. 

ROOD, H Light Water Reactors Branch 2. 79/09/25, 17pp. 


79101 1-0205 Responds to FOIA request for full disclosure of process 
In determining routes to bo used for shipping spent fuel 
rode from facility to temporary storage site in Harris, JL. 

Info previously sent. NUREO-0361 avllable from NTI3, 

FELTON, J. «, Division of Rules and Records. 79/10/09. 3pp. 


C. Utility Environmental Report IEF), amends U coTTeapondenc e 


791 OlOOi 1 1 Forwards affidavit of sve re direct distribution o-f Ama 
to environ ropt in accordance w/updated avc List, 

HAYNES, J. G, Southern California Edison Co. 79/10/01. 6pp, 


D. NRC Draft/Final Environmental Statements, suppls *, corresponded 


7910230494 Forwards five revised tables for DE8 section re need fq 
facility. Info supersedes 790202 submittal w/applicant 
comments on DE9. 

BASKIN, K. P. Southern California Edison Co. 79/10/03. 6pp. 


m 


DOCKETED ITEMS 


Adjudicatory corr oapond ence 


910050464 Notice of change of address for PM Gall ag h or, a t ty foT 
intorvenor Quar d . C e r t i f i c ate of Svc end 

GALLAGHER, P. M. GUARD. GALLAGHER, P. M. Gallagher, P. M. 79/00/33. 
3pp, 


91Q03076B Notice of change of address for RJ Wharton, atty for 
Intervenor Friends of the Ear th. Cer tl f i cate of Svc end. 
tfHARTCN, R. J. Friends of the Earth. 79/OB/20. 3pp, 


Utility Final Safety Analysis Report (FSAR) A amends 


9 1 02404B6 Forwards Amend 16 to F9AF1, study re Late Conoxoic 
t tra 1 1 g r aphy , p rogr a m plan for piping verification & analysis 
of explosive vapor cloud t, missile haxaTds for rail h 
highway transportation mutos. 

DRAKE, J. M. Southern California Edison Co. 79/10/16. 2pp. 


-79102-10<VB9 Amend 16 to F3AR. 

* Southern California Edison Co. 79/09/30. 2S0pp. 


-7910240492 "Late Csnoioic Stratigraphy Capistrano Embayment Coastal 
Area, Orange County, CA. " 

BULB MON, R. J. Roy J. Shlemon L Associates, Inc. 79/07/31. 30pp. 


-7910240919 Plan for piping verification program/tbermal expansion, 
steady state vibration U dynamic effects. 

• Southern California Edison Co. 79/10/16. 17pp. 


-791Q240923 "Analysis nf Explosive Vapor Cloud & Missile Hazards for 
Rail !< Highway Transpor tation Routes." 

HR0ADHUR9T , fl. H. . LI,C.Y. , SCHMIDT , E. R NUSCorp. NUS 3367. 

79/07/3E 30pp. 


Antitrust correspondence 


910220313 Forwards Fft notice ro time for submittal of views on 
antitrust matters for OLs under antitrust review. 

SALTZMAN, J. Antitrust U Indemnity Group. 79/10/01. Ip. 


-7910220324 Ffl Notice re time for submittal of views on aniti trust 
matters foT OLs under antitrust review. 

BALTIHANtJ. Antitrust !< Indemnity Qroup. 79/10/01. 3pp. 


910260046 Submits questions re UL antitrust review. Foruardo FR notice 
inviting comments from interested parties. 

TOALSTON, A. Power Supply Z.Analyls Branch. 79/10/10. ip. 


-7910260056 Notice of 60-day period for requests for re-evaluatlon of 

antitrust matters, 

SALTZHAN, J. Antitrust U indemnity Group. 79/10/18. Jpp. 


710260069 Submits questions re DL applications under antitrust review, 
Forwards FR notice inviting comments from interested 
parties. 

TOALSTON, A. Pqw«t Supply t Anatyl* Branch. 79/10/10. 2pp. 


710300528 Ack receipt of 790010 ltr transmitting answers to questions 
re QL antitrust review, Requests addl ma 1 1, Inc 1 uding copies 
of generation protections from 1973 onward !, settlement ?< 
power sales agreements. 

TOALSTON, A, Power Supply t, Ana I y is Branch, 79/10/10. Opp. 


Operating license stage documents t< correspondence 


710300320 Forwards operating Procedure S-3-5. 27, ffevis Ion 7, 
"Earthquake. " 

CURRAN, J. rt, Qauthorn California Edison Co. 79/1O/J0, Ip. 


-7910300331 Operating Procedure 8-3-5. 27. Revision 7, "Earth quake. " 
BRUNET, R, (1. Southern California Edison Co. 79/01/22. 3pp. 


Inspection reports, IE Bulletins & c orresp undanc e 


710020297 Forwards IE Info Notice 79-20, Revi sipn 1, "NRC Enforcement 
Policy -NRC Licensed Individuals." Notice reissued to 
correct word omission & punctuation error which changed 
Intent of statement, Changed statement underlined tn text. 

ENGELKEN, R. H. Region 5. 9an Francisco. Office of the Director. 
79/09/07. Ip. 


7910040021 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers." No action required. 

ENGELKEN, R . H. Region 5, San Francisco, Office of the Director. 
79/09/13. Ip. 


7910110304 Forwards IE Info Notice 79-22, "Qua 1 i f i cat i on of Control 
Sys, " Nn action required. 

ENQELKEN, R. H. Region 5, San Francisco, Office of the Director. 

79/09/17. Ip. 


7910120206 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7305, Catalog 3U! 2-1 1 -AC ui/120 Volt ac 
Coil, " No action required. 

ENQELKEN, R . H. Region 5, San Francisco, Office of the Director. 
79/09/24. Ip. 


7910110199 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers." No action raquired. 

ENGELKEN, R. H, Region 5, San Francisco, Dffice of the Director. 
79/09/26. Ip. 


79101B0064 Forwards IE Bulletin 79-24, "Froxon Lines." No action 
required . 

ENGELKEN, R, H, Region 3, Ban Francisco, Office of the Director. 

79/09/27. Ip. 


7910170541 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 &< 4. " No action required. 

ENGELKEN, R, H. Region, 3. San Francisco, Office of the Director. 
79/10/01. Ip, 


791019021G Forwards IE Info Notice 79-24, "Dverprossurl xat Ion Df 
Containment of PWR Plant After Main Steam Line Break." No 
action required. 

ENGELKEN, R. H. Region 5, San Franctsco, Office of the Director. 
79/10/01. Ip. 


7910310271 Forwards Revision 2 to IE Bulletin 79-13, "Cracking In 
Feedwater Sys Piping. 11 Action required. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/10/17. tp. 


DOCKET 50-363 FORKED RIVER NUCLEAR STATION, UNIT 1 


G. Ad jud icotory c o-rr espond ence 


7910220424 Notifies that de facto continuation of CP has served to 
o xemp t fac ility from co/n plying w/most up-to-date safety sys. 
Requests public hearings re safety issues & financial 
qual 1 f icati ana. 

VAN NESS, B. C. New Jersey, State of. 79/09/27. 2pp. 


Q. Inspection reports, IE Bulletins 8, correspondence 


7910020001 Forwards IE Insp Rept 50-363/79-06 on 790613-14. No 
noncompl ianc e noted. 

CARLSON, R.T. Region 1, Philadelphia, Reactor Construction & 

Engineering Support Branch. 79/OB/OB. 2pp. 


— 7910020002 IE Insp Ropt 50-363/79-06 on 790613-14. No none omp 1 i anc c 
noted. Major aTeas 1 nspec ted: ins ta 1 lat ion of Class 1 backfill 
h s true tur al Pill. 

VARELA, A. A. Region 1, Philadelphia, Office of the Director. 
EMNETER.S.D. Region I, Philadelphia, Reactor Construction fc 

Engineoring Support Branch. 79/08/07. 4pp. 


7910020072 Furwardo IE Info Notice 79-20, Re vi s i on 1, "NRC Enforcement 
Policy ~ NRC Licensed Individuals. " Notice reissued to 
correct word omission L punctuation error which changed 
intent of statement. Chan god statement underlined In text. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/09/07. Ip. 


7910020521 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol 1 -Rand Pump Impellers.” No action required, 

DRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/09/13. ip. 


7910090301 Forwards IE Circular 79-20, "Failure of QTE Sylvania Relay, 
Typo PM Bulletin 7305 Catalog 3U12-11-AC w/120 Volt ac 
Coll." No action raquired. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/09/24. Ip. 


7910040100 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Luba Oil Coolers." No action required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/09/26, 4pp. 
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79 ;?S. FOr ^ dS IE 0uUetin 79 ~ a4 - "Froien Lines. '* No action 
79/09/27 H ' lp Re9i0n 1 ‘ Philfld 0lphia. Office of the Director. 

lE Inf ° Not,l:e 79 ~ 35 ’ "Rector Trips at Turley 
Point Units 3 M, " No action required. y 

79/K}/0i H Ip Re9lon *’ ph 1 lade lph ie, Office of the Director. 

F TTm* I"f° Notice 79-24, "Over pressur i ca t i on of 
Containment of PWR Plant After Main Steam Line lireak " No 
action required. 

79/i0/0l' f lp nE9l “ n 11 Philadelphia, Office of the Diractor. 

receipt of 790920 ltr informing NRC of steps taken to 
rani nnw 9l ° lafcian * n ° ted in IE Insp Rept 30-363/79-07. 

Ena inner inn' m Region 1, Philadelphia, Reactor Construction 1, 
Englnooring Support Branch. 79/10/02. lp 

” 79 Reai 0 no°n^/^"^ NRC 790833 1 tr rc violations noted in IE Insp 
Rept 50-363/79-07. Corrective ac t i ons : preven ta t i ve sve ?< 
storage program procedures t, GA surveillance program 
procedures revised. 

F INFROCK, I. fi. Jersey Central Power A Light Co. 79/09/20. 2pp. 

"' 79 iiol 1 at?on F ° riJard3 IE In9P Rapt 50 ‘ 363779 -° 7 790625-27 f< notice of 

FnnVnonr?n T C, R ? 9ion *' Philadelphia, Reactor Construction «, 
Engineering Support Branch. 79/00/23. 2 pp. 

7910310035 Notice of violation from lnsp on 790625-27 

Bupport°flranch! ^Job^ tf, ’ lp R,5 " C t0r CD " 9trUC ‘ lB " 1, Engineering 

"" 79 inui 1 »m«nt I ! t . InBP R . B ? t s °- 363 ' ,7 9-07 on 79062S-27. Noncompliance noted- 
equipment Storage history cards not approved t, preventative 

m VC P r °9 T8ln procedures insp not conducted sinre 

Mar 1979. 

Director! ' 79 / 00 / 22 ! 9 PP . " B3i ° n ‘‘ Phllal)e1 ^^ Ottic, of the 


F __®*hurity, medical, emergency t, fire protection plans 

7910230323 Forwards draft amend to safeguards security contingency 
^ef 10CFR2°79O> ** NBC 7 ‘ , ° B31 9 3 * 1 °" 3 E " c 1 withheld 
CLAYTON, F. L, Alabama Pouier Co, 79/10/05. lp. 

79 ^t°!r!! n om (,S ^ eVisi0n to 790917 schedule re Implementation of 
ds prop os Bd In fire protection program r e-eval uatlon. All 
0 utage ^ Br ° 9S ma<,s completed by end of second refueling 

CLAYTON, F. L. Alabama Pouier Co. 79/10/10. 3pp. 

-__? ppra ^ lns 1 i con so Stage documents hr corrospo.ndenc a 

7910300319 Forward s proposed changes to Toth Specs re addition of 
feedwater bypass va 1 ves. Bupp or t i ng documentation h. Class III 
r p e end . 

CLAYTON, F.L. Alabama Power Co, 79/10/23 Kpp 

'" 7 ^ d pais^valvDs 0 Chan9e 60 7Beh SpeCe 33-5 re Factor 

-» Alabama Power Co. 79/10/23. ip 

7910300314 Responds to 790913 request for followup actions resultino 
fromrev.ews re TMI-2 Inc t den t. Forward s short-term lessons ° 

mi *v5n ~ emergency preparedness commitments. 

CLAYTON. FL. Alabama Power Co. 79/10/24. 40pp. 

r8 ^ Pts ' IE Bulletins U correspondence 

7910030706 Forwards suppl ta IE Bulletin 79-H, "Seismic Analysis fur 
O'BFT.Vi Safety-Related Piping Sys " Action required. 

79/O0/ll5 2 PP R ° 9tDn rttla "ta, Office of the Director. 

79 ™o™^ * DO-36.1/79-11 on 

Br^ch" C 79/0B/3a i0 2pp! n<^aCt,,, ' ^ " at ‘ 8 Support 


DOCKET 30-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 

A. App 1 1 ca 1 1 on/c ons true t i on stage documents 1 , correspondence 


7 9 100 10320 Forwards modified corrective action for improved 911 s 
sys abillt9 rD <,e P owor supplies for auiiliary feedwator 

BARTON, A. R. Alabama Power Co. 7B/12/20. 4pp. 


7910100343 Forwards response to NRC 790917 request For addl 
environ interaction issue, Continued facility operation 
justified. 

CLAYTON, F.L. Alabama Power Co. 79/10/05, 12pp. 


info re 


° f 7910ai »- 25 «/util at const site nen 

UQthaniAL to assess status of const. 

BUCKLEY, B. C. Light Water Reactors Branch 1. 79/10/03. 3pp. 


ianee.di 5 ' 7 *- S B «- 50-364/79-11 on 790006-09. No 

noncompUanco noted. Major areas i ns poc ted; pr aopernfclona 1 
teat procedure b. results. 

BURNETT, P- T . Region 2, Atlanta, Reactor Operations Nuclear 

wos/aa®;?: 0 R * t,ion a ' Mlanta ' omeB of tha 

‘ ™- 3 * 9779 ~13 on 

Bupp a*rt^br anch. WoS/31. C ° n * * r ° C * ‘ & Engineering 


-7910180543 IE Insp ftepts 50-348/79-27 & 30-364/79-12 on 790B13-15 No 
Sctiwt tT ooted_Mojnr areas inspected preservice insp 
relative to IE Bulletin 79-13. 

HERDT, A. R . Region 2, Atlanta, Rea c tor Cone t rue t i on & 

Eng neering Support Branch. CROWLEY. D R. Region 2 , Atlanta, 
Office Of the Director, 79/00/30. App 


7910160535 Forwards marked-up copies of proposed amends to Tech 
for Unit i ?< proposed radiological effluent Tech Specs for 
Unit 2. Also forwards revised draft Offsite Dose Calculation 
Manila I . 

CLAYTON, F.L. Alabama Power Co, 79/10/10. 100pp. 


Specs 


Ing arsol 1-Rand Impellers. ' 
O 'REILLY, J. P. Region 2, 
79/09/13. lp, 


No action required. 

Atlanta, Office of the Director. 


•7910160368 Revised Draft Offsite Dose Calculation Manual 
* Alabama Power Co. 79/01/26. 70pp. 




Sys " No action required. 

79/09/17’ J lp no sion 2, Atlanta, Office of the Director 








79 i£i^ 05 ? 8 Confirms 791011 telcon. Wes t i nghouse notified util that 
AanE Class 3 valvaa are installed in Class 2 sys Info not 
fully evaluated. Further details will be provided in followup 
rept. 

HAIRSTON, W. 0. Alabama Power Co, 79/10/12. lp. 


thron 


79 L^f°nM I ’" , ° N9fcice 7 9-23, "Emergency Diuo.l Oenerator 

Lube Oil Coolers. " No action required, 

79/09/26' J 2pp ne9lDn S> Afclil " ta ' Office of the Director. 


7910230267 Forwards proposed changes to Tech Bpecs re corrections to 
list of safety-related hydraulic snubbers. Class 11 & III fee 
and. 

CLAYTON, F. L. Alabama Power Co. 79/10/15. 2pp. 


7910190235 Forward* 
required. 

O'REILLY, J. P, 
79/09/27. 2pp. 


IE Bulletin 79-24r "Froien Lilies " No action 
Region 2, Atlanta, Office of the Director. 


■7910230274 Proposed changes to Tech Spec 6.12 clarifying access 
requirements to radiation areas If 3.7-4 re safety-re late d 
hydraulic snubber*. 

■» Alabama Power Co. 79/10/15. 53pp. 


■ rip S 


/VI forwards IE Info Notice 79-25, 

Point Units 314." No action required. 

79 / 10 / 0 !' JF pp R *’ slor ' 2 ' Atlanta, Office of the Director 
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79t°J707J5 Forwards IE Info Notice 79-24, "dvorpre s sur i i a t ion of 
Can ta l nme^n t of PUR Plant After Main Steam Lins Break. " No 
act! on required 

' J ' P ' Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910260110 Notifies that response to IE Bulletin 79-21, "Temp Effects 
ors Level Measurements, " will be submitted by 791031, 

CLAYTON, F. L. Alabama Power Co. 79/10/16. Ip. 


a. Reportable occurrences, LERs U related correspondence 


7910150431 HO: on 790B14, carbon diaside fire protection sys for diesel 
generator bldg declared inoperable. Caused by malfunction of 
carbon dioxide timers associated w/raoms 1-2A U 2R, Fire 
watch conducted until timer replaced !< sya operable. 

CLAYTON, F. L. Alabama Power Co. 79/09/20. Ip. 


7910190446 RQ; on 791008, inadvertent gas release occurred while 
performing maint on waste gas decay tank inlet isolation 
valve bonnet. Bldg was evacua t ed . Rad iat ion toots on personnel 
negative. 

HAIRSTON, WG. Alabama Power Co, 79/10/08, lp. 


DOCKET 30-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 
F. Security, mEdical, emergency L fire protection plans 


7910110399 Forwards addl info, requested in 790829 itr re safeguards 
contingency plan. Info withheld (ref 10CFR2. 790). 

KELLY, fl. J. Georgia PoweT Co. 79/10/04 lp. 


O. Adjudicatory correspondence 


79101B002Q Answer In opposition to Georgians Against Nuclear Energy 
790914 petition to intervene. Pet ition does not meet 
requirements of NRC rules of prsc tice. Urges scheduling of 
first prehearing conf eronc e. Cor 1 1 f ica t e of 6vc end. 

BILBERG. 0. E . TROWBRIDGE, C. F. Georgia Power Co. S1LDER0, J. E. Shaw, 
Pittman, Potts. !« Trowbridge. 79/09/20 Bpp. 


7910190110 Brief in support of 790914 petition to I n torvenu. Bubmi ts 
further statements in answer to I icensoe 790928 opposition 
to l n fcervent ion. A1 1 members live within 50 miles of plants !< 
health 6 safety aro adversely affected, 

FLACK. Q Georgians Against Nuclear Energy. 79/10/04. 3pp. 


— 7910190120 Affidavit attesting that expansion of spent fuel storage 
capacity may create b eal th, »of e ty & environ problems to 
A 8i lvorberg, member of Georgians Against Nuclear Energy. 
Certificate of Svc end. 

BILVEROERO, A. Georgians Against Nuclear Energy. 79/10/01. 3pp. 


79 1 031 001 B Response to Georgians Against Nuclear Energy petition to 
intervene. Interest tc specificity requirements are 
adequately sat isf 1 ed. NRC takes no position on contentions at 
present, W/notice of appearance t< Certificate of Svc. 

SMITH, 0. H. Branch 2. 79/10/04. 9pp. 


7910260369 Order setting 791120 prehearing conference in Atlanta. GA. 
Specific issues will be a Jdre* sod , L i mi ted appearance 
statements will not be permitted. 

GROSSMAN. H. Atomic Safe ty and Licenst ng Board Panel . 79/10/ 17, 

3pp. 


10260449 Amend correcting clerical omission in order setting special 
91120 prehearing conference. Mil 1 be held at LD Strom 
udi tor turn. RB Russell Federal Bldg, in Atlanta. GA. 

1D0SMAN, H. Atomic Safety and Licensing Board Panel. 79/10/18. ip. 


Insurance U indemnity information 


9IOIG03GS Forwards Endorsement 51 to NEL IA Policy NF-215. 

DUCK, U. It. Ma r sh L McL ennan, Inc., M 6 M Nuclear Consultants, Inc,, 
Dlv. 79/10/05. 2pp. 


7910290272 Forwards . Endorsement 42 to MAELU Policy MF-78. 
DUCK, J.R. Georgia Power Co. 79/10/22. 2pp. 


P, Operating license stage documents L correspondence 


79.1 ■0090124 1 Forwards FR notice of amend to I0CFR73. S3 ra requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790001 
to 791101. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/0B/10. 49pp. 


7910110233 Forwards NUREG/CR— 0727, "UWR Offgas Byo Evaluation. " Sys 
provides reasonable assurance that potential for external 
offgas explosions is ml n i ml i ed . W/o end. 

GAMMILL, W, P. Assistant Director for Operating Reactor Projects (Pro 
791030 ) . 79/08/22. 29p p . 


7910030676 Rejects request for Tech Spec 3.6 4. 1 change allowing 
continued operation until next cold shutdown w/up to three 
suppression c hamb er-dryuie 1 1 vacuum breakers inoperable. 

GAMMILL, W. P. Assistant Director for Operating Reactor Projects (Pro 
791030). 79/08/29. 3pp. 


7910030649 Ac k 790712 request for license amend to allow extension of 
90-day reporting requirement for annual environ surveillance 
rept. Request consistent w/Tech Spues U does not need 
separate licensing action. 

IPFOLITQ, T, A. Operating Reactors Branch 3 (Pro 791030). 79/09/09. 

2PP- 


7910090440 Forwards Amends 12 to License NPF-5, safety evaluation & 
notice of issuance 5 availability. 

IPPC1LITO, T. A, Operating Reactors Branch 3 (Pre 791030). 79/09/21. 

2pp. 


•7910090444 Amend 12 to License NPF— 5, o x tend i ng cortain surveillance 
intervals For initial cycle of operation to allow testing to 
bo performed during scheduled reactor shutdown, 

1PP0LITD, T. A. Operating Reactors Branch 3 (Pru 791030) . 
79/09/21. 2pp. 


— 7910090446 Safety evaluation supporting Amend 12 to License NPF-5. 
■* Office of Nuclear React or Regulation. 79/09/21. 4pp. 


— 791009044B Notice of issuance 4, availability of Amend 12 to License 
NPF-9. 

ROONEY, V. L. Operating Reactors Branch 3 (Pre 791030). 79/09/21. 

2pp. 


7910160145 Notification uf 790926 meeting w/Mark I owners in Bethesda, 
MB to discuss pool swelling compressibility effects S, 
downcomer condensation loads. 

OR I MESi C . I . Plant Systems Branch (Pro 791030), 79/09/24. lp. 


7910170010 Discusses need for addl confirmatory full scale tests to 
establish uncertainty in load magnitudes re condensation 
oscillation load definition prticedures. Draf t Itr to Mark 1 
utils re test program end. 

GRIMES, B. K. Assistant Director For Systems Engineering (Pro 
791030). 79/09/29. 4pp. 


7910170006 Discusses resolution of potential problem re Mork I 
containment identified in 790B31 memo, Add! info re response 
characteristics of downc omer-vent header sys shows 
sufficient structural fatigue margins ox 1st . Evaluation end. 

DENTON. H, R. Office of Nuclear Reactor Regolation. 79/09/26. 2pp. 


79100906B1 Notification of 791004 mooting w/util to discoss purge & 
vent valve designs. 

VERRELL 1 , D. M. Operating Reactors Branch 3 (Pre 791030). 79/09/27. 

ip. 


7910220413 Forwards guidelines for volve operability re containment 
purging & venting during normal operation. Requests 
comm i tman t to Implement valve qualification program within 
30 days. 

EI8ENHUT , D, G. Division of Operating Reactors. 79/09/27. 3pp. 


7910150641 Forwards request for addl info re spent fuel storage pool 
mod. Info neaded to continue review of 770709 application 
for facility mad. Request s response within 30 days. 

IPPOLITQ, T. A. Operating Reactors Branch 3 (Pro 791030). 79/09/20. 

5pp. 


7910090339 Forwards proposed amend to License NPF-5, chong ing Tech 
Bpecs, App A. 

KELLY, R.J, Georgia Power Co. 79/10/02. 2pp. 


•7910090341 Proposed amend tci License NPF-5, -chang ing Tech Bpecs, App A to 
allow continued operation until next cold shutdown w/one or 
two suppression chambor-to-drywol 1 vacuum breakers 
inoperable but In closed position. 

* Georgia Power Co, 79/10/02. 4pp 


7910150502 Forwards addl info re proposed Tech Specs for settlement of 
Category 1 atructures, in response to 790720 request. 

KELLY, R. J. Georgia Power Co. 79/lO/OB. Slpp. 


7910250366 Forwards lnsp foes. 

KELLY, R. J, ■ Georgia Power Co. 79/10/10. 3pp, 
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/91Q250363 Responds to 790320 request re outstanding licensing 
documentation. Forwards list of licensee initiated amend 
requests w/pr i or i t i os designated. 

KELLY, R. J. Georgia Pinner Co. 79/10/ 15. 2pp. 


7910300316 Forwards commitments to implement short-term recommendations 
of TM1-2 Lessons Learned Task Force. Addl info concerning 
capabilities for high point venting end. 

KELLY, R. J Georgia Power Co 79/10/19. 6pp. 


Q. Inspection reports, IE Bulletins & correspondence 


7910030205 Responds to IE Bulletin 79-18 Survey of high noise areas 
indicates condensate fc condensate booster pump area U diesel 
generator rooms having audibility problems. COTrec t ivo 
actions have not been determined 
WIDNER, W A. Georg i a Power Co. 79/09/20. 2pp. 


7910050393 Responds to IE Bulletin 79-19 No law level liquid raduaste. 
except for con tool nated oil, was generated during 1970 S, 
first six months of 1 979. S l i gh 1 1 y contaminated oil is in 
storage awa i ting accept able disposal method 
WIDNER.W A. Georgia Power Co. 79/09/21 3pp. 


7910180562 Forwards IE Insp Repts 30-321/79-26 *< 90-366/79-30 
790704-0803, Na noncompliance noted. 

LEWIE, R. C. Region 2, Atlanta, Reactor Operations Nuclear 

Branch. 79/08/30. 2pp. 


on 

Suppor t 


7910230561 Forwards NRC 790626 ltr re multiple equipment failures tc 
surveillance testing errors, which was incorrectly 
d i s tr ibuted. A1 so forwards IE Insp Repts 50-295/79-13 t, 
50-304/79-12 Action required. 

E IBENKUT, □. Q. Division of Operating Reactors. 79/09/21. 49pp. 


— 79101B0S67 IE Insp Repts 50-321/79-26 lx 50-366/79-30 on 790704-OB03. Mu 
nancomp llanco noted, Major areas inspected: refueling outage 
Tech Spec comp 1 lance, response to TE bulletins 5, circular's, 

ROs. housekeeping, operator performance f ( GA practices. 

DANCE, H. C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. ROQERS, R. F. Region 2, Atlanta, Office of the 
Director. 79/0D/3O. 4pp. 


7910030119 Responds to IE Bulletin 79-15, "Doep Draft Pump 
Deficiencies " Saf e t y -re 1 a t e d applications at plant require 
use of 23 deep vertical pumps, 

WIDNER, W. A. Georgia Power Co. 79/09/07. 10pp. 


7910050617 Forwards info ro vital area access controls per 790/26 
request t< IE Bulletin 79-16. Enel withheld (ref 10CFR2.790), 
WIDNER.W. A. Georgia Power Co 79/09/07. Ip 


7910010006 Forwards IE Circular 79-18, "Proper Installation of Tarqot 
Rock Safety-Relief Valves," No action required 
O'REILLY, J. P. Region 2, Atlanta. Office of the Director 
79/09/10. 2pp. 


7910040176 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers " No action required. 

0 'REILLY, J. P, Region 2, Atlanto, Office of the Director 
79/09/26. 2pp. 


7910190264 Forwards IE Bulletin 79-24, "Froien Linos." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director, 
79/09/27. 2pp. 


7910170221 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 & 4. " No action required 

□ RE ILLY, J. P. Region 2, Atlanta, Office of the Director 
79/10/01. 2pp. 


7910170742 Forwards IE Info Notice 79-24, "Over pre ss or i ia t i on of 
Containment of PWR Plant After Main, Bteam Line Break, " No 
action required . 

□ 'REILLY, J. P. Region 2, Atlanta. Office of the Diructor. 
79/10/01, 2pp. 


7910020585 Forwards IE Circular 79-19, "Loose Locking devices nn 
I ng erso 1 1 -Rand Pump Impellers. " No action required, 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director 
79/09/13, ip. 


7910050111 Forwards 60-day rept for IE Bulletin 79-14 in rnsponse to 
790702,27,0015 t< 0907 requests for verification of seismic 
analysis of safety-rolatod piping sy® 

WIDNER.W. A. Georgia Power Co, 79/09/14. 3pp 


7910110256 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Dlrortor 
79/09/14. Ip. 


7910250067 Forwards IE Insp Repts 50-321/79-20 5 50-366/79-32 on 
790821-25. No noncamp 1 1 anc □ noted. 

SUTHERLAND, 3. T, Region 2, Atlanta, Fuel Facility 6 Materials 

Safety Branch. 79/09/14. 2pp. 


•7910250070 IE Insp Repts 50-321/79-28 t, 50-366/79-32 on 790021-25. Nu 
noncompliance noted. Major areas inspee tod: lab radiochemical 
equipment !< instrumentation, OA audits fc collodion of liquid 
waste samp 1 es. 

MONTGOMERY, D. M, Region 2, Atlanta, Office of the Diroctor. 
HUFHAM, J. W. Region 2, Atlanta, Fuel Facility 5 Materials Safety 

Branch. 79/09/10. 3pp. 


7910100049 Forwards revised pages correcting insp numbers for Insp ropt 
transmitted 790003. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction f. Engineering 

Support Branch, 79/09/17, ip. 


— 7910100054 Forward® IE Insp Repts 50-321/79-26 it 50-366/79-31 on 
790815-17. No noncompliance noted. 

MURPHY, C.E. Region 2, Atlanta, Roactor Construction 6 

Engineering Support Branch. 79/08/31. 2pp. 


— 7910180059 IE Insp Repts 50-321/79-26 «< 50-366/79-31 on 790819-17. No 
noncomp lianca noted. Major areas inspectedrpipe support base 
plate designs using concrete expansion anchors. 

HERDTiA. R, Region 2, Atlanta, Roactor Construction t< 

Engineering Support Branch. VALLISH, E. J. Region 2, Atlanta. 
Office of the Director, 79/00/30. 4pp. 


7910300002 Forward® IE Info Notice 79-22, "Qualification of Control 
Bys, " Westinghousa 790030 ltr U Public Svc Electric (, Oan 
Co 790910 ltr ro potential unreviewed safety quest ion, Ac fciDn 
required within 20 days. W/o end. 

DENTON, H, R. Office of Nuclear Reactor Regulation. 79/09/17. 48pp. 


7910100471 Ack receipt of 790B14 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/79-17 J, 

50-366/79-2 1 . 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/10/02. ip. 


■7910100475 Responds to NRC 790720 ltr re violations noted in IF Insp 
Itepts 90-321/79-17 {- 50-336/ 79-2 1 . Cor r e d i ve action®: 
procodurcs will be developed to alert personnel of design 
deficiencies «i HNP-425 will be revised. 

WIDNER. W. A. Georgia Power Co. 79/08/14. 3pp. 


— 7910100479 Forward® IE Insp Rept® 50-321/79-17 I. 50-366/79-21 on 
790512-0601 !< notice of violation. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/07/20. Kpp. 


•7910100481 Notice of violation from inap on 790312-0601. 

* Region 2, Atlanta. Reactor Hporn t ions Nuclear Support Branch 
79/07/17. Ip, 


— 7910100483 IE Insp Repts 50-381/79-17 h 50-366/79-81 on 790512-0601. 
Noncompliance no ted: failure to report seismlcally 
unqualified flrp protection hangars, Pal lure to align ECXB 
*, failure to maintain quality rocord. 

DANCE, H. C, Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. ROGERS,!!. F. Region 2, Atlanta. Uffice of the 
Director. 79/07/17. 7pp. 


7910100426 Forwards info re potential environ interaction between 
non safety— grade sys t, safety-grade oys in response to NRC 
790917 ltr S, IE Info Notice 79-22. 

EHRENSPERGER, W. Georgia Power Co. 79/10/05. Ip , 


— 7910100436 Environ Interaction Rapt. 

* Georgia Power Ca. 79/10/05. 14pp 


7910IB0516 Ack receipt of 790926 1 tT Informing NRC of steps taken to : 
correct violations noted in IE Insp Rept* 30-321/79-23 J. 

30-366/79-27. I 

KENNA.W.D. Region 2, Atlanta. Safeguards Branch. 79/10/05. ip. j 


■7910180326 Responds to NRC 790B3I Ltr re violation® noted In IE In#p 
Rept* 50-321/79-23 6 30-366/79-27. Det a i l s withheld <ref 
10CFR2. 790>. I- 

WIDNER.W. A. Gaorgln Power Co. 79/09/26, Ip. 
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79 i t> in + ?? <> F “ rwa, ‘? E IE In «P Ropts 50-321/79-23 6 50-346/79-27 on 790606 
1GCFR2 790) Vlolflt ,on N<lti C0 violation withheld <ref 

KENWA.H. B. Region 2, Atlanta, Safeguards Branch. 79/0,3/31. 


7910300293 LER 79- 11 1 /03L-0: on 791 009* dryue 1 1 pressure exceeded 0.75 
psig limit of Tech Spec 3.6. 1. 6. Caused by personnel error. 

Design change request submitted to chango one primary 
containment hl-low press annunciator to two annunciators 
BAXLEY.,S. X. Georgia Power Co. 79/10/19 2 PP 


"El! 0 ** 16 In5P RcJlta 50-321/79-23 A 50-366/79-27 on 790406. 
Noncompl iance noted; access control vital area door found 
oHJZ-rl*!! * *■ *vc vehicle improperly secured in 

rrin if| Cted ars?s De tai 1 * withheld (ref 10CFR2. 790 > 

1N.W.U, Region 2, Atlanta, Office of the Director, 79/00/31. 


DOCKET 50-367 BAILLY GENERATING STATION 

A. Application/construction stage documents $< correspondence 


f__?! F “I^^*!_! ccurTcn,:es ' LERa ? < r0 lated correspondence 

79 1 Q0403Q9 Forwards LER 79-102/03L-0. 

WANRY, M. Georgia Power Co, 79/09/24. Ip. 


7910100173 Forwards rept re monitoring & mitigating effects of const 
dewater ing De termines that independent monitoring program is 
necessary. A1 so forwards Natl Park Svc 79092B 1 tr U UBQ9 
790904 ltrs. 

WHJTEHOUSE, J. R. Inter 1 or , De p t. o f, National Park Service 79/10/01 

6 pp. 


performing SP-HNP-2-3K16, 
Tech Spec 1 imi fc. 
recalibr t, 


79101 00330 Forwards LER 79- 104/03L-0. 

MANRY, M. Georgia Power Co. 79/10/03. Ip 


—79100AQ309 LER 79- 102/03L-0: on 7909 19, wh i 1 e 
instrument setpoints were found to exceed 
Caused by setpoint drift. Instruments were 
returned to svc. 

* Georgia Power Co. 79/09/25 2pp. 


•7910100104 "USGS/Natl Park Svc Plan for Determining Dewatering of IN 
Dunes Natl Lakeshora Adjacent to Qailly Generating Station." 

* Inter ior. Dept, of. National Park Service. 79/10/01. 11pp. 


7910120141 Forwards well charts for 790919-26, Da i 1 1 y wells w/n 
recorders, pond 1 evel s, pneuma 1 1 c pressure transducers t< water 
motor readings for 790926. 

BOHN, H. J. Northern Indiana Public Service Co. 79/10/05, 32pp. 


-?C? i ?i°e' :5e7 u L ^ ri 7l? “ 1()4/0aL- 0 -on 79091S, oxygen bottle providing reagent 
go* rOT mjdt-ogen anjlyipra found emp t y * re-s ul t i ng in 
InQpDT'dtivo analysers. Stand ing order issued to monitor u so 
of bottles foT d e toTmi n in o chango Frequency, 

N I X, R . T. Georgia Power Co. 79/10/03. 2pp. 


/r U^JUUUH Discusses review of closure program for Mark II pool dynamic 
loads. Requests description of pool dynamic load tasks. 

Anticipates meeting w^Mark II owners group to determine 
scope of flenoric/semigeneTic approach. 

VARGA, S. A. ■ Assistant Director for Light Water Reactors. 79/10/09 
3gp. 


7910170324 Forwards LER 79-105/03L-0 , 

MANRY , M. Georgia Power Co. 79/10/10. Ip. 


9101 7O&20 LER 79 1 05/O3L-0: o n 7909 1 9, uia ter pump D test data was out of 
range allowed when compared to ref data for pump. Caused by 
tendency of pumping capacity degradation to gradually 
ra ^° 0 f tost to ref data due tu normal wear. 

CaOOINiC.L, Qeorgia Power Co. 79/10/09. 2pp 


G. Adjudicatory correspondence 


7910010759 Four ltrs requesting artdl 30-day extension to prepare b 
research Issue of short pilings which will be used in const 
of power p lant. Oppo ses nuclear power b const of plant. 

M I LCAREK, G, , TRUDEAU, L. , SULLIVAN, N. Americans Against Nuclear 
Power. 79/00/07. 4pp. 


7910170172 no 50-366/79-112: on 79 101 1, during shutdown for mai nt, found 
that Infcormed i a te range monitor had been removed b was not 
in control rod driveline cavity of d T ywel 1 . Caused by removal 
for clean up operation. 

MAURY, M. Georgia Power Co. 79/10/1 i. 2pp. 


7910170239 Forwards LER 79- 106/03L-0. 

MANRY, M, Georgia Powor Co. 79/10/12 lp 


7910170262 LER 79 !06/03L-0:on 790-919, Severn ) operational cycle & other 
surveillances were overdue. Caused by misinterpretation of 
Tech Specs re starting time for surve 1 1 lent es. Kxemp t iun 
requested & granted. 

CCJQQIN.C.L. Oeorgla Power Co 79/10/12 4pp. 

7910300295 Forwards LER 79-024/03T-I . 

HANRY, M. Georgia Power Co. 79/10/17. Ip, 


’--7910300301 LER 79— 034/O3T— 1 ; on 790214, safety relief valves 2D21-F0I3 (' 
** 0 failed to open at 1,090 psi selpoin ts , Caused by 
extes sive leakage in valve pilot assembly due to scuffing nf 
pilot disc 6 seat. Mods performed on valve, 

COG-OIN, C.L. Georg io Pouipr Co. 79/10/17. 3pp. 


7910090452 Expresses objections & concerns re storage of nuclear wastes 
t< possibility of nuclear accident. 

MEDLAND, P. Affiliation Unknown 79/00/13. lp , 


uommoncB on nwm /9U/16 1 tr on use of shorter 
facility, per NRC 790725 order Proposal does not alter 
architectural or engineering cr 1 te r 1 a . Pe t i t i one for hoaring 
should ho denied Certificate of Svc end. 

SHEA, K. H. Public Service Co of Indiana, Inc. SHEA, K H 
LowBnstoin, Newman, Reis, Axelrod tiToll. 79/00/14. 6pp. 


r * * * » 




7910110237 Comments by p o t i t i oner s, i nc 1 ud 1 ng State of IL, Porter 
Chapter of Jiaak Walton League, JE Newman !< Lake HI 
Federation, on ACRE 790716 llr re use of shorter pilings 
Certificate of Svc end. 

SCOTT, W. J. , SEKULER, 6. N. Illinois, State of, ROBBINS, R L 
Michigan Federation. 79/08/14. 9pp, 


County 


Lake 


7910240670 Motion by Porter County Chapter of Isaak Walton Loaque op 
Ameri ca, Concerned Citizens About Doily Nuclear Bite, 

Businessmen for Public Interest, JE Newman, M Warner, Q Hanks f< 

State of IL, to consolidate hearing requests 

llS' D - 7 onIms l5, l t,,te DF VQLLEN, R. J. , OBANN, E. W, Affiliation 


7910290273 Forwards LER 79- I 0S/D3L-0. 
MANnYrH Oeorgia Power Co. 79/10/19. 


-7910290276 LER 79-I0B/O3L-0: on 790926, 1 ns trument n 2/C71-N002A, C! It D 
were found to exceed Tech Spac limit during high drywell 
pressure functional tost b cal ibr, Caused by setpoint drift- 
instruments were recalibr 4 returned to svc. 

NIX, FI. T , Oeorgia Power Co. 79/10/19. 2pp, 


■710300232 Forwards LER 79-1 12/O6T-0. 

MANRY, M. Oeorgia Powor Co, 79/10/19. lp. 


/Txurftunui Amend to requests for h oar ing, f i 1 ed by State of i 
C-ounty Chapter of Izaak Walton League of Amer 1 ca, Cone orned 
A 9 alnBt Qailly Nuclear Site, ot al. Northern IN PSC 
790031 Itr should be part of request. W/Certificate of Svc 
MANSELL. D. Illinois, State of. VOLLEN, R, J. , OBANN, E. U 
Affiliation Unknown 79/10/03. 4pp 




7910190066 Responds on behalf of Northern IN Public Svc Commission to 
Porter County Chapter of Isaac Walton League 791003 motion 
to consolidate hearings Consolidation of propo-sed extension 
re_short pilings proposal is improper. 

AXELRAD, M, Lowona te 1 n, Newman, Re i s. Axe 1 rad (.Toll. 79/10/10. 6pp. 


' 79- 1 1 2/O6T-0: on 791011, intermediate range monitor 
n area where left, Caused by 
thorization 4, shipped offsite 
revl sad. 

79/10/24. 2pp. 


H. General correspondence 


h uw 0 » that NRC carefully scrutinize info that Northern 

Public Svc Co submits in support of proposed n lant. Claims 
that portions are misleading. 

BOYCE, R, Affiliation Unknown. 79/09/ 11. lp. 
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0. Advisory Committee on Reactor Safeguards reports t< correspondence 


7910190472 Tentative schedule of ACRS Bailly Subcommittee 790709 
mooting in Portage; IN to discuss history of project 8, soil 
tests. 

* ACRB - Advisory Committee on Reactor Safeguards, 79/07/09. Ip. 


0. Inspection reports; IE Bulletins & correspondence 


7910090106 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements." Action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/0B/13. 
IP- 


7910240478 Forwards well charts for 790926-1003 & Da Illy wells w/o 
recorders, p ond 1 eve 1 s, pneumatic pressure tran a due era, water 
meter readings St UBGS wells for 791003. 

BOHN, R. J. Northern Indiana Public Service Co. 79/10/12. 32pp. 


DOCKET 50-360 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency & fire protection plans 


7910260165 Remits Class I duplicate fee fur safeguards contingency 
plan involving two units, in response to 791009 request. 

TRTMBLE, D. C. Arkansas Power 6 Light Co. 79/10/19. Ip. 


7910050410 Forwards IE Info Notice 79—20, "NRC Enforcement Policy - 
NRC Licensed Individuals." No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/08/14, 
Ip. 


7910030400 Forwards IE Circular 79-17, "Contact Problem in BD—12 
Switches on QE Metalclad Circuit Droolers. " No action 
required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/00/14. 
!)»■ 


7910020213 Forwards IE Info Notice 79-20, Rcvi s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission 6 punctuation error which changed 
intent of statement. Changed statement underlined in text. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/09/07. 
Ip. 


7910040593 Responds to IE Bulletin 79— 15, "Deep Draft Pump 
Deficiencies. " Five Ingersoll-Rand deep draft pumps in 
storage intended for safety -related applications 
SHORB,E. M. Northern Indiana Public Service Co. 79/09/07. 2pp. 

» 

7910030266 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersoll-Rand Pump Impellers." No action required. 

KEPPLER, J. Q. Region 3, Chicago, Office of the Director. 79/09/13. 
Ip- 


7910110133 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PM bulletin 7305, Catalog 9U12-1 1-AC w/120 Volt at 
Coil." No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/09/24. 
Ip. 


7910040249 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Dll Coolers." No action required. 

KEPPLERiJ.G. Region 3, Chicago, Office of the Director. 79/09/26. 
Ip- 


H. Genera l correspondence 


7V1OD20732 Informs that Class III amend fee transmitted 790417 is to bo 
refunded.slnco amend was withdrawn tofore NRC review began. 

MILLER, W. 0. License Fee Management Branch. 79/09/17. Ip. 


J Insurance & indemnity information 


7910230578 Forwards executed Amend 9 to Indemnity Agreement B-69. 
TRIMBLE, D. C. Arkansas Power J. Light Cn. 79/10/17. 2pp. 


P. Operating license stage documents correspondence 


7910100082 Bummari les significant operating events to date. Abnormal 
occurrence on 700916:60,000 gallons bnreted water 
transferred from refueling water tank to containment oump. 
Reported to Congress in NUREQ-0090, Vo 1 2, No 1, dan-Mar 1979. 
VAS8ALLO, D. a. Division of Project Management. 79/09/07. 2pp. 


— 7910100004 Notifies of transferral of safety project mgt 

responsibility from Environ Projects Branch 2 to Operating 
Reactors Branch 4. Lists Amends 1-12 to NPF-6. Forwards 
items for further action. 

VA8SALL0, D. D. Division of Project Management. 79/09/07. 2Spp. 


7910050340 Forwards list of plants requiring mitTofiching of up-to- 
date FSARs in Central FI los. Roques ts action as soon as 
possible. 

QRlMEBiB.K. Assistant Director foT Systems Engineering (Pre 
791030). 79/09/10, 4pp 


7910250215 Informs that effective date for implementation of EPA std 
for LWR U Fuel cycle is 791201. Raques t a compliance w / 
radiological effluent Tech Spec implementing LWH provisions. 

Method for i dip 1 omentat 1 on requested by 791101. 

OAMMILL, W.P. Assistant Director for Operating Reactor Projects (Pre 
791030). 79/09/17. Ip. 


7910040053 Forwards IE Info Notico 79—24, "Froren Lines." No action 
required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/09/27, 

Ip. 


7910230260 Responds to IE Bulletin 79-23. "Potential Failure of 
Emergency Diesel Generator Field Exciter Transformer. 11 Util 
has not contracted for diesel generators ponding NRC review 
of pile placement methodology 

8H0RB, E. M. Northern Indiana Public Service Co. 77/09/27. Ip. 


7910020752 Notification of 791016 mooting u/utll to discuss proposed 
radiological Tech Specs {< offsite dose calculatio-n model. 

VISBING.G. Operating Reactors Branch 4 (Pro 791030). 79/09/16. 

Ip. 


79I01B01A9 Notification rescheduling 791016 meeting w/utli to review 
proposed radiological effluent Tech Specs *< Offsite Dose 
Calculation Man ua 1 . Moo t 1 ng will be held 791023. 

V1BSING. 0. Operating Reactors Branch 4 (Pre 791030) , 79/09/IB, 

2pp. 


7910170253 Forwards IE Info Notice 79-25. "Reactor Tripn at Turkey 
Point Units 3 & 4. " No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/10/01. 
Ip. 


7910100626 Forwards IE Info Notice 79-24. "Dverpressur i za tion of 
Containment of PUR Plant After Main Qteam Line Break," No 
action required. 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director. 79/10/01. 
Ip. 


7910310404 Forwards Revision 2 to IE Bulletin 79-13, "Cracking In 
Feedwater Sys Piping." No action required. 

KEPPLERiJ.G. Region 3, Chicago, Office of the Director. 79/10/i9. 
IP- 


R. Periodic operating reports t* related correspondence 


7910110323 Forwards well chart s, Dai 1 ly wells w/o recorders, pond levels, 
& pneumatic pressure transducers for 790912-19 & water meter 
readings for 790919. 

BQHNiR J. Northern Indiana Public Barviee Co. 79/09/20. 32pp. 


791OO3-0B56 Notification of 791004 mooting w/util to discuss temp 
variation in hot logs of reactor coolant sys. 

VISBINQiO.S. Operating Reactors Branch 4 (Pro 791030), 79/09/20. 

tp. 


791D04030B Responds to NRC 790723 0805 requests for amends re 

secondary water chemistry moni tor i ng L control program. 
Present program & Tech Specs on steam gnnorabor tube 
leakage !< inservice insp are sufficient. 

TRIMBLE, D. C, Arkansas Power h Light Co. 79/09/20. 2pp. 


7910150331 Grants relief from ASME Section XI pump tt valve Inse-rvlce 
testing requirements pending completion of detailed 
NRC review qf util 700615 submittal. FR notice end. 

REIDjR. W. Operating Reactors Branch 4 (Pro 791030). 79/09/21. 

3pp. 


—7910150561 FR notice granting relief, on Interim basis pending 
completion of detailed review, from ASME Section XI pump & 
valve requirements. 

REID, R. W. Operating Reactors Branch 4 (Pre 791030). 79/09/21. 

2pp, 
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79101 10434 Notifies that error of 0.0027'/., discovered in CPC sgs 
softwear during CPC task force site audit, will be changed 
at next software revision. Error results in imp lonientat i on of 
data base value Of 365 SIX dasign average as 365. 8X. 

TRIMBLE, D. C. Arkansas Power & Light Co 79/10/03. 2pp. 


7910220305 Requests proposed schedule for completing evaluations & mods 
of Tech Specs required by license condi.t Ions. Li s t of items 
to be resolved end. 

REID, R. W. Operating Reactors Branch 4 <Pro 791030). 79/10/04. 

3pp. 


7910220443 Discusses limited boron dilution incident at operating PWR 
fac 1 1 ity. Requests analysis of potential far 4 consequences 
of baron dilution accident based on conservative assumptions 
consistent ui/facility design 4 Tech Specs. 

REIDiR. H. Operating Reactors Branch 4 (Pre 791030). 79/10/09. 

3pp. 


79101 60326 Notifies that specific concerns of NRC 790B0H 1 tr re 
adequacy of station electric d i str ibu t i on ays voltages 
were addressed during NRC review of 790916 Inc i den t Si nc o 
review found sys ac c ep tab 1 e, no further response necessary. 
TRIMBLE, D. C Arkansas Power 4 Light Co. 79/10/08. Ip. 


7910010001 Forwards IE Circular 79-18, "Proper Installation of Target 
Rock Safety-Relief Valves. 11 No action required. 

BEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/10. 
Ip. 


7910030647 Accepts delay in submittal of final reply to IE Bulletin 
79-03 as requested in 790831 Itr, 

MADSEN, 0. L. Region 4, Dallas, Reactor Operations Nuclear Support 

Branch. 79/09/10. Ip. 


— 7910030652 Requests delay In submittal of final reply tc IE Bulletin 
79-03 until util has chance to review forthcoming bulletin 
revia ion. 

TRIMBLE, D C. Arkansas Rawer 6 Light Co. 79/0B/3J . ip. 


7910030302 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersoll-Rand Pump Impellers." No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director, 79/09/13 
IP- 


7910120184 Forwards IE Info Notice 79-22, "Qualification of Control 
&ys. " No action required. 

BEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/14. 
Ip. 


7910220479 Requests submission of Class I amend/approval fee for 
safeguards contingency plan within 15 days. 

MILLER, H. 0. License Fee Management Branch. 79/10/09. Ip. 


7910290-106 Requests preparation of solid waste process control program 
?< Tech Specs which discuss solidification of waste. 

REID, R. H- Operating Reactors Branch 4 (Pre 791030) 79/10/09. 

2pp. 


7910190304 Forwards responses to NRC 790913 ltr. Item* in itr 1 NUHEO- 
0378 are valid 4 appropriate to increase safety margin at 
fac i 1 i tg. Proposes two outages in series for each unit. 

CAVANAUGH, W. Arkansas Power !< Light Co. 79/10/17. 33pp. 


7910230246 Forwards comments on NUREQ-057B, "TMI-2 Lessons Learned Task 
Force Status Rept S. Short-Term Recommendations." Util -will 
be in compliance by May 1980. 

CAVANAUGH, W. Arkansas Power 4 Light Co. 79/10/17. 32pp. 


7910310328 Discusses containment purging during operation Util is 
satisfied w/bases for proposed Tech Specs to limit purging 
during operation to no more than 90-h/yr. 

TRIMBLE, D. C. Arkansas Power 4 Light Co. 79/10/25. 2pp. 


Q. Inspection reports, IE Bulletins 6 correspondence 


7910040586 Requests 90-day extension to complete lnsps required in 
IE Bulletin 79-13, "Cracking in Feedwater Egs Piping," in 
order to complete power ascension testing w/o shutting down 
to perform examinations. 

TRIMBLE, D. C. Arkansas Power 6 Light Co. 79/08/21. 2pp. 


7910220217 Withdraws requests for 90-dag extension of inaps required by 
IE Bulletin 79-13. Insp will be performed during current 
unscheduled outage. 

TRIMBLE, D C. Arkansas Power & Light Co. 79/09/14. Ip. 


7710120193 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Typo PM Bulletin 7305,Catalog 5U12-U-AC w/120 Volt ac 
Coll," No action required. 

SEYFRIT, K. V, Region 4, Dallas, Office of the Director. 79/09/24. 

Ip- 


7910090792 Ac k recoipt of 790914 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-313/79-15 & 

90-368/79-13. 

MADSEN. <3. L. Region 4, Dallas, Reactor Operations Nuclear Support 

Branch. 79/09/26, Ip. 


— 7910090794 Responds to NRC 790024 ltr re violations noted in IE Inop 
Repts 50-313/79-15 4 50-36B/79-1 3. Corr oc t i ve actions: 
establishment of requa 1 i f ica 1 1 an schedule for licensed 
op orator o & annual per f ormanee evaluation. 

TRIMBLE.D.C. Arkansas Pawor 6 Light Co. 79/09/14. 2pp. 


7910110167 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers, “ No action required. 

SEYFRIT, K. V, Region 4, Dallas, Office of the Director. 79/09/26. 

Ip 


7710100034 Forwards IE Bulletin 77-24, "Froxon Lines. “ Action required. 
SEYFRIT, K. V, Region 4. Dallas. Office of the Director. 79/09/27. 
Ip- 


7910090761 Forwards IE Insp Repts 50-313/79-15 4 50-368/79-13 on 
79070B-0809 4 notice of violation. 

MADSEN, 0. L. Region 4, Dallas, Reactor Operations Nuclear Support 

Branch. 79/OB/24. 2pp. 


--7910090763 Not.ice of violation Prom insp on 790708-0809, 

» Region 4, Dallas, Reactor Operations Nuclear Support Branch. 
79/08/22. Ip. 


—7910090768 IE Insp Rept 50-313/79-15 4 50-36B//9-13 on 79070B-0009. 
Noncompliance noted: no requalification training schedule for 
licensed operators. 

JOHNSON. W. D. , GPANGLER.fi. G. , WE8TERMAN, 7. F. Region 4, Dallas, 
Office of the Director. 79/08/22. 15pp. 


7910040656 Responds to IE Bulletin 79-06C, "Nuclear Incident at 
TMI - Guppl. " Interim action required In Item 1 implemented 
Rept required in Items 2 4 3 submitted 790829. Emorpency 
procedure training to be conducted when guidelines approved. 
TRIMBLE, D. C. Arkansas Power 6 Light Co. 79/08/29. 3pp. 


7910040634 Responds to IE Bulletin 79-02, “Pipe Support Bane Plate 
Designs Using Concrete Expansion Anchor Bolts." Total of to 
supports w/safety factors less than two wore identified as 
corrected. 

TRIMBLE, D. C. Arkansas Power 4 Light Co, 79/09/03. Ip. 


7910290021 Forwards IE Insp Repts 30-313/79-19 4 50-368/79-17 on 
790827-31. No n oncomp 1 1 one e noted. Do tot 1 3 withheld 
< ref 10CPR2. 790). 

MADBEN.Q.L. Region 4, Dallas, Reactor Operations Nuclear Support 

Branch. 79/10/01. 2pp, 


—79 10290024 IF Insp Repts 50-313/79-19 U SO-360/79-19 on 790827-31. No 
nonromp 1 i anc o noted, Major areas inspec tod : search procedures, 
communications, compensatory measures 4 power supp 1 y. Do tai Is 
withheld (rof I0CFR2. 790). 

■CALDWELL, ft. A. Region 4. Dallas, Office of the Director. 

MADBEM, 0. L. Region 4, Dallas, Reactor Operations Nuclear 

Support Branch. 79/10/01. ip. 


7910100099 Forwards info tc potential interaction between nonsafety- 
grado sys 4 safety-grade ays. in response to NRC 790917 ltr. 

Review has not identified any interaction. 

CAVANAUGH, W. Arkansan Power 4 Light Co. 79/10/05. 22pp. 


R. Periodic operating reports 4 related correspondence 


7910030406 Forwards correction to monthly operating rept for Aug 1979. 
TRIMBLE, D, C. Arkansas Powor 4 Light Co. 79/09/24. 2pp. 


7910170229 Forwards monthly operating rept for Bept 1979. 
TRIMBLE, D.C. Arkansas Power 4 Light Co. 79/10/12, ip. 


7910030863 Responds to IE Bulletin 79-15, "Deep Draft Pump 
c, 1 . ,! nei **' " Tl,r8e Fdirbank Morse Model 26HC pumps in use 
at Unit 1 11 sve water pumps. Three Fairbank Morse Kodnl 
34HC pumps in use at Unit 2 as sve water pumps. 

TRIMBLE, D. C. Arkansas Power 4 Light Co. 79/09/06. 4 pp, 


—7910170233 Monthly operating rept for Sept 1979. 

PENDERORAFT, R. Arkansas Power 4 Light Co. 79/10/12. 5pp. 
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S Reportable occurrences, LERs 8, related correspondence 


7910030007 Summer lies significant operating events 7B07 10-7906 1 3 On 1 u 
abnormal occurrence mas on 780916: electrical trip at Unit 1 
resulted in voltage drop which disconnected engineered 
safety features bus. 

VASSALLO, D B. Division of Project Management. 79/09/07. 2pp. 


7910030093 Notifies that safety project mg t for facility has been 
transferred to Div of Operating Reactors Dranch 4. Forwards 
status of items requiring NRC action «< organi cat ions 
responsible for action. 

VASSALLO, D. H Division of Projact Management. 79/09/07. 25pp. 


7910030449 Forwards LED s 79-07B/03L-0 6 79-079/03L-0. 
TUMBLE, D, C. Arkansas Power & Light Co 79/09/26. Ip. 


—7910030460 LEO 79-078/03L-0 : on 790028, re f ue i i ng water tank level 
Indicator read 2. 7X less than computer point indication. 

Caused by current loop opening when indicator head was 
1 1 f ted. Resistor location corrected 6 indicator rccalibr. 
SHIVELY. C. N. Arkansas Power t, Light Co. 79/09/26. ip. 


"■"79 1 0030469 LER 79-079/03L— 0: on 790904. c onto inme nt bldg sump level 
indicator was inoperab 1 o. Caus ed by loss of power duo to 
power supply being inadvertently switched off, Power supply 
was re-energlied within 13-h !< caution cord attached. 

SHIVELY, C, N. Arkansas Powor 6 Light Co, 79/09/26. Ip. 


7910230507 Forwards LEfls 79-O0O/O3L-O 6 79-081 /03L-0. 

TRIMBLE, D, C. Arkansan Power t< Light Co. 79/10/19. Ip. 


— -7910230512 LER 79-080/03L— 0: on 790921 , 1 nd 1 ca t i on for sodium hydroxide 
addition tank discharge valve 2CV-5&67-2 was lost. Caused by 
failed powor supply fuse. Power fuse was replaced t< control 
circuit current verified 

8HIVELY, C. N. Arkansas Power & Light Co. 79/10/19. Ip. 


—7910230510 LER 79-081 /03L-0: on 790923, tUTh i n e driver 12K3 on steam 
driven pump 2P7A tripped on overspeed. Caus ed by water in 
stoam supply header. Pump casing & steam header were drained 
?< trip valvo reset. 

PENDERGRAFT. R, Arkansas Power Light Co. 79/10/19. Ip. 


7910300192 Forwards LER 79-082/03L-0 

TRIMBLE, D C. Arkansas Powor 6 Light Co. 79/10/84. Ip. 


—7910300199 LER 79-082/03L-0: on 790922, care protection calculator C 
fa 1 1 ed. Caused by failure of reactor coolant prossuro speed 
Input. Input pulse shaper contacts cleaned !< channel C 
returned to svc. 

PENDERGRAFT, R, A Arkansas Power L Light Co. 79/10/34. Ip. 


791031041B Forwards LERs 79-075/Q3X- l , 79-083/03L-0, 79-084/03L-0 U 
79-085/03L— 0. 

TRIMBLE, D. C. Arkansas Power 6 Light Co. 79/10/85. Ip. 

—7910310424 LER 79-075/03X-1 ; on 790022, during Mode 1 op era t i on, data link 
from control element assembly cluster ta 1) core protection 
computer dropped, rosul t ing in B channel tr ipp ing. Caused by 
failed optical amplifier. Data link was repaired 
PENDERGRAFT, R. Arkansas Fewer t, Light Co. 79/10/23. I p. 


— 791Q31042B LER 79-093/03L-0: on 790926, during Mode 2 op era ti on, Rod 46 
dropped four times to lower electrical limit. Cause not 
stated . Vo 1 tage to CEBM gripper coils was increased 6 rod 
exercised successful ly, Control e 1 emen t ossembl y realigned. 
PENDERGRAFT, R. Arkansas Power Sc Light Co. 79/10/23. Ip. 


-7910310431 LER 79-084/031.-0: on 790927, during Mode 2 op era t ion. Contra 1 
Element Assembly 46 dropped to lower electrical limit. Cause 
not stated. Gripper voltage was Increased to facilitate rad 
wl th drawa 1 . Rod wo* realigned to group average. 

PENDERGRAFT, R. Arkansas Power & Light Co, 79/10/23. Ip. 


■7910310434 LER 79-0B5/O3L-Q: on 790923, during Mode 2 operation, ref uel ing 
water tank boron concentration was 1,705 ppmb. Caused hy 
Calculation based on boron concentration taken prior to 
sufficient mi x ing. Opera ting procedures revised. 

PENDERGRAFT, R. Arkansas Power & Light Co. 79/10/25. Ip. 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNTT 1 
A, Application/construction stage documents L correspondence 


791022027-6 Requests that util amend FSAR to incLude proposed secondary 
water chemistry program which will be referenced in 
condition to OL fc will replace any proposed Toch Specs on 
secondary water chemistry. Model license condition encl. 

DAER.R.L. Light Water Reactors Branch 2. 79/03/24. 3pp. 

7910040222 Forwards request for addl info re guide thimble tube wear in 
West 1 ngh ouse fuel assemblies. 

BAER, R. L. Light Water Reactors Branch 2. 79/09/il. Bpp. 

7910090811 Notifies of evaluation of facility design per Reg Guide 
1. 117, Revision 1. Design meets roqu ireeien ts except w/regard 
to main stoam lines external to containment k/or refueling 
water storage tank or reactor makeup water storage tank. 

PARKER, W. 0. Duke Power Co. 79/09/17. 3pp. 


7910090740 Roquests addl info re possibility of main steam line break 
Inside containment as result of overpressuri i otton of 
containment at sites, 

BAER.R.L, Light Water Reactors Branch 2. 79/09/21. 6pp. 


7910010324 Forwards draft of revised procedure for Teactor trip, 
followed by necessary mitigating operator actions in event 
trip does not occur. 

PARKER, W. D. Duke Power Co. 79/09/23. 2pp 


■79100J0327 Draft of revised Teactor trip procedure 
* Duke Power Co. 79/09/25. 4pp 


7910010350 Forwards util response to NRC 790B15 ltr requesting addl 
Info re refueling water storage tank design for Facility. 

PARKER, W. 0. Duke Power Co. 79/09/25, 6pp. 


7910100002 Requests review of milestone chart 6 verification in 
writing within seven days that all applicant action 
milestones will be met. 

BAER.R.L. Light Water Reactors Branch 2. 79/09/26. 3pp. 


79 1 0100005 Supplements 790719 response ta 790702 FOIA request by 
identifying three insp repts relative to raquest re Duke 
Power Co proposal to transship spent fuel from Oconee plant 
ta McGuire p lant. Document s available In NRC PDH. 

FELTON, J. M, Division of Rules and Records. 79/10/01. Ip. 


7910130533 Responds to NRC 790926 request for verification & correction 
of response dates for applicant action i terns, forward s list 
of Items u/doscr i p t ion of info to bo submitted 8< date info 
will be sent. 

PARKER, U, D. Duke Power Co. 79/10/08. 3pp, 


7910260113 Forwards request for add] info re equipment qualification, 
Also forwards info copy of draft NUREG-058B, "Interim gtnff 
Position on Environ Qual i f 1 ca t i on of Baf ety-Re 1 oted 
Electrical Equipment," U/o NUREG. 

BAER.R.L. Light Water Reactors Branch 2. 79/10/15. 7pp. 


79 103104 1 D Requests addl info re errors generated in steam s»nerator 
level indication sensors following high enorgy pipe break 
accidents inside c onta inment. Requests reppnse by 791119. 

BAER, R. L, Light Water Reactors Branch 2. 79/10/15. 4pp. 


7910290152 Notification of 791030 meeting w/util t, Wastinghouse in 
Be thesda , MD ta discuss constant axial offset control 
procedure, 

□ IRKEL, R . A. Light Water Reactors Branch 2. 79/10/16. 3pp, 


7910290439 Requests submittal of schedule far OL application amend re 
implementation of near-term followup actions related to TM1 
accident. 

DAER.R.L. Light Water Reactors Branch 2. 79/10/17, 3pp. 


7910310033 Accepts preservice exam of Unit 1 steam generators. Requests 
completion of preservice exam of Unit 2 steam generators, 

BAER.R.L. Light Water Reactors Branch 3. 79/10/22. 3pp. 


7910300204 Responds to NRC 790921 request far add! Info re potential 
overprei surl xation of containment In event of main steam 
line break. Auxiliary feedwater *y» (Jill be actuated after 
steam line braak.Flaui charts encl. 

PARKER, W. a. Duke Power Co. 79/10/25. 9pp. 
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7910300300 Forwards description oF -facility program to monitor ?, 
control secondary water c hemi s try. Program will provide 
adequate assurance of steam generator tube integrity. 

PARKER, W. Q. Duke Power Co. 79/10/25 12pp 


F. Becurity, medical, emergency t< fire protection plans 


7910160262 Forwards modified amended security plan. Revi sion 6. Plan 
withheld (ref 10CFR2. 790). 

PARKER, W a. Duke Pouier Co 79/10/IP Ip. 


0. Adjudicatory c orresp undone e 


7910120294 Hoard ms t i f i c a 1 1 on.: c on ta knmen t margins in ice condenser 
plants. NRC 790716 memorandum t< and memoranda should be 
forwarded to all par 1 1 as. D i s tr i b ut i on list also oncl. 

VARGA, S. A. Assistant Director for Light Water Reactors. 79/08/30, 
5pp. 


•7910120300 Discusses containment margins in ice condenser plants. Peak 
pressures in proposed plant arc double capability of 
containment design. Knowledgeable groups should review 
problem. 

KELQER.C. N. Assistant Director for Advanced Reactor Safety 
Research. 79/06/04. lp 


7910170725 Forwards TE Info Notice 79-24, "Ovorpressur i is t i on of 
Containment of PUR Plant After Main Steam Line OTeak. " No 
action required 

O'REILLY. J. P. Region 2, Atlanta, Office of tho Director. 
79/10/01. 2pp. 


7910230264 Responds to IE Bulletin 79-12. "Short Period Scrams at DWR 
Facilities " Info will be available by 791130. 

PARKER, U.O. Duke Power Co. 79/10/01. Ip. 


7910250500 Responds to 790921 ltr on util actions following IE 
investigation of facts J< statements made re hypothetical 
cask drop (rail cask) accident analysi s. Find ingo Indicate 
no matl false statemgnt mad c i h owever, FEAR should be revised. 
THPF1NDUR0, H. D. Division of Reactor Construction Inspection. 

.. 79/10/01. Ip. 


— 7910250921 Notifies that IE Insp Repto 50-369/7B-20 it 50-370/78-13 do 
not contain proprietary info. 

PARKER, H O, Duke Power Co. 79/0B/31. ip. 


--7910250531 Responds to NRC 790001 ltr re revisions to FBAR to Indicate 
c Dns i derations made to preclude entry of spent fuel shipping 
cask into spent fuel pool 6 measures taken assuring accuracy 
of info provided to NRC. 

LEE, W. S. Duke Power Co. 79/OB/21. 2pp. 


— 7910120304 Discusses potential board notifications re containment 
margins in ice c ondenser. NRC 790606 board notification is 
sufficient until definitive revisions to license 
requirements established. 

VARGA, S. A. Assistant Director for Light Plater Reactors. 
79/07/13. Ip. 


Q. Inspection reports, IE Bulletins tc correspondence 


7910020576 Forwards IE Circular 79-19, "loose Locking Devices on 
Ingersol 1-Rand Pump Impellers. ” No action required. 

Q 'RE ILLY, J. P. Region 2. Atlanta, Office of tho Director. 
79/09/13. Ip. 


79092B0150 Forwards IE Notice 79-21, "Transportat 1 on & Commercial 
Burial of Radioactive) Matl. " Na action required. 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/09/14. Ip. 


7910020424 Ack receipt of IE Insp Repts 30-369/79-28 & 50-370/79-16 un 
790608-10. No proprietory info. • 

PARKER, W.O. Duke Pnwer Co. 79/07/14. Ip. 


-7910020427 Forwards IE Insp Repts 80-369/79-20 fc 50-370/79-16 on 
790BQB-10 No nancomp 1 iance noted. 

MURPHY, C, E. Region 2, Atlanta, Reactor Cons true t inn l. 

Engineering Support Branch. 79/08/22. 2pp 


7910020431 IE Insp Repts 50-369/79-20 t< 50-370/79-16 un 79OBO0-1O. No 
noncamp liance noted. Major areas inspected: licensee 
identified i terns, unresolved i terns, s tandby shutdown uys Is, 
equipment control. 

BRYANT, J, C. Region 2, Atlanta, Reactor Construction I, 

Engineering Support Dranch, HUNT, M. D. Region 2, Atlanta, Ufficn 
of tho Director. 79/08/22, 4pp. 


— 7710250530 Forwards IE Insp Repts 50-369/7B-20 t. 50-370/78-15 on 
700411-13,0503-05,0706-23,0910-11,1108 f« 1205-06 No 
noncomp liancenoted. , 

LONG, F. J. Region 2, Atlanta, Office of the Director. 79/08/07. 
2pp. 


•7910250544 IE Insp Repts 50-369/79-20 8< 50-370/70-15 Dn 780411-13, 
0303-05,0706-28,0910-11,1108 & 1 205-06 No none ump 1 lane e 
noted. Major areas 1 n np oc t od : i nc opt ec t statements by util r» 
cask drop accident analysis. 

ANNAST i M. V. , THOMPSON, D, Regions, Atlanta, Office of the 
Director, HUNT,M. D Region 2, Atlanta, Reactor Conutruction U 

Engineering Support Branch. 79/ OB/07. 38pp. 


7710240561 Ack receipt of IE Insp Rept 50-369/79-31 on 790829-30. No 
propriotary info. 

PARKER, W, □, Duke Power Co. 79/10/11 lp. 


— 7910240571 Forwards IE Insp Rept 50-369/79-31 on 790829-30. No 
nuncompl ianco noted. 

LEWIS, R C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Dranch. 79/09/18. 2pp. 


7910240581 IE Inap Rept 50-369/79-31 on 790829-30. No none omp 1 1 one o 
noted-. Mn jor areas lnspec ted : p reopera t lonal test program 
status U plant const status. 

DDNATrT. J. i DYER, J. A. Region 2, Atlanta, Office of tho Director. 

BURNETT, P, T. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/09/17. 3pp. 


8. Reportable accunonccs, LERs !< related correspondence 


7910020901 Forwards deficiency rept re steam generator water level 
measurement sys errors, 

PARKER, W, 0, Duke Power Co. 79/08/24 lp. 


79101 10233 Forwards IE Info Notice 79-22, "Qualification of Cuntrol 
Sys. " No action required. 

O'REILLY, J. P, Rogion 2, Atlanta, Office of tho Diroctor. 
79/09/17. Ip, 


7910110092 Forwards response to IE Bulletin 79- 1 3, Hovi s i on 1. Original 
radiographic tost of main feedwater noiile to pipe well 
provides accurate baseline for Comparison of any subsequent 
insp. 

PARKER, W. 0. Duke Power Co 79/09/19. ffpp, 


7910040165 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Dll Coolers." No action required 

O'REILLY, U. P. Region 2, Atlanta, Office of the Director, 

79/09/26. 2pp. 


•7910020504 Interim deficiency ropt re steam generator water level 
measurement sys er r or s. F i na 1 rept will bo forwarded upon 
comp lotion of generic Investigation underway by 
Meetinghouse. 

PARKER, W. 0. Duke Power Co. 79/03/24. ip, 


7910020308 Forwards significant deficiency ropt re Barton differential 
pressure transmittal > nac curacy. 

PARKER, W. 0. Duke Power Co. 79/OB724. lp, 


•7910020510 Significant deficiency rept re Barton differential pressure 
transmitter inaccuracy. Soven Barton Lot 1 dif f iron t i a 1 
pressure transmi tters having potential positive inaccuracies 
in excess of 10H will bo returned to manufacturer. 

* Duke Power Co, 79/08/24. lp. 


791019D250 Forwards IE Bulletin 79-24, "Frexon Lines. " Action 
required. 

2I , !!I I : LY ' J - Pl 2- Atlanta. Office of the Diroctor. 

79/09/27. 2pp. 


DOCKET 50-370 WILLIAM (1. MCGUIRE NUCLEAR STATION, UNIT 2 


A, App 1 lcatlon/construc tion stage documents & correspondence 


■ 7910170213 Forwards 
Point Units 3 & q 
O'REILLY, U. P. 
79/10/01. 2pp. 

I 


IE Info Notice 79-25, "Reactor Trips at Turkey 
. “ No action required. 

Region 2, Atlanta, Dffico of the Director. 


7910220276 Request* that util amend FBAR to include proposed secondary 
water chemistry program which will be raPerenced In 
condition to OL will replace any proposed Tech Specs on 
secondary water chemi stry. Model license condition end. 

BAER, R, L. Light Water Reactors Branch 2. 79/08/24. 5pp, 
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Fort ‘ J ^ rt '^ request For add! info re guide thimble tube wear in 
Wes t i ngh ouso fuel assemblies. 

HAER,R.L. Light Water Reactors Branch 2. 79/09/11. 8pp. 

7910090811 Notifies of evaluation of facilitg design per Rey Guide 
1. 117, Revision 1. Design meets requirements except w/regard 
to main Steam lines externa! to containment t/nr refuellnq 

PAOW^o a n 0 n a9e tanl1 ° r reactor m a k e u p water storage tank. 

PARKER. W. O, Duke Pnuier Co 79/09/17. 3pp. 

^InnTdl 40 n ® ll ^ 3ts adJ1 '"Fa re possibility of main steam line break 
inside containment as result of overprea sur i ia t i on of 
containment at sites 

BAER, R. L. Light Water Reactors Branch 2. 79/09/2). f>pp. 

791001032A Forwards draft of revised procedure for reactor trip, 
fo lowed by necessary mitigating operator actions in event 
trip does not occur. 

PARKER, W. Q. Duke Power Co 79/09/25. 2pp. 

7910010327 Draft of revised reactor trip procedure 
* Duke Powor Co. 79/09/25. dpp, 

791 00 ‘0350 Forwards util response to NRC 790815 Itr requesting addl 
o aducq^, r^Fuel ing water storage tank desiqn for facility 
PARKER, W. 0. Duke Powor Co. 79/09/25. 6pp. 

7910100002 Requests review of milestone chart & verification in 
writing within seven days that all applicant action 
milestones will be met. 

BAER, R. L. Light Water Reactors Branch 2. 79/09/26. 3pp. 

79 o?‘rnsnnn»rS°r d6 1° NRC 790,26 1 ' c " OBSt for verification S, correction 
of response dates for applicant action i terns. Forwards lint 
of items u/deser ip ti on of info to be submitted 6 date info 
will bo sent. 

PARKER, W. D. Duke Powor Co. 79/10/00. 3pp. 

79 l?sn°J^ request for addl info re equipment qualification 

Also forwards info copy of draft NUREG-0588, "Interim Stoff 
Position on Environ Dual i f ica t i on of Safety-Related 
Electrical Equipment. " W/o NUREO. 

BAER, R. L. Light Water Reactors Branch 2. 79/10/15. 7pp. 

79 !?w t ? /> ! 5 J ^ e ‘ l i! esta addl info r ° errors generated in steam generator 
love 1 indication sensors following high energy pipe break 
accidents inside con tal nment. Request s reponse by 791119 . 

BAER, R. L, Light Water Reactors Branch 2. 79/10/15. 4 p p . 

° f 791030 "'reting w/util 8, Westlngheusc In 
□cthesda, MD to discuss constant axial offset control 
procedure. 

BIRKEL, R, A, Light Water Reactors Branch 2. 79/10/16. 3pp. 

7 ^mn?emen*»f? U8St e 6ubrni “ al of s^edwle for OL application amend re 
implementation of near-term followup actions related to TMI 
accident. 

BAER,R.L. Light Water Reactors Branch 2. 79/10/17. 3 pp, 

7910310053 Accepts preservico exam of Unit 1 steam g enera tors . lien uer, t * 
UV 0 " ° f preservic e exam of Unit 2 steam generators. 

BAER, R. L. Light Water Reactors Branch 3, 79/10/22. 3pp. 

7910300204 Responds to NRC 790921 request for addl info re potential 
oyorprosaurization of containment in event of main steam 
line break. Aux i 1 iary feedwater sys will bo actuated after 
fltaam line break. Flaw charts end. 

PARKER* W, 0. Duke Power Co. 79/10/25. 9pp. 


7910120300 Discusses containment margins in ice condenser plants Peak 
pressures in proposed plant are double capability of 
containment d e s i gn . Know 1 edg ea t> 1 e groups should review 
prob 1 em. 

KELBER.C.N Assistant Director for Advanced Reactor Safety 

Research. 79/06/04. ip. v 

—7910120304 Discusses potential board notifications re containment 
margins in ice condenser. NRC 790606 board notification is 
sufficient until definitive revisions to licence 
requirements established- 

Assistant Director for Light Water Reactors. 

/t/ 07 / 1 3, 1 p . 

G. Inspection reports* IE Bulletins & correspondence 

7910020576 Forwards IE Circular 79-19, "Loose Locking Devices an 
Ingersoll -Rond Pump Impellers." No action required. 

79/09/13 ° lp r,e 9 ton s ‘ Atlanta, Office of the Director. 

ACk rec,!l P t Df IE I"*P Repta 50-369/79-2B t, 50-370/79-16 on 
790808-10. No proprietary info, 

PARKER. W. tl. Duke Power Co 79/09/14. Ip. 

7<? I0020427 Forwards IE Insp Repto 50-369/79-20 ?< 50-370/79-16 on 
790808-10. No n one omp 1 i anc e noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction S< 

Engineering Support Branch. 79/08/22. 2pp 

—7910020431 IE Insp Rcpts 50-369/79-28 & 30-370/79-16 on 790808-10 No 
noncompl lance noted. Major areas inspec t od; 1 i censee 
identified i terns, unroeo 1 ved i terns, standby shutdown bus &, 
equip me nt control. 

BRYANT. 3. C Region 2, Atlanta, Reactor Construction Sc 

Engineering Support Branch. HUN T, M. D. Region 2, Atlanta, Office 
of the Director. 79/08/22. 4pp. 


"Qualification of Control 


79101 1 0230 Forwards IE Info Notice 79-22, 

Sys." No action required. 

J P ' Region 2, Atlanta, Office of the Director. 
79/09/ 17, 1 p . 


7910190252 Forwards IE Bulletin 79-24, "Frojen Lines. “ No action 
required. 

SI^a ILLV ' J ' P ' Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 

7910170213 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 X* 4. M No action required. 

79/fo/DI ,J np p Rflfllan 2 ‘ Atlanta, Office of the Director. 

7910170725 Forwards IE rnfo Notice 79-24, "Overpressur i i a t ion of 
Containment of PWR Plant After Main Steam Line Creak." No 
ac tion requ ir od. 

°I P ! E I LL ' y ’' P Region 2, Atlanta, Office of the Director 

79/10/01. 2pp, 

7910230264 Responds to IE Bulletin 79-12. "Short Period Scrams at BWR 
Facilities." Info will be available by 791130. 

PARKER, WO. Duke Power Co. 79/10/01. Ip. 

7910250500 Responds to 790021 Itr on util actions following IE 
Investigation of Pacta t* fitatenianfcB made re hypothetical 
cask drop (rail cask) accident analysis. Findings indicate 
no matl false statement mad ei however, FSAR should be revised 
THEBNDIIM, H. D. Division of Reac tdT Construct! on Inspection. 
79 / 10 / 01 , 1 p , 


7910300300 Forwards description of facility program to monitor 
control secondary water chemistry. Program will provide 
adequate assurance of steam generator tube intenrltu. 

PARKER, W. 0, Duke Power Co. 79/10/25. 12pp 


■7910250521 Notifies that IE Insp Repts 50-369/70-20 & 50-370/70-13 do 
not contain proprietary info. 

PARKER, W. 0, Duke Power Co. 79/08/31. ip, 


F. Security, medical, emergency t, fire protection plans 


7910160282 Forwards modified amended security plan. Revi Sion 6 Plan 
withheld (ref 10CFR2. 7901. , 

PARKER, W. 0. Duke Powor Co. 79/10/12. Ip. 


0. Adjudicatory correspondence 


7910120294 Doard not i f i ca 1 1 on : c onta inment margins in ice condenser 
plants. NRC 790716 memorandum & end memoranda should be 
forwarded to all part ies. Di stribut Ion list also end. 

VARGA, B. A. Assistant Director for Light Water Reactors. 79/08/30 
5pp. 


7910250531 Responds to NRC 790801 Itr re revisions to FSAR to indicate 
considerations made to preclude entry of spent fuel shipping 
cask into spent fuel pool tt measures taken assuring accuracy 
of info provided to NRC. 

LEE, W. S. Duke Power Co. 79/OB/21, 2pp. 




780411-13, 0503-05, 0706-28, 0910-11, 1103 & 1205-06 No ° n 

none omp I lance noted. 

LONG, F. 3. Rag Ion 2, Atlanta, Office of the Director. 79/08/07 

2pp. 
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— 7910250544 IE Insp Repts 50-369/77-30 & 50-370/70-15 on 700411-13, 
0503-05. 0706-2B, 0910-11, 1108 & 1205-06. No none omp 1 ian c e 
noted. Major areas inspected: incorrect statements by util re 
cask drop accident analysis. 

ANNA9T, M. V. , THOMPSON, D. Region 2, Atlanta. Office of the 
Director. HUNT. M. D. Region 2, Atlanta, Reactor Construction 6 

Engineering Support Branch, 79/00/07. 30pp. 


7910230471 Act receipt of 790924 1 tr informing NHC of steps taken to 
correct violation noted in IE Insp Rept 30-370/79—13. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction 6 Engineering 

Support Branch. 79/10/16 lp. 


— 79103SO479 Responds to NRC 790829 1 tr re violation noted in IE Insp 
Rept 50-370/79-15. Corrective ac t i ons : proper receipt insp of 
modifiod level sensors was conducted t< yielded acceptable 
resul ts. 

PARKER, W. D. Duke Power Co. 79/09/24. 2pp. 


— 7910250403 Forwards IE Insp Rept 90-370/79-15 on 790800-10 t, notice of 
viola t ion. 

MURPHY, C.E. Ragion 2, Atlanta, Reac tor Cons true t i on l 

Engineering Support Branch. 79/08/29. 2pp. 


—7910250406 Notice of violation from insp nn 79080B-10. 

* Region 2. Atlanta, Office of the Director. 79/08/27, Ip, 


— 7910280491 IE Insp Rept 50-370/79-13 on 790B0B-IO. None omp 1 1 anc a notad: 
receiving insp prior to Installation uias not performed. 

GIBBONS, T.D. Region 2, Atlanta, Office of the Director. 
CONLDNiT.E. Region 2. Atlanta, Reactor Construction 6 
Engineering Support Branch. 79/08/27. 3pp. 


S. Reportable occurrences, LERs 6 related correspondence 


7910020501 Forwards deficiency rept re steam generator water level 
measurement sys errors. 

PARKER. W. 0. Duke Power Co. 79/08/24. lp. 


— 7910020504 Interim deficiency rept re stoam generator water level 
measurement sys errors. Final rept will be forwarded upon 
completion of generic investigation underway by 
West inghouse. 

PARKER, W.O. Duko Power Co. 79/08/24. ip, 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


A. App lica tton/cons true t ion stage documents 6 correspondence 


7910120396 F01A request for supplemental records 6 files defined In 
FOIA-79-264 ti Citizens Against Nuclear Power petition for 
suspension of revocation fo facility license, 

KODNER.J. L. Citizens Against Nuclear Power, 79/09/07, lp. 


7910090571 Informs of HRC acceptance of Revisions 11 4 9 to Comm Ed 
QA Topical Rept CE-l-A, "Camrn Ed Co OA Program for Nuclear 
Generating Stations. " 

HAAS9, W. Quality Assurance Drench. 79/09/11. ip. 


7910020373 Notification of 790928 meeting w/utils h CE in Ilethesde.MD 
to discuss review schedule 6 approval of load combinations 
in licensing review of BUR plants. 

BOURNIA.A, Light Water Reactors Branch 3. 79/09/18, 7pp. 


7910030040 Notification of 790920 6 21 mooting ■ u/ANL at ANL & facility 
to discuss orientation 6 training of personnel assigned to 
assist in reviews of auxiliary sys. 

MOON, C. W. Light Uater Reactors Branch 4. 79/09/18. 2pp. 


'.untfy Final rept re deficiency in 
LO DelOBOrge 790606 Itr, 
opacity Indicated In one! ropt 
nmpleted by May 1V80, 
79/09/21, lp. 


of Ventilation Stack Dane 
In Sept 1970 of 
f ventilation 
d. 


revise completion 
* reflect 
tential 


— 7910030373 EIA supporting request for amends to CPPR-99 U CPRR-100 re 
extension of dates for completion of const. 

* Commonwealth Edison Co. 79/09/24. 4pp 


7910220227 Notification of 791023 moating w/util in Bethesda.MD to 
discuss re-eva luation program of NSSfi equipment for 
hydrodynamic S< seismic loads. 

DOURNIA, A. Ligh t Water Reactors Branch 3. 79/10/09. 22pp. 

7910230701 Requests description of pool dynamic load ta s k a,®outa i d e 
generic Mark II pool dynamic loads program, that aro part of 
facility pool dynamic loads program Info should be forwarded 
to NRC by 791115. 

VARGA, B A. Assistant Director for Light Wator Reactors. 79/10/09, 
3pp. 


7910120403 Responds to FOIA request for supplemental records 6 files 
defined in F0IA-79-264 & Citizens Against Nuclear Power 
Petition. For ward s requested documents. 

FELTON, J. M. Division of Rulos and Records. 79/10/11. 2pp. 


7910220213 Notification of 791024 mooting w/Savannah River Lab in 
LaSalle County, 1L for orientation 6 training of personnel 
to assist in reviews of instrumentation it control sys. 

DOURNIA, A. Light Water Reactors Branch 3. 79/10/11. ip. 


7910290234 Summary of 790923 meeting w/QE re schedule for reviewing ti 
approving load combinations in licensing of UWR plants. 

BOURNIA.A. Light Wator Reactors Branch 3. 79/10/11. 20pp. 


7910180376 Forwards "Design Assessment Rept," Revision 6, revised pages. 
PEOPLES, D. L. Commonwealth Edioon Co. 79/10/15. lp. 


— 79101 B038D "Design Assessment Rept, 11 Revision 6, revised pages. 
« Commonwealth Edison Co, 79/10/31. 150pp. 


7910240661 Requests addl info re Instrumentation t< control sys, power 
sys 6 structural engineering to continue evaluation of FSAR. 

PARR, 0. 0. Light Water Reactors Branch 3. 79/10/16. 17pp. 


79102902B7 Forwards "Transient W/Failuro to Bcram" in response to NRC 
790BI7 Itr. Util will implement recirculation pump trip for 
ATWS as described in NURE0-046O. 

DELGEORGE. L. O. Commonwoa 1 th Edison Co, 79/10/22, Ip. 


--7910P90292 "Transient U/Failure to Bcram." 

« Commonwealth Edison Co. 79/10/10-. 9pp. 


C. Utility Envl r onraen ta 1 Report < ER) , amends t, corronpondenc e 


7910020464 Forwards Proposed Buppl 6 to OL-stago onviron rept, 
cons Istlng of draft pago change re recreational use of 
facility site ?, 1L Dept of Conservation 790730 Itr to util. 
DELQEORGE, L, O. Commomuea 1 th Edison Co. 79/09/05. 6pp. 


F, Bocur l ty , medical, emergency {* fire protection plans 


7910220210 Notification of 791015-18 meeting w/util & State of IL in 
LaBallo County, IL to discuss emergency plans. Only Brookfield 
Township Town House meetings are open to pub 1 lc. Agenda 
attached. 

BDURNIA, A. Light Watsr Reactor* Branch 3. 79/10/10. 3pp. 


0. Ad judi eatory correspondence 


7910030431 Forwards 790831 petition to suspend proceed ings, submit tad by 
lntorvenor* Citizens Against Nuclear Power, IL Valley 
Citliens Against Nuclear Power, C 1 1 i lens United for 
Responsible Energy t, Society Against Nuclear Environ. 

RODNER, J, L. Citizens Against Nuclear Power. 79/08/21. lp. 


7910020713 Aek receipt of petition by Citizens Against Nuclear Power 
requesting NRC to Issue order revoking facility CP pending 
design change review. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/13. lp. 


■7910050441 Requests that NRC suspend or revoke license of util to const 
nuclear power plant' using Mark II containment design. Major 
design changes In essontial safety sys are under review. 

Certificate of 8vc end. 

GOGOL, E. Citizens Against Nuclear Powar. NAWMAN, G, CitizenB 
United for Responsible Energy. FELT.R. DeKalb Area Alliance for 
Responsible Energy. 79/00/21. 3pp. 


4pp. 
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p n °?° 7 l 7 NDt ‘ f,es 790821 petition by Citizens Against Nuclear 

Power requesting order to suspend facility CP pendiny design 
change review will be acted upon in reasonable time as 
request for action. 

DENTON/ H. R. Office of Nuclear Reactor Regulation. 79/09/12. Ip 
M. Qeneral correspondence 

79 ictivities i9CU5SeS rBOr 9 anl ' ati °" ot design, oparations t. licensing 
REED, C. Commonwealth Edison Co. 79/09/21. ip. 

7 910030509 Notifies of internal r eor ja t i on of nuclear activities 
All correspondence re licensing should be directed to 
DL Peop 1 e a , 

REED, C. Commonwealth Edison Co 79/09/21. 2pp. 

-I—™™ 9 Final Safet « Analysis Report (FBAR) & amends 

7910300234 Forwards Amend 47 to FSAfi. 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/23. Ip. 

_-7 ' ? nn»«ff 30 i l 7 . t ° FBAR ' P rov 'd‘ng rasponses to 16 second round 

questions tc test & response revisions. 

* Commonwealth Edison Co. 79/10/31. 300pp. 


SiSSi'iJin.h, 

—79102401*7 IE Insp flepts 50-373/79-31 fc 30-374/79-21 on 790821-22 No 
noncompHance noted. Major areas i nspec ted : uior k «, records 
NEI8LEB* ° f electrlcal equipment in Unit 2. 

79/OT/07 sjp Re9l0n 3 ' CMca90 * 0fficB oF the 

7910030228 Forwards IE Circular 79-19, “Loose Locking Devices on 
ucS2r»^i [J and ^ Ufrk P Impellers. " No action required. 

Ip LEff,J C Region 3, Chicago, Office of tho Director. 79/09/13. 

7910250034 Forwards IE Inap Kept 30-373/79-33 on 790B01-31 No 
none omp 1 ian-c e noted. 

HEISHMAN, R. F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/19. 2pp. 

"noted^Na inr” IreS *? * ^-^^-33 on 790G01-31.No none amp 1 iance 
“ inspected: emergency procedures, personnel 
qual i Fi ca 1 1 one T< preop prat ional bast. 

WALKER, FI. D. .SPESSARD, R. L. Region 3, Chicago, Office of the 
Director. 79/09/19. 6pp. 


roportB ' IE Bulletins & correspondence 

7910090153 Forwards IE Bulletin 79-21, “Temp Effects on Level 
Measurements, " Action required. 

KEPFLER, J. Q Region 3, Chicago, Office of the Director, 79/0B/13. 


79 NRC S L?rfneey U ra 9 I V fo „ N " Uce 79 “ 20 ' " NHC Enforcement Policy - 
NRC Licenced Individuals, No action required. 

KEPPLER.J. 0 . Region 3, Chicago, Office of the Director, 79/00/14. 

7<? o??f°h 55 For “ ardB IE Circular 79-17, "Contact Problem in BD-12 
Switches on CE Metalclad Circuit Breakers." No action 
required, 

SiEPPLER, J. o. Region 3, Chicago, Office of thu Director, 79/0B/14. 

7910050404 Ack receipt of 790730 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-373/7Q-2B e, 

50-374/78-20. 

Support * Branch. ^SS/li. '"ip”""' ,>BaCt ° r C ° n3troCt ‘° n * Engineering 

—7910090496 Responds to NRC 790202 ltr re violations noted in IE Insp 
Ropts 50-373/70-SB f< 50-374/7B-20. Corr ec t ivo actions: P 

repair made to root of feedwater safe-end 150-degree azimuth 
in question. 

REED, C. Commonwealth Edison Co. 79/07/30, ip. 

7910010204 Revises original 790705 response to IE Bulletin 79-02 re 
latlon of concrete expansion anchors per approved 
OA/QC procedures. 

REEDiC. Commonwealth Edison Co. 79/09/04. 2pp. 

7910030125 Forwards response to IE Bulletin 79-JS, “Deop Draft Pump 
Deficiencies. 14 r 

REED.C. Commonwealth Edison Co, 79/09/05. 20pp. 

79 pa???, 176 N ° t<C f 79 " 20 ' R vision 1, “NRC En fur cement 

I olicy - NRC Licensed Individuals. » Notice reissued to 
correct word omission tt punctuation error which changed 
intent of statement. Changed statement underlined in text, 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 79/09/07 

lp. 

79101*0238 Forwards IE Insp Ropt 50-373/79-30 on 790109-10 t, 0G21 & 
notice of violation. 

F I OR ELL I, G Region 3, Chicago, Reactor Construct! nn & Engineering 

Support Branch. 79/09/07. 2 pp. engineering 

7910160242 Notice of violation from insp on 790109-10 b 0021, 

* Region 3, Chicago, Office of the Director. 79/09/07. lp. 

—7910160248 IE Insp Ropt 50-373/79-30 on 790109-10 It 0021 . None omp li anc e 
noted: fals 1 fy ing cer ti f 1 ca 1 1 on records of employees In areas 
of testing, experience & training b medical cetificates for 
visual test. 

WARD, K. D. , MARSH, R. J. , DANIELSON, D. H. Region 3, Chicago, Office 
Of the Director. 79/09/06. 24pp. 


° P 79,011 «/utii in Oethesrfa.MD ro open 

Items in tfraft QEf? in area of i ns t r ument a 1 1 on. c on tro 1 a & P 

roac tor 5 y s , 

DQURNI A, A Light Water Reactors Branch 3. 79/09/24. 5 pp. 

7910110111 Forwards IE Circular 79-20, “Failure of GTE 3ylv*nla Relau. 
Type PM Dullotin 7305, Catalog 3U12-U-AC w/ 120 Volt ac^ 

Coll, No action required, 

KEPPLER, J. G. Region 3, Chicago. Office of the Director. 79/09/24, 

79 Lubo°0U 79 ~23' “Emergency Diesel Generator 

Lubo Oil Coolers." No action required. 

KEPPLER.J. 0 Region 3, Chicago, Office of the Director, 79/09/26, 

79 ^equ??ed. ,r0^lUi,^l,, ‘ E Inf ° NDtice 79 * 24 ' bines. " No action 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director 79/09/27, 

79 !?if° a s‘ ? C !f ir eifi 0t 790921 ,tT informing NRC of steps taken to 
^“rroct^violatluns noted in IE Insp Ropts 50-373/79-24 

KEPPLER.J. S. Region 3, Chicago, Office of the Director. 79/10/01. 

-7910160243 Responds to NRC 790915 ltr ro violations noted in IE Insp 
“? d 50-373/79-24 b 30-374/79- 1 7, Corrective actions »< 
schodulo for completion wore outlined in 790G10 ltr, 

PEOPLES. D\ L. Commo nuJca 1 th Edison Co. 79/09721, t |i 

"pulnt^itrn^.-^o^tion^^u^ed 3 ' ^ 31 TUrk °‘ J 

KEPPLER, J.G. Rogion 3, Chicago, Dffice of tho Director. 79/10/01. 

7910100390 Forward, IE Info Notice 79-24, "Overprea, „ r i .a tion of 
Containment of PWR Plant After Main Bteam Lino Break," Na 
action required, 

KEPPLER.J. o. Region 3, Chicago, Office of tho Director. 79/10/01, 

79 ultta^n (B 0kin ! 3 y hat ASME C ° de Caae ’ M “ 234 *■ N-239 fav automated 
ultrasonic examination sijs will be used in presorvice ti 
insorvicu insp programs. 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/09, 3pp. 

7910310379 Forwards Revisinn 2 to IE Dullotin 79-13, "Cracking in 
ucal! <i,atsr 51,5 p * p * n B - " N° action required 

KEPPLER.J. 0. Region 3, Chicago. Office of tho Director. 79/10/19, 


DOCKET 50-374 LASALLE COUNTY STATION. UNIT 2 
™_ ApP ™“ tl “ II/t: f" 5fc '' o<:ti0n 6fca 9* documents t, correspondence 

79 FOIA-79-264 l £ # ° r »9Pplemontal records b files defined in 

FCHA 79 264 b Citizens Against Nuclear Power petition for 
rBvacatl m fo faciUty license. 

KDDNER, J. L, Ci t i z ona Against Nucl bat Power. 79/09/07. ip. 



234 


DOCKETED ITEMS 


7 s ? 1009057 1 Informs Df NRC acceptance of Revisions 8 S 9 to Comm Ed 
QA Topical Kept CE-l-A. "Comm Ed Co QA Program For Nuclear 
Generating Stations. '■ 

HAASS.W. Quality Assurance Branch. 79/09/11. Ip. 


7910020573 Notification of 790926 meeting u/utiU A GE in Bethesda.MD 
to discuss review schedule A approval of load combinations 
in licensing review of BUR plants. 

BPURNIA, A. Light Hater Reactors Branch 3. 79/09/10. 7pp. 


7910030049 Not i f l c at 1 on of 790920 A 21 meetings u/ANL at ANL & facility 
to discuss orientation A training of personnel assigned to 
assist in reviews of auxiliary sys. 

MOON,C.W. Light Water Reactors Branch 4. 79/09/IB. 2pp. 


7910020441 Forwards Sargent A Lundy final rept re deficiency In 
ventilation stack reported in LO DelGeorge 790606 Itr. 
Restoration of design basis capacity Indicated in end rept 
was initiated in Aug 197? A will be completed by May I960 
DELOEORGE. L. 0. Commonwealth Edison Co. 79/09/21. Ip. 


7910020446 "Investigation of Field Condition of Ventilation Stack Base 
Ring Girder," util informed Sargent A Lundy in 9ept 197B of 
crack in basis ring girder during erection of ventilation 
steel stac k Permanent repair scheme proposed. 

« Sargent & Lundy. Inc. 79/06/24. 20pp. 


7910030369 Requests amends to CPPR-99 A. CPPR-100 to revise completion 
data* to 6 1 06 3 0 A 820331 . respec t ivo 1 y . Rev i s od dates reflect 
conservative const schedule allowing margin for potential 
future delays. 

PEOPLES, a. L. Commonwealth Edison Co. 79/09/24. 4pp 


7910220227 Notification of 791023 meeting ui/util in Oethesda.ND to 
discuss re-evaluation program of NS S3 equipment for 
hydrodynamic A seismic loads. 

BQURNIA, A. Light Water Reactors Branch 3. 79/10/09. 22pp, 


7910230701 Requests description of pool dynamic load tas k * , ou t 3 i d e 
generic Hark II pool dynamic loads program. that are part of 
facility pool dynamic loads program Info should be forwarded 
to NRC by 791 1 15. 

VAROA. S. A. Assistant Director for Light Wator Reactors. 79/10/09. 
3pp. 


'910120403 Responds to FOIA request for supplemental records A files 
defined in FQIA-79-264 A Citiiens Against Nuclear Rower 
Petiti on. Forwards requested doc umen t s . 

FELTON. J. M. Division of Rules and Records 79/10/11 2pp. 


7910220213 Notification of 791024 meeting w/Savcinnah River Lab in 
LaSalle County, IL for orientation A training of personnel 
tD assist in reviews of instrumentation A control sys. 

- DQURNIA, A. Light Water Reactors Branch 3. 79/10/11. Ip. 


7910290234 Summary of 790920 meeting w/GE re schedule for reviewing A 
approving load combinations in licensing of 13WH plants. 

DQURNIA, A. Light Water Reactors Branch 3. 79/10/11. 20pp. 


79101B0376 Forwards "Design Assessment Rept," Revision 6, revised pages. 
PEOPLES., D, L. Commonwealth Edisoo Co. 79/10/15. Ip. 


— 7910180380 "Design Assessment Rept," Revision 6, revised pages, 
* Commonwealth Edison Co. 79/10/31. 150pp. 


7910240661 Requests addl info re instrumentation A control sys. power 
sys 6 structural engineering to contlnuo evaluation of F6AR. 

PARR, D, D, Light Water Roac tors Branch 3. 79/10/16, 17pp. 


7910290207 Forwards "Transient W/Failure to Scram” in response tn NRC 
790B17 Itr. Util will implement Teclrc ul at 1 on pump trip for 
A7WS as described in NUREC-0460. 

DELQEORGE, L. 0. Commonwealth Edison Co. 79/10/22. Ip. 


— 7910290292 "Transient W/Failure to Scram. 11 
* Commonwealth Edison Co. 79/10/10, 9pp. 


E. Utility Environmental Report (ER), amends A correspondence 


7910020464 Forwards Proposed Supp 1 6 to DL-stage environ rept, 
consisting of draft page change ro recreational use of 
facility site A IL Dept of Conservation 790730 Itr to util. 
DELOEOROE, L. 0, Commonwealth Edison Co. 79/09/05. 6pp. 


F. Security, medical, emergency A fire protection plans 


7910220210 Notification of 79101S-1B meeting w/util A State of IL in 
LaSalle County, IL to discuss emergency plans. Only Brookfield 
Township Town House meetings aro open to public Agenda 
a ttach ed. 

DQURNIA. A. Light Water Reactors Branch 3. 79/10/10. 3pp. 


Q. Adjudicatory correspondence 


7910050431 Forwards 790931 petition to suspend p roc eed i ng s, subm i t tod by 
intervonors Citiiens Against Nuclear Power. IL Valley 
Citiiens Against Nuclear Power, C 1 1 1 1 ens United Tot 
Responsible Energy A Society Against Nuclear Environ. 

RODNER, J. L. Citiiens Against Nuclear Power. 79/00/21. Ip 


— 7910050441 Request* that NRC suspend or revoke license of util to const 
nuclear power plant using Mark II containment design. Major- 
design changes in essential safety sys are under review. 

Certificate of Svc enc 1 

GOGOL, E. Citirens Against Nuclear Power. NAUMAN, G. Citiiens 
United for Responsible Energy. FELT,R. DeKalb Area Alliance fnr 
Responsible Energy. 79/08/21, 3pp. 


7910020715 Ac k receipt of petition by Citiiens Against Nuclear Power 
requesting NRC to issue order revoking facility CP pending 
design change review. 

DENTON, H. R- dffteo of Nuclear Reactor Regulation. 79/09/13. Ip. 


— 7910020717 Notifies that 790B21 petition by Citiiens Against Nuclear 
Power requesting ordeT to suspend facility CP pending design 
change review will be acted upon In reasonable time as 
request for action. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/09/12. Ip, 


H. General corr asp and once 


7910010364 Discusses r eorgan i iat i on of dos 1 gn, op ora t i one A licensing 
activities. 

REEPiC. Commonweal th Edison Co. 79/09/21. Ip. 


7910030509 Notifies nf internal r c or gan i i a 1 1 on of nuclear activities, 
A 1 1 cor respond enc e re licensing should bo directed to 
DL Peoples. 

REED, C. Commonweal th Edison Co. 79/09/21. 2pp. 


K. Utility Final Safety Analysis Report <FBAR) A amends 


7910300234 Forward* Amend 47 to FSAR. 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/23. Ip. 


— 7910300236 Amend 47 to FSAR. providing responses to 16 socond round 
questions A tost A response revisions. 

« Commonwealth Edison Co. 79/10/31. 300pp. 


0, Inspection reports, IE Bulletins A correspondence 


7910090153 Forwards IE Bulletin 79-21. "Temp Effects on Lovel 
Measurements, M Action required. 

KEPPLER.J, 0, Region 3, Chicago. Office of the Director, 79/08/13, 
lp, 


7910050392 Forward* EE Info Notice 79-20. "NRC Enforcement Policy - 
NRC Licensed Individuals." No action required. 

KEPPLER.J.G, Region 3. Chicago, Office of the Director. 79/00/14. 

Ip. 


7910050455 Forward* IE Circular 79-17, "Contact Problem in 8D-12 
Switches on OE Metalclad Circuit Breakers." No action 
requ i red. 

KEPPLER,J. 0, Region 3, Chicago, Office of the Director, 79/06/14. 

Ip. 


7910050464 Ack receipt of 790730 Itr Informing NRC of stops taken to 
correct violations noted In IE Insp Rept* 30-373/78-28 A 
50-374/76-20, 

FI OH ELL I , G. Region 3, Chicago, Reactor Construction A Engineering 

Support Branch. 79/08/14. ip. 


-—7910050496 Responds to NRC 790202 Itr re violations noted in IE Insp 
Repts 50-373/76-20 A 50-374/7B-20. Corr oc t i ve actions: 
repair made to root off feedwater safe-end 150-degreo aiimuth 
in question. 

REED, C. Commonweal th Edison Co. 79/07/30. Ip, 
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7910010204 Revises original 790705 response to 

X? i , t * Uati0n 0f concl ' ote expansion anchors p 
GA/GC procedures. 

REEOrC. Commonwealth Edison Co. 79/09/04. 


IE Bulletin 79-02 
er approved 

2pp. 


re 


DOCKET 30-376 NORTH COAST NUC PLANT 
0. Adjudicatory correspond enca 


7910030125 Forward s response to IE 
Def lcicnc i es. " 

REED, C. Commonwealth Edison Co 


Bulletin 79-15, "Deep Draft Pump 
79/09/05. 20pp. 


7910110017 Forwards status rept as of 790831. 

AXELRAD, M. Puerto Rico Water Resources Authority. 79/00/31. Ip 


7<? P 0 Ucu 7 - mZTic* !Vr:, N M C8 79-20, Revision 1 , "NRC Enforcement 
oncy NRC Licensed Individuals, " Notice reissued to 

inflnr t „« 0r ? “ mi55i0 " *< punctuation error which changed 
KEPPIFR ^ ® ta temen t. Changed statement underlined in text. 

KEPPLER, J. o. Region 3, Chicago, Office of the Director. 79/09/07 


—7910110022 Status ropt as of 790B3i.Matl Academy of Sciences 
studying overall energy situation in PR. Portion of study is 
being prepared by Electric Power Sys Bub c omm i t too. 
Certificate of Svc cncl. 

« Puerto Rico Water Resources Authority. 79/08/31. 3pp. 


i s 


7910240134 Forwards IE Insp 
790021-22. No none omp 1 i anc e 
FI OR ELL I, G. Region 3, 

Support Branch. 79/09/11. 


Repts 50-373/79-31 
noted. 

Chicago. Reactor C 

2pp. 


t< 50-374/79-21 on 
onstructiun 6 Engineering 


-7910240167 IE Insp Repts 50-373/79-31 J, 50-374/79-21 nn 790021-22 No 
noncompliance noted. Major areas inspec ted : work & records 
NE 8LER Vh r f ole<:t ' ri,:a!l OQU 1 p mont in Unit 2. 

Direct"; 79/09/07 Spp RC!,i0 " ^ ChiCa »°' 0ffice ** th , . 


79 Inoerso?i F p rU 'a r p S IS , Cir '" lar 7 *-*9' "Loose Locking Devices 
iccSni ra U ,~n nd P “ mp Inl|lcll " rs ' " No action required. 

KKFPLER, J. Q. Region 3, Chicago, Office of the Director. 


on 

79/09/13. 


7910090262 Notificati 
i terns in draft 8ER 
reactor sys, 
DQURNIA, A. Ligh 


on of 791011 meeting w/utll in BethesdaiMD 
in area of i ns trurnenta t i on, contro 1 s !< 

t Water Reactors Branch 3. 79/09/24. 5pp. 


re 


open 


DOCKET 50-302 WATERFORD GENERATING STATION, UNIT 3 
-__^l iC3 “! n/CO r tPUCtlan sta 9 ,> documents 6 correspondence 


-- - rwm to inciune proposed si 

water chemistry program which will be referenced In 
condition to DL t. will replace any proposed Tech Specs on 
chemistry. Model license condition end. 
UAER,R. L, Light Water Reactors Branch 2, 79/00/24. 4 pp. 


79101 10522 OffeT 
in reactor con 
SEVFR IT, K, V. 

Ip 


s no objection to plans to resume placement 
talnmont shield wall Si dome on 790918. 

Region 4, Dallas, Office of the Director. 


of concrete 
79/09/17. 


... _ w ~~ i ui uifliui, „r van union ar til 

Loss Prevention & Safety Promotion in Process Industries " 
Article used in FSAR to determine area of fluid Flowing 
under force of gravity. . a 

79/10/12 CZ ' Upp EbaBC ° SBrvlce '" Inc - of Ensercb Corp. ). 


79 " 20 ’ "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7309, Catalog 5U12-U-AC w/120 Uolt ac U 
Co-11, No action required, 

KEPPLER, J O. Region 3, Chicago, Office of tho Director. 79/09/24 


7910040199 Forwards IE Info Notice 79-23, 11 
Lube Oil Coolers." No action required. 
KEPPLER, J, G. Region 3, Chicago, Office 
if- 


Emergency Dieqol 
of the Director. 


Generator 

79/09/26. 


F- Sec ur i ty i medical, emergency & fire protection plans 


7910160599 Responds to 790020 ltr ro evacuation routes fc 
communications, State fc local officials are davol op ing 
radiological emergency response plans for fixed nuclear 
fac i 1 itiou. 

BAER, R. L. Light Water Reactors Branch 2, 79/09/27, Ip. 


0. Adjudicatory correspondence 


7910040037 Forwards IE Info Notice 79-24, "Froien Lines " 
required. 

KEPPLER. J. G. Region 3, Chicago. Office of the Directe 


No 

r. 


ac t ion 
79/09/37. 


/vioi/ 057 7 Order admitting Sava Dur Wetlands. Oyster 
LA Consumers' League as i ntervonoT s. Hul es on cont 
Extends filing time ro contentions on Trtt-2 
FOREMAN. H. , JORDAN, W. H. , WOLFE, S, J. Atomic Safet 
Beard Panel. 79/09/12. 10pp. 


hell Allian 
nt ions. 

and Liceno 


ce & 

ing 


7910160231 Ack receipt of 790921 ltr Informing NRC of steps 
* 1,01011 ,n 1E Ins f> Repts 30-373/79-24 

« s3U- J/*}//*?-! 7, 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director 

1 p. 


taken tn 
79/10/01. 


7910020452 Certificate of Svc attesting that Amend 7 
on parties approx 790926. 

» Louisiana Power 6 Light Co. 79/09/26. Ip, 


to F8AR was 


served 


-7910160243 Responds to NRC 790915 ltr re violations noted in IE Ins 
Repts 50-373/79-24 & 30-374/79- 1 7. Carre c t i ve actions V 
schedule for completion were outlined in 790810 ltr. 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/21. Ip. 


M. Antitrust correspondence 


79i02205l3 Forwards FR notice re time For submittal of views on 
fNti. trust matters for QLg under antitrust review. 

‘ Antitrust ti Indemnity Group, 79/10/01. Ip 


SALTZMAN, J. 


7910170241 Forwards IE Info Notice 79-25, "R 
Point Units 3 6 4. 11 No action required. 
KEPPLER, J. G. Region 3, Chicago, Office 
Ip. 


eactor Trips at 
of the Director. 


Turkey 

79/10/01, 


—7910220524 FR 
matters for 
SALTZMAN, J. 


Notice re time for submittal of views «m antitrust 
□Ls undoT antitrust review, 

An ti trust 6 Indemnity Group, 79/10/01 . 3pp. 


79101B039B Forwards IE Info Notice 79-24, "Overpreseuri ratio 
Containment of PHH Plant After Main Steam Line Break " No 
action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director 
lp. 


of 

79/10/01. 


7910160334 Notifies that ABME Code Casos N-234 6 N-235 for 
ultrasonic examination sys will be used in preservice 6 
inservice Insp programs. 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/09. 3 pp. 


automated 


7910260046 Submits questions re DL antitrust review. Forward, 
(nvi ting c ttmments from inter as ted parties. 

TO ALSTON, A, Power Supply U Analyis Branch. 79/10/10. 


Ffl notice 

lp. 


—7910260056 Notice of 60-day period for requests for re-evaluation of 
antitrust mattars. 

SALTZMAN, J. Antitrust & Indemnity Group. 79/10/18. 3pp. 
r *P° rts ' rE Bulletins U correspondence 


7910310379 Forwards Revision 2 to IE Bulletin 79-13, "Crecklm 
Feedwater Bys Piping. " Nn action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 


in 

79/10/19. 


7910020326 Forwards IE Bulletin 79-13, Revl Hon 1, "Craeki 
Feedwater Sys Piping." No action requirod. 

SEYFRITrK. V. Region 4. Dellas, Office of the Dlrecto 

*P. 


In 

79/03/30. 
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791Q020266 Forwards IE IrtfD Notice 79-20. Re v i s i on i, "NRC Enforcement 
Policy - NRC Licensed Individuals. “ Notice reissued to 
correct word amission 4 punctuation error which changed 
intent of s t afcement. Cli anged statement underlined in text. 

SEYFfi IT, K. V. Region 4, Dallas. Office of the Director. 79/09/07. 
IP- 


7910240031 Responds to IE Bulletin 79-15. "Deep Draft Pump 
Deficiencies." Util does not use raf pumps. 

ASWELL, D. L. Louisiana Pouict 4 Light Co. 79/09/07. ip. 


791023031 2 Forwards IE Insp Rept 30-302/79-10 on 790B1S-17 & 21-24. 

No noncompliance noted 

BE IDLE. W. C. Region 4. Dallas. Raactor Construction 4 Engineering 

Support Branch 79/09/12. 2pp. 


— 7910250524 IE Insp Rept 50-302/79-10 on 790915-17 4 21-24. Nn 
noncompl iance noted. Major areas inspec ted: c onst activities 
regarding observation of work re concrete placement for 
reactor bldg shield wall % dome. 

STEWART, R. C. , TAP1A,J.I., HALL. RE. Region 4. Dalian, Office of 
the Director. 79/09/1 1. 5pp, 


7910030314 Forwards IE Circular 79-19. “Loose Locking Devices on 
I ngerso 1 1-Rand Pump Impellers." No action required. 

8EYFRIT.K. V. Region 4, Dallas, Office of the Director. 79/09/13. 
IP- 


7910110296 Forwards IE Info Notice 79-22. "Qualification of Control 
Sgs. ’■ No action required. 

SEYFRIT, K. V. Reqion 4. Dallas, Office of the Director. 79/09/17. 
IP- 


7910110159 Forwards IE Circular 79-20, "Failure of OTE 9ylvania Relay. 
Typo PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt au 
Coil. " No action requlrod. 

GEYFRIT.K, V. Region 4, Dallas, Office of the Director. 79/09/24. 
If- 


7910110179 Forwards IE Info Notice 79-23, "Emergency Diesel Oenerator 
Lube Oil Coolers." No action required. 

SEYFRIT, it. V. Region 4, Dallas, Office of the Director. 79/09/26. 
Ip. 


7910180041 Forwards IE Bulletin 79-24, "Frozen Lines." Nu action 
required 

6EYFRIT, K. V. Reqion 4, Dallas, Office of the Dlriictor. 79/09/27. 
lp. 


910170531 Forwards IE Info Notice 79-23, "Reactor Trips at Turkey 
Point Units 34 4." Nu aetiun required. 

SEYFRIT, H. V. Region 4. Dallas, Office of the Director. 79/10/01. 
IP- 


7910190207 Forwards IE Info Notice 79-24, "Over pres burl] at i on of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

SEYFRIT. K. V. Region 4, Dallas, Office of the Director, 79/10/01. 
IP- 


7910310426 Forward* Revision 2 to IE Dullctin 79-13, "Cracking in 
Feedwater Sys Piping," No action required. 

SEYFRIT. K. V. Region 4, Dallas. Office of the Director. 79/10/17. 
Ip. 


3. Reportable occurrences, LERs 4 related correspondence 


7910240098 Submits status rept of Deficiency 7 ro loose control element 
drive mechanism guide cones. Work Inside reactor containment 
bldg rescheduled For last quarter of 1979. Guido cones will 
bo corrected at that time 4 final rept issued. 

ASWELL, D. L. Louisiana Power 4 Light Co. 79/08/31. Ip. 


7910240095 Wot if les of status of Deficiency A, "Emergency Diesel 
Qonerators - Defective Shaft* 6 Springs" 6 Deficiency 10. 
"Defective Emergency Generator Roller Pin. " Vendor will uhlp 
assemblies by 790907. FI nal rapt will be submitted by 791101. 
ASWELL. D. L. Louisiana Power 4 Light Co. 79/08/31. 2pp. 


7910240106 Forwards Interim Deficiency Rept 13 re reactor containment 
bldg dome concrete. < 

ASWELL, D. L. Louisiana Power 4 Light Co. 79/09/14. lp. 


■7910240110 Interim Deficiency Rept 13; during placement of concrete for 
reactor containment b ldg. improper consol idation of concrete 
observed. Testing 4 repair underway . Fi nal rapt by 000201. 

ASWELL, D. L. Louisiana Power & Light Co. 79/09/14. 4pp. 


7910050342 Discusses statue of Const Deficiency 11. Planned mod of 
switchgear breaker position will be delayed due to shipping 
date s 1 i p p ag e. Fi na 1 rept will be submitted by 791201. 

ASWELL, D. L. Louisiana Power 4 Light Co. 79/09/28. lp. 


791010035A Advises that pressure transmitter will not start under some 
combinations of power supply voltage, zero suppression 4 
ambient temp. Li ftof f-vo 1 tags problem does not occur if power 
supply voltage exceeds 30 volts. Not reportable. 

ASWELL, D-L. Louisiana Powot 6 Light Co. 79/09/2B. lp, 


7910150552 Potential Reportable Incident 21 re pressure transmitter 
lift-off voltage problem. Dsvico will not start in certain 
comb lnat ions. Since problem does not exceed Tech 8poc limits, 
failure should not be classified as 110 

ASWELL, D. L. Louisiana Power 6 Light Co. 79/09/20. lp. 


7910240100 Describes planned mod to switchgear breaker position switch 
operators. Mods delayed due to slippage of planned shipping 
date of replacement parts. Final rept by 791201. 

ASWELL. D, L. Louisiana Power 4 Light Co. 79/09/28. lp. 


7910240120 Deficiency Rept 21;Rosemant 1 1 53A transmitter would not 
start for certain combinations of power supply voltage, zero 
suppression or ambient temp. No liftoff voltage problems if 
power supply voltage exceeds 30 volts. 

ASWELL. D, L. Louisiana Power 4 Light Co 79/09/2B. lp. 


DC] CHET 50-307 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT I 


A Application/construction stage documents 4 correspondence 


7910130647 Forwards request for addl info re low-flaw augmentation 
reservoir 4 max pool level. 

SELLS, D. E. Environmental Projects Branch 2. 79/09/28, 10pp. 


7910220313 Discusses util 770029 Itr re proposed program for chemical 
usage during c 1 e an ing , tes t i ng 6 flushing operations. 

Discharge occurs from S-l pond afteT rainfal 1, contrary to 
ltr indications. 

CURTIS. N W. Pennsy lvania Power 6 Light Co. 79/10/02. lp. 


79101S02A0 Forwards Amend 17 to QL app 1 ic at ion, containing Revision D to 
security plan. Amend withheld (ref 10CFR2. 790). 

THOMAS, D. Pennsylvania Power 4 Light Co. 79/10/08. lp. 


791024001B Requests description of pool dynamic load tas k 9 , ra t i ana 1 o 
for plant unique program, task schedule 6 program 
documentation. Info should be provided to NRC by 791113 , 

VARDA, S. A. Assistant Director for Light Water Reactors. 79/10/10. 
4pp. 


7910170119 Forwards addl info for environ review of Pond Hill low flow 
Augmentation reservoir, in response tu 79092B reques t. E i gh t 
over s i i e drawings end. Also forwards "Monitoring Study of 
Community Impact" 4 update. 

CURTIS, N, W. Pennsylvania Power 6 Light Co. 79/10/12. 01pp. 


7910170121 "Monitoring Study of Community Impact." 

« Pennsylvania Power 4 Light Co. 76/06/30. ABpp. 


7910170124 "Monitoring Study of Community Impact: Updato, " 
* Pennsylvania Power 4 Light Co, 70/12/31. 65pp. 


7910220216 Notification of 791025 meeting w/util in Dethesda,MD to 
discuss review schedule. 

PARRiO. D. Light Water Reactors Branch 3. 79/10/12, 2pp. 


7910190341 Forwards affidavit of sve for Amend 16 to OL app 1 lea ti one, 
CURTIS, N. W. Pennsylvania Power 4 Light Co. 79/10/17. lp. 


7910300106 Forwards "SKM-IIM Tests, Test Philosophy 4 Matrix" 4 "0KM-1IM 
Condensation Tests. Descr lp tion of Measurement Concept." 

Ropts submitted In response to NRC Comment 2 issued at 
790323 mooting. 

CURT 18, N. H. Pennsylvania Power 4 Light Co. 79/10/23. ip. 


--791O3OO1O0 "QKM-IIM Tosts.Test Philosophy 4 Matrix," adapted from 
Kraftwerk Union Working Rept R 141/136/79. 

* Penney 1 vania Power (.'Light Co. 79/10/10. 16pp. 


7910300110 "GMK-IIM Condensation Tests, Description of Measurement 
Concept. " 

* Kraftuerk Union, Mannheim, Federal Rop. of Germany. 79/06/30. 
21pp. 
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?._™__I aft/Final Environmental Statements, suppls & co 


ppJs & correspondence- 


79 As°»°uIt F ^u r 2L!I l t Ti fr ° m fBd "al, state * local agencies re DEB 
Svc end * 1 ‘ u ** re BPond fay 771001. Certificate of 

Environmental Projects Branch 2. 79707/06. 59pp. 


SELLS, 0. E. 


i ; DES. Data should „ e collected on humans as well 

Ob.lt? T ? **? f ° r 1 OT, g*-rang b comparison purposes, 

slle Planned const of reservoir to he used as cooling 

WATSON, L. E. Affiliation Unknown. 79/09/04. 2pp. 

"i2K\rars 

rept wni be 

79 / 09 / 06 lf 2pp As9lsta,1t Dlractor for Environmental Projects. 

?9 ‘?‘ 00 " CB P° nds “> 790418 Itr re potential radiological effects of 
Indicati^th*? °? D ? nvU,B 'f’ A Water supp ly. Di scusoes DEB 
impLfin’U^ Sh0Uld haVP ™ significant 

79/09/ 1” 2 pp. AB3l9tant DirBetor for Environmental Projects. 

9 n«ouost? fBdDral ' stat * *• local agencies comments on DES. 

Hfl^uosts rovieui response by 791015, 

SELLS, D. E. Environmental Projects Branch 2, 79/09/21. Dpp 

9 l2o?rt?l FOt ' U 'p rd9 revlDU ' 9U PP or ting DES. Related corrospondonce 
proces^encl Econon,lc DevB l“P">ent Council A-9S reviow 

=r:% J 9/o^r ral t,?r elo ‘ irao " t CDunc11 of NoT ' tj,9a ° tB ^ ™ 

’if 1 ™"” ”^? 9aeS DE8 reviBU DEB shauld lnc,ud *’ onalfsi 9 of impacts 
ROBINSON, D. E. SEDA-COO Lewi s ton, PA. 79 / 09 / 26 . 2 pp . 

710220467 Forwards copy of DES in response to 790929 request Keenest, 
faring* of FES. Will be part of evido^ial ’ 

SELL8, D. E. Environmental Projects Branch 2. 79/10/12. Ip. 


Adjudicatory correspondence 


79 i?n 0 ?rit e ? PO,> ?Vr C Marsh 790720 bluest for protective order re 
? l nterr “ 9at0rlBs rtar5h haa answered 
Interrogatories to extent gf info currently available No 

SILDERoVp n biVB “ rder Certificate of Svc end. 

pJuman Pott Pennsylvania Power ft Light Co. SILDERQ. J. E. Shaw. 

rtttroanr Pottsi & Trowbridge. 79/08/06. 4pp. 

^Dan^Pmodnr d8n,ji, ' 9 1 ir,terVBn ° I - s Marsh *. Citizens Against Nuclear 
t h° "'V** t™*'**™^ schedule. Grants util 

BECMHDEFER, C. Atomic Safety and Licensing Board Panel. 79/0B/24. 

79 790729°sund?me?t Jo intirvannr Citizens Against Nuclear Dangers 
* u PP 1&me "tfl discovery requests. Includes info re 
documents i-ssued to NRC prior to preparation of DES & itfci 1 
position re DE9, C e r t i f 1 ca to of Svc encl 

Pi Pennsylvania Power U Light Co. 8 1 LBERG, J. E. Show, 

Pittman, Potts, t, Trowbridge, 79/08/29. 6pp, 

79 Advecates ,l 790 B 20 S m o h t t? *""1 1 "“ irVB "° r Susquehanna Environ 

ovecates 790B20 motion for protective order re util 790323 
first round discovery reques t s . U 1 1 1 is entitled to info 
" | c "” rg , i 0T Certificate of Svc end. 

Pittman’ J potfs PB 5"T gIV s n ^ P011,er * L ‘ 9ht Co - SILBERG, U. E. Bhaw. 
i ittman, Potts, & Trowbridge. 79/00/29. 5 pp. 

7910090776 Expresses concern over NRC recommendation to license plant 
l „ 5 W "- [lt, “ B '' es Plant should not be licensed P 

^operated Plant poses serious threat to people of central 

PRELE6NTK. II. L. Affiliation Unknown. 79/08/30. 3pp. 

79 !n 3 ASL? 6 790 ^i “>/90930 appeal alleging divergent rulings contained 
in ASLD 790824 order. Beaks issuance of separate orders 

HAM SL' motions, Certificate of five end. 

HALLIQAM, T. J, Citlxons Against Nuclear Dangers. 79/09/01, 7pp. 

79 ^bHc S hesiiL!;" ,lU rf!.^ r ke llmltBd appearance statements at 
public: h oar i n^a*- tm| t ted by local residents 

LOCIJUNOB ILL, 0. A f f 1 1 i a t i on Unknown. 79/09/02. 5pp 

79 ir^? S 3?il B be°!:dd t ?n 7 T 30 rBqUBS ? f0r a55U ™"“ «■«* ASDL 790824 
CitMeo, LaL h ! 5 *? abe9<,nCB pending outcome of intervener 
aftii 2£. ‘ ‘.a ' l ?? r DB !! 9Br a P P Ba I • Stays are granted 

after ASLAD c ons 1 d-ara t i on of c icwmstanc&s. 

' Atomic Safety and Licensing Appeal Panel. 79/07/05. app. 


preh«ring. BqUB9t8 ^ m ° kB H *‘ ted a '" >Baran " at licensing 

THOMPSON, F. Affiliation Unknown. 79/07/06, Ip, 

°PP D9B!1 , ‘"tervonor C Marsh 7906213 request that AS I 0 review 
licensing timetable 6 requests that AS LB order intervener to 
respond to util 790325 first set of interrogator?** 

Certificate of Svc end. 

Pittman' J pntf. P8 » nn ? y,V s n !? POI,,,,r fc Ll9ht Ca BTLDERG, J. E. Shaw, 
Pittmani Pofets* tt Trowbri dgo. 77/07/12. ^pp, 

10030693 Response to NRC first round interrogatories Includes info ru 
witnesses, growth rate of electrical load. eme?g ency piinl. 

I IZrnlv ?2il2;e.° na “ ter " hCaUh lBCal 

1ARBH, C. Affiliation Unknown. 79/07/20. !2pp. 


T910030697 Affidavit of C Marsh re 790720 response to NRC 
interrogatories, p ' ^ 

IP 


l terrogc 

MARSH, C. Affiliation Unknown. 79/07/20. 


Intervener Citizens Against Nuclear Dangers, 
eqgestlng FBI investigate misplaced documents at State of 
A Dept of Environ Re source*. Re i terates 7905S2 dlecovaru 
equest. Certificate of Svc end. 9 

EMANOWICZ. 1. Citizens Against Nuclear Dangers. 79/07/25. 3pp. 

0030688 Responds to util first round interrogatories Includes 
nswers re growth rate of nucloar-generated e?ec tdd tj?re?d 
or power, energy conservation program, rad latlon doses, 

SnL 9 , e i; Pa,lore u tests of decommissioning. 

AR8H, C. Affiliation Unknown. 79/07/30. 20pp. 


0020131 Expresses opposition to operation of facility. Calls for 
®* U1B oP coal resources for power. 

Ip. 


.. ^ ^ ^ . DOUBT 

ARNER, B. Affiliation Unknown. 79/0B/05. 


C °P9 DES for facility. Recommends use of local 

coal i* or p ow&r . 

80LENBEROER, R. Affiliation Unknown. 79/08/10. Ip. 


7<? ?ud?r 3 n Ra ’ t,B8tS nofclp “ a “<>" ^ opportunity to participate in 
public hearings ro restart of TM1. f 1 

NEBBIT, D. D. Affiliation Unknown. 79/09/03. 1 p. 

7910240416 Requests nolle of t, opportunity to participate in public 
^ P'™ 1 *’- “‘’-.see tc approvals'to P * C 

NESBIT, D. D. Affiliation Unknown. 79/09/03. ip. 

79 hsaring 7 n ® quBBt ' to makB United appearance statement at futur# 


BTILP,E, P. Affiliation. Unknown. 79/07/07. 


Ip. 


7910220471 Response to ASLO 790B24 order appeal od on 790B3O 

discovery 6 pleading Info. Urges ASLD to iSpo^Cd™ Subm “ 9 
x P iI,° b 0 L*m ®f , P Uea Dt. Certificate of 8vc end. 

HALt.IOAN, T. J, Citizens Against Nuclear Dangers. 79/09/10. 6pp. 

79 ?nn?? 3 ?? tha i 790038 ,tr »®PP"Ttln 9 halt to further focillty 

K ~ii 11 forwarded to NRC office reviewing plant OL 

KOPECK, J. Office of Public Affairs. 79/09/12. ip. 

"‘ 79 iu2n™S?., S ^ Ppa ’' t * hn,t b0 father facility const. 

HEDDERMAN, D. Aff 1 1 iat ion Unknown. 79/08/2B. ip. 

79102S043B Motion for extension of time to respond to applicant U NRC 
first round Interroga tor ies. Interoga tori es a^e UngthS, 
burdensoma t, oppressive. Intervenors have not had access to 
hearing transcripts outside LPDR, 

79/09/12°' R 2ip R0B,hlS ° M,J ' J ' Bu * qu, ’ ,, '' nna Environmental Advocates. 

7910050770 Notifies of receipt of lntervenor Environ Coalition on 
Nuclear Power 790910 discovery requests. Documents not 

l^NRC *790627 It? 4 * rDl,n,! d, ' C0V8^!, r HU»»t were discussed 
CUTCHIN, J. M, Branch 3. 79/09/13. 2 pp. 
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7910100250 Response in opposition to Citiiens Against Nuclear Dangers 
790830 appeal, from ASLB 790024 mamarandum !« order ro 
scheduling 8t discovery mo t ions. Roqui s i te showings were not 
demonstrated. Certl ficate of Bvc end. 

YUSPEH, A. R. Pennsylvania Power it Light Co. YU3PEH, A. R Shaw. 
Pittman. Potts. & Trowbridge 79/09/14. 6pp. 


79101B0065 Answer In opposition to Citiiens Against Nuclear Dangers 
790B30 inter t ocutory appeal from ASLB 790924 memorandum & 
order. Reques ts opportunity to address questions raised, if 
A5LAB grants ap p ea 1 . Cert i f icate of Svc encl, 

CUTCHIN, J.M. Branch 3. 79/09/17. 5pp. 


7910350333 Responses in opposition to ASLD 790024 memorandum 6 order 
compelling Intervenors te answer applicant U NRC 
interrogator tes. Requests reconsideration 4, revision & moves 
for protective order. Cert if icate of Svc encl 

KEPFORD. C. . JOHNSRUD, J. H. Environmental Coalition on Nuclear Powor. 
79/09/17. 2Spp. 

791017064S Advises that FES will be issued in Jan 1980. SER In Aug 1980 
& SER suppl in Apr 1901, contrary to NRC estimate at 
790129-31 special prehearing conference, Hearing e on environ 
U safety issues will he adjusted accordingly. 

CUTCH1N. J. (1. Branch 3. 79/09/10. 2pp. 


7910350370 Correction to responses to ASLD memorandum h order 
compelling answers to NRC 1. applicant Interrogatories. 

Signature of JH Johnsrud was omi tted. Cert i f lea te of Svc 

JOHNSRUD. J. H. Environmental Coalition on Nuclear Powor. 79/09/10. 
2pp. 

7910190312 Memorandum & order dismissing intervenor Citiiens Against 
Nuclear Dangers appeal from ASLB 790024 order disposing of 
certain scheduling it discovery matters. Has not shown 
sufficient cause for discretionary appeal. 

B1BH0P. C. J. Atomic Safety and Licensing Appeal Panel. 79/09/19. 
3pp. 


79102406S9 Answer in opposition to Susquehanna Environ Advocates 
petition for mod of special prehearing conference order. 
Special circumstances warranting consideration of Class 9 
accidents have not been shown. W/Certi f icate of Bvc, 

CUTCHIN, J. M. Branch 3. 79/09/19. 5pp. 


—7910240697 Response to ASLD Question 4 re classification ni 1 TM1 
accidont as Class 9 act ldent. A1 though release of radioactive 
mat! was very smal 1. act ldent determined to be Class 9. 
Certificate of 9vc encl. 

CUTCHIN. J. M. Branch 3. 79/OB/24. 4pp. 


•7910240699 Comments on RJ Mattson 790016 response to ASLB question re 
Class 9 acc ident: TMI-2 accident was not Class 9 by 
def ini t Ion. Recommends evaluation to show scenario In termo 
of various sys responses. 

ANDERSON. F. D. Site Designation Standards Branch. 79/00/24. 

3pp. 


H. Conors l c orr o 5 p ond enc e 


7910290469 Ack 790029 inquiry re licensing status of f ac i 1 1 ty. DES 
published in June 1979. FES & hearings before ASLB not 
expected until 1980. Desc r 1 bes licensing actions implemented 
as result of TNI incident. 

DENTON. HR. Office of Nuclear Reactor Regulation. 79/10/04. Ip. 


—7910290472 Requests that "Environ As ses sment : Use of EPICOR-II at TM1, “ 
& FR notice for comments be sent to names on encl list. 

Requests explanation of television ropt that licensing for 
Berwick has been approved. W/o encl. 

LEWIS, It 1. Affiliation Unknown. 79/OB/29. Ip. 


K. Utility Final Safety Analysis Report (F3AR1 & amends 


7910170139 Forwards FSAR. Revl s ion 12, submitted as Amend 16 to 01. 
application. 

CURTIS. N. W. Pennsylvania Power & Light Co. 79/10/15. Ip. 

—7910170141 FSAR, Revl Sion 1 2, s utmi t ted as Amend 16 to OL application, 
CURTIS, .N.. W. Pennsylvania Power 6 Light Co. 79/00/31. 350pp. 


M. Antitrust corruspondence 


7910220513 Forwards FR notico re time for submittal of views on 
antitrust matters for QLs under antitrust review. 

BALT2MAN. J. Antitrust ?< Indemnity Group. 79/10/01. ip. 


— 7910220324 FR notice re time for submittal of views on antitrust 
mattors for OLs undor antitrust review. 

BALTZHAN. J. Antitrust it Indemnity Group. 79/10/01. 3pp, 


7910260046 Submits questions re OL antitrust review. Forwards FR notico 
inviting comments from interested parties. 

TOALBTQM, A- Power Supply it Analyia Branch. 79/10/10. ip. 


— 7910260056 Notice of 60-day period for requests for r e-a va 1 uo t i on of 
antitrust matters. 

SALTZMAN. J. Antitrust i. Indemnity Group. 79/10/10, 3pp, 


Q. Inspection rsportg, IE Bulletins 8, correspondence 


7910030054 Forwards IE Insp Rep ts 90-307/78-20 & 5O-3B0/70-1B on 
701 1 1 3-1201 , No noncomp I 1 ante noted 

CARLSDN, R. T, Region 1, Philadelphia. Reactor Construction it 

Engineering Support Branch. 70/12/22. 2pp, 


—7910030060 IE Insp Repts 50-3B7/7S-20 6 50-300/78-18 on 781 113-1201. No 
noncomplianco noted. Major areas inspected: work activities 
Including Installation tt welding of reactor coolant pressure 
boundary & installation of safety-related compononto. 

OALLO.fl, M. . MCGAUQHV, R. W. Region 1, Philadelphia, Office of the 
Di roc tor. 70/12/02 App, 


■7910240703 Comments on JR Mattson 790016 response to ASLD question ro 
Class 9 ac cldent. TMI-2 incident was DBA. Accident 
classification is moot under circumstances such as TM I 
Supporting documentation t> Certificate of Svc encl. 

MARTIN, J. Accident Analysis Branch. 79/08/30. bpp. 


7910010614 Ack receipt of DES. Believes statement contained insufficient 
data on humans. Objects to conclusion. 

UATEON, L. E. Affiliation Unknown. 79/09/21. 2pp. 


7910300039 Response in opposition to Susquehanna Environ Advocates 
790830 petition for mod of ASLD 790306 ordeT to include 
consequences of Class 9 accident, Issue need not be 
considered re land-based plants. Certlfl cate of 9vc encl. 

8ILBERQ, J. E. , YUSPEH, A. R. Pennsylvania Power it Light Co. 

SILOERO, J, E, Shaw, Pittman, Potts, h Trowbridge. 79/09/27. 6pp. 


7910310023 Answer in opposition to intervenor Susquehanna Environ 
Advocates 790912 motion For 100-day extension to respond to 
NRC & applicant first round of Interrogatories. Intervenor 
failed to carry burden of proof . W/Certl flea te of Bvc. 

CUTCHIN, J. M. Branch 3. 79/10/G1. 5pp. 


itention to give limited appearance statement 
ty. Requests acknowledgement of 
\ mailing list in OTder to be Informed 

Unknown. 79/10/03. Ip. 


7910020410 Forwards IE Insp Ropt 50-307/79-24 on 7907 1 0- 12. No 
none amp Hanc c noted. 

BRUNNER, E. J. Region I, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/OD/OB. 2pp. 


—7910020411 IE Insp Ropt 50-307/79-24 on 790710-12. No noncomplianco 
no tud, Major areas Inspected; preoperationa) toot program 
roviow roqu i roment s, t os t procedures t< teat sequencing. 

NICHOLAS, H. H. Region l. Philadelphia, Office of tho Director. 

CAP-HTON, D, L. Region 1, Philadelphia, Reactor Operations Nuclear 

Bupporfc Branch. 79/0B/07, 7pp. 


7910100349 Forwards IE Insp Repts 50-307/79-10 it 50-300/79-11 on 
7904 30-060B. No noncomp liance noted. 

CARLSON, R. T, Region 1, Philadelphia, Reactor Construction it 

Engineer ing Support Branch. 79/09/2 1 . 2pp. 


•7910100350 IE Insp Repts 50-307/79-10 fc 50-3BS/79-11 on 790430-0609. 
No noncqmpl lance noted. Major areas Inspected: procedures for 
reactor pressure vessel recirculation sys notile mod 6 
installation of saf e ty-re la tod components it pipe supports. 
OALLO.R.M. Region 1, Philadelphia, Office of the Director. 
MCQAUOHY, R, W, Region 1, Philadelphia, Reactor Construction t< 

Engineering Support Branch. 79/00/20. 11pp. 


7910160361 Forwards IE Insp Rept 30-3B7/79-23 on 790620-22,0702-03, 
03-06 t, 09. No noncomplianco noted. 

CARLBON, R. T. Region 1, Philadelphia, Reactor Construction it 

Engineering Support Branch. 79/00/23, 2pp. 
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-7910160364 IE Insp Rept 50-307/79-23 on 790620-22,0702-03 ni oa . no m 
noncomp 1 lane o noted Major areas in.pe c ted: el ectrUaf 
equipment cable installation E< oa 1 

EBNETEnVh ne 2‘°? *’ Philadelphia, Office of the Director 
Inofneer? r Roijlon 1, Philadelphia, Reactor Construction & 
Engineering Support Branch. 79/08/22. 4pp. 


ie l a clenc « , ' B P t re P>P B ® tf p p or t design drawings 

released for fabrication?, i nsta 1 1 ation. Disc repancios 
found between stress analysis calculations & loads used in 
run r tc >/ 1 , Plp * su *l >0, ' t draw 1 ngs. Pi na 1 rept by 000301. 

CURTIS, N. W. Pennsylvania Power 4, Light Co. 79/09/05 2pp 


^noncomp Hanco 9 no ted ^ ,nBP R<>Pt 5 °- M7 ' 7 ’-» on 790612-14. No 
Support' Branch. 79m”, BA. '’S"*"* 1 ""*- l? -ctor Operations Nuclear 


7910i90573 Ac h receipt of 790911 potential deficiency rept re emphenol 
c onnec tors ?< Cutler Hammer E’*’30- switches. 

CARLSON, R. T, Region a, Ph i 1 ad e 1 p h i a, fl eac t or Construction t. 

Engineering Support Dranch. 79/09/21. ip. 


” 79 noitd 3 Ma ZE InBP "? Pt 50 ~ 3B7 ^-22 OB 7906ia-i4.No noncompliance 
noted. Major areas i n spec ted : t e s t program review P 

-I— <**»..*«* Witnessing * 

Director' H CAPH? onTl JA Reg ionT ‘phi 5ad el phU^fieac £ 0 “ “ F **" 
Operations Nucloar Support Dranch. 79/07/24. Qpp, 

7910020544 Forwards IE Circular 79-19, "Loosb Loctinn 
0RlER 3 B 1 H~” a,1 ' i R PU T P Impei1 ’’ No action required. 9 

79/09/13 lp 9 " Philadelphia. Office of the Director. 

79 iorrert 7 ?*! I*** 1 ?* ° f 790913 Ur ‘"Arming NRC of steps taken to 
CARI qnw ^‘° Ia6i0n ® n ° tod in IE Insp Rept 50-3B7/79-19. 

CARLSDN,R. T Region 1 , Philadelphia, Reactor Construction E, 

Engineering Support Branch. 79/09/21 . ip. 

" 79 ReoI 0 50 9 3 B 7 / 7 r^ *° mc 790030 « violations noted in IE Insp 

Rept 50 307/77-19, Corroc tive ac t i on 9 : u liras on 1 c thickness 
measurements taken of field weld E. liquid penetrant 
examination made of wold ground aruao. 

5AB0L, A. R, Pennsylvania Power E< Light Co. 79/09/13. 3 PP . 


--7910150596 Deficiency rept re ampbenol female connector pins not 
seating properly in Cutlor Hammer push button switches, GE 
Will investigate St provide corrective actions. 

CURTIS, N. W. Pennsylvania Power ?< Light Co. 79/09/1 i. ?pp 

7910030462 Submits update to 790302 Interim deficiency rept re failure 
of valve manufacturers to stake stem lock nuts fastening 
Li/nitarqu'c Model SMB tc SMC motor operators to va 1 ves- Ongoi ng 
rMOTTR 3 * Identified 65fi suspect valves. Final rept by B0041S. 

CURTiBi N. W. Pennsylvania Power 6 Light Co. 79/09/26. 2pp 

79 i°RM? 2 u 9 i SUPPl r ,,rtS 790302 HP* deficient Uni torque SMB 

valve motor o pera t ors . Def i c i one y discovered In 650 
Bechtel valves. Insp to be completed by Spring 1980- Final 
rept to It submitted 800413. 

CUR1I9.N.M Pennsylvania Power f, Light Co. 79/09/26. 2pp. 

^uito 246 i0 f of Potential deficiency in Cutler-Hammer push 

button switches. In addition to defects h ctnnd i tlons in 
Amphenol connector pins E< F-30 switches noted In 790911 1 tr 
Heportobility to be determined by 791 H 1 . 

CURTIS, N. W. Pennsylvania Power ?< Light Co. 79/10/11. 2 pp 


" 79 Wolatfon F ° rUardS IE In5P n ° Pt 90 ~ 307 '7?-I9 790515-10 8, notice nf 

CARLSON, rr.T Region 1, Philadelphia, Reac t or Cons tru c ti on & 

Engineering Support Dranch 79/013/20. 3pp 

—7910090664 Notice of violation from insp on 790515-1(3 

Support branch * "wwjr ‘* , lp RMe ' ^ C ™ l ‘ rutUl1 " * E»H i"»r*«.D 

"'■ 79 ia??ure 7 fo E r In9 ^ f, ‘ ,pt 3O “ 307/79 - « 9 »n 790515-10, Noncomp l iacne noted 
sa f o ty-r o 1 a ted V p i p l ng ° BC r * ^ “° Id proplte transition on 

79/07/11 4pp° fll0n *' P,,Ufldel P hla - Office of the Director, 

7910090604 Forwards IE Circular 79-20, "Failure of QfE Sul von la n e tau 
Type PM Bulletin 7305 Catalog 5U12-11-AC iu/120 Volt ai^ 9 ‘ 

Coil, No action required, 

79/09/24^ Ip f, ° 3 ‘‘ ln *’ Philadelphia, Office of the Director. 

79 L™e 0 S?? CooTTrs' “ * No ^actl on ^required"*' " b ’"™ Cy D “" !el 
79/09/26* 4 Pp RBSinn *' Ph * ladelphia, Office of the Director. 

7t? ie!uiin. F ° riUar,)S ,E nulleU " 79 - S4 ' "Proven Lines, " No action 
79/09/27* lp R ° 9ion '* Philadelphia, Office of the Director. 

79 pn!n? 9 N^° r n i, r'^ * E Infn N °tlce 79-25, "Reactor Trips at Turkey 
Point Units 3 & 4. No action required J 

79/10/01 H lp RB9 ‘° n p h i lirdel ph la. Office of the Director. 

7910170630 Forwards IE Info Notice 79-24, "(Ivor prossur i za t i on of 
Containment of PWR Plant After Main Steam Line Break " No 
action required. 

79/i0/01 H ' ip RBfli0 " U Phlladel P h i«' Office of the Director. 

-L- R ! P ®l! aPU _ DCCU, ' rence "‘ LER8 l< Telatod correepondence 

79 suionri‘a = C ? of 790905 Interim rept re deficiency In pipe 

support design drawings released for fabrication P 

installation. 

CARLSON, R, T. Region 1, Phi ladolph la. Reactor Construction 5 , 
Engineering Support Dranch. 79/09/13. Ip. 


“- 0 ™_® 0 “ 3DO _f USQUEHANNA STe ^ M ELECTRIC STATION, UNIT 2 
^__^ P !i 4 l a4ion/dO,lsfcructi0r ’ 6ta 9° documents t, c ot rasp c nd enc e 

7910150647 Forwards request for addl info re low-flow augmen tation 
reservoir & -max pool level. ^ 

SELLSrD, E, E-nvtroninenta 1 Project* Dranch 2. 79/09/2B. 10pp. 

79 isaee 3 d?r? i8C * , r OS * Ut11 7 !° Ba9 “ r re P ro P°‘** P^gram for chemical 
usage during c l can i ng. t es 1 1 n y & flushing operatlnno 

Discharge occurs from S-l pond after r a 1 n fa 1 1 , eon trar y to 
Itr indications, 

CURTIS, N, W. Pennsylvania Power ?< Light Co, 79/10/02. ip. 

79 i^ 9 °fr° Ama " d l? ^ OL ^Plication, containing Revision D to 

socurity plan. Amend withheld (r«»f 10CFR2, 770) 

THOMAS, 0. Pennsylvania Power 6 Light Co. 79/10/08. lp. 

T'flOlMOOiB Requests description of peal dynamic load task s, rat i onate 
for plant unique program# task schprfuls ^ program 
documentation. Info should bo provtdotf to Nf?C 6y 791115, 

VAROA. S. A. Assistant Director for Light Hater Reactors. 79/10/10. 
q pP . 

791O170 1 19 Forward* addl info for environ review of Pond Hill law flow 
augmentation reservoir, in response to 790920 r eques t . Eigh t 
oversiie drawings end. Alto forwards "Monitoring atuify of 
Community Impact" S. update. * 

CURTIS, N, W, Pennsylvania Power t, Light Co. 79/10/12. Blpp. 

7910170121 "ilonjtoring Study of Community Impact." 

* Pennsylvania Power t< Light Cq. 76/06/30. 68pp. 

79J 01 70 124 "Monitoring Study of Community Impact: Update " 

■ Pennsylvania Power E< Light Cu. 7B/I2/31. 65pp. 

7910220216 Notification of 791025 meeting w/util in Dethe*da,rtD to 
discuss review schedule. 

PARR, 0. D, Light Water Reactors Branch 3. 79/10/12. 2 pp. 

79 mMOT?n 4 i affidavit of sve for Amend 16 to OL applications. 

CURT 10, N. W Pennsylvania Power E< Light Co. 79/10/17. ip 

79 Cnnde^atin rW T <r ; Tests, Test Philosophy *, Metric" t, -8KM-ITM 

C or»d ensat i on Tea t*j Dcacr iption of N»fl 5 urement Concept, “ 

"2^* in r»«ponte to NRC Cowrit 2 issued at 

/t 0323 meeting. 

CURTIS, N. W. Pennsylvania Power 6 Light Co. 79/10/25. lp. 


-7910300100 "QKM-IIM Tests, Test Philosophy U Malric," 
KraftuieTk Union Working Rept R 141/136/79. 

* Pennsylvania Power *, Light Co. 79/10/10. 16pp 


adapted from 
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— 7910300110 "CMK-1IM Cond er sat i on Tests. Dos c r ip t i on of Measurement 
Concept. 11 

» Kraftwerk Union. Mannheim. Federal Rep of Germany. 79/06/30. 
21pp. 


D. NRC Draft/Final Environmental Statements/ suppls 6 corresp ondonce 


7910030127 Forwards 17 ltrs from f ed eral. state t< local agencies ts DES. 
Aslca that util review t< respond by 791001. Certificate of 
Svc end. 

SELLS, D. E. Environmental Projects Branch 2. 79/09/06. 59pp. 


■7910030144 Comments on DES. Data should be collected on humans as well 
as wildlife tt fish for long-range comparison purposes. 

Objects to planned const of reservoir to he used as cooling 
source. 

MATSON, L. E. Af f i 11a t i on Unknown . 79/09/04. 2pp. 


7910030784 Responds to 790B13 1 tr requesting extension for public 
comment on DES to 79 1 201 . Dead 1 1 ne is extended to 790909 U 
comments based on 'info released in FMl rept will be 
answered if submitted early enough. 

REGAN. W H Assistant Director for Environmental Projects. 

79/09/06. 2pp. 


7910100654 Responds to 790412 1 tr re potential -radiological effects of 
plant effluents on Danville, PA water supply. Discusses RES 
indicating that plant operation should have no significant 
Impact on water supply. 

REGAN, W. H. Assistant Director for Environmental Projects, 

79/09/19. 2pp. 


7910020B14 Forwards f edera 1 , s tate U local agencies comments on DE0. 
Requests review It response by 791015. 

SELLS, 0. E. Environmental Projects Branch 2. 79/09/21. 3pp. 


7910040244 Forwards review supporting DES Related correspondence 
impacting on Economic Development Council A-9SJ review 
process end. 

GROSSMAN. H. J Economic Development Council of Northeastern. PA 
Avoca.PA. 79/09/26. 11pp. 


— 7910020137 Requests copy of DEB for fac i 1 i t y . Ro c ommend s use of local 
coal for power. 

SOLENHERGER, Ft. Affiliation Unknown. 79/08/10. lp. 

7910110278 Respond!! to C Harsh 790720 request for protective ardor re 
util first round i n torn o ga t or i e s . Mar sh has answered 
interrogatories to extent of info currently ava i lab 1 e. No 
need for protectiva ord er . C e rti f 1 cat e of Svc enc 1. 

SILDERG, U, E. Pennsylvania Power U Light Co. SILDERO.J. E. Shaw. 
Pittman. Potto. tt Trowbridge. 79/08/06. 4pp. 


7910040123 Order denying intorvenors Marsh t* Citizens Against Nuclear 
Dangers motions fca revise prehearing schecf u 1 e. Qr ant s util 
6 NRC 790627 motions to c omp el discovery against in t erven or 
Citiiens Against Nuclear Dangers. 

BECHHOEFER. C. Atomic Safety and Licensing Board Panel. 79/00/24. 
17pp. 


7910030903 Responds to inter von or Citizens Against Nuclear Dangers 
790723 supplemental discovery requests. Includes info ro 
documents issued to NRC prior to preparation of 0E8 t, util 
position re DES. Certificate of Svc on cl. 

8ILBERG, J. E. Pennsylvania Power 6 Light Co SILBERQ, J. E- Dhow, 
Pittman. Potts, U Trowbridge. 79/08/29. 6pp. 


7910230672 Requests that ASLB deny intervenor Susquehanna Environ 
Advocates 790820 motion for protective order re util 770025 
first round discovery requests. Ut i 1 is entitled to info 
necessary for croBS-eianiinatisn. Certificate oP Bvc oncl. 

SILDERO.J. E. Pennsylvania Power it Light Go. SILBERG, j. E. Shaw, 
Pittman, Potts, t, Trowbridge. 79/08/29. 5pp, 


7910090776 Esprosses concern over NRC r e c onunond a t i on to license plant 
on Susquehanna lliver. Believes plant should not be licensod 
It operated. Plant poses serious threat to people of central 
PA. 

PRELE8NIK, W. L. Affiliation Unknown. 79/00/30. 3pp. 


7910310146 Supp 1 to 790930 appeal alleging divergent rulings contained 
in ASLO 790024 order. Geeks issuance of separate orders 
dealing w/indlvlduol mo t i on s. C ert i f i ca t e of Bvc end. 

HALL IGAN, T. J. Cititens Against Nocleor Dangers. 79/09/01. 7pp. 


7910160544 Discusses DES review DES should Include analysis of impacts 
of TflI-2 event. 

ROD INSOM, D. E. SEDA-COO Lewiston, PA. 79/09/26. 2pp. 


7910090335 Five requests tn make limited appearance statements at 
public hearings, submitted by local residents. 

LOOK INOD ILL, 0 Affiliation Unknown. 79/09/02. Spp. 


7910220467 Forwards copy of DES in response to 790929 request. Requests 
comments in preparation of FES. Will be part of evidentiary 
hearing. 

SELLS, D. E. En vi momenta 1 Projects Branch 2. 79/J0/12. Ip. 


0. Adjudicatory correspondence 


7910090192 Requests to make limitpd appearance statement at licensing 
prehearing. 

THOMPSON. F. Affiliation Unknown. 79/07/0 6. Ip. 


79 i 01 10394 Opposes intervenor C Marsh 790623 request that ASLB review 
licensing timetable V requests that ASLB order intervenor tu 
respond to util 790525 first set of 1 n terrogat or i 03 . 

Certificate of Svc encl. 

SiLBERG, J. E Pennsylvania Power 8< Light Co GILBERO, J l£, Shaw. 
Pittman. Potts, k Trowbridge. 79/07/12. 5pp. 


7910030693 Response to NRC first round interrogatories. Includes info rn 
wi tnesses, growth rate of electrical load, emergency plans, 
decommissioning, long-term health effects on local pnpulotion 
6 sparger failure. 

MARSH, C. Affiliation Unknown. 79/07/20. 12pp. 


7910090298 Responds to 790830 request for assurance that ASDL 790024 
order will be hold in abeyance ponding outcome of intervenor 
Cititens Against Nuclear Danger appeal. 8 tays are grantod 
after ASLAB c on a i d c ro t i o-n of c i c urns t anc es. 

CU0, J. Atomic Safety and Licensing Appeal Panel. 79/09/05. 2pp. 


7910190337 Requests notification of S. opportunity to participate tn 
public hearings re restart of TMl. 

NE80IT, D .0 Affiliation Unknown. 79/09/05. Ip. 


7910240416 Requests notice of tt opportunity to participate in public 
hearings re issuance nf p orml t s, 1 icon ses & approvals to 
renpsn TMl-2. 

NEBUIT, D. D. Af f 1 1 iatkon Unknown. 79/09/05. lp. 


7910220471 Response to ASLB 790824 order appealed on 790030. Subml t s 
discovery U pleading Info, Urges ASSLIl to Impose burden of 
proof on applicant. Certificate of Svc encl 

HALL IOAN. T. J, Citiiens Against Nuc leaf Dang or s . 79/09/ lO, 6pp. 

7910050565 Notifies that 790028 ltr supporting halt to further facility 
const is being forwarded to NRC office reviewing plant 01.. 

KOPECK, J. Office of Public Affairs. 79/09/12. lp. 


--7910030697 Affidavit of C Marsh re 790720 response to NRC 
1 n terroga tor ies. 

MARSH, C. Af Fi Liation Unknown. 79/07/20. ip. 


--79 10 050569 Supports halt to further facility con at. 
HEDDERMAN, D. Affiliation Unknown. 79/00/20. ip. 


7910130339 Motion by intervenor Citiiens Against Nuclear Dangers, 
requesting FIJI investigate misplaced documents at Btatu of 
PA Bept of Environ Resources. Ro 1 1 era tes 79BS22 discovert! 
request. Certificate of Svc oncl. 

LEMAN0WIC2, I. Citiiens Against Nuclear Bangers. 79/07/25, 3pp. 


79100306BQ Responds to util first round interrogatories. Includes 
answers r« growth rate of nuc lear-generatod e 1 ectric i ty, need 
for power, energy conservation program, radiati on doses, 

^ costs Df decommissioning. 

MARSH-C. Affiliation Unknown. 79/07/30. aOjip. 


7910020131 Expresses opposition to operation of f ac i 1 i ty. Cal 1 s 
shutdown %t use of coal resources for power, 

WARNER, B. Affiliation Unknown. 79/08/05 lp 


791025043B Motion for extension of time to respond to applicant 8i NRC 
first round i ntor r oga tor i es. 1 n ter o-ga t or i us are lengthy, 
burdensome 6 oppressive, Intorvenors have not had access to 
hoaring transcripto outside LPDR. 

GCHULTZ,G. R. , ROBINSON, J. J. Susquehanna Environmental Advocates. 
79/09/12. Spp 


7910050770 Notifies of receipt of intervonan Environ Coalition on 
Nuclear Power 790910 discovery requests, Docveients not 
received from first round discovery request were discussed 
in NF1C 790627 ltr. 

CUTCHIN, J. ft Branch 3. 79/09/13 2pp. 
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7910180250 Response in opposition to Citiions Against Nuclear Dangers 
790030 appeal from ASLB 790B24 memorandum L order re 
scheduling & discovery motions. Requisite showings were not 
demonstrated. Cert i f ico to of Svc end. 

YUBPEH.A.R. Pennsylvania Power & Light Co. YUSPEILA.R. Shaw. 
Pittman. Potts, b Trowbridge. 79/09/M. 6pp. 


7910100065 Answer in opposition to Citizens Against Nuclear Dangers 
790030 interlocutory appeal from ASLB 790824 memorandum & 
order. Requests opportunity to address questions raised, if 
ABLAB grants ap p ea 1 . Cor t i f i ca te of Svc end. 

CUTCHIN. J -M. Branch 3. 79/09/17. 5p p 


7910250333 Responses in opposition to ASLB 790024 memorandum & order 
compelling intervenors to answer applicant ic NRC 
interrogatories. Requests reconsideration b revision J, moves 
for protective ord er. Cor t i f i c a te of Svc enc 1 . 

KEPFORD. C. . JOHNBR UD. J. H. Environmental Coalition on Nuclear Pnwur. 
79/09/17. 22pp 


7910170640 Advises that FES will be issued in Jan 1900. SER in Aug 1900 
& 9ER supp 1 in Apr 1901 . con trary to NRC estimate at 
790129-31 special prehearing c on f or enc o. Hear i ng s on environ 
U safety issues will be adjusted accordingly. 

CUTCHIN, J. M. Branch 3. 79/09/10 2pp. 


7910250370 Correction to responses to ASLB memorandum b order 
compelling answers to NRC 6 applicant Interrogatories. 

Signature of JIH Johnsrud was omi t ted. Cer t i f i cate of Svc 
end. 

JOHNSRUD. J. K Environmental Coalition on Nuclear Power. 79/09/ IB. 

2pp. 


7910190312 Memorandum ?< oTdor dismissing Intervener Citizens Against 
Nuclear Dangers appeal From A5LB 790B24 order disposing of 
certain scheduling Jk discovery matters. Has net shown 
sufficient cause for discretionary appeal. 

BISHOP, C, J, Atomic Safety and Licensing Appeal Panel. 79/09/19. 

3pp. 


7910240609 Answer in opposition to Susquehanna Environ Advocates 
petition for mod of special prehearing conference ordor. 

Special circumstances warranting c oils iderat ion of Class 9 
accidents have not boon sh own. M/C e r t i f i c a to of Svc. 

CUTCHIN, J. M. Branch 3. 79/09/19. 5p p . 


7910010614 Ack receipt of DEB. Believes statement contained insufficient 
data on humans. Objects to conclusion 
WATSON, L.E. Affiliation Unknown. 79/09/51 . 2pp. 


7910300039 Response in opposition tn Susquehanna Environ Advocates 
790030 petition for mod of ASLB 790306 order to include 
consequences of Class 9 accident. Issue need not bo 
considered ro land-hosed p lants . Cer t i fi cote of Svc end 
BILBERO, J, E. , YUSPEH.A.R. Pennsylvania Power J« Light Co. 

8ILDERG, J. E. Shaw, Pittman, Potts, b Trowbridge. 79/09/27. 6pp. 


7910310023 Answer in apposition to intervener Uusquohnnna Environ 
Advocates 790912 motion for 100-day extension to respond to 
NRC t< applicant first round of interrogatories Intorvonor 
failed to carry burden of pr oof . W/Cer t if ica t e of Svc. 

CUTCHIN, J. M. Branch 3. 79/10/01. 3pp. 


7910150600 Notifies of intention to give limited appearance statement 
re operation of f ac i 1 i ty . Requos ts ac knowledgomon t of 
approval & placement on mailing list in order to bo informed 
of hearing dates. 

CREA8Y, D. Affiliation Unknown. 79/10/03. Ip. 


H. General correspondence 


7910290469 Ack 790029 inquiry re licensing status of fac i l 1 ty. DES 
published in Juno 1979. FEB b hearings bofore ASL11 rot 
expected until 1980. Describes licensing actions implemented 
as result of TM1 incident. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/04, lp. 


•7910290472 Requests that "Environ Assessment; Use of EPICQR-II at TMI, " 
& FR notice for comments hs sunt to names on end list. 

Requests explanation of television rept that licensing For 
Berwick has bean approved. W/o end. 

LEWIS, M. I. Affiliation Unknown. 79/0B/29. ip. 


K. Utility Final Safety Analysis Report (FBAR) & amends 


7910170139 Forwards FSAR, Revision 12. submitted as Amond 16 to QL 
app 1 icat ion. 

CURTIS, N.W. Pennsylvania Power G Light Co. 79/10/13, lp. 


7910170141 FSAR, Revis ion 12, submitted as Amend 16 to QL appl icatlon. 
CURTIS, N. W, Pennsylvania Power S< Light Co. 79/06/31. 550pp. 


M. Antitrust correspondence 


7910220513 Forwards FR notice ro time for submittal of views on 
antitrust matters For OLs under antitrust review. 

SALTZMAN, J. Antitrust b Indemnity Group. 79/10/01. lp. 


■7910220524 FR notice ro time for submittal of views on antitrust 
matters for OLs under antitrust review. 

9ALTZHAN, J, Antitrust t, Indemnity Group. 79/10/01. 3pp. 


7910260046 Submits questions re QL antitrust r ev i eu. Forwards FR notice 
Inviting comments from Interested paTtios. 

TOALST0N, A. Power Supply b Analgin Branch. 79/10/10. lp. 

--7910260056 Notice of 60-day period for requests for r e — eva 1 oat ion of 
antitrust natters, 

SALTZMAN, J. Anti trust 6 Indemnity Qroup 79/10/IB. 3pp. 

<1. Inspection Teports, IE Bulletins G correspondence 


7910030054 Forwards IE Insp Repts S0-3B7/7B-20 8. BO-3QB/70-10 on 
7Q1 1 1 3-120! . Ns non c amp 1 lance noted. 

CARLSON, B, T. Region 1, Philadelphia, Reactor Construction & 

Engineer log Support Branch. 70/12/22. 2pp. 

— 7910030860 IE Insp Repts 5O-307/7B-2O G 50-300/70-10 on 701 1 13-1501 . No 
noncompliance noted. Major areas Inspec ted ; work activities 
including installation G welding nf reactor coolant pressure 
boundary G Installation of safety-related components. 

QALLD, R. 11. . MCQAUGHY, R. W. Region 1, Philadelphia, CJFPleo of the 
Director. 7B/I2/02. 6pp. 


79 1 0100349 Forwards IE Insp Repts 50-307/79-16 b 30-300/79-ti on 
790430-0600. Nd none omp 1 lance noted . 

CARLSON, R. T. Region I, Ph 1 lad e l ph ia , Reactor Construction G 

Engineering Support Branch, 79/08/21. 2pp. 


•7910100350 IE Insp Repts 50-307/79-10 G 5Q-3BB/79- 1 1 on 790430-0600, 
No noncomp I iat>cc noted. Major areas inspec tod : pr oc pdur ea foT 
reactor pressure vessol recirculation sys nozzle mod G 
Installation oF safety-related components to pipe supports, 

OALLDi R. M. Region 1, Philadelphia, Office of the Director, 

MCQ AUQHV , FI. W. Region 1, Philadelphia, Reactor Construction 6 

Engineering Support Branch, 79/00/20, llpp. 


7910020544 Forwards IE Circular 79-19, "Loose Locking Devices on 
I ngor 5 o 1 1-Rand J’ump Impellers." No action required 
GRIER, 0. H, Region 1, Philadelphia, Office of the Director. 
79/09/13. ip. 


7910090604 Forwards IE Circular 79-20, "Failure oF QTE Bylvanio Relay, 
Type PM Bulletin 7305 Catalog 5U12-11-AC w/120 Volt ac 
Coil." No action required. 

GRIER, D. H. Region 1, Philadelphia, Office of the Director, 
79/09/24. lp. 


7910040142 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coalers. " No action required 

GRIER, DU. Region 1, Philadelphia, (Office of the Director. 
79/09/26. 4pp. 


7910100177 Forwards IE Bulletin 79-24, "Frozen Lines, " No action 
required. 

GRIER, E, H, Region 1, Philadelphia, Office of the Director. 
79/09/27. lp. 


7910160356 Forwards IE Info Notice 79-25, "ReactOT Trips at Turkey 
Point Units 3 8, 4. 11 No action required. 

GRIER, 11. H, Region l> Ph i lada ip hie, Office of tho Director. 
79/10/01. lp. 


7910170638 Forwards IE Info Notice 79—24, "UverpTessur'I ration of 
Containment of PKR Plant After Main Steam Line Break. " No 
action required, 

GRIER, D. H. Region 1, Philadelphia, Office of the Director 
79/10/01, lp. 


S. Reportable oc curr encos, LERs t related correspondence 


7910170011 Ac k receipt of 790905 Interim rept re deficiency in pipe 
support design drawings released for fabrication G 
installation. 

CARLSON, R . T. Region 1, Philade Iph ia, Reactor Construction 8, 

Engineering Support Branch. 79/09/13 Ip. 
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f eficlenc Y r ®pt re pipe support design drawings 
, , . fabrication & ins tal lat i an. Di screpanc i e 5 

imd between stress analysis calculations 6 loads used in 
ruor?S M ,, plp ^ ® tJ-P p-or t drawings. Final rept by 800301. 

LUHTIB, N. W, Pennsylvania Power t, Light Co. 79/09/05. 2pp. 


— 791031 00 B2 NRC testimony responding to Questions A1 , A2, B 1-04, C 
ti D of ALAB-537 on 790405. Provi des background info for grid 
description 8< general onsite it offsite power s y s'. Supp or t Ing 
documentation end. 

FITZPATRICK. R. Power Sy stems Branch. 79/10/29. 31pp. 


7<? connertL« C , k J “ * P * ° f 790911 Potential deficiency rept re amphenol 
C ° t5or Hammer E-30 switches. 

Region 1, Philadelphia, Reactor Construction S. 
Engineering Support Branch. 79/09/21, lp. 


910150396 Deficiency rept re amphenol female connector pins not 
seating properly in Cutler Hammer push button switches. QE 
riin-T-To^ 0 . S . t * 9dtl? *“ P rovldo corrective actions. 

CURTIS, N. H. Pennsylvania Power h Light Co. 79/09/11. 2pp. 

79100304A2 Submits update tn 790303 interim deficiency rept re failure 
of valve manufacturers to stake stem lock nuts fastening 
Llmitorqua Model 9 MB * SMC motor operators to va 1 ves . Qng o i ng 
iJJJJ.!'! identified 658 suspect valves. Final rept by B004 1 5 . 

CURTIS, N.W. Pennsylvania Pouier it Light Cn. 79/09/26. 2 pp. 


■“79103 1 0065 Testimony addressing Question B! of ABLAB 790405 memorandum 
8c order re offsite power supp 1 y. Di sc us so 5 bulk electric 
power supply planning it design program. Supporting 
documentation end. 

FOWLKES, E. J, Federal Energy Regulatory Commission. 79/09/21 
36pp . 


79101004 15 Memorandum Sc ordeT instructing intervenors to file, by 
791019, status re preparedness for tr ia 1 , Pr spared testimony 
should be filed by 791 lit. Hearing will be held in south FL 
area it will begin 791210. 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 79/10/04 
3pp. 


M. Antitrust c orrespond ence 


^°cwr 26? i a ° PP '® mentB 790802 interim rept re deficient Limi torque SMB 
a SMC valve motor opera tors. Oefic iency discovered in 658 
Bechtel valves. Imp to be completed by Spring 1980. Final 
rept to be submitted B00415 

CURTIS, N. W. Pennsylvania Power {< Light Co. 79/09/26. 2pp. 


7910040499 Answer to FL Cities 790B09 motion to lodge FERC 790003 
opinion for Commi salon consideration in determinations re 
holding ef h ear ing s , C er 1 1 f 1 c a to of Svc end. 

DEWEY, L. S. Antitrust Division. 79/00/23. 3pp. 


791010(1246 Notifies of potential deficiency in Cutler-Hammer push 
button switches, in addition to defects t, conditions in 
Amphenol connector pins #1 F-30 switches noted in 790911 1 tr 
Rapor tab i 1 1 ty to be determined by 791111. 

CURTIS, N. W. Pennsylvania Power & Light Co., 79/lO/il, 2 pp. 


DOCKET 50-3159 ST. LUCIE PLANT, UNIT 2 

A p p 1 i ca t i 0 n /con s true t i on stage documents 8< correspondence 


7910040574 Notification of 798926 meeting w/util in Qothesda, 
schedule for submittal of FSAR, environ rept U related 
matters, 

BIRKEL, R. A. Light Water Reactors Branch 2. 79/09/i l. 


m 


2pp. 


r e 


7910040250 Delays response to contention on temporary storage of si* 
steam generators until final design details are available’ 
Postpones Pinal statement on ability of dunes to provide 
erosion protection until review of beach survey results. 

DI VINS. H. 8. , TURI.C, P. Hydrology Meteorology Drench, 79/09/19 

2pp. 


7910290228 Summary of 790926 meeting w/util in Bothesda, MD re schedule 
* format for submittal of application for QL. 

LEE, J. Light Water Reactors Branch 2. 79/10/05. 4pp. 

F^SecurUy. medical, emergency it fire protection plans 

7910100003 Forwards 790926-27 site visit agenda re resolution of open 
firs protection 1 ssuee. Reques to transmittal of agenda to 
1 it ens *0 

LAINA8, Q. Plant Systems Branch (Pro 791030). 79/09/13. 3 pp. 

Q, Adjudicatory correspondence 


7910110084 Forwards F Rosa 790725 memo to H Denton re revlow 
status of fee 1 U ty, Contrary to NRC statement in 770621 
motion for extension of tlmo. only SOX of NRC reviewer time 
was spent on TNI 

PATONrW. D. Branch 4. 79/07/31. 2pp. 


process 5 


0. Inspection reports, IE Bulletins It correspondence 


7910050214 Forwards revised response to IE Insp Rept 50 - 309 / 79-01 . FCR 
2-434 has been added to all cdntrolled copies of drawing 
2990-Q— 51 7, Revi s ion 1 U FHC 2-557 has been removed. New 
document control supervisor has been acquired, 

UHRIO, R. E. Florida Power U Light Co. 79/06/23. 2pp. 


79101 B0S23 Forwards IE Insp 
none omp 1 lance no ted. 

MURPHY, C, E. Region 2, Atlanta 

Support Dranch. 79/0B/2B. 2pp. 


Rept 90-309/79-12 on 790013-17. No 


Reactor Construction h Engineering 


-/■MUiuua & 'o it insp Rept 50-3B9/79-12 on 790813- 17. u,„p . , anc e 

noted. Major areas inspected ; 1 lcensee action on previous Insp 
findings, const activltios,QA audits ?< concrete placement. 

BRYANT, J. C, Region 2, Atlanta, Reactor Construction 8< 

Engineering Support Dranch, BURDETTE, T. E. Region 2, Atlanta, 
Office of the Director. 79/08/27. 3pp 


7910040571 Forwards response to IE Bulletin 79-15, “Deep Draft Pump 
Deficiencies, " Three Oyron Jackson safety-related vertical 
pumps to bo used as intake cooling water pumps will he 
delivered in mid-19BO, 

UHRIO, H. E. Florida Power & Light Co. 79/09/10. 2pp. 


7910020584 Forwards IE Circular 79-19, "Loose Locking Devices on 
log erso 1 1 — Rati d Pump Impellers. 11 No action required 
O'REILLY, J, P, Region 2, Atlanta, Office of the Director 
79/09/13. Ip, 


7910290057 Forewords IE Insp Repts 50-335/79-22 6 90-389/79-16 on 
790829-31- No noncomp 1 1 a rice noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch. 79/09/14. 2pp. 


■7910250 061 IE leap Ropts 50-335/79-22 *< 50-389/79-16 on 790829-31 No 
noncompl ionce noted. Major area inspected: pipe support base 
plates using concrete expansion anchor base plates, 

VALLISH, E. J. Region 2. Atlanta, Office of the Director. 

HERDT, A. R. Region 2, Atlanta, Reactor Construction !< 

Engineering Support Branch. 79/09/12. 4pp. 


79 |so & ?2 4 ? ) T“n l "f Td5 '’Jr*"* 1 *"* st4iblm « Evaluation of Impact of No 
320 kV Tie Between FL Power t< Light h 0A Power" *, "floviow 
of Performance pf Various Electrical Conf ig urat ions Between 
Plant Sc FL Power Grid. ” Certificate of Svc and 
REI8, H. F. Lquionstoin, Newman, Reis, Axclrarf 6 Tall. 79/09/19. 15 pp 

7910310060 Forwards testimony of RG Fitipatrick «< DL Siegel of NRC 
responding to ALA0-537 questions fr testimony of EJ Fowlkes 
of FERC responding to ALAD-537 Question 01. Also forwards 

n^mln 7 ^ 17 U l t0 “ til BL 610891 \«I. 

OLMSTEAD, W. J. Branch 4. 79/09/21. 2pp. 


-79I03I0072 NRC testimony re ASLAD Question D2 on analysis of ovent 
occurring between total loss of ac power fc violation of 
fuel design limits or design conditions of reactor coolant 
pressure boundary. RQ Fitipatrick affidavit end, 

BIEGELr 0. L. Reactor Systems Dranch. 79/09/20. 5 pp, 


7910110254 Forwards IE Info Notice 79-22, "Qualification of Control 
Sya. 11 No action required. 

D'REILLY, J. P, Region 2, Atlanta, Office of the Director 
79/09/17. lp. 


7910040171 Forwards IE Info Notice 79—23, "Emergency Diesel Generator 
Lube Oil Coolers, " No action required, 

O'REILLY, J. P. Region 2, Atlanta, Office of tho Director 
79/09/2*. 2pp. 


7910190337 Forwards IE Bulletin 79-24, "Froien Lines." No action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170217 Forwards IE Info Notice 79-25, "Reader Trips at Turkey 
Point Units 311." No action required. 

D'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 
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7910170739 Forwards IE Info Notice 79-24, "Over pre s a ur i cat i on of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

0 'REILLV, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp 


9. Reportable occurrences, LERs t, related correspondence 


^inspection reports, IE Bulletins *, correspondence 


' T rorwaras response to NRC 790514 1 tr re violation noted 

IE Insp Repts 50-390/79-18 U 50-391/79-i 4. Corner t lve 
actions: stud arc welding identified under applicable ASHE 
code St load values calculated 

QILLELAND, J. E. Tennessee Valley Authority. 79/06/25, lp. 


7910230374 Forwards interim deficiency rept re damage of reactor 
auxiliary S, shield bldgs resulting from 790903 derrick 
collapse during Hurricane David. 

UHRIO.R.E. Florida Power it Light Co 79/10/04. Ip. 


— 7910250378 Interim deficiency rept re damage to reactor auxiliary 4, 
shield bldgs from 790903 derrick collapse during Hurricane 
David. Forwards six drawings detailing storm damag e. Ava i lab 1 e 
In Central Files. 

* Florida Power L Light Co. 79/10/04. 10pp. 


5Si5SS ,l 2m t ? 701123 ltr r * vlolatlons noted in IE Insp 
Repts 50-390/76-27 !« 50-391/78-23. Corrective actions: use of 
external support member to increase butterfly, valve 
rigidi ty. Insertion will begin In near future 
MILLS, L. M. Tennessee Valley Authority. 79/07/30. 2pp. 


7910150631 Discusses 790710 meeting w/util in Knoxville. TN re 
activities authorlxed for all TVA facilities under const 
MURPHY, C. E, Region 2, Atlanta, Reactor Construction i. Engineering 

Support Branch. 79/08/02. 2pp 


DOCKET 50-390 WATTS DAR NUCLEAR PLANT, UNIT l 

A. Appl ication/construction. stage documents *, correspondence 


7910010550 Notifies that HB Clayton will replace RJ McDermott as 
alternate an ASME Subcommittee on Performance Testing. 

MINQOUE, R. B. Office of Standards Development. 79/09/05, lp. 


7910290138 Forwards Revision 2 of Standardixed Toch Sp ec s . NUREQ-04 32, 
for Westlnghouse PWRs for use In preparation uf facility 
Tech Specs. W/o end. 

RUBENSTE1N, L. B. Light Water Reactors Branch 4. 79/09/27. 2pp, 


7910050327 Requests latest completion dates specified In CPPR-91 S, 
CPPR-92 bo extended to Mar 1981 t, Doc 1 9B1 , r e spec 1 1 vc 1 y . 

Mods resulting from changes In design contributed to delay. 

MILLS. L. M. Tennessee Valley Authority. 79/09/2B. 2pp. 


-7910150648 Summary of IE mgt meeting w/util re all TVA faculties un-d# 
const. Major areas d i sc ussed : i nsp & enf o rc eme nt, ch ange s in 
insp policy, QA/QC organisation ef f oc tivenoos. 

^ 'r- Region 2, Atlanta. Office of the Director. 

CANTRELL, F. 5. Region 2. Atlanta. Reactor Construction h 

Engineering Support Branch 79/0B/0I. 3 pp. 


7910040109 Forwards IE Insp Repts 30 
790702-27. No noncompliance noted. 
MURPHY, C. E. Region 2. Atlanta, 

Branch. 79/0B/23. 2pp. 


-390/79-30 t, 30-391/79-25 on 
Reactor Operations Nuclear 


Support 


7910040113 IE Insp Repts 50-390/79-30 U 50-391/79-25 on 790702-27, No 
nonromp 1 lance noted. Major areas ins p ec te d : p i pe welding, firs 
prevention, storage of pipe supports and hangars , 1 n s ta 1 la t i on 
of pip* snubbers t* instrument piping. 

COCHRAN, H J. , THOMAS, M. Region 2, Atlanta. Office of the 
Director. CANTRELL. F. 3. Region 2, Atlanta, Reactor 

Construction I< Engineering Support Branch. 79/0B/22. 7pp 


7910170163 Forwards description of secondary tuoter chemlstrij control 
program, in response to 790B01 Toqucst. 

MILLS, L. M. Tennessee Valley Authority. 79/10/10. Hpp. 


7910180372 Forwards "Op or a t i ona 1 Water Quality I, Aquatic Biology 
Nonfish Monitoring Program." 

EO-ASHRV, M. T. Tennessee Valley Authority. 79/10/12. lp. 

—7910100379 "Opera 1 1 ona 1 Water Quality t, Aquatic Diolony Nonfish 
Monitoring Program," 

« Tennessee Valley Authority. 79/07/31. 6pp. 


F. Security, medical, emergency ?< fire protection plans 


79 i°?? 0131 Foru,ardB revised contingency plans For Boquouah, Watts Bar 
Dellefonte. Plans withheld (ref 10CFR2. 790 ) , R e vi a ed 
contingency plan for Drowns Ferry submitted on 79101(1 
MILLS, L. M. Tennessee Valley Authority 79/10/24, lp. 


H. Oeneral correspondence 


7910290409 Notifies D f complaint received from KM Jenkins re aliened 
violations of Energy Reorgani xat ion Act. Section 210. 

EDWARDS, D. L, Labor, Dep t. of. 79/09/28, 1 p. 


I. Financial Information 


7909100459 Forwards financial statements for FY1 9/B, power quarterly 
rept, one-year Internal cash Plow projection b narrative 
statement re curtailment of capital expenditures as required 
by 10CFR140. 

MILLS, L. M. Tennessee Valley Authority. 79/06/31, Ip. 


7910020233 Ack receipt of 790B10 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-390/79-20 t< 

50-39 1 / 79- 1 

MURPHY, C.E. Region a, Atlanta, Reactor Construction tt Engineer inn 

Support Branch. 79/09/05. 2pp u 


■7910020237 Responds to NRC 790724 ltr re violations noted in 
Repts 50-390/79-20 U 50-391 /79- 1 6. Core ec t ive action!): 
roinspection of electrical cables to ensure quality. 

MILLS. L, M. Tennessee Valley Authority. 79/08/10, 5pp. 


IE Insp 


Repts 50-390/79-20 !< 30-391 / 79-1 A. Corr e c t ive actions: 
training & instruction of electrical craft employees. 
QILLELAND, J. E. Tennessee Valley Authority. 79/06/03. 


7pp. 


— 7910020247 
790417-20 
O'REILLY, 
79/03/30. 


Fo-ruiaTdo IE Insp Reports 50r390/79-20 & 50-391/79-16 
& notices of deviation It violation. 

J. P. Region 2. Atlanta, Office of the Director 
3pp. 


on 


-7910020237 Notice of violation from insp on 790417-20, 

* Region 2, Atlanta, Office of the Director. 79/0B/I0. 


lp- 


-7910020269 Notice of deviation from insp on 790417-20, 

* Region 2, Atlanta, Office of the Director. 79/08/01. 


IP 


-7910020282 IE Insp Repts 50-390/79-20 !< 50-391/79-16 on 790417-20. 
Noncompliance no ted: fai lure to route cables per pul) slip 
requirements It failure to provide procedures for cable tray 
mod or removal, 

WALTERS, D. K, J HARDWICK, R. J, Region 2, Atlanta, Office of the 
Director. BRYANT, J. C. Region 2, Atlanta, Reactor Construction 
6 Engineering Support Branch. 79/05/29. 7pp. 


J. Insurance & indemnity information 


791001 06B1 Indemnity Agreement B-08 designating amount of financial 
protec tion. Und ersigned by TVA, 

SALTZMAN, J. Antitrust 6 Indemnity Group. 79/09/05. 13p. 


7910230515 Forwards Endorsements 1-8 to ANI Policy NF-B56 
FIELDER, J, Tennessee Volley Authority. 79/10/15. 13pp. 


7910010010 Forwards IE Circular 79-lfl, "Proper Installation of Target 
Rock Safety— Re lief Valves." No action required. 

□ 'REILLY, J. P, Rogion 2, Atlanta, Office ef the Director 
7*^09/10. 3pp. 


7910020514 Forward s response to IE Bulletin 79-15, ”Daop Draft Pumn 
De fie ienci os. M r 

MILLS, L, M. Tennessee Valley Authority. 79/09/10. 7 pp. 


7910020393 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingerso 1 1-Rand Pump Impellers.” No action required, 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
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79101S0270 Forwards IE Info Notice 79-22. "Qualification of Control 

O'REILLY, J C p l ° n F R e 9 ion 2. Atlanta, Office of the Director. 
79/09/14. ip 

7910040209 Responds to IE Bulletin 79- }^‘ s ’ l \ ® 5 tBd infU 

feedwatBr pipe cracking will be supplied by 
MILLS. L. M. Tennessee Valley Authority 79/09/19. Ip 

79I02201S6 Responds to IE Bulletin 79-13. Revi s ioit 1. f| c k i ri q 

Feedwater Sys Piping." Forwards discussion of insp status L 

MILLS, L. M. Tennessee Valley Authority 79/09/2 j. 5 PP 


■'Emergency Diesel Generator 


791004QIB5 Forwards IE Info Notice 79-23. 

Lube Oil Coolers " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Direc o 

79/09/26 2pp. 


7910020439 Forwards first interim r ® refueling water storage 

tank overflow lino not fabricated to A6ME , 

MILLS. L. M. Tennessee Valley Authority. 79/09/^ p 

— 7910020444 First interim deficiency re refueling ^J a * el tank 

overflow line not fabricated to ASME c ode. Caused by design 
defect of tank f abr 1 c a tor. Rev i ew of designs of other TVA 
safety-related tanks mfg by same co underway. 

* Tennessee Valley Authority. 79/0B/24. Ip. 

7910150598 Interim doficioncy rept:on 790024, inspector observed that 
refueling water storage tank overflow line urns not 
fabricated to ASHE Code rcqu lroment s . Cau s ed b y “ 

Procedures being formulated to repair overf ew pipe de.ipn. 

» Tonnoosce Valley Authority. 79/09/24, lp 

7910040276 Forwards third Interim rcpt re QA program implementation 
breakdown. ai , fcha Mtu. 




7910190277 Forwards IE Bulletin 79-24. "Froien Lilies. " Action 

□ 'REILLY, d.P. Region 2, Atlanta. Office of the Director. 

79/09/27. 2pp. 

7910170226 Forwards IE Info Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 6 4." No action required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 

79/10/01. 2pp 

7710170735 Forwards IE Info Notice 79-24. " Over p res sur l la t i on of 

Containment of PWR Plant After Main Steam Line Break. No 

O'REILLY. J. p. Region 2. Atlanta, Office of the Director. 

79/10/01. 3pp. 

7910190547 Forwards revised final response to IE Insp Repts 
50-390/79-09 6 50-391/79-07 re addl info on mold 
reinforcement of holdup tanks exceeding «SME stds, 

MILLS, L M, Tennessee Valley Authority. 79/10/05. J|ip 

7910300325 Forwards response to NRC 790710 Itr re violation noted in IE 
insp Repts 50-390/79-33 U 90-391 /79-2B. CorT e c t ive action: 
foremen, supervisors U inspectors will be retrained re 
methods of rigging engineering p r inc i| p 1 ea ii nvo lved. 

MlLLSi L. M. Tennessee Valley Authority 7 t/10/2J. 


-7910040277 Third interim rept re OA program imp 1 omenta ti on break d own 
associated w/hlgh density spent fuel storage racks supplied 
by Wachter Ac s oc ia te s . 8 true tura 1 integrity of racks must be 

»* ,T 't onnesae o Valley Authority 79/09/26, 3pp. 

7910170723 PNO-I I -79-02: on 790923. found Schedule 160 Banvi k stainless 
steal pips did not meet design specs. Invest i gallon underway 
to determine generic extent of problem. 

THOMAS. M. . CANTRELL. F, S. Region 2. Atlanta. Office of the 
Director, 79/09/2*. 1 p. 

7910040264 Second interim rept re steam generator water level ref 
column error. Westlnghouce detailed analysis not completed. 

Betpoint U other changes requ 1 r od. Ne x t rept 0006^0. 

MILLS' L. M. Tennessee Valley Authority. 79/0?/l-7 M- 

7910040274 Forwards first interim d e f 1 c i enc y rep t r e nc»»«We output 
fluctuations of Foxboro Inst rumen tat ion. ini t la 1 ly reported 

MILLS. L. M. Tonnosnee Valley Authority. 79/09/27. Ip. 

7910040273 First interim deficiency rept re excessive output 

fluctuations of Foxboro ins tr umon ta t ion. Correc 1 1 ve action 
may involve mod tn instruments to comply w/specs. Next rept 
will bo submitted on 800130. 


S. Reportable occurrences. LERs t related correspondent o 

7910020429 Forwards second Interim deficiency rept re orifice flanges 
not meeting specs. 

MILLS, L.M. Tennessee Va 1 1 ey Au t hor i ty . 79/0B/20. lp. 


— 7910020433 Second interim rept on Deficiency 4 re orifice flanges net 
meeting specs Caused by inserts used to repair four flange 
ports, wold repair not done euchres leaking ports 6 
inadequate wall thickness on uninstalled flanges. 

* Tennessee Valley Authority. 79/08/20 lp 


7910010339 Forwards final deficiency rept re hydrogen detoctlnn sys 
environ qual ification. Initial L interim repts submitted on 
790709 6 0B07, respectively. 

MILLS, L.M. Tennessee Valley Authority. 79/09/14. lp, 


•7910010346 Final deficiency rept to hydrogen detection syo environ 
qualification. Component supplier performed further tests (< 
analyses which verified that components meet requirements, 
s Tennessee Valley Authority. 79/09/14. ip. 


79101S0397 Forwards final deficiency rept ro potential inferior 
structural steel containment vessel movement envelope. 

MILLS. L. M, Tennessee Valley Authority. 79/09/17. lp. 


7910190424 Forwards first interim deficiency rept re excessive output 
fluctuations of Foxboro instrumentation. 

MILLS, L M. Tennessee Valley Authority. 79/09/^7. Ip. 


■791 0190427 First interim deficiency rept re excessive output 
fluctuations of Fnxborn instrumentation which produced 
erroneous safety injection signolo.Uti! vendor working on 
corrective action. 

# TannUftGoo Authority. /9/0*?/^7, lp- 


7910100365 Third interim deficiency rept re reactor vessel isolation. 
Meetinghouse Investigated problem 6 provided response to 
TVA. Will submit next rapt by BO0IO7. 

MILLS. L. M. Tonnessee Valley Authority, 79/10/01 lp. 


7910130515 Forwards second interim deficiency rept re diesel generator 
turbochargor 1 ub r 1 c a t i on , rop or ted on 790621, Next rept will 
be submitted by 791130. . 

MILLS. L. M. Tennessee Valley Authority. 79/10/04. Ip 


7910150522 Second interim deficiency rept re diesnl generator 

turbocharger lubr 1 ca t i on. Caused by defect in soalback pump. 
Operating instructions revised t< lubricating oil sys 
undergoing mod 

M Tennessee Valley Authority. 79/10/04, 2pp. 


— 7910150605 Final deficiency rept re fibrous glass expansion joint matl 
installed In gap between interior concrete refueling 
transfer canal structure 6 containment vessel shell. 

Determined effect of addl matl negligible- 

* Tennessee Valley Authority. 79/09/17. ip. e 


7910020493 Forwards final deficiency rept re Barton level transmitters 
which did not meet accuracy cr i teria. Daflc 1 ency initially 
reported 790613. 

MILLS. L.M. Tennessee Valley Authority. 79/09/21. ip. 


7910230526 Forwards ftnal interim deficiency rept re 
capacities lower than design al lowoblen. 

MILLS, L.M. Tennessee Valley Authority. 79/10/15. 


tonailo .anchor 


lp. 


79 10230329 Final interim deficiency rept re cracking uf heat affecting 

tone of welded stud anchors in flexible plate connections. 

Testing initiated to qualify effect of plate flexibility 
on stud capabl titles to withstand design loading. 

* Tennessee Valley Authority, 79/10/15, 3pp. 


-7910020462 Final deficiency rept: output of Lot 1 Barton narrow range 
steam generator level transmitters shifted u/ temp. contrary 
to criteria for accuracy. Transmitters returned to 
manufacturer. Wll 1 be checked U modified, 

* Tennessee Valley Authority. 79/09/21. 2pp. 


—7910230333 " 
Capac 1 ty. " 
DONER. R, Q. 


Welded Stud Anchors Effect of Plate Flexibility on Stud 
Tennessee Valley Authority. 79/07/10. 3tpp. 
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DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Application /construction stage documents $< correspondence 


7910010550 Notifies that HD Clayton will replace RJ McDermott as 
alternate on ASME Subcommittee on Performance Testing. 

MINOQUE, R. H. Office of Standards Development. 79/09/05. Ip. 


7910290130 Forwards Revision 2 of Standardized Tech Sp ec s, NUREG— 04 52, 
for Westinghouse PWRs for use in preparation Df facility 
Tech Specs. W/o end. 

RUBEN5TEIN, L. S. Light Water Reactors Branch d. 79/09/27. 2pp. 


7910050327 Requests latest completion dates specified in CRPR-91 8< 
CPPR-92 bo extended to Mar 1901 it Dec 1 90 1 , respec 1 i ve 1 y . 

Mods resulting from changes in design contributed to delay. 

MILLS, L. M. Tennessee Valley Authority 79/09/2B 2pp. 


7910170163 Forwards description of secondary water chemistry control 
program, in response to 790001 request. 

MILLS, L. M. Tennessee Valley Authurily. 79/10/10. Elpp. 


7910100372 Forwards "Operational Water Quality & Aquatic Biology 
Nonfish Monitoring Program. " 

EO-ABHRYi M. T. Tennessee Valley Authority, 79/10/12. Ip 


-7910100379 "Operational Water Quality t- Aquatic Biology Nonfioh 
Monitoring Program. " 

* Tennessee Valley Authority. 79/07/31. 6pp 


F. Security, medical, emergency V fire protection plans 


7910300131 Forwards revised contingency plans for Sequoya h , Wa t ts Bar ?< 
Belief on to. Plans withheld iref 10CK-R2. 790) . Revised 
contingency plan for Browns Ferry submitted on 791010. 

MILLS, L.M. Tennessee Valley Authority 79/10/124. 1 |i. 


H. Genera 1 correspondence 


7910290409 Notifies of complaint received from KH Jenk inB re alleged 
violations of Energy Reorganization Act, Section 210. 

EDWARDS, B. L. Labor, Dept. of. 79/09/2EI ip. 


I. Financial information 


7909100459 Forwards financial statements for FY197B, power quarterly 
rep t , one-y ear Internal cash flow projection J< narrative 
statement re curtailment of capital expenditures ns required 
by 10CFR140. 

MILLS, L.M. Tennessee Valley Authority. 79/00/31. Ip, 


J. Insurance ?< ind emni ty inf or mat i on 


7910230515 Forwards Endorsements 1-8 tu AN! Policy NF—296. 
FIELDER, J. Tennessee Valley Authority 79/10/19. I'jpp. 


Q. Inspection reports, IE Bulletins t< correspondence 


7910090296 Forwards response to NRC 790514 Itr re violation noted in 
IE Insp Rep 1 3 50-390/79-10 It 90-391 /79- 14. Correct I Vlf 
actionsistud arc welding identified under applicable ASNI1. 
code ?< load valuos calculated. 

G I LLELAND, >1, E. Tennessee Valloy Authority 79/06/25. Ip. 


7910090275 Responds to NRC 701122 ltr re violations noted in IE Insp 
Repts 50-390/7B-27 t< 00-391 /7B- 23 Corro c t lvo actions: use of 
external support member to increase butterfly valvn 
rigidity. Insertion will begin in near future. 

MILLS, L. M. Tennessee Valley Authority. 79/07/30. 2pp. 


7910150631 Discusses 790710 meeting w/util in Knoxville, TN re 
activities authorized for all TVA facilities under const. 

MURPHY.C. E Region 2. Atlanta, Reactor Construction 6 Engineering 

Support Branch. 79/011/02, 2pp. 


•7910160640 Summary of IE mg t meeting w/util re all TVA facilities under 
const. Major areas d i scussod : 1 nsp t< enforcement, changes in 
Insp policy, GA/OC organization effectiveness. 

GOUGE. M. J. Region 2, Atlanta, Office of the Director. 79/00/01. 
3pp. 


7910040109 Forwards IE Insp Repts 50-390/79-30 S< 50-391 /79-2S on 
790702-27. No none omp 1 i anc e noted. 

MURPHY, C, E. Region 2, Atlanta, Reactor Qporotlons Nuclear tluppnrt 

Branch. 79/08/23, 2pp. 


—7910040113 IE Insp Repts 50-390/79-30 U 50-391/79-25 on 790702-27. No 
nan camp 11 ante noted. Major areas Inspected; pipe welding, fire 
prevent i on, st drag e of pipe supports and hangars, ins tal la t Ion 
of pipe snubbers ?< instrument piping. 

COCHRAN, B J , THOMAS, IV Region 2, Atlanta, UFfice of thB 
Director. CANTRELL, F. S Region 2, Atlanta, Reactor 

Construction ?, Engineering Support Branch. 79/0B/22 7pp. 


7910020233 Ack receipt of 790H1O ltr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-390/79-20 & 

50-391/79-16. 

MURPHY, C. E. Region 2. Atlanta, Reactor Construction ti Engineering 

Support Branch 79/09/05. 2pp. 


—7910020237 Responds to NRC 790724 ltr re violations noted in IE Insp 
Repts 50-390/79-20 f< 30-39 1 / 79- 16. Corrective actions: 
reinspection of electrical cables to ensure quality. 

MILLS, L. M, Tennessee Valley Authority 79/08/10 6pp. 


— 7910020243 Responds to NRC 790530 ltr re violations noted in IE Insp 
Repts 50-390/79-20 8, 30-39 l /79- 1 6. Cerr ec t i ve actions: 
training !< instruction of electrical craft employees. 

G1LLELAND, J E. Tennessee Valley Authority. 79/06/03. 7pp. 


— 7910020247 Forwards IE Insp Reports 50-390/79-20 It 50-391/79-16 on 
790417-20 fc notices of deviation tt violation. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director, 
79/05/30. 3pp. 


—7910020257 Notice of violation from insp nn 790417-20. 

* Region 2, Atlanta, Office of the Direct or. 79/00/10. ip 


•7910020269 Notice of deviation from insp on 7904)7-20 

* Region 2. Atlanta, Office of the Director. 79/00/01. ip. 


•7910020202 IE Insp Repts 50-390/79-20 it 50-391 /79-t 6 on. 790417-20 
Noncomp 1 i onto no t e d : f a 1 1 ur o to route cables per pull slip 
requirements ti failure to provide pmcodures for cable tray 
mod or remove 1 . 

WALTERS, 0. K. , HARDWICK, R. J. Region 2. Atlanta, Office of the 
Director. BRYANT, ,J. C Region 2, Atlanta, Reactor Con o true 1 1 on 

t. Engine ©ring Support Branch 79/05/29. 7pp. 


7910010010 Forwards IE Circular 79-lfl, "Proper Installation of Targat 
Rock Safety-Relief Valves." No action required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director 
79/09/ i 0. 3pp 


7910020S14 Forwards response to IF. Bulletin 79-15, "Deep Draft Pump 
Dof ic i enc i os. " , 

MILLS, L.M. Tennessee Valloy Authority. 79/09/10, 7pp. 


7910020593 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingorsol 1-Rand Pump Impellers. " No action required. 

0 'REILLY, J. P. Region 2, Atlanta, llffice of the Director. 
79/09/13. Ip. 


7910110270 Forwards IE Info Notice 79-22, "Qua 1 1 F 1 c a fc 1 on of Control 
Syn. " No action required. 

O 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/14. Ip. 


7910040209 Responds to IE Bulletin 79- 13, Re v i s 1 on 1, Requested info re 
feedwater pipe cracking will be supplied by 790921 . 

MILLS,!.. M. Tonnonoee Valloy Authority. 79/09/19, Ip. 


7910220156 Responds to IE Bulletin 79- 13, Ro v i s ton 1, "Cracking In 
Feedwater Bys Piping. " Forwards discussion of insp status *, 
s chodul e. 

M ILLS, L. M. Tennuao co Valloy Authority 79/09/25. »pp. 


79100401B3 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers," No action required, 

O 'REILLY. 0. P. Region 2, Atlanta, Office of the Director. 

79/09/26. 2pp. 


7910190277 Forwards IE Bulletin 79-24, "Frozen Lines." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170226 Forwards t£ Info Notice 79-23, "Reactor Trips at Turkey 
Point Units 3 U 4. " No action required 

O'REILLY, J. P, Region 2, Atlanta, Office of tho Director. 
79/10/01. 2pp. 
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?1QI70799 Forwards IE Info Notice 79-24, "Overpr-essur i lot ion of 
Containment of PUR Plant After Main Steam Line Break. 1 ' No 
action required. 

O'RGILLY, J, P. Region 2. Atlanta, Office of the Director. 
79/10/01. 3pp. 


910150547 Forwards revised final response to IE Insp Repts 
30-390/79-07 «, 80-391/ 77-07 re addl info on weld 
reinforcement of holdup tanks exceeding ASME stds. 

MILLS, L, M. Tennesoeo Valley Authority. 79/10/03. 3pp. 


710300333 Forwards response to NRC 790710 1 tr re violation noted In IE 
Inap Rapt* 90-390/79-33 5, 50-39 1 /77-28. Corr ec 1 1 v e action: 
foremen, sup aryls ora 6 inspectors will be retrained re 
methods of rigging engineering principles involved. 

MILLS, L. M. Tennessee Valley Authority. 79/10/23. 3pp, 


Reportable occurrences, LKR* 4, related correspondence 


910020439 Forwards second interim deficiency rept re orifice flanges 
not moating specs. 

MSLLfl, L. h. Tennessee Valley Authority. 79/03/20. 1 p . 


-7910030435 Second interim rept on Doficloncy 4 re orifice flanges not 
meeting specs, Caused by inserts used to repair Pour flange 
ports, weld repair not done on three leaking ports & 
inadequate wall thickness on uninstalled flanges. 

* Tennessee Valley Authority. 79/00/20. Ip. 


710010339 Forwards Final doficloncy rept re hydrogen detection sys 
environ qualification. Initial !< Interim ropts submitted on 
790707 8, 0007, respoct Ively. 

MILLS, L. H. Tennesuoo Valley Authority. 79/09/14. Ip. 


-7910010346 Final doficloncy rept ro hydrogen detection syo environ 
quattf icatton. Component supplier performed further tests t, 
analyses which verified that components meet requirements. 

• Tennessee Valley Authority. 79/07/14. Ip. 


910150597 Forwards final doficloncy rupt ro potential inferior 
structural steel containment vessel movement envelope. 

HILLS, L. M. Tennessee Val ley Authority. 79/09/17. Ip. 


-7910130603 Final deficiency rept ro fibrous gloss expansion joint matl 
installed in yap between interior concrete refueling 
transfer canal structure h containment vessel shut). 

Determined effect of addl mull negligible. 

» Tennessee Valloy Authority. 79/07/17. Ip. 


910030439 Forwards first interim deficiency re refueling water storage 
tank overflow line not fabricated to ASME rode. 

MILLS, L. M Tennessee Val ley Authority, 79/09/24, ip. 


910130590 Interim doficloncy ropt: on 790024, inspector observed that 
rsfuellny water storage tank overflow line was not 
fabricated to ASME Code r oqu i reraenta. Caused by doslgn error. 
Procedures being Pormulatoii to repair overflow pipe design. 

» Tennessee Valley Authority, 77/09/24. Ip. 

910040276 Forwards thlTd Interim rept re (JA program implementation 
broa kdown. 

MJLLQ, L. M Tennessee Valley Authority. 77/09/34, Ip. 

-7910040277 Third Interim rept re OA program Implementation breakdown 
associated u/high density spont PueJ storage racks supplied 
by Uachtor Assoc late », Dtrnc turn 1 integrity of racks must bo 
verified. 

* Tonnossee Valley Authority. 79/09/26 3pp. 


910170723 PNO-1 1-79-02: on 790723, found Schedule 160 Sanvik stainless 
steel pipe did not meet design specs, Investigation underway 
to determine generic extent of problem. 

TIIOMAB, It , CANTRELL, F. S. Hog Ion 2. Atlanta, Office of the 
Director. 79/09/26. Ip. 


910040264 fleeond interim rept re ste-om generator water level ref 
column error. He* t Inghouso detailed analysis not completed. 
Setpoint l« other changes requi red. Next rept 000620. 

MILLB, L. M. Tennessee Volley Authority. 79/09/27. ip. 


910040274 ForwsTd* first Interim deficiency rept re excessive output 
fluctuations of Foxboro in* trumenta tion, i nit 1 al ly reported 
on 790B20. 

MILLS, L. M. Tennessee Valley Authority. 79/09/27. ip. 


— 7910040275 First interim deficiency rept re excessive output 
fluctuations of Foxbora instrumentation, Corrective action 
may involve mod to instruments to comply u/specs, Next rept 
will be submitted on B0Q130. 

■* Tennessee Valley Authority. 77/09/27. Ip. 


7910190424 Forward s first interim deficiency rept re excessive output 
fluctuations of Fox boro instrumentation. 

MILLS, L, M. Tennessee Valley Authority. 79/09/27. ip. 


— 7910190427 First interim deficiency rept re excessive output 
fluctuations of Faxboro instrumentation which produced 
erroneous safety injection signals. Util vendor working on 
corrective act ion. 

e Tennessee Valley Authority. 79/09/27. Ip. 


7910100365 Third interim deficiency ropt re reactor vessel isolation. 
Westinghouse Investigated problem 5, provided response to 
TVA.Will submit next rept by 800107. 

MILLS, L, M. Tennessee Valley Authority. 79/10/01. Ip. 


7910190515 Forwards second interim deficiency rept re diesel generator 
turbocharger lubricati on, reported on 790621. Next rept will 
be submitted by 771 130. 

MILLS, L. M. Tennessee Valley Authority. 79/10/04. Ip. 


■7910150522 8ecnnd interim deficiency ropt re diesel generator 
turbocharger lubrication. Caused by defect in soakbaek pump. 
Operating instructions revised J, lubricating oil ays 
undergoing mod. 

* Tennessee Valley Authority. 79/10/04 2pp. 


7910230526 Forwards final Interim deficiency rept ro tensile anchor 
capacities lower than design allowables. 

MILLB, L. hi. Tennessee Volley Authority. 79/10/15. Ip. 


— 7910230929 Final interim deficiency ropt ro cracking of heat affecting 
lone of welded stud anchors in flexible plate connections. 

Testing initiated to qualify effect of plate flexibility 
on stud capabilities to withstand design loading. 

* Tennessee Valley Authority. 79/10/15. 3pp. 


— 7910230533 "Welded Stud Anchors Effect of Plato Flexibility on Stud 
Capac i t y. " 

QOMEFLR.Q. Tennessee Valley Authority. 79/07/10. 31pp. 


DOCKET 50-392 CM IN-SHAN POWER REACTDR, UNIT 1 


A, Application/construction stage documents {< correspondence 


7910010321 Submits application to amend export license to include 
Ebasco Svcs Co and Byron Jackson Pump Div as other parties 
to export components to Taiwan. 

WILSON, B. D. General Electric Co., Nuclear Energy Products Div. 
79/0B/29. 2pp. 


DOCKET 90-394 CALIFORNIA STATE PGLYTECH COLLEGE RES. REACTOR 


J. Insurance U indemnity Information 


7910240367 Executed Amend B to Indemnity Agreament E-S5, mod 1 fy ing 
prefatory language re tranopor tall on, hand 1 ing & storage 
of radioactive matl. 

BAl.TZ MAN, J. Antitrust t. Indemnity Group, LANDRETH, J. R. 

California PoJytech Btate Univ. 79/10/19. Ip. 


DOCKET 50-395 VIRQIL C. SUMMER NUCLEAR STATION, UNIT I 


A. Appt icat lon/conatruction stage documents 6 correspondence 


7910220265 Requests that util amend FSAR to include proposed secondary 
water chemistry program which will be referenced in 
condition to OL t, will replace any proposed Tech Spots on 
secondary water chemi s try. Model license condition end, 

UAERjR.L, Light Water Reactors Branch 2. 79/00/24. 3pp. 

7910090409 Notification of 791015-16 meeting w/utlls at const site to 
asses* const status. 

TIDDITTB, D. L. Light Water Reactors Branch 2. 79/09/19. 4pp, 


7910010447 Requests that NRC amend study plan to indicate addl 
lcthyoplankton monitoring on monthly basis during Set 1979- 
Jan 1900. Request submitted by SC Dept of Health *, Environ 
Control. 

PREBTONpJ.W. South Carolina, State of, 79/09/25. Ip. 
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7910220230 Notification of 791025 meeting w/u fc i 1 , Nava 1 Research Lab, 

West i nghouse fc Gilbert Associates in OethBsda.MD to discuss 
seismic qua 1 i f i c a t i on of components, 

TIBBITTB, D. L. Light Water Reactors Branch 2, 79/10/11, lp. 

7910170273 Notifies NRC of incorrect value given for concentration of 
suspended solids. 

CREW9,E.H. South Carolina Electric & 0a s Co. 79/10/12. lp. 

7910300339 Forwards, "Final Rept.Bvc Water Intake Structure Settlement 
Effects & Related Work." 

CREWS, E. H. South Carolina Electric fc Gas Co. 79/10/26. lp. 

* 7910300343 "Final ReptiSvc Water Intake Structure Settlement Effects fc 
Related Work. " 

* Oil b er t/Commonwea 1th Cos. 79/10/31. 39pp. 

D. NRC Draft/Final Environmental Statements, suppls fc correspondence 


7910170066 Requests comments by 791015 on DE8 re plant operation. 
List of comments received to date end. 

SELLS, D. E. Environmental Projects Branch 2. 79/09/28. 3pp. 


— 7910170069 Submits comments re DES as requested in NRC 790629 ltr. 
Statement generally adequate but assessment of aquatic 
Impacts in Montlcello Reservoir is unsupported by baseline 
date for new aquatic sys. 

ROBS, H. L. Interior, Dept. of. 79/09/18. 4pp. 


F. Security, medical, emergency fc fire protection plans 


7910250577 Notification of 791107 meeting ui/util in Bethesda, MD to 
discuss NRC positions fc request for info on fire protection. 
TIBB1TTS, D. L. Light Water Reactors Branch 2. 79/10/11. 3pp. 


7910160331 Forwards "Fire Protection Evaluation - Fire Hatards Analysis 
Rept, 11 Revi sion 3, 

CREWS, E. W. South Carolina Electric fc Oas Co. 79/10/15. ip. 

-* -7910160337 "Fire Protection Evaluation - Fire Haiards Analysis Rept," 
Revision 3. 

» 8outh Carolina Electric & Oas Co. 79/10/15. 4pp. 


0. Adjudicatory correspondence 


7910150666 Responds to ASLB 790006 request for comments an summary 
disposition of Contentions A2-A4 fc AB-At 0. Content i on A9 is 
amenable to summary di spos i t ion) Content i on A10 is not 
Certificate of 9vc end 

OOLDBERO, S. C. Branch 2. 79/09/06. 5pp. 


7910160109 Recommendations fc rept in response to ASLB 790006 
memorandum fc order. Evidence on most issues should he 
completed in fal 1 . Recommends proceeding u/cons idera t i on 
of issues Certificate of Svc end. 

CONNER, T. B . , WETTERHAHN. M.J. South Carolina Electric & Oas Co. 
CONNER, T. B. Conner, Moore fc Corber. 79/09/U. 5pp. 


I. Financial information 


7910010363 Forwards add! info re financial qual i f ica t ions, in response 
to NRC request. 

CREWS, E. H. South Carolina Electric fc Oas Co. 79/09/24. 74pp. 

J. Insurance & indemnity information 


7910290317 Forwards Amend 2 to Indemnity Agreement 0-06 , Lang uag e 
Included in amend is already in indamnity agreoment. Amend 
not required. 

NICHOLS, T. C. South Carolina Electric fc Oas Co. 79/10/23. 2pp. 


Q. Inspection reporto, IE Bulletins fc correspondence 


791019001B Forwards IE Xnsp Rept 30-395/79-25 on 790006-08. No 
noncomp I lance noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Biinport 

Branch. 79/0B/30. 2pp. H 


—7910190022 IE Insp Rept 50-393/79-29 on 790806- OB. No noncompliance 
noted. Major areas Inspected: preoperational tost procedure fc 
const status. 

BURNETT, P, T. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. DONAT, T. J. Region 'S, Atlanta, Office of the 
Director. 79/OB/2B. 6pp. 


7910040069 Ac k receipt of IE Insp Rept 50-395/79-24 on 790731 -0903. Wo 
prnpr lotary info. 

JOHNSDN, M. C. South Carolina Elat trie fc Oas Co. 79/09/07. lp. 


— 7910040073 Forwards IE Insp Rept 50-395/79-24 on 790731-0803. No 
nonconip lienee noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction fc 

Engineering Support Branch. 79/08/17. 2pp. 


•7910040081 IE Insp Rept 50-395/79-24 on 79073 1 -0803. No noncompliance 
noted. Major anas i n«p o c tori : cab 1 e tray support installation, 
anchor bolt installation fc recent pipe support welds. 

BURDETTE, T. E. , BRYANT, J. C. Region 2, Atlanta, Office of the 
Director. 79/0B/17. ' 5pp. 


7910020508 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingerso 1 1 -Rand Pump Impellers. " No action required. 

□ ’REILLY, J. P. Region 2, Atlanta, Office of tho Director. 
79/09/13. lp, 


7910020591 Forwards IE Circular 79—19, "Loose Locking Devices on 
Ingersol 1— Rand Pump Impellers. " No action required. 

□ 'REILLY, J. P. Region 2. Atlanta, Office of tho Director, 
79/09/13. lp. 


7910110262 Forwards IE Info Notice 79-22, "Dual i f Icat i on of Control 
Bys. 11 No action required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/17. lp. 


7910110264 Forwards IE Info Notice 79-22, "Oual if icat ion of Control 
Bys." No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/17. lp. 


7910260027 Responds to IE Bulletin 79- 13, Rev 1 sion 1, "Cracking in 
Feedwater Sys Piping. " Discusses schedule for hot functional 
testing fc util proposal for alternative insp program. 

CREWS, E. H. South Carolina Electric fc Oas Co. 79/09/20, 3pp. 


7910040100 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coalers. " No action required. 

O 'REILLY. J. P. Region 2, Atlanta, Office of the Director. 

79/09/26. 2pp. 


79100401B2 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. 11 No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/26. 3pp. 


7910190271 Forward s IE Bulletin 79-24, "Froien Lines. " Ac t ion 
required. 

0 'REILLY, J, P. Region 2, Atlanta, Uffice of the Director, 
79/09/37. 2pp. 


7910230206 Ack receipt of 790907 ltr informing NRC dp steps taken to 
correct violation noted inIE Insp Rept 50-395/79-17. 

MURPHY, C. E. Region 2, Atlanta. Reactor Construction fc Engineering 

Support Branch. 79/09/27. lp. 


—7910230210 Responds to NRC 790B06 ltr re violation noted In IE Insp 
Rept 50—393/79—17. Correct ive ac 1 1 on a: wi 1 1 c o ord in a to 
breakers so that breaker on controller will trip first in 
event of fault in motor. 

JOHNSON, M. C. South Carolina Electric fc Oas Co. 79/09/07. 3pp. 


7910170225 Forwards IE Info Nntice 79-25, "Reactor Trips at Turkey 
Point Units 3 & 4. " No action required, 

0 'REILLY ,J.P. Region 2, Atlanta, Office of the Director. 

79/10/01, lp. 


7910170230 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 fc 4." No action required. 

0 'REILLY, %l. P. Region 2, Atlanta, Office of the Director 
79/10/01. 2pp. 


7910170751 Forwards IE Info Notice 79-24, "Gverproseur 1 cat! on of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required, 

a 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. lp. 


7910170774 Forwards IE Info Notice 79-24, "Dverpr essur i rati on of 
Containment of PWR Plant After Main Steam Line Break." No 
ae tlon required, 

O 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 
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8. Reportable occurrences, LERs 6 related correspondence 


K. Utility Final Safety Analysis Report (FSAR1 *, amends 


7910010298 Assessed field rept re two technical problems which could 
exist in 7300 Series process control sys One is circuit 
component in protection sys comparators; second is potential 
sei smie-induced malfunction. 

ANDERSON, T. M. General Electric Co. 79/08/23. 6pp. 


7910100353 Forwards interim rept of si* reportable items communicated 
to NRC since 790031 r« incorrect cable tray splice plates, 
switchgear lightning arrestors, solenoid valves, feedwater 
check valve & pipe break t, weldBd Hilti bolts. 

JOHNSON, M. C. Buuth Carolina Electric & Gas Co. 79/09/^7. 7pp, 


79J01903S8 Interim deficiency rept re si* potential or reportable 
items reported since 790031 . Updates previously reported 
items. __ _ 

JOHNSON, M. C. Sooth Carolina Electric & Gas Co. 79/09/2-7. /pp 


DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 
Q. Inspection reports, IE Bulletins t< correspondence 


7910040199 Forwards Amend 5 to FSAFI, i nc orp ora t ing rospun 
first round questions. FSAR, Vo l t3A, Chapter 7.3 end. 
RENBERGER, D. L. Washington Public Power Supply System. 

2pp. 


ses to NRC 
79/09/07. 


—7910040201 Amend 5 to FSAR, Vo 1 13A, Chapter 7.3. 

« Washington Public Power Supply System. 79/09/07. 700pp. 


7910040190 Forwards Amend 6 to F9AR, c on s l s t i ng of rept "Plant Design 
Assessment Rept for Sa f e ty -Ro 1 i e f Valve S, LOCA Loads, 

Revision 2, " FSAR Vol 2 U info from CAORSO safety-related 
valve test program. Info withhold iref 10CFR2. 790). 

RENBERQER, D. L. Washington Public Power Supply System. 79/09/2H. 
3pp. 


—7910040194 Amend 6 to FSAR; "Plant Design Assessment Rept for Safety- 
Relief Valve 6 LOCA Loads, " Revision 2. 

ft Washington Public Power Supply System, 79/09/28. BOOpp. 


— 7910040196 Amend 6 tn FSAR Vol 2; "NRC Questions. " 

* Washington Public Power Bupplg Byotom, 79/09/28. 400pp. 


7910030650 Ack receipt of 790906 ltr informing NRC of steps taken to 
correct violations noted in IE In*p Repts 90-062/79-01 6 
50-396/79-01. _ , 

LEWIBiR. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/09/14. Ip. 


791-0120127 Forwards 790907 transmittal ltr 6 UPPSB affidavit 
Inadvertently omitted from 791003 transmittal of FSAR, 
Amends 5 & 6. 

VERDERBER, J. J. Burns t, Roe Co. 79/10/04. Ip. 


— 7910030655 Responds to NRC 790B16 ltr re violations noted in f£ Insp 
Repts 30-062/79-01 8, 50-396/79-0 1. Cor rec t i ve acUono: 
weekly heat balance callbr were performed at IQOX power. 

SHRIVER, B. L. Vi rg in la, Univ. of. 79/09/06. 2pp. 


— 7910030657 Forwards IE Insp Repts 90-062/79-01 & 50-396/79-01 on 

790712-13 It notice of violation. „ . 

LEWIS, fi. C. Region 2, Atlanta. Fuel Facility tr Materials Safety 

Branch. 79/08/16. 2pp. 


—7910120132 Forwards FSAR, Amend S, incorporating NRC questions & 
responses Prom first round. Bets 1 -4 . Af f i dav i t encl. 

RENBERGER, D. L. Washington Public Power Supply System. 79/09/07. 
2pp. 


7910170275 Forwards transmittal ltrs 6 Certificate of Bvc to L Dallas, 
ND Lewis & EPA 6 EI8 coordinator Pur Amends 5 t 4 to FBAR. 

RENBERGER, 0, L. Washington Public Power Supply System. 79/10/09. 

3pp. 


— 7910030664 Notice of violation from insp nn 790713-13. 

* Region 3, Chicago, Office of the Director. 79/08/09 Ip. 


— 7910030660 IE Insp Repts 50-062/79-01 & 90-396/79-01 on 790712-13 
Noneompliance noted: fai lure to place in effect procedure 
Por periodic surveillance of reactor instrumentation, 

WEBSTER, E. H. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. KELLOGG, P. J, Region 2, Atlanta, Office of the 
Director. 79/OB/09. Ip. 


M. Antitrust c orru spondonc e 


79I00305B1 Informs that no significant changes have occurred since CP 
antitrust review. Forwards "Antitrust Review Finding of No 
Significant Change. " 

□ENT0N.H R. Office of Nuclear Reactor Regulation. BECV-79-530. 
79/09/14. Ip. 


— 7910030583 Antitrust Review Finding of No Significant Change. 

DENTON, H, R. Office of Nuclear Heac'tor Regulation. 79/09/14, 3pp, 


DOCKET 50-397 WPP6S NUCLEAR PROJECT, UNIT 2 


A. Applieation/construction stage documents 8, correspondence 


7910090199 Summary of 790716 meeting w/util re chugging loads improved 
definition & application methodology to Mark II 
containments. 

MINER. S. Light Water Reactors Branch 3. 79/09/24, 1 1pp. 


7910100046 Notification of 791003 meeting w/util in Dethesdo.MD to 
discuss results of recent tests re safety relief valvo pool 
dynamic loads, 

LVNCH, M. D, Light Water ReaetoTS Branch 4. 79/10/01. 3pp. 


7910240733 Notification of 791011 meeting w/util in Bathosda.MD tu 
discuss geological 6 seismologies 1 investigations on 
Hanford reservation. 

LYNCH. M. D. Light Water Reactors Branch 4. 79/10/05. 2pp. 


7910040216 Forwards FR notice that no significant antitrust changes in 
licensee activities or proposed activities have occurred 
since previous review during CP phase 

BALTZMAN.J. Antitrust ti Iildumnlty Group. 79/09/26. Ip. 


—7910040217 Notice that no significant antitrust changes hove occurred 
subsequent to previous antitrust review. 

BALTZMAN.J. Antitrust & Indemnity Group. 79/09/26. 6pp. 


0. Inspection reports, IE Bulletins & correspondence 


7910030373 Respond* to IE Bulletin 79-11, "Faulty Dvercurront Trip 
Device in Circuit Breakers for Engineered Bafoty Sys. 

Review indicates no Wostlnghouse DB-30 or DB-73 circuit 
breakers used in safety-related sys. 

RENDERQER, D, L. Washington Public Power Supply System. 79/0B/06, 
2PP- 


7910300532 Requests description of goal dynamic load tanks outside 
generic Mark II pool dynamic loads program that are part of 
unit pool dynamic definition program, incl tiding info re task 
description *, schedule 1< rationale for plant-unique program. 

VARGA, B.A. Assistant Director for Light Water Reactors. 79/10/09, 
3pp. 


0. Adjudicatory correspondence 


7910190104 Order dismissing proceed ing. Time for appeal of ASLB 790306 
order denying all parties petitions to Intervene has 
expired. 

BOWERS, E. S. Atomic Safety and Licensing Board Panel. 79/10/09. Ip. 


I. Financial information 


7910160509 Annual Financial Rept for year ending 790630. 

# Washington Public Power Supply System. 79/06/30. 25pp, 


7910030789 Responds to IE Bulletin 79-07, "SoUmie Stress Analysis of 
Bafuty-Related Piping," Eleven balance-o f-p lant piping sys 
analysed using algebrolc summation 6 found within coda 
limits for pipe stros allowables. 

RENBERGER, D, L. Washington Public Powor Supply Oysters 79/OB/OB, 
4pp. 

7910030665 Forwards IE Insp Rept 50-397/79-13 on 790717-20. No 
noneompliance noted. 

SPENCER, 0. 8. Region 5, Ban Francisco, Reactor Construction 6 

Engineering Support Dranch. 79/00/24. 2pp, 

—7910030671 IE Insp Rept 50-397/79-13 on 790717-20. No noneompliance 
noted. Major areas Inspec tod: sacrificial field assembly 
radiography of pipe welds, Contrae t 21S GC program & 
containment? structural stool. 

HAI6T, D. P, , VORDERBRUEOOEN, Region 5, Ban Francisco, Office of 
the Director. DDDDB, R. T, Region 9, Ban Francisco, Reactor 

Construction & Engineering Support Dranch. 79/OB/23, lOpp, 
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791O10OO2& R e sp and s to IE Bulletin 79-07 far Burns 6 Bob 1 nc. Forwards 
ADLPIPE code af f idavi t. Enc 1 withheld <ref 10CFR2.790> 

DEFOREST. C. CALLDATA. 79/09/03. Ip. 


7910020302 Forwards IE Info Notice 79-20, Re vi s i on 1. "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct ward omission 6 punctuation error which changed 
intent of statement. Changed statement underlined in text. 

ENGELKEN. R. H Region 5. San Francisco. Office of the Director. 
79/09/07. lp. 


7910030599 Notifies of review of M McDuffie 7909D2 submittal re 
emergency sve water intake channel. Proc edurBs to remove 
all existing fill along Intake channel alignment & replace 
fill per Tech Specs is acceptable. 

JACKEDN, R E. Geosciences Branch. 79/09/16 2pp . 


7910010277 Forwards Design Change Notification 500-347 to Ebaseo Spec 
CAR-SH-CH4. "Embankments. Dams . Dikes {< Channels." which 
changes requirement to control moisture content of 
impervious core matl for west auxiliary dam above 225 ft. 

MCDUFFIE, M. A. Carolina Power it Light Co. 79/09/25. 6pp. 


7910040025 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingerso 1 1-Rand Pump Impellers. " No action required. 

ENGELKEN. R. H. Region 5. San Francisco, Dffice of the Director. 
79/09/13. ip. 


7910190044 Summary of 790919 meeting w/util re environ qualification 
of safety-related electrical equipment in FSAR 
PARR, 0. D. Light Water Reactors Branch 3. 79/09/27. 4pp. 


7910110309 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys " No action required 

ENGELKEN, R. H. Region 5, Ban Francisco, Dffice of the Director. 
79/09/17. lp. 


7910120210 Forwards IE Circular 79-20. "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt at 
Coil. *' No action required. 

ENOELKEN, R, H, Region 5, San Francisco. Office of the Director. 
79/09/24. lp. 


7910110201 Forwards IE Info Notice 79-23. "Emergency Diesel Generator 
Lube Oil Coolers. " No action required 

ENOELKEN. R. H. Region 9. Ban Francisco. Office of the Director. 
79/09/26. lp. 


7910300366 9ummary of 79091B meeting w/util re environ qualification 
of safety-related Class IE olectrlcal equipment. 

PARR . D. Light Water ReactOTS Branch 3. 79/09/27 4pp. 


7910290449 Discusses 790929 design change notification ro moisture 
control requirements for core of west auxiliary dam 
JACKSON. R.E, Geosciences Branch. 79/10/09. lp. 


E. NRC Safety Evaluation Report (SER), suppls 8> correspondence 


7909070143 Submits status of NRC evaluation of random rockfill tests. 
Random rockfill c omp 1 o fce , Aula 1 1 i ng test results for main dam 
rockf i 11. 

JACKSON, R. E. Geosciences Branch. 79/09/0B. 2pp 


7910100072 Forwards IE Bulletin 79-24, "Froxen Lines." No action 
required. 

ENOELKEN, R. H. Region 5, Ban Francisco, Office of the Director. 
79/09/27. lp. 


7910170545 Forwards IE Info Notice 79—25, "Reactor Trips at Turkey 
Point Units 364." No action required. 

ENGELKEN, R. H. Region 5. San Francisco. Office Df the Director. 
79/10/01. lp. 


7910190324 Forwards IE Info Notice 79-24, "Uverpressur i xa t i on of 
Containment of PWR Plant After Main Steam Line Break. 11 
No action required. 

ENOELKEN, R. H. Region 5. San Francisco. Office of the Director. 
79/10/01. lp. 


7910310435 Forwards Revision 2 to IE Bulletin 79-13. "Cracking in 
Feedwater Sys Piping. " No action required. 

ENGELKEN, R. H. Region 9. San Francisco. Office of the Director. 
79/10/17. lp. 


S. Reportable occurrences, LERs 4, related correspondence 


7910230482 Forwards interim deficiency rept re failure of spent fuel 
pool cooling 3yo 

RENBERCER, D. L. Washington Public Power Supply System. 79/10/18. 
If 


■7910230484 Interim deficiency ropt ro failure of spent fuel pool 
cooling sys to operate during LQCA Sys in process of being 
upgraded. Final rept will be forwarded before 791130. 

•H Washington Puhlic Power Supply System. 79/10/18. lp. 


DOCKET 50-400 SHEAR ON HARRIS NUCLEAR POWER PLANT, UNIT t 


A. Application /con struct ion stage documents 6 corresponded e 


7910010393 Notification of 790910 meeting w/util in Bethosda.MD to 
discuss environ qualification of equipment. 

MINER, B.M. Division of Project Management. 79/09/04, 2pp. 


7910160062 Responds to NRC 781227 request for assistance in evaluating 
rock Fill characteristics for main dam. Review of test fill 
rept tt site visit Indicates that well-graded rock fill can 
bs achieved utlliiing proposed p locement procedure. 

MCCORMICK, W. N. Army. Dept, of. Corps of Engineers. 79/09/05. 2pp. 


7910040326 Approves provisions of revised const specs to cover in situ 
residential soil foundations. Spec s meet 740506 BER Suppl 3 
requirements for auxiliary dam 6 dike. Results of testing of 
foundations under dams should be incorporated in FSAR. 

JACK90N, R. E. Geosciences Branch. 79/09/11. 2pp. 


7910040387 Requests uirtten commitment from applicant to fulfill 
specified conditions during const. Requirements of SER, 

Suppl 3 re main dam rockfill met per end WN McCormick 
790905 ltr. 

JACKSON, R. E. Goose tences Branch. 79/09/19. 2pp. 


— 7910040392 Discusses suitability of rockfill characteristics for main 
dam per NRC 781227 request ti subsequent telecon w/DD 
Thompson. 

MCCORMICK, W. N. Army , Dep t . of . Corps of Engineers. 79/09/05. 2pp. 


79102601 47 Informs that submitted info re results of test program to 
confirm properties of matls in rockfill embankments 6 plans 
for geologic mapping of exposed foundation matls fulfill 
requirements of Suppl 3 to SER, Sec 1 1 on 2. 7. 

PARR. 0. D. Light Water Reactors Branch 3. 79/10/17. 5pp. 


0. Adjudicatory correspondence 


7909250249 Exception to ASLD 790713 supplemental decision re CP. 
Requirement of mandatory public hearing subsequent to 
application far OL. re mg t 6 technical capab i 1 i t i es, is in 
excess of Board a uthor 1 ty . C e rt 1 f 1 cate of Svc end. 

BARTH, C. A. Branch 3. 79/07/25. 3pp. 


7910030547 Memorandum 6 order re A9LAB 790713 supplemental initial 
decision, ASLAB will hoar NRC appeal if latter is able to 
demonstrate discernible harm to NRC as result of challenged 
action. Expend log of addl resources is not discernible harm. 
BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 79/0B/02. 
3pp. 


7910090193 Brief in support of exesption to supplemental initial 
decisi on. Urges consideration of appeal *< issuance of order 
ruling that ABLE has no authority or cause to direct NRC to 
take action re DL hearing. Certificate of 8vc end. 

REIS. E. J. Branch 3. 79/09/04. 36pp. 


7910220419 Memorandum in response to A8LB 790713 supplemental Initial 
decisi on. Invi tes ABLE) to submit basis upon which applicant 
was required to demonstrate technical qualifications. 

Author i ty to Imps so condition in Issue is questioned. 

BIBHDP, C. J. Atomic Safety and Licensing Appeal Panel. 79/10/12 
4pp. 


7910190070 Advises that CP&L choice net to file exceptions to ASLB 
supplemental initial decision re CP does. not Indicate full 
agreement u/ASLB f ind ings. Supports NRC position re 
unnecesary hearings at OL s tage. W/Cer t If icate of Svc. 

TROWUR IDOE, G. F. Bhaw, Pittman, Potts, £, Trowbridge. 79/10/09. 4pp. 


H. Antitrust correspondence 


7910010439 Objects on behalf of util to NRC 790625 order requiring mod 
of Davis-Besse OL It Perry CP w/o prior evidentiary hearing 
requested by util. Suppl order of 790806 should stand. 

REYNOLDS, W. B. Shaw, Pittman, Potts, 6 Trowbridge. 79/09/27. 4pp. 
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O. Inspection reports. IE Bulletins h correspondence 


7910090391 Responds to IE Bulletin 79-15, "Deep Draft Pump 

Deficiencies. " Two Model 30 V5N Hayward Tyler pumps , capac 1 ty 
21,300 g/minutes at 190-ft discharge head, to be used at each 
unit (total eight pumps) for emergency svc water sys. 
MCDUFFIE, M. A. Carolina Power S< Light Co. 79/09/10. 2pp. 


791.0020972 Forwards IE Circular 79-19, "Loose Locking Devices on 
tngeriel 1-Rand Pump Impellers, “ No action required. 

0 'REILLY, J. p. Region 2, Atlanta, Office of the Director. 
79/09/13. Ip. 


79101 1 0233 Forwards IE Info Notice 79-22. "Qualification of Control 
Sys. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Diroctor. 
79/09/17. tp. 


7910IB0067 Act receipt of IE Insp Hepts 50-400/79-15,50-401/79-19, 
90-402/79-14 & 90-403/79-14 on 790013-16. No proprietary 
Info. 

HOWE, P. W. Carolina Power & Light Co. 79/09/19. Ip 


— 7910180073 Forwards IE Insp Repts 50-400/79-15,90-401/79-15, 
50-402/79-14 !< 30-403/79-14 on 790813-16. No non comp 1 1 anc e 
noted. 

MURPHY, C. E. Region 2, Atlanta, Roac t o r Con s true 1 1 on U 

Engineering Support Branch 79/09/09. 2pp. 


--791OIBOO01 IE Insp Repts 50-400/79-15,30-4 01/79-15.50-402/79-14 J< 
50-403/79-14 on 790B13-16. No n nnc omp 1 i an c e noted, Major 
areas insp acted : cons t status, 1 icensee identified items, IE 
bulletins it organi rationa 1 & functional alignment. 

BRYANT, J. C. Region 2, Atlanta, Reactor Construction lc 

Engineering Support Branch. DRADLEY, R. D. Region 2, Atlanta, 
Office of the Director. 79/09/05. 6pp. 


7910220519 Ack receipt of Insp Rept 90-400/79-16,50-401/79-16, 
30-402/79-15 U 50-403/79-15 on 790B13-15.No proprietary 
info. 

HOWE, P. W. Carolina Power «< Light Co. 79/09/19. Ip. 


— 791022052B Forwards IE Insp Repts 50-4OO/79-16, 50-401/79-16, 
50-402/79-15 & 50-403/79-15 on 790913-15. No none omp 1 1 anc e 
no ted. 

HURPHV.C.E. Region 2. Atlanta, Office of the Director. 
79/09/06. 2pp. 


— 791022053B IE Insp Repts 30-400/79-16.50-401/79-16,50-402/79-10 l. 
50-403/79-13 on 790913-15. No none omp 1 i one a noted. Major areas 
inspected: lakes 6 darn work 6 quality rocnr ds, so i 1 a & 
concrete labs, c o-ncre te batch plant 6 testfUl results. 

LENAHAN, J. J. Region 2, Atlanta, Office of the Diroctor. 

CONLON,T.E. Region 2, Atlanta. Reactor Construction 6 

Engineering Support Branch. 79/09/05. 4pp. 


79092B0187 Forwards IE Circular 79-20, "Failure of GTE Sylvunia Relay. 
Type PM Bulletin 7305. Catalog 5U12-U-AC w/120 Volt ac 
Coil. " No action required 

O'REILLY, J. P. Region 2, Atlanta. Office of the Diroctor. 

79/09/24. 2pp. 


7910040161 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/26, 2pp. 


7910190238 Forwards IE Bulletin 79-24, "Frozen Linos. " No action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27 2pp. 


7910170207 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 & 4. " No action required, 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


otice 79-24, "Overpressur 1 rat Ion of 
or Main Steam Line Break. * No 

anta, Office of the Director, 


informing NRC of steps taken tn 
Repts 30-400/79-17, 

'9-16, 

teactor Construction & Engineering 


— 791024037B Responds to NRC 790906 ltr re violations noted in IE Insp 
Repts 50-400/79-17,50-401/79-17, 50-402/79-16 6 50-403/79-16. 
Corrective actions: concrete curing period attended one day 
& propeT curing emphasi red. 

HOWE, P. 1). Carolina Power «. Light Co. 79/09/2 7. 2pp. 


—7910240389 Forwards IE Inop Repts 30-400/79-17,50-401/79-17, 
50-402/79-16 t, 50-403/79-16 on 790921-24 6 notice of 
violation. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction 6 

Engineering Support Branch. 79/09/06. 2pp. 


— 7910240396 Notice of violation from insp on 790821-24. 

* Region 2, Atlanta, Office of the Director. 79/09/06. Ip. 


—7910240407 IE Insp Repts 30-400/79-17,30-401/79-17,50-402/79-16 & 
30-403/79-16 on 790821-24, None omp I i anc e not ed : i mprop er 
curing of structural concrete. 

HARRIS, J R. Region 2, Atlanta, Office of the Director. 

CONLON, T.E. Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch. 79/09/06. 4pp. 


—7910240422 Ac k receipt of IE Insp Repts 50-400/79-17,50-401/79-17, 
30-402/79-16 & 50-403/79- 16. No proprietary info. 

HOWE, P. W. Carolina Power 6 Light Co. 79/09/19. Ip. 


DOCKET 30-401 SHEARQN HARRIS NUCLEAR POWER PLANT, UNIT 2 


A. Ap plication/ con struct ion stage documents Si correspondence 


7910010355 Notification of 790918 meeting w/util in DathBsda,MD to 
discuss environ qual i flcatlon of equipment. 

MINER, 8. M. Division of Project Management. 79/09/04. 2pp. 


7910160062 Responds to NRC 781227 roquoat for assistance in evaluating 
rock fill characteristics far main dam. Review of test fill 
rapt 6 site visit indicates that well-graded rock fill con 
be achieved utilizing proposed p la cement procedure. 

MCCORMICK, W. N. Army. Dept, of, Corps of Engineers. 79/09/05. 2pp. 


7910040326 Approves provisions of revised const specs to cover tn situ 
raaidential soil founda lions. Spec s meet 740506 BER Suppl 3 
requirements for auxiliary dam h dike. Results of testing of 
foundations under dams should bo incorpora ted in FBAR. 

JACKSUN.R. E. Geosciences Branch, 79/09/1 1. 2pp. 


7910030599 Notifies of review of M McDuffie 790002 submittal ro 
emorgoncy svc water intake channel. Procedures to remove 
all existing fill along intake channol alignment 6 replace 
fill per Tech Specs is acceptable. 

JACKSON, R.E. OeoBciencns Branch. 79/09/10. 3pp. 


7910010277 Forwards Design Change Notification 300-347 to Ehasco Epee 
CAR-9H-CH4, "Emban kmen t a , Dams, D 1 k b s t> Channels," which 
changes requirement to control moistur» content of 
lmpsrvious core matl for west auxiliary dam above 223 ft. 

MCDUFFIE, M. A. Carolina Pouter U Light Co. 79/09/23. 6pp. 


7910190044 Summary of 790910 mooting w/util ro onvlron qualification 
of safe ty~rolated electrical equipment in FBAR, 

PAtlR.O. D. Light Hater Reactors Branch 3. 79/09/27. 4pp. 


7910300566 Summary of 790918 meeting w/utll ro environ qua! i f i ca t inn 
of safe ty -related Class IE aloe tr leal equipment. 

PARR, 0. D. Light Uatnr Reactors Branch 3. 79/09/27. 4pp. 


7910250445 Discusses 790929 design change notification ro molsturu 
central requirements for coro of wool auxiliary dam. 

JACKSON, R.E. Geosciences Branch! 79/10/09. Ip. 


E. NRC Safety Evaluation Report (9ER), supple 6 correspondence 


7909070143 Bubml ts status of NRC evaluation of random rockflll tests. 
Random rockflll comp lute. Awaiting test resultii for main dam 
roc k f i 1 1. 

JACKBON, R. E. Ouosc ionens Branch. 79/00/00. 2pp. 


791 00403B7 Requests wrtten commitment from applicant to fulfill 
specified conditions during const. Requirements of 8ER, 

8uppi‘3 re main dam rockflll mot per end WN McCormick 
790905 ltr. 

JACKSON, R, E. Oeosc i uncus Branch. 79/09/19. 2pp. 


—7910040392 Discusses suitability of rockflll characteristics for main 
dam pur NRC 781227 request ti subsequent talocan ui/OO 
Thompson. 

MCCORMICK, W. N. Atniy , Dep t. a f , Corps of Engineers! 79/09/03, 2pp. 
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;:ri- -s- v } 


PARR, o. d. Light Water Reactors Branch 3. 

Adjudlcatorg correspondence 


79/10/17. 3pp. 


\r 8 «,» « Sit.::... 

7, i“u!” 5:;:: ;:„:rs:;:u™ *■ 

Puling that ASLD nl ;!?? appeal & Issuance of order 

Nnc t0 

jassS? s,:s^a?wa‘!::!.'K , ”‘:a‘sj: 

4pp. Dm c 0?et V and Licensing Appeal Panel 79/10/12. 

? ^supp ?eraen ta Ini t iat^dec i si on°re C CP°d dbs f 4 le . 1 °n* to ASLO 


unnace»ary W heartnn s' 111 t"oL 

TROWBRinnP „ 2 rln I® a t 0L **age. W/Certificate of 3vt. 

> . . 5hau> Pittman, Pottsi {, Truwbridg e. 79/10/09. 


4pp. 


Inspection reports, ‘lE Bulletins & c 


orrespondence 


unit (total 9 7 ‘ ''‘stharge head, to be used at each 

HCDUFF1F M 4 p \ , ? ps) for eme »-S®ncy svc water ays, 

MCDUFFIE, H. A. Carolina Power * Light Co. 79/09/10 2pp. 

7910020572 Forwards IE Circular 79-19 "ion. i ■, 

Po r No action "required. 9 


O'REILLY, J. p. 
79/09/13. Ip 


- — . squired. 

Region 2, Atlanta, Office of the Director. 


’’aw 1 :™ ists';.;;,;:;* "■ ,i “ 

O'REILLY, J. P. 

79/09/17. lp. 


Region 2, Atlanta, Office of the Director. 


7, ™“i 

HOWE, P. W. Carolina Power f< Light Co. 79/09/19. i p . , 

“ 7, ^”S’?,-;rr;:4o3;7^.5':“7?s;?3?;r;; 5 '' o ‘ M vT , -‘ 5 ' 

noted, on /V0Bia li». No noncomp 1 ianc e 

Engineering Bupp^t^a^h* 11 79/W/oS"' fc ^ p C ° nBtruction * 

Engineering Sup par t Branch^ BRADLEy" R C n° r Cono truc 1 4 nn *■ 

Office of the S^cto^ 79/OwS Rafll °" 8 * 

HOWE, P. W. Carolina Power fc Light Co. 79/09/19. lp 
79%9/06: E '2pp. Re3iOn 2 ’ AUflnta ' Of the Director. 

~&^!&2!iSgS3£r=>‘ 

LENAHAn" 4a4,s * concrete batch plant ft testnti r UulU 
CQNLO^T^E 0, S* 8 ? 0 " 2' Atlanta, Officn of the Director 
Eng lneer ing B u Pp R "; 1 Dran; h Atl ?^9/03 aCt S^p C ° nO ' trUC * 10 " * 


7909200107 Forwards IE Circular 79 -on nc.i „ 

aK.^-KK 

’" ,lm * OftU. u . 


791 004011,1 Forwards IE Tnfo Notice 79 -pq 

D'RF.ni ?n 0lar9 - " No require em8rB8IlC4 - Di8 ” 4 

WO 9 / 2 I 2pp Re9 ‘°" 2 ' At,ant - Offi„ of the Directs 


Generator 


7910190230 Forwards IE Bulletin ?e sa ue- , , 

required. Bulletin 79-24, "Froien Lines." No action 

7W09/27' J p no RB9lnn 2 ' Atla "ta. °” 4 ce of the Director. 


79 polnt a Onii‘ >r n a . rd ^ le ,nf ° N °tice 79-25, "Reac 
O^REILLY j"p 3 & V N ° atfcl °" rac lUir B d. 
79/fo/OL 2pp. RB9 ‘ 0n 2 ‘ flU * nta ' afflCB 


tor Trips at Turkey 
the Director. 


7910170717 Forwards IE Info Notice 79 - 24 . "Overpres, 

’ ,u " t M “ r ■•*;! s;: 

Region 2, Atlanta, Office of the Director 


urliatiun of 
»ak. " No 


D 'REILLY, J. p. 
79/10/01, 2pp. 


1 HPS»«« 

Support Branch, 79/ 1 0/ 1^, A * }* ” n0actar Construction Sc engineering 

fr-s^Ji-siEra* •" s; ° “•us’S’kt 

HOWE, P. W. Carolina Power ft Light Co. 79/09/27. 2pp. 

— 7910240396 Notic a, vl.l.Mjj ln „ „ 7 , 0BS1 . SJ 

B on 2, Atlanta, Office of the Director. 79/09/06. lp. 

“"flSoa/wi^'SiSMy? |0-4oWl7> 50-401/79-17. 50-402/79-16 t 
curing of i true tura? a ^ 24 re^ C ° mPl ^ l ' ,ne ' " 

SlE R R^lo„ H i A JJt nt r DPM " of the 04 «ctor. 

Engineering Buppor? Branlh WotC'' true t ion & 

nuwt.p.w. Carolina Pou/ar l, Light Co. 79/09/19. lp. 

« ucle ar POWER PLANT, UNIT 3 

^-^!^!!^::^!2:^^!‘ a n"etagrd;™u“rc"^;;;p;;d.n« 

■ • Ivlslor of Project Management. 79/09/04. 2 p p 
MCCORMICK, 14. N. Armg. Dept, of. Carp, of Eng i n.“s 79/09/05. 2pp. 

jsss.'ss-.:: ;t- 

requirements for auxillarn J," ~ /eusuu HER Suppl 3 

seism"; "-v 2 « ; !SS; s ° f 

JACKSON, H.E. Oeoeciences Branch. 79/09/11. 2 PP 

7910030599 Notifies of review of M McDuffie 790802 submittal 

SSilKV? h - i: s : ' U9n "' nt & roplac,t 

JACKEON, R. E, Oeusciences Branch. 79/09/10, 2pp, 
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7910010277 Forwards Design Change Notification 500-347 to Ebasen P» 
CAR-SH-CH4, "Embankments, Dams, Di kes t, Channels," which 
changes requirement to control moisture content of 
impervious core matl for west auxiliary dam ahove 2B3 ft. 

MCDUFFIE. M. A. Carolina Power l< Light Co. 79/09/25. 6pp. 


7910190044 Summary of 790918 meeting ui/util 
«f safety-related electrical equipment in 
PARR. 0, D, Light Hater Reactors Branch 


re environ qual i fication 
FSAR. 

3. 79/09/27. 4pp. 


7910180067 Ac k receipt of IE Insp Repts 30-400/79-13.50-401/79-15. 
90-402/79-14 L 30-403/79-14 on 790013-16. No proprietary 

HOWE. P. W. Carolina Power & Light Co. 79/09/19. Ip. 

7910160073 Forwards IE Insp Rep ts 50-400/79-1 5. 50-401 /79-1 5, 

50-402/79-14 L 30-403/79-14 on 790813-16. No noncompliance 
noted. 

MURPHVj C, E. Region 2> Atlanta. Reactor C ons true t i on & 

Engloeering Support Branch. 79/09/05. 2pp. 


7910300566 Summary of 790910 meeting w/util re environ qualification 
of safety-r > lated Class IE electrical equipment. 

PARR. 0. D. Light Water Reactors Branch 3. ^ 


79/09/27. 4pp. 


79102S0445 Discusses 790929 design change notification re moisture 
control requirements for core of west auxiliary dam. 

JACKSON. R, E. Geosciences Branch. 79/10/09. Ip. 


—7910180061 IE Insp Repta 50-400/79-15,50-401/79-15,50-402/79-14 *■ 
30-403/79-14 on 790813-16, No noncompliance noted. Major 
areas insp sc tod : cons t status, llcensse identified items, IE 
bulletins !, or gani I a t i on a 1 S, functional alignment. 

DRVANT.J. C. Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch. BRADLEY . R. D. Region 2, Atlanta, 

Office of the Director. 79/09/03. 6pp. 


E. NRC Safety Evaluation Report (SERI, suppls S, correspondent 


7909070143 Submits status of NRC evaluation of random rockfill tests 
Random rockfill comp lcte. Awai ting test results for main dam 

JACKSON, R- E. Geosciences Branch. 79/08/08. 2pp. 


7910040367 Requests wrtten commitment Prom applicant to fulfill 
specified conditions during const. Requirements of SER, 

Bupp 1 3 re main dam Tockfill met per end WN McCormick 
790905 ltr. 

JACK80N, R. E. Geosciences Branch. 79/09/19. 2pp. 


—7910040392 Discusses suitability of rockfill characteristics for main 
dam per NRC 7H1227 request & subsequent telecon w/QQ 

MCCORMICK, W, N. Army. Dept, o f, Corps of Engineers. 79/09/05. 2pp. 


7910220519 Ack receipt of Insp Ropt 30-400/79-16.30-401/79-16, 
50-402/79-13 St 50-403/79-15 on 790SI3-13.No proprietary 

KOWE, P. W. Carolina Power k Light Co. 79/09/19. Ip. 


—7910220528 Forwards IE Insp Repts 50-400/79-16. 50-401/79-16, 
30-402/79-15 Si 50-403/79-15 on 790813-13. No noncompliance 
no ted, 

MORPHY, C . E. Region 2, Atlanta, Office of the Director. 
79/09/06. 2pp. 


--7910220939 IE Insp Repta 50-400/79-16,50-401/79-16.50-402/79-15 Si 
50-403/79-15 on 790013-15, No noncompliance noted. Major areas 
inspected: lakes 6 dam work S< quality record *. soi Is Si 
concrete 1 ab s , concr o te batch plant 8. testfill results 
LENAHAN, J. J, Region 2. Atlanta, Office of the Director. 

CONLON, T. E. Region 2. Atlanta, Reactor Construction St 

Engineering Support Branch, 79/09/03. 4pp, 


7910260147 Informs that submitted info re results of test program to 
confirm prop.Ytiee of matls in rockfill embankments It plant 
for oeoloale mapping of exposed foundation matls fulfill 


for geologic mapp J _ 
requirements of Suppl 3 to 6ER, Section 2.7. 
PARR, 0. D. Light Water Reactors Branch 3, 


79/10/17. 5pp. 


7909260187 Forwards IE Circular 79-20, "Failure of GTE Bylvania Relay, 
Type PM Bulletin 7305, Catalog 3U12-U-AC w/120 Volt ac 
Coil." No action roquired. 

0 'REILLY, J.P. Region 2. Atlanta, Office of the Director. 

79/09/24. 2pp 


G. Ad jed i catary correspondence 


(910050547 Memorandum Si order re ASLAB 790713 supplemental initial 
decision. ASLAB will hear NRC appeal if latter is able to 
demonstrate discernible harm to NRC as result of challenged 
action. Expending of addl resources is not discernible ha ™- 
BISHOP, C J. Atomic Safety and Licensing Appeal Panel. 79/QB/02. 
3pp. 


7910040161 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Cooler*. " No action required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 

79/09/26. 2pp. 


7910190236 Forwards IE Bulletin 79-24, 
required. 

O'REILLY. J. P. Region 2, Atlanta. 
79/09/27. 2pp. 


"Froion Lines." No action 
Office of the Director. 


7910090193 Dt l ef In support of exception to supplemental initial 
d ec I s i an, Ut g e s consideration of appeal & Issuance of order 
ruling that ASLB has no authority or cause to direct NRC to 
take action re DL hear Ing Ce rt 1 fl cate of Svc enc 1 
REIB.E. J. Branch 3. 79/09/04. 3fcpp. 


7910170207 Forwards IE tnfo Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 Si 4." No action required. 

Q 'REILLY, J. P. Region 2, Atlanta. Office of the Director. 
79/10/01. 2pp. 


7910220419 Memorandum in response to ASLB 790.713 supplemental initial 
decision. Invites ASLD to submit hasis upon which applicant 
was required to demonstrate technical qualifications. 

Authority to Impose condition in issue is questioned. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 79/10/12. 
4pp. 


7910190070 Advises that CPS<L choice not to file exceptions to ABLB 
supplemental initial decision re CP does not indicate full 
agreement w/ABLD Findings. Bupports NRC position re 
unnecesar y hearings at OL stag e. W/Cert i f icate of Bvc, 

TROWBRIDGE. G. F. Bhaw, Pittman, Potts. I< Trowbridge. 79/10/09. 


4pp. 


O. Inspection reports. IE Bulletins Si correspondence 


7910050351 Responds to IE Bolletin 79-15, "Deep Draft Pump 
Deficiencies." Two Model 30 VBN Hayward Tyler pumps, capac 1 ty 
21, 500 g/mlnutes at 190-ft discharge head, to be used at each 
unit (total sight pumps) for emergency svc water sys, 
MCDUFFIE, M. A. Carolina Power St Light Co. 79/09/10. 2pp, 


7910020572 Forwards IE Circular 79-19, "Loose Locking Devices' on 
rngersdl 1-Rand Impellers. " No action required. 

0 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/09/13. Ip. 


7910110233 FoTiuard* IE Info Notice 79-22, "Qualification of Control 
Sys." No action required. , 

O^RElLLY, J. P. Region 2, Atlanta, Office of the Dirsetor. 
79/09/17, Ip. 


7910170717 Forwards IE Info Notice 79-24, "Overprossur 1 rat i on of 
Containment of PWR Plant After Main 8team Line Break. " No 
action required. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


\ 

7910240371 Ack receipt of 790927 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-400/79-17, 
50-401/79-17,30-402/79-16 t, 50-403/79-16. 

MURPHY, C. E- Rag ian 2, Atlanta. Reactnr Construction U Englneerlnn 

Support Branch, 79/10/12. Ip. 


-7910240378 Responds to NRC 790906 ltr re violation# noted in IE Insp 
Repts 50-40Q/79-17. 30-401/79-17. 50-402/79-16 U 50-403/79-16, 
Corrective ac t ions : concr ete curing period extended one day 
Si proper curing omjiltaslxod. 


um.lfr D Ll 






in /Af) /m 


— 7910240309 Forwards IE Insp Repts 50-400/79-17.50-401/79-17, 
50-402/79-16 t, 50-403/79-16 on 790821-24 S, notice of 
violation. , 

MUHPHY.C.E. Region 2, Atlanta, Reactor Construction « 

Engineering Bupport Branch. 79/09/06. 2pp. 


—7910240396 Notice 
* Region 2, 


of violation from insp on 790821-24. 
Atlanta, Office of the Director. 79/09/06. 
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7910240407 IE Insp Repts 50-400/79-17- 50-401/79-17, 50-402> 79- 16 & 
30-403/79-16 on 79082 1-24. None omp 1 i flne e not ed : improp e r 
curing of structural concrete. 

HARRIS, J. H. Region 2, Atlanta, Office of the Director. 

CONLON, T, E. Region 2, Atlanta, Reactor Construction It 

Engineering Support Branch, 79/09/06. 4pp 


77100901 93 Dr i of in support of exception to supplemental Initial 
d c c i s i on. Urg es consideration of appeal {< issuance of order 
ruling that ASLB has no authority or cause to direct NRC to 
take action re QL hear ing. Certif i cate of Svc end 
REIS, E. J. Branch 3. 77/09/04, 36pp, 


7910240422 Act receipt of IE Insp Repts 30-400/79-17, 50-40 1 /79-17, 
30 402/79-16 50-403/79- 1 6, No proprietary info. 

HOWE, P. W. Carolina Power t, Light Co. 77/07/19. ip. 


“ 0CKET 30-A03 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 4 
A. Application/construction stage documents & correspondence 


7710010355 Notification of 770718 meeting w/util in Dethesda, MD to 
discuss environ qualification of equipment. 

MINER, 8. M. Division of Project Management. 79/09/04. 2pp. 


7710160062 Responds to NRC 7B1227 request for assistance in evaluating 
rack fill characteristics for main dam. Rovleui of test fill 
rept & sito visit indicates that ■uiel 1-groded rock fill can 
bo achieved utllijing proposed placement procedure, 

MCCORMICK, W, N. Army, Dep t. of ■ Corps of Engineers. 77/09/05. 2pp. 


7910040326 Approves provisions of revised const 3 pecs to cover in situ 
residential soil f ounda t i on s. Sp ec s meet 740306 5ER Buppl 3 
requirements for auxiliary dam & dike. Results of testing of 
foundations under dams should be incorporated in FSAR. 

JACKSON, R.E. Geosciences Branch. 79/07/i 1 . 2pp. 


7910220419 Memorandum in response to ASLB 790713 supplemental initial 
decision. Invites ASLD to submit basis upon which applicant 
was required to demonstrate technical quail f icati ons. 

Authority to impose condition in issue is questioned. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel /v/10/12 
4pp. 


7910190070 Advises that CP&L chnico not to file exceptions to ASLB 
supplemental initial decision re CP does not indicate full 
agreement w/ASLB f 1 nd l ng s. Sup p or t s NRC position re 
unnecessary hearings at OL a t ag e. W/Cor t i f i c a t e of SvC. 

TROWBRIDGE, <3, F. Shaw. Pittman., Potts. k Trowbridge. 79/10/09 4pp 


Q. Inspection reports, IE Bulletins It correspondence 


7910030331 Rosponds to IE Bulletin 77-13, "Deep Draft Pump 
Deficiencies," Two Model 30 VSN Hayward Tyler p limp s , capa c 1 ty 
21,300 g/mlnutos at 190-ft discharge head, to bo used at each 
unit -total 0 pumps) for emergency svc u/a ter s y s. 

MCDUFFIE, Id. A, Carolina Pbwer It Light Co. 79/07/10. 2pp. 

7710020372 Forwards IE Circular 77-17, "Loose Locking Devices on 
In g er so 1 1-R and Impellers. " No action required. 

□ ' REILLY i J. f, Region 2, Atlanta. Office of the Director. 
77/09/13. Ip. 


7710030579 Notifies of review of M McDuffie 790802 submittal re 
emergency svc water intake channel . Procedures to remove 
all existing fill along intake channel alignment & replace 
fill per Tech Specs is acceptable. 

JACKSON, R.E. Geosciences Branch. 79/09/10. 2pp, 


7910010277 Forwards Design Change Notification 300-347 to Ebasco Spec 
CAR-8H-CH4, "Embankments, Dams , Di k es & Channels," which 
changes requirement to control moisture content of 
impervious core matl for west auxiliary dam above 225 ft. 

MCDUFFIE, M. A. Carolina Power t, Light Co. 79/09/25. 6pp, 


7910170044 Summary of 790718 meeting w/util re environ qua 1 i f 1 c a t ion 
of safoty-related electrical equipment in FEAR. 

PARR.D.D. Light Water Reactors Branch 3. 79/07/27, 4pp. 


7710300966 Summary of 790918 meeting w/util re environ qualification 
of safety-related Class IE electrical equipment. 

PARR.D.D. Light Water Reactors Branch 3. 79/09/27. 4pp. 


E. NRC Safety Evaluation Report (SER), suppls ?, correspondence 


7707070143 Submits status of NRC evaluation of random rockfili tests. 
Random rockfili comp let e. Awal ting test results for main dam 
rockfili. 

JACKSON, R E. Geosciences Branch. 79/08/08. 2pp. 


77100403B7 Requests urtten commitment from applicant to fulfill 
specified conditions during c ons t. Requ i roments of SER, 

Suppl 3 re main dam rockfili met per end WN McCormick 
790905 Itr, 

JACKSON, R. E. Geosciences Branch. 77/07/19. 2pp. 


■7710040372 Discusses suitability of rockfili characteristics for main 
dam per NRC 701227 request V. subsequent tolcon w /80 
Thompson. 

MCCORMICK, W, N. Army , De p t. o F, Corps of Engineers. 77/09/03. 2pp. 


7910260147 Informs that submitted info re results of test program to 
confirm properties of mails in rockfili embankments t< plans 
for geologic mapping of exposed foundation matls fulfill 
requirements of Suppl 3 to SER, Section 2.7. 

PARR, 0. D. Light Water Reactors Branch 3. 79/10/17. 5 pp. 


0. Adjudicatory correspondence 


7910080347 Memorandum I, order ro ASLD 790713 supplemental initial 
decision. ASLAB will hear NRC appeal if latter is able to 
demonstrate dlocorniblo harm to NRC as result of challenged 
action. Expending of addl resources is not discernible harm. 
BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 79/08/02 
3pp. 


7910110233 Forwards IE Info Notice 77-22, "Qualification of Control 
Sys, fl No action required, 

0 'REILLY, J. P, Region 2, Atlanta, Dffico of the Director. 
79/07/17. Ip. 


7910100067 Ack receipt of IE Insp Repts 50-400/79- 1 5, 30-401 / 79-13, 
30-402/79—14 &, 30-403/79—14 on 790B13-16, No proprietary 
info. 

HOWE, P. W. Carolina Power I< Light Co. 79/09/19. Ip. 


■77HU80075 Forwards IE Insp Repts 30-400/79-15,30-401/79-15, 
50-402/79-14 & 50-403/79-14 on 790S 1 3- 1 6. No no n comp 1 i anc e 
noted. 

MUfIPHV,C.E. Region 2. Atlanta, Reactor Construction & 

Engineering Support Branch, 77/09/05. 2pp. 


7910 1 0008 i IE Insp Ropts 50-401/79-15, 50-401/79-15,50-402/79-14 & 
50-403/79-14 on 790813— 16, No me nc omp l i ones noted. Major 
areas i n s pe c tod : c QnB t status, liesnseg Identified items. IE 
bulletins S, organ 1 ta 1 1 ona 1 k functional alignment. 

BRYANT, J. C. Region 2, Atlanta, RoactoT Construction & 

Eng ineer 1 no Support Branch. 79/07/05. App. 


7910220519 Ack receipt uf Insp Ropt 90-400/79-16,50-401/79-16, 
50-402/79-15 & 50-403/79-13 on 79QBI3- 1 5. No proprietary 
info. 

HOWE, P. W. Carolina Power !< Light Co. 79/09/17. Ip. 


—7910220528 Forwards IE Insp Repts 30-400/77-16.40-401/79-16, 
50-402/79-19 U 50-403/79-15 on 790813-15, No none omp 1 inn c e 
noted. 

MURPHY, C, E. Region 2, Atlanta, Office of the Director. 
79/09/06, 2pp. 


-7910220538 IE Insp Ropte 50-400/79-16,50-401/77-16,50-402/79-15 & 
30—403/79 — 15 on 790813— 15. No nnne omp 1 i ance noted. Major areas 
Inspected : lakes t, dam work I, quality rocerds, soils t, 
concrete 1 abs, concrete batch plant !< testfill results, 

LENAHAN, J. J. Region 2, Atlanta, Office of the Director. 
79/09/05. 4pp. 


7909280197 Forwards IE Circular 79-20, "Failure of OTE Bylvonta Relay, 
Typo PM Du 1 1 o t in 7305, Catalog 3UI2-11-AC u/120 Volt ac 
Coll, 11 No action required. 

0 'RE 1LLV, J. P. Region 2, Atlanta, Office of the Director. 

79/09/24. 2pp. 


7910040161 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube OH Coolers. " Mo action required. 

O'REILLY, J. P . Region 2, Atlanta, Office of the Director. 

79/07/26, 2pp. 


7910170230 Forwards IE Bulletin 79-24, "Froion Linos." No action 

required. 

O REILLY, J. P. Region 2, Atlanta, Office of the Director. 
77/09/27. 2pp. 
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7910170207 Forwards IE Info Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 t, 4. " No action required. 

0 'RE ILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/10/01. 2pp. 


7910170717 Forwards IE Info Notice 79-24. "Overpr eseur i x a t i on of 
Containment of PWR Plant After Main Steam Line Ureal. " No 
action required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/10/01. 2pp. 


7910240371 Ack receipt of 790927 ltr informing NRC of steps talon to 
correct violations noted in IE Insp Repts 3-0-400/79-17. 
30-401/79-17,30-402/79-16 J. 50-403/79-16. 

MURPHY. C. E. Region 2. Atlanta. Reactor Construction !, Engineering 

Support Branch. 79/10/12. Ip. 


— 791O24037B Responds to NRC 790906 ltr re violations noted in IE Insp 
Repts 50-400779—17, 50-401/79-17. 50-402/79—16 !, 50-403/79-16. 
Corrective actions: concrete curing period extended one day 
& proper curing emphasixed. 

HOWE,P.W. Carolina Power & Light Co. 79/09/27. ‘ 2pp. 


--79 10240389 Forwards IE Insp Repts 50-400779-17.50-401779-17, 
50-402/79-16 & 50-403/79-16 on 790921-24 *< notice of 
Violation. 

MURPHY, C. E. Region 2. Atlanta, Rea c tor "Const rue ti on & 

Engineering Support Branch. 79/09/06. 2 pp. 


7910120384 Responds to FOIA request for info re abnormal settlments & 
NRC reasons for not levying civil penalty against util in 
1972. Forwards list of relevant documents. Info partially 
withheld : names of Individuals <ref FQIA Exemption 7). 

FELTON, J M, Division of Rules and Records. 79/10/09. 119pp. 


79i0£60Bia Partially responds to FOIA request for repts arising from 
discharge of radioactive gas from f ac i 1 1 ty. Forward s 
documents listed in App A. 

FELTON. J. M. Division of Ruins and Records. 79/10/13. 2pp. 


7910240677 Discusses casting defect in auxiliary feedwater pump motor. 
Vendor representative has verified do Pec t. Comp l eta 
evaluation of castings will be performed. Motors will meet 
Category I requirements, 

BROWN, 6. C. Virginia Electric «< Power Co. 79/10/19. Ip, 


F. Security, medical, emergency & fire protection plans 


7910110332 Forwards current Si draft emergency plans !< emergency plan 
imp 1 amen ta ting procedures. 

CARTWRIGHT, W. R. Virginia Electric Si Power Co. 79/10/03. Ip. 


7910190542 Notification of 791015-1B meeting ui/util ro emergengy 
planning for plant. Agenda Si proposed press release end. 

ROE, J. W. Reactor Safeguards Licensing Branch (Pre 791030). 
79/10/04. 3pp. 


— 7910240396 Notice of violation from insp on 790821-24, 

* Region 2, Atlanta, Office of the Director. 79/09/06. Ip. 


—7910240407 IE Insp Repts 30-400/79-17,30-401/79-17,50-402/79-16 & 
30-403/79-16 on 790B21— 24. None omp 1 ianc e noted: improper 
curing of structural concrete. 

HARRISiJ.R. Region 2, Atlanta, Office of the Director. 
79/09/06. 4pp. 


—7910240422 Ack receipt of IE Insp Repts 50-400/79-17,50-401/79-17, 
50-402/79-16 Si 50-403/79-16. No proprietary info. 

HOWErP.W. Carolina Power U Light Co. 79/09/19. Ip. 


DOCKET 50-404 NORTH ANNA POWER STATION, UNIT 3 


A. Application/construction stage documents h correspondence 


7910120363 FOIA request far documents ro abnormal settlements at 
facilities & info concerning NRC reasons for not levying 
civil penalty against util in 1972. 

ALLEN. J. North Anna Environmental Coalition. 79/08/J4. 4pp. 


Q. Inspection reports, IE Bulletins N correspondence 


79 1 0050621 Notifies of error in 790B01 response to IE Bulletin 79-14, 
"Seismic Analysis for As-Dullt Safety-Related Piping Sys, " 

Related Piping Sys." In Item A. AK should read AX. 

DROWN, B. C. Virginia Electric l< Power Co. 79/08/08. ip. 


7910180439 Forwards IE Insp Repts 30-339/79-40,50-404/79-06 & 
30-408/79-06 on 790807-10. No noncompliance noted. 

MURPHY, C. E. Region 2, Atlanta, Office of the Director. 79/00/29. 
2pp. 


—7910100463 IE Insp Repts 30-339/79-40,30-404/79-06 & 50-405/79-06 on 
790807-10. No noncompliance noted. Major areas inspected: 
procedures 6 r ap r esenta t i v o records. 

MCFARLAND, C. R. , BRYANT, J. C , Region 2, Atlanta, Reactor 

Construction *, Engineering 8upport Branch. 79/08/29. 6pp. 


7910010020 Forwards IE Circular 79-18, "Proper Installation of Target 
Rock Safety-Relief Valves. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Diroctor. 

79/09/10. 2pp. 


7910160B17 FQIA request for roptc arising Prom 790925 discharge of 
radioactive gas from facility. 

QLA98ERQ, V. M. Mr sc hk op fc Orad PC. 79/09/27. ip. 


7910050137 Forwards corrected versions of two 790B24 Itrs re util 
positions not in accordance w/Reg Ouides I. 140, Revision O & 

1. 52, Revis ion 2. Pages had been transposed in ltrs. 

BAUM, E. A. Virginia Electric ?< Power Co. 79/10/02. Ip. 


— 7910050171 Advises of nonconformance to Reg Guide 1 . 1 40, Rovls i ors 0, 
"Design, Testing S< Maint Criteria for Normal Ventilation 
Exhaust Sys Air Filtration & Adsorption Units of Light 
Water Cooled Nuclear Power Plants. “ Pages reordered. 

BROWN, S. C. Virginia Electric .!< Power Co. 79/08/24. 3pp. 


7910020603 Forwards IE Circular 79-19, "Loose Locking Devices on 
Inge rtto 1 1 -Rand Pump Impellers." No action required. 

□ 'RE ILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/13. Ip, 


7910030092 Submits response to IE Bulletin 79-15 re deep draft pump 
deficiencies 6 availability of draft pump info. Table re 
deop draft pumps end. 

BROWN, S. C. Virginia Electric 6 Power Co. 79/09/14. 2pp. 


79101 102B2 Forwards IE Info Notice 79-22, "Qua 1 i f i ca t i on of Control 
Sys. " No action required. 

Q'RE ILLY, J. P. Region 2, Atlanta, Office oP the Diroctor. 
79/09/17. Ip. 


7910050178 Advises of nonconformance to Reg Guido 1. 52, Revi a i on 2, 
"Design, Testing & Maint Criteria for Post-Accident 
Engineered Safety Feature Atmosphere Cleanup Sys,. .Light 
Water Cooled Nuclear Power Plants," Pages reordered, 

BRQWN, 8. C. Virginia Electric fc Power Co. 79/08/24. 4pp, 


7910040189 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers," No action required, 

D 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/26. 2pp. 


7910100364 Clarifies info in util 790021 ltr re max predicted 
groundwater elevations for safety-related structures 
Elevation 315 corresponds to max reservoir level t, is used 
in conservative structure design. 

BROWN, S. C. Virginia Electric 6 Power Co. 79/10/04. Ip. 


7910130453 Supplements 790B21 ltr ro max predicted groundwater 
elevations for safety-related structures. Groundwater level 
in area of sve water pump house is significantly lawer than 
reservoir level due to effectiveness of liner. 

BROWN, 8. C. Virginia Electric 6 Power Co. 79/10/04. ip. 


Discu#,a » s Tevleu of responses. to IE Bulletins 79-050 
79-06C re need for tripping of reactor coolant pump® for 
certain small break LOCAs. 

ROBB, 0. F. THI-2 Bulletins h Orders. 79/10/03. 2pp. 


S, 


7910190280 Forwards IE Bullutin 79-24, "Froxen Linos." No action 
r squired, 

□ 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910190291 Forwards IE Bullotln 79-24, "Froxon Lines." No action 
required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170232 Forwards IE Info Notice 79-25, "Raactor Trips at Turkay 
Point Units 3 fc 4. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. Bpp. 



DOCKETED ITEMS 


79/10/0l! 2pp. Ra9i °" S ‘ Atlanta ' Qfr i'» «f the Direc tar. 


8. 


Reportable occurrences, LERs 8, related 


correspondence 


DROWNi g, C. Virginia Electric It Power On. 79/09/25, 2pp, 

^eieaHd ™p t : on 790920, oi 1 leakage from motor housing 

hnl^V “efBct in casting for lower reservoir of shaft end 

ossHleT^r, 3 ^ 2 * 1 " 6 ’ ° f thrBe -t»rs shows 

BROWN S C *55* ! n | U "rI ; 9 raotDr6 Onsite insp scheduled. 

S. C. Virginia Electric & Power Co. 79/09/25 2pp, 

7<? coitainL^ t r im dBftclBnci J ro overpressuri cation of 

Util ivaluatino^ed t break lnslde cn " ta inoi.nt. 

af fected ‘stea^generator! ‘ mi * »«■ to 

BROWN, S. C. Virginia Electric !, Power Co. 79/10/04. Ip. 

79 froffl°inaIn I steam <, 'linI 1 b lBn k ,l p re f ? ^ 0VBr P ro8SUT 'i t ion of containment 
dB ,T™ 1 *??? break. Prollminary calculations show 

fa»d. # ,!!*.£ S? w111 bB B *ceeded due to unabated auxiliary 
f 1 ow. Mods being evaluated. “ 

BROWN, B.C. Virginia Electric & Power Co. 79/10/04. lp. 

'"berim rept re auxiliary feedwater pump motor eastino 

t ! n ° r 1 bf 0r ' , ’ ed Ut *» th3t will be SSl.tSly “ 

^q;irements Pr ^ C ° Pr " ted to meot Cate 9°^ 1 8g8 
DROWN, a. C. Virginia Electric t< Power Co. 79/10/19. ip. 

°°CKET^50-4°5 NORTH ANNA POWER STATION, UNIT 4 
App l£cat^on/con*t r u« tlon stage documents 6 correspondence 

for documents re abnormal settlements at 
eiWl in fo concerning NRC reasons For not levying 

civil penalty against util in 1972 . * 

ALLEN, d. North Anna Environmental Coalition. 79/00/14. 4 PP . 


79 pad^oac t ive ^gss'from^fac i 1 i ty ** arlSl " 9 fr °* 790935 dischar « E 
QLABBERQ, V. M. Hirschkop & Orad P C. 79/09/27. lp. 

79100501 S7 Forwards corrected versions of two 790S24 ltrs re util 
l° 4 » t n° n ? ? 0t A" accordance w/Reg Guides 1. 140. Revi sion 0 «, 
p*a 191 , 0 ,? 2 ‘, Pages had been transposed in ltrs. 

BAUM, E. A. Virginia Electric it Power Co. 79/10/03. lp 

—7910030171 Advises of nonconformance to Reg Guide 1 140, Re v i s i on { 
"Design, Testing & Maint Criteria for Normal Ventilation 

Water S Co r,l i r FiUp ? tion «■ Adsorption Units of Light 
Water Cooled Nuclear Power Plants." Panes reordered 
BROWN, S. C. Virginia Electric 5, Power Co. 79/00/24, 3 pp. 

79 ,^ 05 ? 17B A(, vises of nonconformance to Reg Guide 1 52, Revision 2 
"Design, Testing & Maint Criteria for Post-Accident 
Engineered Safety Feature Atmosphere Cleanup Sys. ..Light 
BROWN r"? ' d Nuclear Power Plants." Pages reordered, 

BROWNi 8, C. Virginia Electric & Power Co. 79/08/24. 4 pp, 

7910100364 Clarifies info in util 790831 itr re max predicted 
groundwater elevations far saf ety-relatod structures. 

Elevation 315 corresponds to max reservoir level £ is used 
in conservative structure design. 

BROWN, 8, C. Virginia Electric & Power Co. 79/10/04. lp 

7910130453 Supplements 790821 ltr re max predicted groundwater 
* 1 ova t ions for ety-relatod structures. Groundwater level 
In area of svc water pump house is significantly lower than 
reservoir level due to effectiveness of liner. 

BROWN, S. C. Virginia Electric It Power Co. 79/10/04. lp 

79 iS 2 ^ 60 DUcu93B5 review of responses to IE Bulletins 79-05C 8, 
79-06C re need Por tripping of reactor coolant pumps for 
certain small break LOCAs. 

ROSBrD.F. TMI-2 Bulletins t, Orders. 79/10/05. 2pp, 

7910180304 Responds to FOIA request for ipfo re abnormal sottlments : 
NRC reasons for not levying civil penalty against util in 
1978. Forward* list of relevant documents. Info partially 
withheld; names of individuals (ref FOIA Exemption 7), 

FEL TON, J. M, Division of Rules and Records, 79/10/09. 119pp. 


7910i60Bia Partially responds to FOIA request for repts arising from 
discharge of radioactive gas f T om f ac U i ty . Forwards 
documents listed in Ap p A. 

FELTON, J. M. Division of Rules and Records. 79/10/15. Spp, 

79 iendor 7 r B ^nrr!!, Ca \ ti,,fl defect - in feedwater pump meter. 

Vendor representative has verified d e f ac t. Comp lc t e 

evaluation of tastings will be pd r formed , Mo t Dr s will meet 
Category I requirements. 

BROWN, 3. C. Virginia Electric it Power Co. 79/10/19. lp. 

medil:a1 ' emergency it fire protection plans 

CARTWRIGHT, w. R. Virginia Electric it Power Co. 79/10/03. lp. 

7910100342 Notification of 791015-18 meeting w/util re emeroongu 
for P ,al,t Agenda & proposed press release end. 

79/10/04 3 pp aCt ° r BBf,BOljaTd8 Licensing Branch (Pre 791030>. 

IE 0ulle bih* Si correspondence 

^iOOSOt^ 1 Notifies Df error in 790301 response to IE Bulletin 79-14, 
Seismic Analysis for As-Quilt Safety-Related Piping Sys." 

P1 P‘ n S Sye," In ttemA.AK should read AX " 9 

BROWN. S. C. Virginia Electric ?< Powbt Co. 79/03/08. ip. 

79 im 1 aS=™ F ^T U,flTda IE In9p Rc P t5 30-339/79-40,50-404/79-06 L 
MiinnSv 7 ? 9 ^ 06 "" 790007-10. No noncompliance noted. 

MURPHV.C, E. Region 2, Atlanta, Office of the Director. 79/00/39. 

” 79 l 9 nfiP 7 -fn I M ^ 3 ” '’"''I 15 S °- 339 ''79-40, 50-404/79-06 *, 30-405/79-06 on 
790007 10. No noncomp 1 ianco noted. Major areas inspected 
procedures fc representative records. 

!!'™ LAN ?'. C - n ; ' BRYANT. V. C. Region 2, Atlanta, Reactor 

construction *, Engineering Support Branch. 79/0H/29. 6pp. 

^Sock^^Tn'/u Circular 79-10, "Proper Installation of Target 
n°n^,. S 3foty-R Blief Valves. " Nn action required. 

79/09/10 J '2pp Rc9,on 3 ’ Atlanta, Office of the Director. 

7910020603 Forwards IE Circular 79-19. "Loose Locking Devices on 
(vnF7M t, v 1 7 , o Tld P<Jra,, " Me action required, 

79/09/13 J ' lp Reg lQn a ' Atlanta, Office of the Director. 

7910030892 Submits response to IE Bulletin 79-15 re deep draft pump 
deficiencies «, availability of draft pump info. Table re P 

deep draft pumpQ-encl. 

BROWN, 8. C. Virginia Electric J, Power Co. 79/09/14. Hpp. 

fi0tlC ‘ ! 79 “ aS ‘ " Q ->‘fication of Control 
79 / 09 / 17 .' J 'h Region 2, Atlanta, Office of the Director. 

" Emer9Br,cy DiB3eI 

79/09/26! J, 2 pp n ° gion 2> Atlanta. Office of the Director. 

79 i°;uHed. F ° r “ 4rdB ,E nunottn 7t? - 29 ' "Fro t en Lines." No action 
79/09/27! J ' 2 pp. Ro9 ‘ 0 " St Atlanta, Office of the Director. 

79 inuiro5. F ° rU ' arda IE Do,lBtin 79 " 29 - Lines." No action 

79/09/27' J, 2 pp Ft4 ’ 9ion 3 ' Atlanta, Office of the Director. 

79 f i?!^ 3 i^Tri^ n ^t^ i »q 7 ?;-: " Reactor 

79/iO/Ol! J '2 PP Re!,ion 2l Atlanta, Office of the Director. 

7910170770 Forwards IE Info Notice 79-24, '’Overpressurl «a ti on of 
acUon n re^ired PWR Pli * nt After “ n StBa,n L1 " e B ” ak " 

79/10/0l! d ' 2 pp. H ' al, ’ n 2 ‘ Atlanta, Off lea of the Director. 
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a Reportable occurrences. LERs h related correspond enc e 


5 r 91Ol0O465 Submits info re apparent casting defect in shaft containing 
auxiliary feed pump motor 3AF-P2A. Vendor mill investigate k 
determine corrective action. 

BROWN, a. C. Virginia Electric & Power Co. 79/09/25. 2pp. 


7*710130577 Deficiency rept : on 790720, oil leakage from motor housing 
revealed defect in casting for lower reservoir of shaft end 
bearing on motor 3AF-P2A. Insp of three similar motors shouts 
possible defect in Unit A motors Onsite insp scheduled. 

BROWN, a. C. Virginia Electric tc Pouter Co. 79/09/25. 2pp. 

7^10100355 interim deficiency rept re ove rpr c ssur i i a t i on of 
containment from main steam line break inside containment. 

Util evaluating mods to limit auxiliary feedwater flow to 
affected steam generator. 

BROWN. 3. C. Virginia Electric i, Power Co. 79/10/04. Ip. 


7940150464 Interim deficiency rept re overpre ssur 1 « a t ion of containment 
from main steam line break. Pre liminary calculations show 
design pressure will be exceeded due to unabated auxiliary 
feedwater flout. Mods being evaluated. 

BROWN. 8. C. Virg inia Electric h Power Cn. 79/10/04. Ip. 


7910330504 Interim Topt re auxiliary feedwater pump motor casting 
defect. Vendor informed util that castings mill be complotBlij 
evaluated 6 problem corrected to meet Category I sys use 
fsgulr emen t s. 

BROWN. 3 C. Virginia Electric t< Pouter Co. 79/10/19. Ip. 


DOCKET 30-406 TUSKECEE INST. RESEARCH REACTOR 


J. Insurance & indemnity information 


7910300206 Forwards executed Amend 6 to Indemnity Agreement E— 97. 
H1LLIAM3, L. A Tuskegee Inst. 79/10/25. 3pp. 


DOCKET 50-407 UNIV. CF UTAH RESEARCH REACTOR 


J. Insurance it indemnity information 


7910230441 Executed Amend 11 to Indemnity Agreement E-31 . mod 1 fy ing 
prefatory language re transpor tat i on. hand ling t« temporary 
storage of radioactive matl. 

8ALTZMAN, 0. Antitrust h Indemnitu Group. HOWARDS. A. F, Utah, 
Univ. of. 79/10/17. Ip 


3. Inspection reports, IE Bulletins *, correspondence 


7910030254 Forwards IE Info Notice 79-20, Re vi g i on 1. " NRO Enforcement 

Policy — NRC Licensed Individuals." Notice reissued to 
correct uuqrd omission ?i punctuation error which changed 
intent of statement. Changed statement underlined in text. 

OEYFRIT, K.. V. Region 4, Dallas, Offico of the Director. 79/09/07. 

t|>. 


DOCKET SO-409 LA CROSSE BOILING HATER REACTOR 


A. Application/construction stage documents 6 correspondence 


7910360310 Requests electrical schematic drawings for safety eys motor 
operated valves, includ ing all hand switch ?« limits switch 
developments b any info on automatic actuation features, 

ZIEMANM, D. L. Operating Reactors Branch 3 (Pre 7910301. 79/10/09. 

2pp. 


Security, medical, emergency & fire protection plans 


7910170626 Forwards NRC position on safe shutdown caput i 1 i ty , to hBlp 
llcenee* prepare response to safety evaluation for fira 
protec t i on. 

ZIEHANN.D. L. Operating Reactors Branch 2 (Pro 791030). 79/09/14. 

2 pp. 


}. Adjudicatory correspondence 


7910150630 Motion for summary disposition on p lead Inge. Adml t ted 
content i en« are not based on lltigable genuine issues of 
matl facts re mad of spent fuel pool at BWn. 

MOODHEAD, C. P. Branch 3. 79/07/30, 37pp. 


— 7910190634 Matl facts as to which there is no genuine issue to be 
heard, in support of 790730 motion for summary disposition on 
pleadings. Util application to amend Is Incomplete 6 faile to 
address certain issues 

WBDDHEAD, C. P. Branch 3. 79/07/30. 11pp. 


— 79101 50637 Affidavit ro Contentions lb-id on long-term integrity of 
various components in spent fuel storage pool. Prof 
qualifications encl. 

WEEKS, J. R. Brookhavon National Laboratory. 79/07/16. 11pp. 


■7910150639 Affidavit ro Contention if, in lieu of written testimony. 
Asserts that no fuel handling problems will occur from spent 
fuel pool mod or from design itsolf.Prof qualifications 
one 1. 

WQHLiM. L. Environmental Evaluation Branch (Pre 791030). 
79/07/34. 6pp. 


•7910150643 Affidavit re Intervener Contentions 5 ( a ) , D( b- 1 1 , 9 ( d > , 6 It 7 
in lieu of written testimony. Ex presses opinion that storage 
of failed fuel in enlarged spent fuel pool will not produce 
haiards or exposures. Prof qualifications end. 

DBNEHEW. J. N. Environmental Evaluation Branch (Pro 791030). 
79/07/24. 17pp. 


-7910130649 Affidavit re intervenar Contentions 9(b)(2) it S(c) on 
adequacy o-f spent fuel pool mod for BUR, Ex grouses opinion 
that margin of safety will incr eas o . Pro f qualifications it 
Certificate of Svc end. 

LAGRAN3E, R . 0. Engineering Branch (Pre 791030). 79/07/10. 5pp. 


7910050693 Notice of location change of 790920-21 prehearing 
conference, from Room 303 Cartwright CtT to Communication 
CtTiUniv of WI,La Crosse. 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel. 79/00/23. 
IP- 


7910090190 Notice of change of location of 790920-21 prehearing 
conference to Room 219 of Wing Communication Ctr,Univ of WI, 

La Corsse, 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel. 79/00/23. 
ip. 


7910090386 Memorandum ?< order in response to !< applicant 790730 S< 31 
motions for summary disposition re Coulee Region Energy 
Coalition c onton t Ions. Drd or s NRC U applicant to submit 
factual answers to encl questions, in form of affidavit. 

BECHHOEFER, C , Atomic Safety and Licensing Board Panel. 79/09/07. 
10pp. 


7910320009 Requests to make limited appearance statement at spent fuel 
pool license amend hearing. 

PHANQH3, N. M. Affiliation Unknown. 79/09/12, ip. 


7910220490 Requests to make limited appearance statement at 790920-21 
prehearing re spent fuel expansion of facility, 

N1ELAND, R . Affiliation Unknown. 79/09/12. Ip. 


79I022G0B0 Requests to make limited appearance statement at spent fuel 

pool llcenso amend hearing. 

VEHRY, E. Affiliation Unknown. 79/09/13. Ip. 


7910220099 Acquests to make limited appearance statement at licensing 
prehearing. Ac knowl edged on 790920. 

O'MALLY, A. 0. Aff i Ha ti on Unknown . 79/09/13. ip. 


7910220090 Requests to make limited appearance statement at spent fuel 
pool license amend hearing. 

MAOS, J, W. Affiliation Unknown. 79/09/13. ip. 


7910220083 Requests to make limited appearance statement at spent fuel 
pool llcenso amend hearing. 

JAFT, J. Affiliation Unknown. 79/09/14. Ip. 


7910220071 Requests to make limited appearance statement at spent fuel 
pool license amend hearing. 

PREVENAB, P, Affiliation Unknown. 79/09/19. Ip. 


7910170950 Response to ASLB 790907 memorandum & order propounding 
questions to NRC. dues t i on* B. 3 b H are not open for Inquiry 
in adjudicatory proceedings In light of Commission opinion 
issued in OPS case on 790707. 

WOQDHEAD, C. P. Branch 3. 79/09/10. ip. 


-791017-0960 Affidavit in response to ABU) 790907 memorandum & order 
Questions A. 1-A. 3. Zlrcaloy-c lad fuel will not undergo 
detectable degradation if used In highly pure water. 

Stainless steel racks used in many spent fuel pools. 

MEEKS, J. R, Brookhavon National Laboratory. 79/09/13. 4pp. 
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-7910I7Q565 Affidavit in response to ASLB 790907 memorandum & order 
Questions A. 1, A. 3-A. 6, B. 3d & E-H. NUREG-0404 cannot 
be applied to facility. Present license does not allow use of 
Zircaloy f uel . t-J/drawing U prof qualifications. 

SHEA. J. Operating Reactors Branch 2 (Pre 791030). 79/09/13. 

10pp. 


— 7910170570 Affidavit in response to ASLB 790907 memorandum &, order 
Questions 0. 1-H. 3c !< C-F. 3. 

DQNOHEW, J. N. Environmental Evaluation Branch (Pre 791030). 
79/09/10. 12pp. 


•7910170974 Safety evaluation supporting change in Tech Specs to 
increase capacity of spent fuel storage pool it provide 
protection from pos tula tod cash drop accident. Certificate of 
Svc end. 

a Office Df Nuclear Reactor Regulation. 79/07/31. I9pp 


7910310466 Extends invitation to accompany ABLE on 790920 tour of 
facility in Oenoa, WI . C er t i f i cat e of Svc end. 

HEISTAND, 0. S. Morgan, Lewis t Bocktus. 79/09/19. 3pp. 


7910160019 Notice of appearance on behalf of intervenars AK Morse. OR 
Nygoard.M Burmaster & Coulee Region Energy Coalition, at 
791003 hear ing. Cert i ficate of Svc end 

□WEN, R. H. Coulee Region Energy Coalition. 79/09/29. 2pp. 


7910220172 Requests to make limited appearance statement at spent fuel 
pool license amend hearing. 

PREVENAS, P. Affiliation Unknown. 79/09/20. ip. 


7910300426 Request for reconsideration of A9LB 790721 order setting 
evidentiary hearings re need for f ac i 1 1 ty . C on ta i ns 
alternative request suggesting submittal of order to ASI.AB 
for immediate resolution. Certificate of Bvc end. 

H1E8TAND, O. S. , OALLEN, K. P. Dairyland Power Cooperative. 

HIESTAND, 0. B. Morgan, Lewis & Bockius. 79/10/01. 23pp. 


H. General correspondence 


7910150139 Responds to 790704 ltr re plant saf e ty . Fac i 11 t y is designed 
for continuous containment ventilation. Facility has operated 
within NRC safoty limits !< operating Tech Specs. Plants are 
an thor i led for 40-yr period. 

ZIEMANN. 0. L. Operating Reactors Branch 2 (Pro 791030). 79/09/11. 

10pp. 


— 7910130163 Expresses concern re operation of f ac 1 1 i t y. Fac i 1 i ty cannot 
handle emergency situation. 

PETERSON, T. Affiliation Unknown. 79/07/04. 3pp, 


J. Insurance S< indemnity information 


7910220302 Forwards executed Amend 6 to Indemnity Agreement B-62. 
LINDER. F. Dairyland Power Cooperative. 79/10/16. 2pp. 


P. Operating license stage documents 8 < c or respondents 


7910040031 Forwards NUflEG-0560, "Staff Rept on Generic Assessment of 
Feedwater Transients in PWRs designed by B&W. W/o end. 

GRIMES. B.K. Assistant Director for Systems Engineering (Pre 
791030). 79/06/11. 12pp. 


7910090241 Forwards FR notice of amend to 10CFR73. 35 re requirements 
for physical protection of nuclear power plants. Amend defers 
implementation of physical search requirements from 790B01 
to 791101. 

DENTON, HR. Office of Nuclear Reactor Regulation. 79/0B/1O. 49pp. 


7910150570 Draft rept, "Li quo fac t i on Potential at La Crosse BUR 
(LACBWR) Site Near Oenoa, Vernon County, WI." 

* Dames & Moore. 79/08/10. Qipp. 


7910110235 Forwards NUREG/CR-0727, "BUR Offgas Bys Evaluation." Bys 
provides reasonable assurance that potential for external 
offgas explosions Is minimised. W/o on cl. 

GAMMILL, W. P. Assistant Director for Operating Reactor Projects (Pro 
791030). 79/09/22. 29pp. 


7910190187 Requests that all drawings t< schematics submitted in support 
of SEP topic review bp prepared in sots of six ot as one sot 
of aperture cards. 

ZIEMANN, D. L, Operating Reactors Branch 2 (Pre 791030). 79/09/06, 

2pp. 


7910100177 Forwards opproval/amend foe for Provisional License DPR-43, 
to replace lost chock. 

LINDER, F. Dairyland Power Cooperative. 79/07/19. 2pp. 


7910150657 Forwards request for addl info re loss of offsite power Si 
offsite gr i d. Ro quests response within 90 days. 

Z I EMANN, D. L. Operating Reactors Branch 2 (Pre 79tO30). 79/09/25. 

3pp. 


7910220413 Forwards guidelines for valve operability re containment 
purging t, venting during normal operation. Requests 
c omml tment to implement valve qualification program within 
30 days 

£ 1SENHUT, D. G. Division of Operating Reactors. 79/09/27. 3pp. 


7910180302 "Liquefaction Potential, ri 
■* Dames & Moore, 79/09/28. 150pp. 


7910il0420 Ac k receipt of NRC 790917 ltr re potential unrevlewed safety 
question on interaction between none afety- grade sys & 
safety-grade sys. Review has not identified any conditions 
which would affoct sofa operations. 

TAYLOR, J. W. Dairyland Power Cooperative. 79/10/04. 2pp. 


7910250308 Notification of 791017 meeting u/util to discuss results 
of soil property investigation program For LACBHR performed 
under SEP Topic 1 1-4 i< progress being made on seismic 
structural evaluations under SEP Topic III-6, 

UETM0RE,J. S. Operating Reactors Branch 2 (Pro 791030). 79/10/09. 

Ip 


7910250390 Forwards FR notice of 791026 meeting of ACS1S subcommittee on 
fac ility. 

# Operating Reactors Branch 2 (Pre 791030), 79/10/11. 2pp. 


— 7910250402 FR notice of ACRS su b c orate i ttee on facility 791026 meeting 
in Hashing ton. DC ta discuss proposed spent fuel pool mods. 

HOYLE, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
79/10/05. 2pp. 


7910230339 Discusses review of 790810 rept. "Liquefaction Potential at 
La Bros s e BUR Bite Near Genoa. Vernon County , WI. " Site is not 
safe against 1 i quef tea fc ion, using approach presented by Dames 
6 Moore. 

BROWN, F. R. ' Army, Dept, of, Corps of Engineers. 79/10/19, 2pp 


0. Inspection reports, IE Bulletins 8, correspondence 


7910090527 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwocto 
for Transport £, Burial." Action required. 

KEFPLER , J. 0. Region 3. Chicago, Office of tho Director. 79/08/10. 

Ip. 


7910030074 Aci< receipt of 790725 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-409/79-13. 

DAVIS, A. B Region 3, Chicago, Fuel Facility I. Materials (Safety 

Branch. 79/03/13. Ip. 


— 79100500BQ Responds to NRC 790629 ItT re violations noted in IE Insp 
Rept 50-409/79-1 3. Corrective actions: existing writton rnatl 
packing procedures are being revised to meet requir oments. 
Checklist will be provided in future. 

LINGER, F. Dairyland Power Cooperative. 79/07/25. 2pp. 


7910090177 Forwards IE Bulletin 79-2], "Temp Effects on Level 
Measurements. 11 Action required. 

KEPPLER , J, G. Region 3, Chicago, Office of the Director. 79/0D/I3. 
ip. 


7910050407 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals. 1 ' No action required. 

HEPPLER, <J G. Region 3, Chicago, Office o-F the Director. 79/00/14. 
Ip- 


7910030470 Forwards IE Circular 79-17. "Contact Problem in SB-12 
Switches an QE Metalclad Circuit Breakers." No action 
required. 

KEPPLER.J. 0. Region 3 1 Chicago. Office of the Director. 79/08/14. 

lp. 


79 1 0040003 Forwards IE Insp Rept 30-409/79-17 on 790725-27 « notice of 
violation. 

HEIBHMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Orench. 79/OB/27. 2pp. 


•79100400B4 Notice of violation Prom insp on 790725-27. 

* Ruglon 3. Chicago, Office of tho Director. 79/08/23. ip. 


•7910040GB7 IE Insp Rept 50-409/79-17 an 790723-27. Non comp 1 1 anc e noted: 
failure to meet operations Tsvlew committee requirements Sc 
use of unapproved startup graph. 

RIDGWAY, K. R. . 80YD, D. C. Region 3, Chicago, Office of tho 
Director. 79/03/23. 7pp, 
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«-U anal,.., ror 

a* built safety related piping oyj, Request For full-term 
1 lceni e was pending as 0 f 741009. No site-specific seismic 
design basis for facility exists. 

LINDER, F. Dairyland Power Cooperative. 79/09/05. 2pp. 

7, i2S2??fJ::? D v2v t# a 1 ?J ull *“ n 7e> ~ u - uvitai ATea control.-' 

Datailj withheld (ref 1 0CFR2. 790 ) . 

LINDER. F. Dairyland Power Cooperative. 79/09/06. 2pp. 

79 p2??c 2 9 - IE a*V f " N ?i ic f 7<?-20, Revision 1. "NRC Enforcement 

Policg NRC Licensed Individuals.” Notice reissued to 
correct word omission fc punctuation error which changed 
of . statement. Changed statement underlined in text. 

KEPPLER., J. 0. Region 3, Chicago, Office of the Director. 79/09/07 


7910240071 Responds to TE Bulletin 79-14, "Seismic Analysis for 
As-Built Safety-Related Piping Sys. <• All piping 2.50 inches 
Si larger inspected. No disc rep an ies noted. 

LINDER, F. Dairyland Pouer Cooperative. 79/10/04. 2pp. 

7910260263 Responds to IE Bulletin 79-14, "Seismic Analyoi# for 
As-nuilt Safety-Related Piping Sys. " Insp of steam piping in 
reactor vessel cavity U alternate care spray piping in 
reactor vessel head cavity indicate no deviations, 

LINDER, F. Dairyland Power Cooperative. 79/10/12. 2pp. 


7910310390 Forwards Revision 2 to IE Bulletin 79-13 
Feedwater Sys Piping, " No action required. 

KEPPLER, J. Q. Region 3. Chicago, Office of the Director 
IP- 


"Cracking in 

79/10/19. 


7910030255 Forwards IE Circular 79-19, "Loose Locking Devices on 
umTSm , 5 and Pumfl Im PeHers. " Nd action required, 

KEPPLER. 0.0. Region 3, Chicago, Office of the Director. 79/09/13. 

7<? s?m??fr 3 ta D e^r <}, / e9,, ?^ B t0 IE BulUtin 79-i3-Te.o deep draft pumps, 
similar to those described in bulletin, are used in safety- 
related sys. Status of pumps re operational problems, ma int & 
other related matters i* described in end. 

LTNDER, F. Dairyland Power Cooperative. 79/09/16. 4 pp. 

79 S?s Q " 0 wLdn^ ri! * I f 0 nS f ° 79 “ 22 ' "a^llfication of Control 

frUnufm UBB 790030 ltr * He 3vc Electric 6 Oas 

CO 790910 ltr re potential unrevleued safety question Action 
required within 20 days. H/o end. ’ action 

DENTON, H R. Office of Nuplear Reactor Regulation. 79/09/17. 48pp. 

79 ^rvdf{ance“?ed,no C 790626 ‘‘V muUi < lle -^ip«t"t failure, fc 
rv*iijance testing error s « wh ich was incorrectly 

50 ? 9ni^o <> ?m A i 8 !, f0rWard,i IE In9p Repts 30-295/79-13 fc 
2. Ac fc i on required. 

E1SENHUT. D. 0 . Division of Operating Reactors. 79/09/21. 49pp. 

79 cor^ct 4 d C Ll! C#ipt 790914 »**■ informing MRC of steps tat 
i ati0,1a noted in IE Insp Rnpt 50-4 09/79-17. 


HEISHNANr R. F 
Support Dranch 


tS/™ 011 Chicago, Reactor Operations Nuclear 
/9/09/24. ip. 


“ 79 Red 0 30 7 4O9/79"?7 r° N,lC J 9t>8a7 *• noted in IE Insp 

Rept 30 409/79-17. Corrective ac t Ions: subcomml t tees 

suspended for meetings convened to discuss topics set forth 
in T*>ch Specs, 

LINDER, F. W. Dairyland Power Cooperative. 79/09/14, 2pp. 

7910110121 Forwards IE Circular 79-20, "Failure of GTE Sylvonio Relay, 
Tni? PM 7305, Cata 1 og 5U12-11-AC w/120 Vo 1 1 ac ^ B 

Loll. No action required. 

KEPPLER, J.o. Region 3, Chicago, Office of the Director, 79/09/24, 

lp. ER,J ' 9 ' Region 3, Chicago, Office of the Director. 79/09/26. 

7910230242 Responds to IE Bulletin 79-18, "Audibility Problem 

:? 4 r:?r Uon r p ° rB ° nnBi h? cm 

all plant ireas ClMrlg flUd ‘ blB 1,,ajdB * 

LINDER, F. Dairyland Power Cooperative. 79/09/26. 2pp. 

79 S?ed. FOrU8 ’“ ,S 1£ ,nf ° M0UCB 79 " 24 ' " F ’'“™" U«".' No action 
KEPPLER, J. O. Region 3, Chicago, Office of the Director. 79/09/27, 

'910230245 Responds tD IE Bulletin 79 -m iid . l ■ 

esUMi^ed 9 to* U ^ Transp0rt 81 *»**•'• " ^dli^rojrar 

L H F h rn S 7s t ”"’ P, i lnCE w/regulatory requirements 
UNDER, F. Dairyland Power Cooperative, 79/09/27. 5 pp. 

910170240 Forwards IE Info Notice 79-01 m, ^ , 

KBWLE^i 3 * 4 ' " N ° required: ft ° aCt ° r TripS flt Turk °'J 
KEPPLER, J. O.. Regions, Chicago, Office of the Director. 79/10/01. 

9IOIB061B Forwards IE Info Notice 79 -oa un 

XTitnT.Zill*™* Pl#nt AFt6r Hal " et ’ a * *■ ^ 

KEPPLER, J.O. Region 3, Chicago, Offic, of the Director. 79/10/01. 


R. Periodic operating reports & related correspondence 

7910100363 Forwards semiannual radioactive effluent rept fc environ 
monitoring r ep t, Jan-June 1979. 

LINDER, F, Dairyland power Cooperative. 79/09/28. lp. 

—7910100368 Radioactive effluent rept & environ monitoring root for 
Ja n-Ji# n i? 1979, 

* Dairyland Power Cooperative, 79/06/30. 33pp. 

7910120214 Forwards monthly operating rept for Bopfc 1979. 

UNDER, F. Dairyland Power Cooperative. 79/10/05. lp] 

7910120210 Monthly operating rept for Sept 1979. 

GOODMAN, L. 3. Dairyland Power Cooperative. 79/ 10/04. 7 p p . 

79 |‘?MnF» 7 r Fo ^ rd ? greeted monthly operating rept for Aug 1979. 
LINUtfl, F, -Dairyland Power Cooperati vs?. 79/10/18. lp, 

""^mn 011177 Corrected monthly operating ropt for Aug 1979 . 

GOODMAN, L. S, Dairyland Power Cooperative. 79/09/05. 7pp. 

Fn rf r(l n corr r t « d nporating rept for Bept 1979. 

LINDER, F. Duke Power Co. 79/10/10. lp. 

79 nnnnMAM 4 , C ^ r roctod monthly operating rept for Sept 1979. 

ODODHANf L, B. Duke Power Co. 79/10/04-. 7pp, 

-„. 0 ! P !! rtOb l B occurrences, LERs fc rolatod correspondence 

79100204 IB RQ 79-16; on 790907. d ur ing roeactor star tup, bypass keys fur 
reactor coolant flow rate low scram not switched to normal 
Misposition of bypass keys noted on 790909 fc returned to 
normal. Caused by personnel oversight. 

L INDER. F. Dairy land Power Co operative. 79/09/10, 2 pp. 

™ C under -« ta "din fl of planned licensee corrective 
fi L , i il Vr B n adn ' lnlBt ' , 'itivo controls Identified In 
RQ 79-16 that allowed low flow scram protection circuit to 
durln » *t a htup fc low power operation. 

2pp LEfi,J ’°' Ro « lon 3l Chicago- Office of tho Director. 79/09/17. 

7910050330 Forwards LER 79-01 6/01T-0. 

LINDER, F. Dairyland Power Cooperative. 79/09/27. 4pp. 

—7910050334 LER 79-01 6/0 1 T-Or on 790907, dur ing low recirculation Plow 
scram, bypass key switches were not turned to normal postiion “ 
as required by Tod, Bpocs. Caused by personnel error. Addl 
training administered. 

GOODMAN, L. B. Dairyland Power Cooperative. 79/09/27. lp. 

7910090424 Forwards LER 79-01 S/03L-0. 

LINDER, F. Dairyland Power Cooperative. 79/09/2B. 2pp. 

~“ 79 noe?a2 33 ^ 79 “°‘ 9/03L: «" 790822, dur 1 n fl normal op era t i on, au x i 1 lary 
operator commenced pumping retention tank ID to river, rather V 

than sampling 4,300 gallon waste tank. Pumping stopped fc tank 
nnn£i Sd ' rj * d lologlcal re lease limits exceeded. 

GOODMAN, L. 8, Dairyland Pouor Coop era tlve. 79/09 /2B. lp. 

™i!” r,:nB *«n«ript. °h nan-antitrust matters 

79 nECHmFFcn r ? , ’* ,: li Pt , 0 L 7910C>:3 I" Ua Crosse, Wl. Pp 237-433 

106p ™ EFERl c - Atomic Safety and Licensing Board Panel. 79/10/03. 
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7910160406 Transcript of 791004 hearing in La Crosse, WI. Pp 444-626, 
BECHHQHFER, C. Atomic Safety and Licensing Board Panel. 

SHERWOOD, J. P. , LEIFER.J.P. Dairyland Power Cooperative. 79/10704. 

102pp. 


7910160528 Transcript of 791003 hearing in La Cr os ae, WI. Pp 627-759. 
BECHHOEFER. C. Atomic Safety and Licensing Board Panel, 79/10/05. 
132pp. 


7910170497 Transcript of 791006 hearing in La Crosse, WI. Pp 760-1,003. 
BECHHOEFER. C, , ANDERBON, Q. , DECKER. R. Atomic Safety and Licensing 
Board Panel, 79/10/06. 246pp. 


DOCKET 90-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 
A, App lies tl on/cons true t ion stage documents & correspondence 


7910020479 Disagrees w/requ i remen t in ANSI N45. 2. 5, Revl s i on 1 re GA 
requirements for testing steel 6 concrete during const. 

Discusses intention to use 1-thread criterion for insp of 
plant high strength bolting in Category I structures. 

BARTLETT, J. Niagara Mohawk Power Corp. 79/09/26. ip. 


7910310162 Forwards summary of 790907 meeting w/utii & G&W in King of 
Prussia, PA, re nondestructive examination of fluerf head 
penetration welds. 

CARLSON, R. T. Region 1, Philadelphia, Reactor Construction & 

Engineering Support Branch. 79/09/27. 2pp. 


•7910310166 Summary of 790907 meeting w/S&W U util in King of Prussia. PA 
re nondestructive examination of flued head penetration 
welds. 

* Region 1, Philadelphia. Reactor Construction {< Engineering 
Support Branch. 79/10/26. 2pp. 


7910170071 Forwards request for addl info re util rept, "Qeologic 
Investigation. " 

RUBEN5TEIN, L. Light Water Reactors Branch 4. 79/lO/Oi. 14pp. 


7910220550 Notification of 791010 meeting w/util ro forthcoming visit 
to site to investigate recently discovered fault in vicinity 
of safety-related structures. 

LYNCH, M. D. Operating Reactors Branch 4 <Pre 7910301. 79/10/03. 

2pp. 


7910230112 Discusses review of closure program for Mark II pool dynamic 
loads. Requests definition of pool dynamic programs & 
description of pool dynamic load tasks, by 791115. 

VAROA, S. A. Assistant Director for Light Water Reactors. 79/10/09. 
4pp. 


7910300184 Submits schedule for providing geologic info. 
RHODE, 0. K. Niagara Mohawk Power Corp 79/10/25. Ip. 


7910300187 Lists safety Class I check valves for which util will invoke 
ASME Cede Case N-1B1. Listed check valves made from castings 
refined by argon oxygen decarburi xat 1 on process contrary to 
ABME requirements. 

RHODE, 0. K. Niagara Mohawk Power Corp 79/10/29. Ip. 


0. Inspection reports, IE Bulletins 8< correspondence 


7910180154 Forwards IE Insp Rept 50-410/79-03 on 790710-12. No 
noncomp 1 lance noted. 

CARLSON. R. T. Region 1, Philadelphia. Reactor Construction 

Engineering Support Branch. 79/08/23. 2pp. 


— 7910180160 IE Insp Rept 90-410/79-03 on 790710-12, No none omp 1 lance 
noted. Major areas insppcted:OC programs for fabrication !< 
erection of containment 1 iner, insta 1 la t ion of piping & 
installation of structural steel. 

NARROW, L. , CERNE, A, C. Region 1, Philadelphia, Office of the 
Director. MCGAUQHV, R. W. Region 1, Philadelphia, Reactor 

Construction !< Engineering Support Branch. 79/00/22. 6pp. 


7910020099 Forwards IE Info Notice 79-20, Revl s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission fc punctuation error which changed 
intent of statement. Changed statement underlined In text. 

DRIER, B. H, Region 1, Philadelphia. Office of the Director. 
79/09/07. Ip. 


7910220161 Responds to IE Bulletin 79-19, "Deep Draft Pump 
Deficiencies.' 1 Identifies deep draft pumps used at 
f aci 1 1 ty. Add 1 Info available at site. 

BARTLETT, J. Niagara Mohawk Power Corp. 79/09/11. 3pp. 


7910020333 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingar sol 1-Rand Pump Impellers." No action required. 

DRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/09/13. Ip. 


7910090592 Forwards IE Circular 79-20, "Failure of QTE Sylvan la Relay, 
Typo PM Bulletin 7309 Catalog SU12-U-AC w/120 Volt ac 
Coll. " No action required, 

GRIER, B, H. Region 1, Philadelphia, Office of the Director. 
79/09/24. Ip. 


7910040131 Forwards IE Info Notice 79-23, ’’Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

GRIERiD.H. Region 1 , Ph 1 lade 1 ph ia. Office of the Director. 
79/09/26. ip. 


7910180153 Forwards IE Bulletin 79-24, "Frocen Linos. 11 No action 
required. 

GRIER. B. H. Region 1, Philadelphia, Office of the Director. 
79/09/27. lp. 


7910160537 Forwards IE Info Notice 79-23. "Reactor Trips at Turkey 
Point Units 3 £. 4. " No action required. 

GRIER.D.H, Reg ion i, Philadelphia, Office of tho Director. 
79/10/01. lp. 


7910170617 Forwards IE Info Notice 79-24, "Ova rpr e s sut 1 1 a t i dti of 
Containment of PWR Plant After Main Steam Line Break. " No 
ac tl an requi red. 

GRIER.D.H. Region 1. Philadelphia, Office of tho Director. 
79/10/01, lp. 


8. Reportable occurrences, LEfts 6 related correspondence 


7910170007 Ac k receipt of 790906 final rept re inadequate 
nondestructive examination on containment li nor welds. 

CARLSON, R. T. Region 1, Philadelphia. Reactor Construction & 

Engineering Support Branch. 79/09/13. lp. 


— 7910170000 Forwards filial deficiency rept re inadequate 
nondestructive examination on c onto inmen t 1 iner welds. 
BARTLETT, J. Niagara Mohawk Power Corp, 79/09/06, lp 


■79101 70009 Interim deficiency rept re in ad equate nondea true 1 1 ve 
examination on Containment liner we Ids. U1 trasonl c testing 
methods wore inadequate !< proper Implementation of testing 
techniques was questioned. Do ficl ancles are being cot roc tod, 

* Niagara Mohawk Power Corp. 79/09/06. 5pp. 


7910170027 Ack receipt of 790911 final ropt re post-appllad water 
stop s. 

CARLSON, R. T. Region l, Philadelphia, Reactor Construction !< 

Engineering Support Branch. 79/09/21. Ip 


—7910170030 Final deficiency rept re safety-related post-applied water 
stops, Issue first brought to attention of NRC on 770802 
Sub sequent test evaluation demonstrated no msosurab 1 e 
leakage. 

BARTLETT, J. Niagara Mohawk Power Carp. 79/09/11. lp. 


7910310495 Ack receipt of 790918 Itr ro biological shield wall linear 
lnd 1 cat ions. 

CARLSON, R.T. Region 1, Philadelphia, Office of tha Director. 
79/10/02. lp. 


•7910310507 Notifies of actions taken to test J. repair biological shiei 
wall originally classified as deficiancy an 790330. Base ring 
to outer weld 100X u 1 tr ason l c a 1 1 y re tasted. Final rapt will 
be forwarded by 800115. 

RHODE, 0. K. Niagara Mohawk Pouior Corp. 79/09/18. lp, 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


Q. Inspection reports, IE Bulletins U correspondence 


7910010103 Ack receipt of 790703 Itr informing NRC of steps taken'to 
correct violations noted in IE Insp Ropt 50-412/79-02. 

BMITH, 0. H, Region 1, Philadelphia, Fuel Facility *< Materials 

Safety Branch. 79/0B/2B. lp. 


■7910010103 Responds to NRC 790611 itr re violations noted In IE Insp 
Rept 50-412/79-02. Correct ive ac t i Qn s : res t or 1 nfl hay bale 
di kee, treating wAsto water, special care re spills & unusual 
dl scharges. ^ 

WDDLEVER, E. J. Duqudsne Light Co. 79/07/03. 2pp. 
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ie »«na-aioi 

7910010812 Notice of violation from Insp on 790230-0301 

* p , Region 1, Philadelphia, Office of the Director. '79/06/06. 

■"SKSS.JU-a ;; 


noted: fai lore to control 
disposal area, 

JACKSON, T. J. , BORES, ft. J 
Director. BT0HR, J. p 
Materials Safety Branch 


Pfluents from ueate concrete 

Region J, Philadelphia, Office of the 
Region 1, Philadelphia, FubI Facility t< 
79/06/06, 6pp. 


79 lngersoU-^nd r p a l* f T 9 ' J9 ' " Looae *•«■<»"» Devices on 

ORIEft n £ Rand I> Pul "P Impellers.' 1 No action required. 

79 / 09^3 ip . egiDrl *’ Phila<!,,lpMa ' Qffiee « p the Director. 

Coil, Wo action required, 

79 ^> 3 i H ' lp , fte * 10 " >* p Ml«d«.phia, Office of the Director. 

7 ? Lu 6 e° 2 u ^!m 5 « , N„ , a nF ? 1 N “ UCe 77 ~ 33 ‘ " Enic ^ Hnt « Generator 

t-uo« liii loolerti, No action required, 

79 / 09 / 2 f, R Ip Refll0r> J ’ Philadelphia. Office of the Director. 

79 rSed. P °™ ardS ,E Dulletl " "Froien Lines." No action 

79 / 09 /S 7 R ip "° Sl0n »* ^iladolphio, Office of the Director. 

79 point S UnitsTI ll 4 J E M rnf “ Notice 79 - 25 , "Reactor Trips at Turkey 
noiSn Un ‘ t * 3 4 0° action required. 

79 /iO/ 0 i ip r ' e9iDn *' Phlladel P'«i‘>' O^ice of the Director. 

7910170996 Forwards IE Info Notice 79 - 21 , "Overpressuri 2 atlon of 
Containment of PWR Plant After Main Steam Line Break » No 
action required. 

79 / K)/ 01 H , p RB9ion 11 Philadelphia, Office of the Director. 

LERs U related correspondence 

7 *n?? 2 ? 662 ,,?^ of 770810 Itr re stop work directive for 

CARLSOn'r*! 1 ™*^' W j ! ' ,,evtBUJ matter during nest insp. 

79 / 00/27 Ip. 9 Philadelphia, Office df the Director. 

“ 7 ,? il? 2 n^ 65 L.r?r ar ^ flnal TBpt st °f "°rk order issued to 
WOOLEVER W F n | am *n fcB Co 0,1 790329 b removed on 790 B 0 B, 

WOOLE/ER, E, J. Duquesne Light Co. 7?/0a/10. ip. 

" 79 u??? 067 ? 4 . |ri Jl al rapt rB l « 1 sua P‘=® of stop work order to Hinnham- 
Wi 1 lame tts Co due to inability to mfg pumps per spec i» 
dferational requirements. Corrections directed at welder 6 ® 

^eltf procedure qualification & mat! documentation 
* Ouquesnu Light Co. 79 / 03 / 00 . 2 pp. 

qualifications. Work ceased upon Issuance of rept by 
inspectors. y 

PATTERSON, W.R. Power Piping Co. iHarlan Electric Co. ). 79 / 09 / 19 . 

710120209 Forwards Final Deficiency Rapt 79-02 re safety-related 
piping Supplied by Power Piping Co. U related 

WDDLEVER, E. J. Duquesne Light Co. 79 / 10 / 09 . 2 pp. 

’^ueellid ? oP1 ' lBn,: « * D f>* 79 “ 02 T» safety-related piping 

meet’ASME Dol ei"? E°“ 8r C< > ^lUng qualifications did not 
meet ASMS Boiler 6 Pressure Code specs Welders mill h„ 
qualified !< welds uii 1 be ground out 
a Duquesne Light Co. 79 / 10 / 09 . 2 pp. 

WOOLEVER, E. J. Duquesne Light Co. 79 / 10 / 09 . 2 pp. 


— 791015029B Final deficiency rept re welder qualification of safety- 
re 1 a ted p i p 1 ng . Vendor had not mot requirements of AEME Code 
for welder p er f ormanc e. A1 1 welders to be qualified 6 welds 
found unacceptable to be reworkad. 

* Duquesne Light Co. 79/10/09, 2pp, 

7910260101 Forwards ravised Significant Deficiency Rept 78-03 on 

unn| C c l 1£o C £ ,1 V ,i " mBrit llnBr overla 7 P ad fillet weld crack. 

WDDLEVER, E. J. Duquesne Light Co 79/10/19. Ip. 

—7910260190 Revised Deficiency Rept 7B-03 on reactor containment liner 
overlay pad fillet wold crack. Found 1-ft crack along toe of 
bottom horiiontal fillet weld. Cracked area of liner plate 
removed. Will be replaced using approved procedures 
« Stone 6 Webster Engineering Corp. 79/10/19. 30pp. 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 
1 on ^ c onstfueti an stage documents b correspondence 

Author ires 790000 request for use of AfiME Code Case N-242 
for steam generator power operated relief valves 
RUDENSTE1N, L. S. Light Water Reactors Bronchi. 


79/09/21. 2pp. 


?l-™! P !‘ :t i Dn rcfl0, ’ t5 ' IE Bulletins 6 correspondence 


79 on t> 790Al/^ receipt of JE Insp Rept, 30-4 i 3/79-10 b 50-414/79-10 
on 7906 12- 1 4. No proprietary info. 

DAIL.L.C, Duke Power Co. 79/07/12. Ip. 

IE , In, P 90-413/79-10 i, 50-414/79-10 on 

7v0612-J4.No noncofipl lance noted. 

MURPHY, c . E. Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch. 79/07/12. 2 pp. 

7910010386 JE Insp Rents 90-413/79-10 b 30-414/79-10 on 7906 1 2-1 4. No 
noncompliancB noted. Major areas inspected : containment 
structural concrote procedures b records, weld Ing records, 
MTFAR^Mn^r 'o 1 ' 840 !] U contri11 of none onforin i ng itoms. 

BRYANT jr „ R ? 9i °" Atlanta, Office of the Director. 

BRYANT, J . C, Region 2, Atlanta, Reactor Construction b 

Eng mooring Support Branch. 79/07/03. 4 pp, 

S^; c n '.„ ch Con “ ruc, ‘"" » 

—7910010174 IE Insp Ropts 50-413/79-16 b 50-414/79-16 on 790008-10 No 
Tioncompl lance noted, Major areas in spected : housekeep ing, 

cabinets * , ,T aln J 0f 5a f o ty-rolated termination 

cab l nets & 4J6D-voJt motors. 

CQNLON, T. E. Region 3, Atlanta, Reactor Construction b 

ri"» 8 “r rt Branch. WALTERS, D. K Region 2, Atlanta, 
Office of the Director. 79/0B/22. 4pp. 

0t ,G ,nSP n ° Ptffi S °- 4,3/7,? -‘ & ‘ 90-414/79-16. 
DAIL.L.C. Duke Power Co. 79/09/04. ip, 

7910030337 Responds to IE Dullotin 79-13, "Duep Draft Pump 
Deficiencies, 1 Two Blngham-Wi 1 lame tto Modal 30 by 44C-VTM 
ottl d ° ef> dra#t RUmpB utlli, « d Id safoty-relatod 

PARKER un nS nV a o h foc ‘ 1 U 1 ■ Pum P » yet operational. 

F^RKhRrW, □, Duko Pnujer Co. 7 9/07/07. 3pp, 

79/«9/lo! J 2 pp nBalor, s ’ Atlanta, Office of the Director. 

7910020377 Forward* IE Circular 79-19, "Loose Lockino Devices on 
SKJ.Vi'rS" - PU S P I,,, P 0,lo^, •" No action required. 

79/09/11^3' ^ S ‘° n C ’ Mianta - Office of the Director. 

79/09/17‘ J ' I p 1,09 l0n 2 * Atlanta, Office of the Director. 

7910050046 Responds to 790806 b 0907 Urs b 790919 telcon re 790711 

50-414/79 I2°m ati ? n *” , r IE Insp RoptB 30-413/79-12 b 
KuJhy c p P j U response eepocted by 791101. 

Branch. ^/SS/si. Ch {" 9 °' R8aCt ° r C ° nStrUeUon 11 E B«*-erIn 9 
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■7910050055 Forwards response to 790B15 ltr re request for supp 1 to 
790806 submittal regarding IE Inap Repts 50-413/79-1 2 !< 
30-414/79-12. 01 scusses each generic example re QA Procedure 
P-1. 

PARKER, W. O. Duke Power Co. 79/09/10. 2pp, 


7910040167 Forwards IE Info Notice 79-23, "Emer g enc y Diesel Generator 
Cube Oil Coolers. 11 No action required. 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/09/26A 2pp 


7910180100 Ack receipt of IE Insp Repts 50-413/79-15 J< 50-414/79-13. 
No proprietary Info 

PARKER, 14. 0. Duke Power Co. 79/09/27. Ip. 


"7910180104 Forwards IE Insp Repts 30-413/79-15 £. 50-414/79-15 on 
790821—24.NO noncompllance noted. 

MURPHY. C, E. Region 2, Atlanta, Reactor Construction te 

Engineering Support Branch. 79/09/04. 2pp, 


—7910180110 IE Insp Repts 50-413/79-15 & 50-414/79-15 on 790B21-24. No 
noncomp llanca noted. Major areas inspected; containment 
structural concrete rep airs, nonconforming i terns for 10CKH21 
& SO. 59<el,IE bulletins t< schedule revisions. 

BRYANT, J. C. Region 2, Atlanta, Reactor Construction it 

Engineering Support Branch. 79/09/04. 4pp. 


7910190253 Forwards IE Bulletin 79-24, "Froier Lines. “ No action 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910180116 Ack receipt of IE Insp Repts 50-413/79-17 t< 30-414/79-17. No 
proprietary info. 

PARKER, W. 0. Duke Power Co. 79/09/2B. 2p. 


— 79101B0120 Forwards IE Insp Repts 50-413/79-17 4< 50-414/79-17 on 
790021-24 fc notice of violation. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction 4, 

Engineering Support Branch. 79/09/06. 2pp. 


--79101B0126 Notice of violation from insp on 790B21-24. 

* Region 2, Atlanta, Reactor Construction 4, Engineering Support 
Branch. 79/09/06. Ip. 


— 79 101BQ129 IE Insp Repts 50-413/79-17 & 50-414/79-17 on 790B21-24. 
Noncompllance not ed; fai lure to Follow eatl handling 
procedure. 

HERDT, A. R. Region 2, Atlanta, Reactor Construction !< 

Engineering Support Branch. KLEIN80RGE. U. P. Region 2, Atlanta, 
Office of the Director. 79/09/06. 6pp. 


7910170210 Forwards IE Info (4otlce 79-25, "Reactor Trips at Turkey 
Point Units 3 & 4. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of tha Direc tor 
79/10/01. 2pp. 


DOCKET 30-414 CATAWBA NUCLEAR STATION. UNIT 2 


A. Application./ construct ion stage documon t s *< correspondence 


7910020783 Author ! ibs 79O0OB request for use of ASHE Code Case N-242 
for steam generator power opera ted relief valves. 

RUBENSTEIN, L. B. Light Water Reactors Branch 4. 79/09/21. 2pp. 


0, Inspection reports, IE Bulletins 4, correspondence 


7910010374 Ack roceipt of IE Insp Repts 50-413/79-10 4, 30-414/79-10 
on 790612-14. No proprietary info-. 

DA I L i L . C . Duke Power Co. 79/07/12. Ip. 


— 7910010379 Forwards IE Insp Repts 30-413/79-10 6 00-414/79-10 on 
790612-14. No noncompllance noted. 

MURPHY, C. E. Retjlon 2, Atlanta, Reactor Construction 4, 

Engineering Support Branch. 77/07/12. 2pp. 


— 7910010366 IE Insp Repts 50-413/79-10 S, 30-414/79-10 on 790612-14. No 
noncomp 1 iance no ted. Major areas Insp ec ted : con tat nine nt 
structural concrete procedures St ricsrds, utlil lag records, 
welder qualificaton k control af nonconforming Items, 

MCFARLAND, C . R. Region 2, Atlanta, Office of the Director. 

BRYANT, -J. C. Region 2. Atlanta, Reactor Construction 4c 

Engineering Support Branch. 77/07/03. 4pp. 


7910010168 Forwards IE Insp Repts 50-413/79-16 tt 50-414/79-16 on 
790808-10, No n oncomp 1 i one e noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction it Engineering 

Support Branch. 79/08/23. 2pp. 


— 7910010174 IE Insp Repts 30-413/79-16 4< 50-414/79-1* on 790000-10. No 
noncomp lianco noted. Major areas Insp ec ted: housekeeping, 
in-place storage t, maint of safety-related termination 
cabinets St 4160-volt meters, 

CONLOM, T . E, Region 2, Atlanta, Reactor Construction It 

Engineering Support Branch, WALTERS, D. K. Region 2, Atlanta, 
Office of the Director. 79/08/22, 4pp. 

7910030337 Responds tp IE Bulletin 79—13, “Deep Draft Pump 
Deficiencies. " Two B 1 ngham-Wi 1 lame tte Modal 30 by 44C-VTM 
vertical turbine deep draft pumps util lied In safety-related 
applications in each Pat 1 1 1 tg , Pump s not yet operational, 

PARKER, U. 0, Duka .Power Co. 79/09/07. 3pp. 


7910010002 Forwards IE CItcuIot 79-18, "Proper Installation Of Target 
Rock Safety -Re 1 1 of Valves." No action required, 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/10. 2pp. 


7910020577 Forwards IE Circular 79-19, "Looso Locking Devices on 
Ingorso 1 1-Rand Pump Impellers.'’ No action required. 

O ‘REILLY, J. P, .Region 2, Atlanta, Office of the Director. 
79/07/13. Ip. 


7910170731 Forwards IE Info- Notice 79—24, "Overpres sur i i a t i on of 
Containment of PUR Plant After Main Steam Lino Break." No 
action required. 

0 REILLY, J. P . Region 2, Atlanta, Office of the Director. 

79/10/01. 2pp. 


7910230264 Responds to IE Bulletin 79-12, "Short Period Scrams at BUR 
Facilities." Info will be available by 791 130. 

PARKER. W. 0. Duke Power Co. 79/10/01, Ip. 


7910110242 Forwards IE Info Notice 79-22, "Qualification op Control 
Sys, ’’ No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/17. 1 p. 


7910030046 Responds to 790806 8, 0907 1 trs U 790919 tel con rg 790711 
notice of violation por IE Insp Repts 30-413/79-12 4, 

50-414/79-12. Supplemental response expected by 791IOI, 

MURPHY, C.E. Region 3, Chicago, Reactor Construction tc Engineering 

Support Branch. 79/07/24, Ip. 


79I02S0493 Ack receipt of 791001 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/79-12 
1, 30-414/79-12. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction 4, Engineerinn 

Bupport Branch, 79/10/16, Ip. 


-7910050035 Forwards response to 790B19 ltr re request for suppl to 
790006 submittal regarding IE Insp Repts 30-413/79-12 4, 
30-414/79-12. Discusses each generic example re OA Procedure 
P-1. 

PARKER, W. O, Duka Power Co. 79/09/10. 2pp 


-7910250506 Responds to NRC 790924 ltr re violations noted in IE Insp 
Repts 30-413/79-12 4, 30-41 4/79-12. Correct ive actions; 
documentation package from six specs rechecked for generic 
problems. 

PARKER, W. 0. Duka Power Co. 79/10/01. 2pp. 


7910040167 Forwards IE Tnfq Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. 11 No action required. 

O’REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/26. 2pp. 


R. Periodic operating reports 4, related correspondence 


7910010306 Forwards interim monitoring study for Jul 1970-Juna 1979. 
Rept indicates no distinct changes in water quality of Lake 
Wylie. 

DEWEY, C. A. Duke Power Co. 79/09/26. Ip. 


— 7910010308 Interim monitoring study for Jul 1978-Jun# 1979 
* Duke Power Co. 79/06/30. 26 pp. 


7910100100 Ack receipt of IE Insp Repts BO-413/79-13 6 00-414/79-13 
No proprietary info. 

PARKER, W. 0. Duke Power Co. 79/09/27. Ip. 


—7910100104 Forwards IE Insp Repts 50-413/79-13 4, 30-414/79-13 on 
790021-24, No noncompllance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction U 

engineering Supporjt Branch, 79/09/04. 2pp. 1 
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-7910180110 IE Insp R a p t s 90-413/79-15 ft 50 - 414 / 79 -i 5 o. n 790821 -P4 Wo 
st?uctE!ai n c e not j d ' Ma J°r ar-Bas ln«P»cUd; [on t fll m.e),t 
l 50 S3 <* c f y B P al '- s '"‘”’^nfornlng it™* for 10CFR21 

Soum,? 5 ,IE bulletins ft schedule revisions. 

BRrnjT.j C. Region 2, Atlanta, Reactor Cons truct i nn ft 

Engineering Support Branch. 79/09/04. 4 pp. 


7910190233 
r»qu i red. 
O'REILLY. 
79/09/27. 


Forwards IE Bulletin 79-24, 
J- P. Region 2, Atlanta, 

2pp. 


"Froien Lines." No action 
Office of the Director, 


791 0180 1 BS Notification of 791023 meeting ui/utii in Bethesda.MD to 
discuss result* of 790821-23 caseload forecast panel site 
visit & plane for safety review of aifcp. 

THOMAS, C. 0. Light Water Reactors Branch 1. 79/09/27. 2pp. 


7910300193 Notification of 7901025 meeting <j/uti 
discuss results of 790821-22 caseload forecast 
visit Si plans for performing safety reviews. 
THOMAS, C. O. Light Water Reactors Branch 1, 


1 in Be the s da, MD to 
panel site 

79/09/27. Ip. 


7910180116 Ack receipt of IE 
proprietary info 
■PARKER, W. 0. Duke Power Co. 


Insp Flepta 30-413/79-17 ft 30-414/79-17. No 
79/D9/2B. 2p. 


Forwards IE Insp Ropts 50-413/79-1; 
790B21-24 ft notice of violation. 

MURPHY, C. E. Region 2. Atlanta, Reactor C 

Engineering Support Branch. 79/09/06. 2 PP . 


ft 50-414/79-17 
ona tructi on ft 


on 


-7910100126 Notice of violation from insp on 790021-24 

Branch Rl9a 79/09/ot. tl ' , !p ta " React<n ' ConB *tiic t i on & Engineoring Support 


-79101B0129 IE Insp flepts 50-413/79-17 * 50-414/79-17 on 
Noncamp 1 i one* not erf: fa i lure to follow matl handling 
procedure, 3 


HERDT,A.R. Region 2, Atlanta, Reactor 
Engineering Support Branch. KLEIN30RGE, W. 
Office of the Director. 79/09/06. 6pp, 


Const rue t ion 
P. Region 


790021-24. 

Si 

2. Atlanta, 


^Polnt^nitrnTd ! E 1"*° Notice 79-23, "Reactor Trips at Turkey 
J'aim Unit* 3 & 4. No action required, 

79/iO/Ol' J 'Spp RB9it>n 3 ' AU * ntfl ‘ Office of the Director, 

7910170731 Forwards IE Info Notice 79-24, "Ovorpres sur i la tier, ef 
Containment of PWR Plant After Main Steam Lina Break " No 
action required. 

79/iO/oI* J ' 2pp nogl ™ S ' Atlanta, Office of the Director. 


79 F?cU ?£?„!!' *?, J E ,' 3uU8ti11 7<i ~ la ' "Short Period Scrams at DWR 
Facilities. InPo will be available by 791130. 


PARHERiW.O. Duke Power Co. 79/10/01. 


7910100235 Forwards affidavit of sve re distribution of Amend 33, in 
response to NRC 780627 ltr. 

DALE, L. F. Mississippi Power & Light Co 79/10/04. 2pp. 


7910130496 Forwards NRC 790917 acceptance ltr of revised OA topical 
rapt to replace 781211 ltr. 

REAVES, T. E. Mississippi Power It Light Co, 79/10/05. Ip. 


-7910130306 Notifies of approval of MPL-T0P-1A, "Operational 
reflecting organi la t iona 1 changes 6 clarifying reportinq 
procedures. 

HAASS, W. P. Quality Assurance Branch. 79/09/17. ip. 


QA Manual, 


7910230098 Informs of mgt assignment 
Project transferred from CO Thomas 
LWR Branch 1 to LWR Branch 2. 

BAER, R. L, Light Water Reactors 


change re facility review by NRC, 
to TC Houghton & from 

Branch 2, 79/10/12. 2p p . 


7910300180 Forwards request for addl info ro FSAR. Requests 
FBAR re-flocting responses by 791130. 

BAER, R.L. Light Water Reactors Branch 2. 79/10/19. 


amend 

7pp. 


to 


K. Utility Final Safety Analysis Report <F8AR> 6 amends 


7910010179 Forwards Amend 33 to FSAR It OL ap p 1 ica t i on, eons i o t i na 
addl responses to NRC first round quost lone. Revi sod piptnq a< 
instrumentation drawings end, 

STAMPLEY, N. L. Mississippi Power ft Light Co. 79/09/28. 3pp. 


of 


— 7910010103 Amend 33 to FSAR, 

» Mississippi Power ft Light Co. 79/Q9/2B, 175pp. 


M. Antitrust correspondence 


^ceipt 791001 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-413/79-12 
& 30-414/79-12. 

Bupp ort^Oranch. ’m/IO/iI, ^ !p" Construction t. Eng ineerin, 


-7910230506 Responds to NRC 790924 ltr re violations noted in IE Ire 
Repts 50-413/79-12 & 50-414/79-12. Correc tivo actions; 
documentation package from si* specs rochecked for generic 
problems. 

PARKER, W. 0. Duke Power Co. 79/10/0-1, 2pp. 


7910220513 Forwards FR notice ro time far submission of viaws 
antitrust matters for OLs under antitrust review. 

SALTZNAN, J. Antitrust ti Indemnity Qroup, 79/iO/Ol, Ip. 


on 


■7910220324 Time for submission of views on 
under antitrust review, 

BALTZMAN, J. Antitrust & Indemnity Qruu 


antitrust matters for QLb 
p. 79/ 10/01 . 3pp. 


7910260046 Submits questions re OL antitrust re v i ew, Forward a 
inviting comments from interested portico. 

TOALBTON.A, Power Supply 6 Analyls Branch. 79/10/IB. 


FR notice 


ip. 


■ DJ1Brfl,:tn fl reports ft related correspondence 


910010306 Forwards interim monitoring study for Oul 
Rapt indicates no distinct changes In water quality 
Wylie. 

DEHEV, C. A. Duka Power Co. 79/09/26. Ip. 


1978- June 
of Lake 


1979. 


--7910260036 Notice of 60-day 
antitrust matters. 

SALTZMAN, J, Antitrust tt 


period for requests for ro-evalua t i on 
Indemnity Group. 79/10/18. 3 pp. 


of 


Q^ Inspection reports, IE Bulletins It correspondence 


7910010309 Interim monitoring study for Jtil 1970- June 1979 
e Duke Power Co. 79/06/30. 26pp. 


7910010537 Bubmits complete response to IE Bulletin 79-07, 
Stress Analysis of Safety-Related Piping. " 

DALE, L. F. Mississippi Power 6 Light Co. 79/07/13, 2 pp. 


"Soismic 


1DCKET 30-416 GRAND GULF NUCLEAR STATION, UNIT 1 

1:110,1 6tagB documents ft correspondence 


7910010243 
breakers 
DALE, L, F. 


Responds to IE Dullstln 79-11. Type DD-50 ft DD-73 circuit 
not used at inst. 

Mississippi Power 8, Light Co. 79/07/20. Ip, 


E *? flcm<i * ta 790083 Hit requesting NRC concurrence w/util 
af arc welding electrodes E7OI0 in unheated containers for 
14-h periods when Issued for use on plain carhon steel 

»?Al p fraz9 \ iv , T lM ? i:c *l ,tat,,B #9 r <tu»l i fled electrodes. 
HjULZrJ.F* Uiflht Water R*acfcors Branch 1. 79/09/07. 2pp. 


9 J£°?° 771 B ^* r « of 79O0 2‘ * 22 meeting s w/u t i 1 , Dech tel Power Coro 
of 7 5°"* t , , ‘_ < P’’* 0 P # T J 'Hon«l testing progress ft estimate 

fuel loa<j date., 

HOUGHTON, T. C. Light Hater Reactors Branch 2. 79/09/12. gpp. 


910020730 Accepts rs vised rept MPL-TdP-iA, 
submitted 790501, 

MAASB, W. F. Ouolity Assurance Branch. 


"Operational QA Manual" 
79/09/17. Ip. 


7910040473 Forwards IE Insp Repts 50-416/79-16 
790807-09. No noncompliance noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor C 
Support Branch. 79/03/23. Bpp 


ft 30-417/79-16 on 
onstruction ft Engineering 


/-V1UU4U4// ie insp Repts 50-416/79-16 « ou-qj // /y-ia on 7 
No noncomp lienee noted, Major tress insp ec tod: QA program 
implementation, QA manual review, IE followup ft containment 
dome fitup ft hnusekeop lug practices. 

Bryant' r Region 2, Atlanta, Office of the Dlroctor. 

« R *J 1 ? n 2, Atlanta, Reactor Construction ft 
Engineering Support Branch. 79/08/22. 4 pp. 
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Forwards IE Insp Repts 90-4 16/79- 1 B b 50-417/79-10 gp 
/VOS2I-24, No noncompliance noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch. 79/09/07. 2pp, 

7910230022 IE Insp Repts 90-416/79-18 & 50-417/79-1B on 790021 -24. No 
noncomp 1 iance noted. Major areas insp ected; electri cal wort b 
work acti vi ties, electri cal quality records, licensee 
identified items ?< inspector foliouup Items, 

D ’ Region 2, Atlanta, Office of the Director. 

CONLON, T. E. Region 2, Atlanta, Reactor Constroction b 

Engineering Support Branch. 79/09/06. app. 


79 i2no2n a o-, F ‘’ T ' 1Ja1 ’ d5 IE Insp He P tB 30-416/79-17 b 50-417/79-17 on 
790020-22. No none omp 1 i anc e noted. 

MURPHY, C. E. Region 2, Atlanta, Reacter Construction 

Support Branch. 79/09/07. 2 pp. 


Engineering 


•7910230031 IE Insp Repts SO-416/79-17 & 50-417/79-17 on 790020-22. No 
noncompliance noted. Major areas i nsp oc tod : c ons t progress, 
review of design b engineering effort status, procurement 
ac t i vl t i es , c ra f t work force review b warehousing. 
nou>P!i!' K Region 2, Atlanta, Office of the Director. 

BRYANT, J. C. Region 2, Atlanta, Reactor Construction 8< 

Engineering Support Branch. 79/09/07. 3 pp. 


S. Reportable occurrences, LERs b related correspondence 


7710100127 Forwards interim rapt on Rosemont 510 DU trip units drawing 
more current than p 1 nnn e d , ca us ing power supplies to be 
inadequate. Corrective action is enpected to ho completed by 
B00321. 

DALE, L. F. Mississippi Power it Light Co. 79/10/02. 2pp. 


7910190413 Forwards interim deficiency rept re Rosemount 310 trip units 
drawing more current than spe c i f it d , cau 5 i ng inadequate power 
supplies. 

DALE, L, F. Mississippi Power h Light Co. 79/10/02. ip. 


■7910190419 Interim deficiency rept ra trip units drawing more current 
than specified causing power supplies to be inadequate. 

Corrective action will he complete by 800321, 

* Mississippi Power b Light Co. 79/10/02. ip. 


7910190501 Interim deficiency rept re possible failure of William 
Powell Co supplied valves to meet seismic r equ ir emen t s. Da t a 
still being gathered to determine natural frequencies of 
valves w/b« tended topwor ks , Fina 1 rept by 791230. 

DALElL.F. Mississippi Power b Light Co. 79/10/04. 3pp. 


7910020386 Forwards IE Circular 79-19, “Loose Locking Devices on 
Jngeruoil Rand Pump Impellers. M No action required, 

0 'REILLY, J. p. Region 2, Atlanta, Office of the Director. 
79/09/13. ip. 


7910090730 Requests extension until 791031 for response to IE Bulletin 
79-13, "Deep Draft Pump Dqf iciencles. " 

DALE, L. F. Mississippi Power b Light Co. 79/09/17. Ip 


7910170377 Forwards Interim Deficiency Rept 79-14 ra inoperable A9C0 
sol onoid va 1 vea. 

DALEpL.F. Mississippi Power b Light Co. 79/10/11. Ip. 


— 7910170302 Interim Deficiency Rept 79-14 re A8C0 solenoid valves 
becoming inoperable when opposed to radiation doses b temps 
specified in purchase requ 1 rumen ts. A1 1 corrective actions 
taken It final interim rept will be submitted by 791221. 

* Mississippi Power b Light Co. 79/10/10 2pp 


7910110261 Forwards IE Info Notice 79-22, “Oua 1 i f i c at i oo of Control 
Sys. No action required. 

2I,oo l ; l r V ' J ' P Region 2, Atlanta, Offico of tho Director. 
79/09/17, ip. 


7910290140 Forwards IE Insp Repts 30-416/79-19 b 50-417/79-19 oo 
790929-31, No noncompliance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch. 79/09/17. 2pp. 


•7910290141 IE Insp Repts 50-416/79-19 b 50-4 17/79- 19 on 790029-31. No 
noncompliance noted. Major areas inspected; preservice 
inspection program S, procedures t, observation of work. 

VAN DQORN, P. K. , HERDT, A R. Region 2, Atlanta, Office of the 
Director. 79/09/17. 4pp. 


7910040179 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers, 11 No action required. 

□ REILLY, J. P, Region 2, Atlanta, Offico of the Director 
79/09/26. 2pp. 


7910190267 Forwards IE Bulletin 79-24, "Frocen Lines." No action 
required, 

2« f !? ILL ' V ' J P ‘ Region 2, Atlanta, Office of tho Director. 
79/09/27. 2pp. 


7910170041 Ack receipt of 790921 Itr informing NRC of steps taken to 
corroct violations noted in IE Insp Repts 50-416/79-10 b 
50-417/79-10. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction b Engineerim 

Support Branch. 79/10/01. Ip. 1 


-7910170045 Responds to NRC 790713 itr re violations noted in IE Insp 
Repts 50-416/79-10 h 30-4 1 7/79-i 0. Corr ec t i ve actions; 
eccontrlc tapered reducer in suction piping to west diesel 
fire pump has been changed. 

DALE. L. F. Mississippi Power b Light Co. 79/09/21, 2pp. 


7910240536 Interim rept for Deficiency 79-14 on 790830, noted that 
MAMCO EA1B0 series Limit switches may have to.p gasket 
emitting vapor at temp above 175 F b could condense on open 
contacts causing ma 1 f unc t i on s. Ana 1 ys i * due by 791221, 

DALE, L. F. Mississippi Power b Light Co. 79/10/11. 2pp. 


7910240634 Interim deficiency rept to defective Inverters mfg by Tapai 
Electronics for equipment supplied hy GE. Inverters that 
supply power from station batteries to ECCS transmi tteT/tr ip 
unit analog sensor* failed. OE investigating. 

DALE, L, F. Mississippi Power b Light Co. 79/10/16. Ip. 


7910310320 Third interim deficiency rept re circuit separation 
discrepancies in power generation control complexes, Will 
make determination on reportab i lit-y by 000131 . 

DALE, L. F. Mississippi Power b Light Co. 79/10/22, lp. 


DOCKET 50-417 GRAND OULF NUCLEAR STATION, UNIT 2 

A. App 1 i cat ion,/ cons true tion stage documents b correspondence 


7910050011 Responds to 790023 Itr requesting NRC concurrence w/util use 
of arc welding electrodes E701B in unheated containers for 
14-h periods when issued for use on plain carbon steel 
weldments. Procedure is acceptable for qualified electrodes. 

8TGLZ, J. F. Light Water Reactors Branch 1. 79/09/07. 2pp. 


7910020771 Summary of 790021 b 22 meetings w/ut i 1 , Qecb t e 1 Power Corp b 
GE re const b pr e opera t i ona 1 testing progress b estimate 
uf fuel load data. 

HDUGHT0N, T. C. Light Hater Reactors Branch 2. 79/09/12. Spp. 


7910020730 Accepts revised rept MPL-TOP-1A. “Operational GA Manual" 
submitted 790501. 

HAA3B. W.P. Quality Assurance Branch. 79/09/17, ip, 


7910170223 Forwards IE Info Notice 79-25, "Reactor Trips at Turkeu 
Point Units 3 b 4. " No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director 
79/10/01. 2pp. 


7910180108 Notification of 791023 meeting w/util in HothoadarMO to 
discuss results of 790821—23 caseload forecast panel site 
visit b plans for safety review of site. 

THOMAS, C. □. Light Water Reactors Branch 1. 79/09/27. 2pp. 


7910170748 Forwards IE Info Notice 79-34, "Overprossuri cation of 
Containment of PWR Plant Aftor Main Steam Line Break. " No 
action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director 
79/10/01. 2pp. 


7910300193 Notification of 7901023 meeting w/utll in Betbesda,MO to 
discuss results of 790021-22 caseload forecast panel site 
visit b plans for performing safety -reviews. 

THOMAS, C. □. Light Hater Reactors Branch l. 79/09/27. ip. 

7910100235 Forwards affidavit of sve re distribution of Amend 33, in 
response to NR!C 7B0627 Itr. 

DACE, L. F, Mississippi Power b Light Co. 79/10/04. 2pp. 


7910150496 Forwards NRC 790917 acceptance Itr of revised QA topical 
rept to replace 7B1211 Itr. 

REAVES, T. E. Mississippi Power 8, Light Co. 79/10/05. jp. 
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r 9101S0506 Natl fie* 

mflvctlng orflnni rotinnal^K of KPL- TX]P~IA> "Operational OA Manual ,J 
p r oc fld K>r on . * changes It clarifying reporting 

JtAAftEi ► W, P. Ou-aI js. 

■J Assurance Branch. 79/09/17. tp. 


0330090 Informs of 
TOjrnct transferred 
HI! Branch I tu LWR 
AEH,R. L. Light 


^9t n«6lg nmorit 

Prom CO Thomas 
Branch S. 

Untor ftoactars 


change re facility review by NRC, 
to TC Houghton 8: from 

Branch 2. 79/10/12. 2pp, 


0300100 Forwards rooueafc p™, . 

EAR reflecting roaponsos k! 7 5f L"’'’ re FSAR Bequests amend to 

o.h« o.«. r ,. „ /10/ „, 7M . 


Ac! jud icii tory coi'roipondence 


s'nSn! °< «»—i« 

[), n i| nrcinm n. ^ completed i aaues. 

ray 79/09/8A, 14pp. Boston Edison Co. LEWALD, G. H. Hopes 8< 


7910230029 Forwards IE Insp Repts 30-416/79-17 & 50-417/79-17 on 
790B2O-22. No noncompliance noted. 

MURPHY, C.E. Region 2, Atlanta* Reactor Construction 8, Engineerimi 

Bopport Branch. 79/09/07 2pp. 


7910230031 IE Insp Repts 50-416/79-17 8> 50-417/79-17 on 790020-22. No 
noncompliance noted. Major areas i nspec te d : c ons t progress, 
review of design *< engineering effort s ta too , procurement 
activities, craft taork force review 8, warehousing. 

RAUSCH, J. K, Region 2, Atlanta, Office of the Director 
BRYANT, JC. Region 2, Atlanta, Reactor Construction S< 

Engineering Support Branch. 79/09/07. 3pp. 


7910020506 Forwards IE Circular 79-19, ''Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers." No action required. 

0'REILLY, J. P. Region 2, Atlanta, Office of the Director 
79/09/13. ip. 


7910090738 Requests entension until 791031 for response to IE Bulletin 
79-i9i "Deop Draft Pump Deficiencies," 

DALE, L. F. Mississippi Power J< Light Co, 79/09/17. Ip. 


*"*»«■*■ Report (FSARl fc amends 


JdI l0 reLons*r i tp £m" 5 i \ FSAF ' & 0L i « «t( on, cons 1 sting o f 

questions, Revised piping *, 

r AMPLE/. N. L Mississippi I’ouir & Light Co. 79/09/20. 3pp. 


710010103 Amend 33 to FHAFl. 

* Mississippi Cower * Light Co. 79/09/2B. 175pp. 


Antitrust correspondence) 


>220313 Forwards Ffi notice time far submission of views on 
fD1 ’ 3Lb under antitrust revUu. 

1LTZMAN, J. Antitrust «, I indemnity Qrctup. 79/10/01. Ip. 


>10220521 Time for submission of views on antitrust matters foT OLs 
under antitrust rrvl&iu, 

BALTIHAN, J. Antitrust 8, Indemnity Group. 79/10/01, 3pp. 


>260046 Submits quest funs re CL antitrust review. Forwards FR notice 
vitlng comments from Intoreoted parties. 

IAL8TDN. A, fewer Cuppli; 6, Ana I y is Branch. 79/ 10/1 B, Ip. 


7910110261 Forwards IE Info Notice 79-22, "Qualification of Control 
Syg. No action required, 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/17. Ip. 


uw-41 /// 9-19 on 


/9JU2YU14Q Forwards IE Insp Repts 30-416/79-19 
790029-31. No noncomp 1 lane e noted. 

MURPHY, C E. Region 2, Atlanta, Reactor Construction 8, Engineering 

Support Branch. 79/09/17. 2pp. 8 


7910290141 IE Insp Repts 50-416/79-19 8, 50-417/79-19 on 790029-31. No 
non c amp 1 lance noted. Major areas inspected : preservi ce 
Inspection program 8, procedures t, observation of work. 

VAN DOORN, P. K. , HER0T,A,R. Region 2, Atlanta, Office of tho 
Director, 79/09/17. 4pp. 


" Emergency Diesel Genera tor 


/vwusui/v forwards IE Info Notice 79-23, 

Lube Oil Coolers. " No action required. 

O'RE ILLY, J. P. Region 2, Atlanta, Office of the Director 
79/09/26. 2pp. 


7910190267 Forwards IE Bulletin 79-24, "Froien Lines." No action 
required. 


O'REILLV, 3, P. 
79/09/27. 2pp. 


Region 2, Atlanta) Office of the Director. 


lO.JAOOSA Notice uf 60-day period for requests for rc-evaluatinn of 
ant I true t matter n . 

8ALTZHAN. Antitrust f, Indemnity Group 79/10/18. 3pp. 

nspoctlon reports, IP Bulletins ?, correspondence 

01033/ Unlimlte complete response to IE Bulletin 79-07. "Boismic 
ru«» Ann ly g 1 a nf tlofety-RoIated Piping," 

LEit F, Mississippi Poioor Sc Lin hi Co. 79/07/13. 2pp. 


7910170041 Ack receipt of 790921 Ur informing NRC of steps 
correct violations noted in IE Insp Repts 50-416/79-10 J< 
50-417/79-10, 

MURPHY, C. E. Region 2, Atlanta. Reactor Construction t, 

Eupport Branch. 79/10/01. Ip. 


taken to 
Engineering 


-/V1U1/UU40 Responds to NRC 790713 1 tr re violations noted in IE Insp 
Repts 50-416/79-10 8, 50-4 1 7/79-10. Corn ec t i ve actions: P 

eccentric tapered reducer In suction piping to west diesel 
fire pump has boon changed. 

DALE, L. F , Mississippi Power ft Light Co. 79/07/21. 2 pp, 


DI0243 Hoipondt to IE 0 u 1 1 o t i n 79-11. Type DD-50 S, DB-75 circuit 
inkers not used at Inst, 

-Eit-.F. Mississippi Power 6, Light Co. 79/07/20. 1 p . 


110473 Forwards IE Insp Repto 30-4 16/79-16 8< 50-417/79-16 on 
JH07-09. No noncomp 1 tanco notnd 

IPHYtC.E, Region 2. Atlanta, Reactor Construction 6 Engineering 

'fort Branch. 79/OII/a:i. 2pp. 


10-010477 IE Insp flop ts 50-4 1&/79-16 4 50-417/79-16 on 790307-09. 
lo nonromp llnnc » noted, Major areas inspec ted: OA program 
mplementntloii, ftA manual review, IE followup & containmont 
lone f 1 tup & luiuook oep « ng practices. 

lAUfiCII, J. k. Region «2, Atlanta, Office of the Director. 

IRYANT, J, C, Region 2, Atlanta, Reactor Construction 4 

log Inner i ng Support Branch. 79/00/22. 4pp. 


'30010 Forwards IE Imp Repto 30-416/79-10 8, 30-417/79-10 on 
'021-21, No nomeompl lane* noted 

PHY, C.C, Reg Inn K. Atlanta. Reactor Construction !< Engineering 
port Rranch. 79 /O 9 / 07 . Hpp. 


0230022 IC Imp Rapt* 30-416/79-10 fc 50-417/79-1B on 790B21-24. No 
oncompl lance noted. Major areas inspected: electrical work V 
art actlvitiei. electrical quality records, 1 ic ensue 
dent! fled 1 tenia & inspector followup items. 

1 01! DNS, T. D, Region 3- Atlanta, Office of the Director. 

0NLON, T. E. Region E. Atlanta, Reactor Construction «< 

nglneerlng Support Branch. 79/09/06.. 3pp. 


"Reactor Trips at Turkey 


7910170223 Forwards IE Info Notice 79-25, 

Point Units 3 6 4," No action required. 

Q ' l !fI U - V ‘ J - P Region 2, Atlanta, Office of the Director 
79/10/01., 2pp, 


7910170748 Forwards IE Info Notice 79-24, "Dverpressur i la t ion 
Containment nf PWR Plant After Main Steam Line Break " No 
action required. 

J {! Region 2, Atlanta, Office of the Director. 
79/10/01! 2pp. 


of 


™”! P °I tablB occurrB, " :es ' LERs {< related correspondence 


7910100127 Forwards interim rapt on Rosemont 510 DU trip units drawing 
more current than planned, causing power supplies to be 
Inadequate. Corrective action is expected to be completed by 

lv*W w Jfa 1 , 

DALE, L, F. Mississippi Rower 8, Light Co. 79/10/02. 2pp. 

7910190413 Forwards interim deficiency rept re Resemount 310 trip units 
drawing more current than sp eci f led, causl ng inadequate power 
supplies. 

DALE,L. F. Mississippi Power 8, Light Co, 79/10/02. Ip, 


-7910190419 Interim deficiency rept re trip units drawing more current 
then specified causing power supplies to be inadequate. 

Corrective action will ba complete by 8003.21. 

» Mississippi Power 8, Light Co. 79/10/02. Ip. 
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7910150501 Interim deficiency rept re possible failure of William 
Powell Co supplied valves to meet seismic requirement s. Da ta 
still being gathered to determine natural frequencies of 
valves 111 / e x tended topwerks. Final rapt by 791230. 

DALE.L. F. Mississippi Power & Light Co. 79/10/04. 3pp. 


7910170377 Forwards Interim Deficiency Rept 79-14 ro Inoperable ASCO 
solenoid valves. 

DALElL.F. Mississippi Power & Light Co. 79/10/11. Ip. 


•7910170382 Interim Deficiency Rept 79-14 re ASCO snlenoid valves 
becoming inoperable when exposed to radiation doses t< temps 
specified In purchase requirements. All corrective actions 
taken It final interim rept will be submitted by 791221. 

* Mississippi Power 6 Light Co. 79/iO/iO. 2pp. 


7910240336 Interim rept for Deficiency 79-14 on 790830, noted that 
NAMCO EA180 series limit switches may have top gasket 
emitting vapor at temp above 175 F & could condense on upon 
contacts causing malfunct ions. Analysis due by 791221. 

DALE, L. F. Mississippi Power it Light Co. 79/10/11. 2pp. 


7910240634 Interim deficiency rept re defective inverters mPg by Topaj 
Electronics for equipment supplied by OE. Inverters that 
supply power from station batteries to ECC6 transmi ttar/tr i p 
unit analog sensors failed, OE investigating. 

DALE, L. F. Mississippi Power L Light Co. 79/10/16. Ip. 


7910310320 Third Interim deficiency rept re circuit separation 
discrepancies in power generation control comp I exes. Wi 1 1 
make determination on reportab i 1 i ty by 000131, 

DALE, L, F. Mississippi Power it Light Co. 79/10/22. ip. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 
G. Inspection reports, IE Bulletins & correspondence 


7910020097 Forwards IE Info Notice 79-20, Revi slon 1, "NRC Enforcement 
Policy — NRC Licensed Individuals. " Notice reissued to 
correct word omission {, punctuation error which changed 
intent of statement. Changed statement underlined in text. 

ORIER.B.H, Region 1, Philadelphia, Office of the Director. 
79/09/07. Ip. 


7910040566 Responds to IE Bulletin 79-19, "Deep Draft Pump 
Deficiencies." Pumps are not yet installed. 

C0UN8IL. W. 0. Northeast Utilities. 79/09/07. 2pp, 


7910290054 Forwards JE Insp Ropt 50-423/79-06 on 790710-13. No 
noncompliance noted. 

CARLGPN, R. T. Region 1, Philadelphia, Reactor Construction 8< 

Engineering Support Branch. 79/09/12. 2pp. 


— 791029005B IE Insp Rept 50-423/79-06 on 790710-13. No none omp li once 
noted. Major areas insp ec ted ; quail ty verification records in 
qualifying new concrete mixes 6 uniformity of concrete 
central mixer N truck mixers. 

VARELA, A. A. Region 1, Philadelphia, Office of the Director. 
EUNETER, S. D, Region 1, Philadelphia, Reactor Construction & 

Engineering Bupport Branch. 79/09/11. 7pp. 


7910020530 Forwards IE Circular 79-19, "Loose Locking Devices on 
I ng e r eo 1 1— Rand Pump Impellers, " No action required, 

GRIER, B.H. Region 1, Ph i ladelph ta, Office of the Director 
79/09/13. Ip. 


7910090509 Forwards IE Circular 79-20, "Failure of OTE Bylvania Relay, 
Type PM Bulletin 7305 Catalog 5U12-11-AC w/120 Volt ac 
Coil. ° No action required, 

GRIER, B. H. Region 1, Philadelphia, Office of the Director 
79/09/24. ip. 


7910040129 Forwards IE Info Notice 79-23. "Emergency Diesel Generator 
Lube Dll Coolers. " No action required. 

GRIER, B. H. Region i, Philadelphia, Office of the Director. 
79/09/26. 4pp. 


7910180140 Forwards IE Bulletin 79-24. "Froxen Lines." Action required. 
ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/09/27. Ip. 


7910160534 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 !< 4. " No action required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/10/01. Ip. 


7910170614 Forward s IE Info Notice 79—24, "Over p re 5 s u r 1 la t i on of 
Containment of PWR Plant After Main Steam Line Break." No 
action required. 

ORIER.B.H, Region 1. Ph i la d i, 1 ph i a, Office of tho Director 
79/10/01. lp, 


DOCKET 50-424 ALVIN W. VOOTLE NUCLEAR PLANT, UNIT I 
A. Application/construction stage documents It correspondence 


7910020642 Summary of 790B09 meeting u/utll re removal of end bldg. 
STAHLE, C. Light Water Reactors Branch 4. 79/09/10. 16pp. 


7910120108 Discusses plans for optimiiing multipart diffuser for 2-unit 
operation & dispersion characterlst i c s of thermal plume for 
diffuser, in response to 790622 request. 

EHRENSPEROER, W. Georgia Power Co. 79/09/26. 4pp. 


7910190407 Interim deficiency rept re embed a * semb 1 i es. No sample bolts 
failed pull test. Final rept will be submitted by 791115. 

DUTTON. D. Georgia Power Co, 79/10/0B. 2pp. 


0. Adjudicatory correspondence 


7910260075 Forwards director's decision under 10CFR2. 206, Denies 790501 
reconsideration of 790413 decision denying request to 
suspend CP it hold further hearings to re-evaluate need far 
p ouior. 

CASE, E. 0. Office of Nuclear RoactDr Regulation, 79/10/12, lp. 

79102600B4 Forwards director's donlal under 10CFR2. 206 of 790501 
request to suspend CPs. FR notice end, 

CASE, E. G. Office of Nuclear Roactor Regulation, 79/10/12. 2 pp. 

791026008 1 Director's decision under 10CFR2. 206. Den i es reconsideration 
of 790413 decision denying request for CP suspension & 
re-evaluation of need fur power from facility. 

CASE, E. O. Office of Nuclear Reactor Regulation. 79/10/12. 13pp. 


— 79102600B7 Notice of issuance It availability of donlal of 790301 
request to reconsider 790413 denial of petition to suspend 
CPs. 

CASE, E, G. Office of Nuclear Reactor Regulation. 79/10/12. lp. 


G. Inspection reports, IE Bulletins 8. correspondence 


7910020109 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies. 11 Outlines manufac turar, model , capac i ty fc plant 
application for circulating 6 transfer pumps. 

DUTTON. D. Georgia Power Co. 79/09/07. 2pp. 


7910010006 Forwards IE Circular 79-ID, "Proper Installation of Target 
Rock Su f p ty ~R e 1 i g P \Ja lvflfl. 11 No Action X’Q quirptf, 

D'REILLY, J. P, Region 2. Atlanta, DfPice of the Director 
79/09/10, 2pp. 


7910020505 Forwards IE Circular 79-19, "Loose Locking devices on 
Ingorsoll-Rantf Pump Impellers, " No action required, 

□ 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/09/13. lp. 


7910110259 Forwards IE Info Notice 79-22, "Qualification of Control 
Syu. ° No action required, 

□^REILLY' J. P. Region 2r Afclantap Office of tho Director, 


7910040176 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Dll Coolers." No action roquirod. 

0 REILLY, J. P. Region 2i Atlanta, Office of the Director 
79/09/26. 2pp. 


7910190263 Forwards IE Bulletin 79-24, "Froxen Lines." No action 
required. 

Region 2, Atlanta, Office of the Director. 

79/09/27. 2pp. 


7910170221 Forwards IE Info Notice 79-23, "Reactor Trips at Turkey 
Point Units 3 St 4. " No action required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director 
79/ 10/01. 2pp. 


7910170742 Forwards IE Info Notice 79-24, "Overprossur 1 xat i on of 
Containment of PWR Plant After Main Steam Lin# Break." No 
action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 
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&. Reportable occurrences* LERa b related correspondence 


791005Q344 Clarifies 790731 response to deficiency re backfill work 
stoppage per IE Insp Repts 50-424/79-11 & 30-429/79-11. 

Btop work notice issued on 790615 will be in effect until 
questionable matl is removed b NRC CD-3B5 is closed out. 

DUTTON. 0. Georgia Power Co. 79/00/07. ip. 


DOCKET 30-425 ALVIN H. VDGTLE NUCLEAR PLANT, UNIT 2 


A. App 1 icati on/construc t i on stage documents b correspondence 


7910020642 Summary of 790BOB meeting ui/utll re removal of encl bldg. 
STAHLE, C. Light Water Reactors Branch 4. 79/09/10. I6pp. 


7910120100 Discusses plans for optimizing multipart diffuser for 2-unit 
operation b dispersion characteristics of thermal plume for 
diffuser. in response to 790622 request. 

EHREHSPEROER, H. OooTg ia Power Co. 79/09/26. 4pp. 


7910390407 Interim deficiency rept re embed assembl ies. No sample bolts 
failed pull test. Final rept will be submitted by 791119. 

DUTTON, D. Oeorgla Power Co. 79/10/08. 2pp. 


B. Adjudicatory correspondence 


7910260073 Forwards director/* decision under 10CFR2. 206. Denies 790301 
reconsideration of 790413 decision denying request to 
suspend CP 4 hold further hearings to ro-evaluate need for 
power. 

CASE. E. 0. Office of Nuclear Reactor Regulation. 79/10/12. Ip. 


7910260084 Forwards director's denial under 10CFR2. 206 of 790501 
t e quest to suspend CPs. FR notice encl. 

CABE.E. 0. Office of Nuclear Reactor Regulation. 79/10/12. 2pp. 


•79102600B1 Director's decision under 10CFR2. 206. Denies reconsideration 
of 790413 decision denying request for CP suspension b 
ro-eva lua t i on of need for power from facility. 

CASE, E. 0. Office of Nuclear Reactor Regulation. 79/10/12. 13pp. 


— 7910260087 Notice of Issuance b availability of denial of 790S01 
request to reconsider 790413 denial of petition to suspend 
CPs. 

CASE. E. 0. Office of Nuclear Reactor Regulation. 79/10/12. Ip. 


Q. Inspection reports, IE Bulletins 8, correspondence 


7910020189 Responds to IE Bulletin 79-15. "Deep Droft Pump 
Deficiencies." Outlines manufac turer, mode 1 . capacity It plant 
application for circulating b transfer pumps. 

DUTTON, D. Oeorgla Power Co, 79/09/07. 2pp. 


10010006 Forwards IE Circular 79-18, “Proper Installation of Target 
Rock Sef • ty -Rcl i ef Valves." No action required. 

0 'REILLY. J, P, Region 2. Atlanta, Office of the Director. 

79/09/10, 2pp. 


910020585 Forwards IE Circular 79-S9, “Loose Locking devices on 
1 ng s r sol 1-Rand Pump Impellers. " No action required. 

0 'RE I LLY. J. P. Region 2. Atlanta, Office of the Director. 

79/09/13. Ip. 


79101 10239 Forwards IE Info Notice 79-22, "dual If 1 cat! on of Control 
8y3. " No action required. 

O'REILLY, d. P. Region 2, Atlanta, Office of the Director. 
79/09/17. Ip. 


7910040176 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube OIL Coolers. " No action required. 

8 'RE ILLY, J. P . Region 2, Atlanta, Office of the Director 
79/09/26. 2pp. 


7910190263 Forwards IE Bulletin 79-24, "Frozen Lines. " No action 
required. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170221 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 b 4. " No action required. 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/10/01. Bpp. 


7910170742 Forw^Tds IE Info Notice 79—24, "Overpre ssur i rat i Dn of 
Containment of PWR Plant After Main Steam Line Break." No 
action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director, 
79/10/01. 2pp. 


8. Reportable occurrences, LERs b related correspondence 


7910030344 Clarifies 790731 response to deficiency re backfill work 
stoppage per IE Insp Repts 30-424/79-11 & 50-425/79-11. 

Btop work notice issued on 790613 will be in effect until 
questionable motl is removed b NRC CD-385 is closed out 
DUTTON, 0. Georgia Power Co. 79/0B/O7. Ip. 


DOCKET 50-429 LEMON I Z NUCLEAR STATION, UNIT 2 


P. Operating license stage documents b correspondence 


7910090373 Submits amend to export license adding Inti Trading 
b Shipping Agency as shipper or exporter b designating 
ultimate consignee in Spain. 

DAHL8TR0M, C. 0. Nos t i ng house Electric Corp, 79/09/20. ip. 


DOCKET 50-433 UC -SANTA BARBARA RESEARCH REACTOR 
0. Inspection repents, IE Bulletins b correspondence 


7910010607 Forwards IE Insp Rept 50-433/79-01 b notice of violation. 
Insp Rept b notice of violation withheld (ref 10CFR2.7901. 
ENQELKEN, R. H. Region 5, San Froncisco, Office of the Director 
79/09/07. 2pp. 


DOCKET 30-434 SURRY POWER STATION, UNIT 3 


A. Ap p 1 1 cat i on /c onstruc 1 1 on stage documents b correspondence 


7910120363 FOIA request for documents re abnormal settlements at 
facilities b Info concerning NRC reasons far not levying 
civil penalty against util In 1972. 

ALLEN, J. North Anna Environmental Coalition. 79/OB/14. 4 pp. 


7910120384 Responds to FOIA request for info re abnormal settlements b 
NRC reasons for not levying civil penalty against util In 
1 972. Forwards list of relevant documents. Info partially 
withheld: names of Individuals (ref FOIA Exemption 7). 

FELTON, J. M. Division of Rules and Records. 79/10/09. 119pp. 


DOCKET 50-433 SURRY POWER STATION, UNIT 4 


A, Application/construction stage documents b correspondence 


7910120363 FOIA request for documents re abnormal settlements at 
facilities b Info concerning NRC reasons for not levying 
civil penalty against util In 1972. 

ALLEN, J North Anna Environmental Coalition, 79/OB/14, 4 pp. 


79101203B4 Responds to FOIA request for info re abnormal settlements b 
NRC reasons for not levying civil penalty against util in 
1972. Forwards list of relevant documents. Info partially 
withheld: names of individuals (ref FOIA Exemp t i on 7). 

FELTON. U. M. Division of Rulos and Records. 79/10/09. 119pp. 


DOCKET STN-30-437 FLOATINO NUCLEAR PLANT 


A, Appli cat ion /con struct I an stage documents b correspondence 


7910190362 Notice of ACRS Subcommittee on Floating Nuclear Power Plant 
790627 meeting to review application for mfg license. 

HDYLE, J. C. ACRS - Advisory Committee on Reactor Safeguards 
79/06/06. 2pp. 


7910160449 Agrees to use McGuire nodaliiation scheme or more detailed 
model for analyses of pressure transient In steam 
generator encl fallowing steam line rupture. 

HAGAtP. B. Offshore Power Systems (subs, of Meetinghouse Electric 
Corp. ). 79/09/26. Ip. 


7910150326 Requests plan b schedule for completion of review of 
application for mfg license, 

HAOA, P, B. Offshore Power Systems (subs, of Meetinghouse Electric 
Corp. >. 79/10/05. 2pp. 


7910300405 Requests add! info re items in thermal-hydraulic area. 
BAER, R, L. Light Hater Reactors Branch 2. 79/10/17. Spp, 
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0. Adjudicatory correspondence 


7909250450 Forwards NRC 790713 responses to ASLB 790329 questions 
Prof qualifications of GL Chipman t, AR Marches® end 
Prof qualifications of RD CodeIl tt KF Eckerman are 
incorporated in rocord of proceedings. 

80HINKIiB.il. Branch 3. 79/07/13. Ip. 


7910220431 Notice 
end. 

FLEISCHAKER, D. 
FI eischa ker , D, 


of appearance on behalf of NROC Certificate of Bvc 

Natural Resources Defense Council. FLEISCHAKER, D 
B. 79/09/27. 4pp. 


0. Inspection reports, IE Bulletins 8, c orr espond ance 


7909230433 Responses to ASLB 790329 questions re WAEH-1400 rept 
Prof qualifications of GL Chipman S< R3 Codell end. 

G ' Division of Site Safety b Environmental Analysis. 
CODELL, R. □. Containment Systems Branch. 79/07/13. 20pp. 


79 0020567 Forwards IE Circular 79-19, "Loose Locking Devices on 
I ngerso 1 1-Ra n d Pump Impellers, “ No action required 
79/09/13* J lp Reg ion 2, Atlanta, Office of the Director, 


7910090047 Notice of reconstitution of Board. L Kornblith unable to 
continue svc. GO Bright is appointed member of ASLB. 

LAZO, R. M. Atomic Sefety and Licensing Board Panel. 79/0B/13. ip. 


7910110285 Forwards IE Info 
Bya. " No action required. 
O'REILLVi J. P, Region 2, 
79/09/17. lp 


Notice 79-22, "Qua 1 i f i c at ion of Control 
Atlanta, Office of the Director. 


7910090245 Notifies that intervenor Atlantic Coun ty, NJ, uii 1 1 take 
passive role in proceedings unless interests are directly 
affected. 

VALORE, C. Valors, C. 79/09/15. 3pp. 


7910040136 
Lube Oil 
O'REILLY, 
79/09/26. 


Forwards IE Info Notice 79-23, "Emergenc 
CoolBTS. " No action required. 

J. P. Region 2, Atlanta, Office of the 
lp- 


V Diesel Generator 
Director. 


7910050633 Order granting NRC 790808 motion for extension until 790B24 
to file proposed partial findings of fact. NRC hao shown 
good causes. Parti es have offered no ob j ec t i on. Uti 1 must 
respond to NRC partial findings by 790820. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. 79/09/20. lp, 


7910190293 Forwards IE Bulletin 79-24. 
required. 

□ 'REILLY. J, P. Region Z. Atlanta, 
79/09/27. 2pp. 


"Frozen Lines. " No action 
Office of the Director. 


7910090170 Notifies of typographical error in NRC 790B24 partial 
findings of f ac t. Cor re c ts first sentence on Pago 2. 

SOHINKI , B. H. Branch 3. 79/08/28 lp 


7910170236 Forward 
Point Units 3 a, 
□ 'REILLY, J. P. 
79/10/01. 2pp. 


s IE Tnfo Notice 79-25, “Reactor Trips at Turkey 
4." No action required. 

Region 2, Atlanta. Office of the Director. 


7910120294 Board no t i f 1 ca t i on: con ta i nmen t margins in ice condenser 
plants. NRC 790716 memorandum It end memoranda should be 
forwarded to all parties. Di s tribu tion list also and. 

VARQA. B. A. Assistant Director for Light Water Reactors. 79/0B/3O 
3pp. 


79101B05BB Forwards IE Info Notice 79-24. “Overpr essur i cat 1 on of 
Containment of PWR Plant After Main Steam Line Break « No 
action required. 

J ‘ P Region 2< Atlanta, Office of the Director. 

79/10/01, lp. 


7910120300 Discusses containment margins In Ice condenser plants. Peak 
pressures In proposed plant are double capability of 
containment design. Knowledgeab 1 e groups should review 
problem. 

KELBER, C. N. Assistant Director for Advanced Reactor Safety 
Research. 79/06/04. lp. 


7910160071 Motion for extension until 790914 to file response to NRC 
790B24 proposed partial findings of f ac t. FI nd logs were not 
received until 790829. Cert i f lea te of Bvc end. 

COWAN, B. Z. , DAUGHERTY, T, M. , KENRICK, J. R. Offshore Power Systems 
(subs, of Westlnghouse Electric Corp. >. 79/08/31. 5pp, 


7910190317 Order granting applicant 790B31 motion For extention until 
790914 to file response to NRC proposed partial findings of 
fact. Good cause for extension has been shown. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. 79/09/10. lp. 

7910030630 Requests info re NRC 790713 answers to ASLB 790329 
questions. ABLH considering 791026 hearing. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. 79/09/11. lp. 


U. Congressional /Executive Correspondence 


7910090543 Forwards 1 tr from PA Nilsson expros 
to issue mfg 1 1 cense. Roques t a info in order 
constituent inquiry, 

WILLIAMS, H. A. Senate. 79/0B/22. 2 pp. 


sing concern about plans 
to respond to 


7910090775 Forwards 790806 ltr f 
possible NRC decision to issue 
nuclear power p lants. Requests 
responding to ltr. 

FHYOR, D, Senate. Governmental 


rom B Peters expressing concern about 
license for const of offshore 
review It assistance in 

Affairs. 79/09/06. 2pp. 


DOCKET 30-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 

A, Ap p 1 i cat I on /con 5 true t i on stage documents It correspondence 

79101 10396 Notifies that FSAR It amende have been forwarded to ANL 
MILLS, L, M. Tennessee Valley Authority. 79/10/05. lp. 


7910020458 Transcript of Affirmation Session 79-26 in Washington. D. C. 
Rp 1— 3. L Bickwit 790904 1 fcr to BJ Chilk forwarding order re 
DPS J, BJ Chilk draft memo to Executive Director for 
Operations end. 

HENDR IE, J. M. , GILINSKY. V. # BRADFORD, P. A. Commission. 79/09/13 
4PP- 


■7910020473 Notifies that; NRC has approved issuance of end draft order 
re OPB It ancl draft memo to Executive Director for 
Operations. Schedul ed for affirmation on 790904. 

BICKWtT.L. Office of tho General Counsol. 79/09/04. lp. 


-7910020486 Momorandum It order approving consideration In NRC environ 
analysis of 0P3 application of probability l< consequence of 
Class 9 accidents at floating nuclear power plant. 

CHILKtS.J. Office of the Secretary of the Commission. 79/09/04 
10pp. 


7910220332 Memorandum & order ruling on OPS application for license 
to mfg eight Identical nuclear p lants. Mat ter is remanded 
for further proceedings consistent w/ASLAB opinion, ALAD-300. 
rs probability of Class 9 accident. 

CHILK, 8. J. Office of the Secretary of the Commission. 79/09/14 

10pp. 


7910010550 Notifies that HO Clayton will replace RJ McDermott 
alternate on ASME Subcommittee an Performance Testing. 
MINDGUE,R.D. Office of Standards Development. 79/09/05. 


as 

lp. 


7910130446 Responds to NRC 790D02 Ur re secondary water chemistry 
program. Program will be submitted one yr in advance of DL. 

MILLS, L. M. Tennessee Valley Authority. 79/10/05. ip. 


7910240383 Joint public notice of proposed reissuancc of NPDE8 
.consideration for state certification, EPA 791009 ltr U 
draft auth ori zat 1 on to discharge undor NPDE8 end. 

* Environmental Protection Agency. * Alabama, State of 
20PP- 


permit It 
79/10/11. 




CPPR-122 L until 83120 1 for CPPR-123. Ex ten s ion necessary dun 


to const delivery delays It mods related to TM1. 
MILLS, L. M. Office of Nuclear Reactor Regulation. 


79/10/13, 3pp. 


7910260311 Informs that FSAR It all amends will be forwarded under 
separate cov6r, to facilitate participation In OL review It 
minimize delays in licensing activities. 

MILLBiL.M. Tennessee Valley Authority. 79/10/ia. lp. 


7910100312 Protests NRC recommendation that floating nuclear power 
station not be built. 

NOLAN, T. Affiliation Unknown. 79/09/20. lp. 
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F. Security- med i c a l, emarg ency 8, fire protection plans 


7710300131 Forwards revised contingency plans for Sequoyah . Wat ts Bar & 
Bellefonte. Flans withheld Cref 10CFR2. 790>. Revised 
contingency plan for Drowns Ferry submitted on 791010. 

MILLS,L. H. Tennessee Valley Authority. 79/10/24. lp r . 


I. Financial Information 


7909100499 Forwards financial- statements for FY1970. pouieT quarterly 
rept< one-year internal cash flow projection It narrative 
statement re curtailment of capital expenditures as required 
by 10CFR140. 

MILLS. U. H. Tennessee Valley Authority. 79/09/31. Ip. 


M. Antitrust correspondence 


7910220513 Forwards FR notice to time For submission of views on 
antitrust matters far OLo under antitrust review, 

BALTZMAN, J. Antitrust fc Indamnity Qroup. 79/10/01. lp. 

— 7910220S24 Time for submission of views on antitrust matters for OLs 
under antitrust review. 

BALTZMAN. J. Antitrust *< Indemnity Group. 79/10/01. 3pp. 

791026004b Bubmlts questions re OL antitrust review. Forwards FR notice 
inviting comments from Interested parties, 

TQALBTDN, A. Puwor Gupply 8< Analyls Branch. 79/10/10. lp. 

— 7910260056 Notice of 60-day period For requests for re-ova luation of 
ant 1 trust matters. 

BALTZMAN, J. Antitrust *t Indemnity Oroup. 79/10/10. 3pp. 


0. Insp action reports. IE Bulletins 6 correspondence 


7910090164 Forwards IE Insp Roptu 50-430/79-14 t< 50-439/79-14 on 
790612-19. No noncompliance notod. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/07/30. 2pp. 


—7910090175 IE Insp Ropts 54-430/79-14 6. 50-439/79-14 on 790612-15. No 
none ompl lance noted. Major areas inopec ted : reactor coolant 
pressure boundary pipe ue 1 d lng. con tainmen t structural 
welding & safety-related pipe welding. 

KLEINSOFIOE. W. F. Region 2, Atlanta. DPPlce of the Director. 
HERDTiA.R. Region 2. Atlanta, Reactor Construction 6 

Engineering Support Branch, 79/07/23, 6pp. 


7910190631 Discusses 790710 meeting w/util in Knox v 1 lie, TN re 
activities authoTlted for all TVA Facilities under const, 

MURPHY, C. E, Region 2, Atlanta. Reactor Construction & Engineering 

Support Branch. 79/00/02. 2pp. 


—7910150640 Summary of IE mg t mooting w/util re all TVA facilities under 
const. Major areas d 1 sc use ed : insp 6 cn Pore ament. Chang oo in 
insp policy. QA/OC oTganliatlon effectiveness. 

GOUGE, M. J. Renton 3. Atlanta, Office of the Director. 79/08/01, 
3pp. 


79101B0345 Forwards IE Insp Ropts 90-430/79-20 U 50-439/79-20 on 
790014-17. No noncompl i anco noted. 

MURPHY, C. E. Region 2, Atlanta. Roac tor Construct ion «< Engineering 

Bupport Branch, 79/00/31. 2pp. 


— 79101Q0S49 IE Insp Hepts 50-430/79-20 {« 50-439/79-20 on 790B1 4-17. Nil 
noncomp 1 lance noted. Major areas Inspected : struc t oral 
concrete 8c handling of IE bulletins tc notification of change 
rop ts. 

CANTRELL. F. 0. Region 2. Atlanta. Reactor Construction 6 

Engineering Bupport Branch. WRIGHT, R.W. Region 2, Atlanta, 
Office of the Director. 79/00/31. 0pp. 


7910250213 Forward* IE Insp Ropts 30-438/79-19 t< 30-439/79-19 on 
790014-17. No noncompl lance noted. 

MURPHY, C.E. Region 2. Atlanta, Office of tho Director. 79/09/04. 
2pp. 


—7910230221 IE Insp Ropts 80-430/79-19 U 50-439/79-19 on 790B14-17.NU 
noncompl lance noted. Major areas inspected: open items, 
nonconformance reporting. trend analysis, safety-related pipe 
h welding. 

OIRARD E.H. Region 2, Atlanta, Office of the Director. 

HERDT. A. R. Region 2, Atlanta, Reactor Construction 6 

Engineering Bupport Branch. 79/00/31. 5pp. 


7910290225 Forwards IE Insp Ropts 50-430/79-17 & 30-439/79-17 on 
790711-0002. No none omp 1 1 anc e noted. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/07. 2pp. 


— 7910290231 IE Inap Ropts 50-438/79-17 6 50-439/79-17 on 7907 1 1 -0002. No 
noncomp 1 lance noted. Major areas inspo-c ted : al legations re 
welding 6 GC practices for fabrication of containment t. 
ssf ety-r elated piping 

MCGUIRE, D. R. . VAN DOORN, P. K. Region 2. Atlanta, Office of tho 
Director. LONG, F. J. Region 2, Atlanta, Reactor Construction 8c 

Engineering Support Branch. 79/09/05, 22pp, 


7910010010 Forwards IE Circular 79-18, "Proper Installation of Target 
Rock Safety-Relief Valves."' No action required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 

79/09/10. 3pp. 

7910020514 Forwards response to IE Bulletin 79-15, "Deep Draft Pump 
Def letenc i es. 11 

MILLS, L. M. Tennessee Valley Authority. 79/09/10. 7pp. 

7910030574 Ack receipt of 790021 ltr informing NRC of steps taken to 
correct violations noted in IE Inap Ropts 50-430/79-14 & 

30-439/79-14. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction 6 Engineering 

Bupport Branch. 79/09/ 11, lp. 


— 7910030376 Responds to NRC 790626 ltr re violations notod in IE Insp 
Ropts 50-430/79-14 U 50-439/79-1 4. Corr ec t 1 ve actions: 
increased surveillance activities in Auxiliary Bldg Phase 
Two. 

MILLS, L. M, Tonnesseo Valley Authority. 79/08/21. 3pp. 


7910230364 Forwards IE Insp Repts 50-43B/79-21 6 50-439/79-21 an 
790028-31. No noncompllance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction S< Engineering 

Bupport Branch. 79/09/11. 2pp. 


— 7910230373 IE Insp Repts 50-430/79-21 Sc 50-439/79-21 on 790020-31. No 
noncompllance noted. Major areas lnspoc tod : con tainmen t piping 
po net rat Ions, safety-related c omp one nt >. protective coatings, 
containment prostrossing 6 containment dome. 

WRIQHT,R.W., CANTRELL, F. S. Region 2, Atlanta, Reactor 

Construction h Engineering Bupport Branch. 79/09/11. 6pp. 


7910020393 Forwards IE Circular 79-19, "Loose Locking Dovices on 
Ingersol 1-Rand Impellers." No action required. 

0 'REILLY, J, P. Region 2, Atlanta, Office of tha Director. 
79/09/13. lp. 


791011.0270 Forwards IE Info Notice 79-22, "Quail f i cation of Control 
By s. " Md action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of tho Director, 
79/09/14. lp 


7910040105 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lubo Oil Coolers." No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/26. 2pp. 


7910170226 Forwards IE Infn Notice 79-23, "Reactor Trips at Turkey 
Point Units 3 K " No action roqulred, 

O'REILLY, J.P. Region 2, Atlanta, Offlcu of the Director. 
79/10/01. 2pp. 


7910170753 Forwards IE Info Notice 79-24, "Dvorpressur i xat ion of 
Containment of PWR Plant After Main Btoam Line Break." No 
action required. 

O'REILLY, J. P. Region 2, Atlanta, Office oF the Director. 
79/10/01. 3pp. 


S. Reportablo occurrences, LERs t< rolated correspondence 


7910010332 Forwards final deficiency ropt ro blown fuses in low voltage 
switchgear. 

MILLS, L, M. Tennessee Valley Authority. 79/09/05. ip. 


— -7910010337 Final rept re deficient Meetinghouse fuses in low voltage 
metal end (400 volt) type D8 awl tchg ear. Vendor will replace 
three fuses w/slx amp fuses to correct problem when main 
breaker to switchgear 1* energlied, 

* Tennessee Volley Authority. 79/09/05. lp. 


7910010316 Forwards final rept for deficiency reported on 790817 re 
failure to incorporate required design criteria into reactor 
coolant drain 8< vent sys. 

MILLS, L. M. Tennessee Valley Authority, 79/09/13. Ip. 



DOCKETED ITEMS 


269 


7910010320 Final deficiency rept re reactor . 

dn.lgn criteria. Lines leading from pros, ur i t ant ■ f |' a i] " *< vent sys 
vent * relief valves .hall be modTfied l ill aa f * s tea * 
conditions w/o tripping in event of ant cip^ed tranT't 

* Tonnoesoo Valley Authority. 79/09/13 2 pp translenta 

7910240376 Forwards suppl to 790909 final , 

fuses in 1 ow voltage switchgear. ciency rept re blown 

HILLS/ L M. Tonnessoe Valley Authority. 79/10/15 Ip 

— 79102403B7 Suppl to 79090S final defir i 

voltage soil tchgear Host inghnuoe unable to det^ T bIouln fu,e3 *n low 
caused 3-amp fuses to blow Next , determine what 

0OO2OQ. 1 rept wUl bB forwarded by 

* Tennessee Valley Authority. 79/10/15 ip 

7910240667 Forwards final deficiency rept r„ we l( iin g in waste disposal 
MILLS, L.M. Tonnessoe Valley Authority. 79/10/15. ip 

7910240675 Final deficiency rept ro woldina in u,»«t ,,, , 

waste dispose 1 welds made from Juno-Sop?V?77 ”t oStT s « s AU 
rewolded. Welds in spent fuel mnlin. cut out *■ 

imbedded in concrete will bo used w/o reweldlng 1 ^ PiPi " 3 

* Tonnessoe Valley Authority. 79/10/15. 4pp” 


DOCKET 50-439 DELLEFONTE NUCLEAR PLANT, UNIT 2 

documonuTcorretpondenco 

7910010330 Notifies that HD Clayton will roolace II i M n w 

alternate on ASHE Subcommittee on Porformance TestVnn “ 39 

HINOOUE, R. D. Office of Standards Development, TS 79./09/05. j p . 

th,1fc ., F! . 5AR l< antonds have been forwarded to ANL 
MILLS, L. M, Tonnosoeo Valloy Authority. 79/10/05 Ip 

7910150446 Respond* to NRC 790002 ltr re r . 

program. Program will bo submitted one yr lB advance o^ St™ 1 * ^ 
HILLS, L. M. Tonnesooe Valloy Authority, 79/10/05 lp 

7910240303 Joint public notice of prnpoaod reissuance of NPDES . 

consideration for state c or t i f i ca t i on. EPA 791009 ltr l ° P r ™ U t. 
draft author i lati on to discharge under NPDES oriel 
.^Environmontai Protection Agency. a Alabama. State of. 79 / 10 / 11 , 


60 ~ dfl '' Pert0d f0r •■■-lU-.t. for re-evaluation of 
SALTZMAN, J. Antitrust J, Indemnity Group. 79/10/18. 3pp. 

tin .^correspondence 

79/07/30.’ Sp p . Ra9ion 2 ' Atlanta, Dffica of the Director. 

noncompl|Inci n noted P Major arear^spe 30 ~' ,39 ' /7 ’- 1 * 790612-15. No 

pressure boundary nio*w»irfT Inspected: reactor coolant 

structural 

HERDT. A.R. Region a 2° n Atia A t la,> R a ' 0ffic * ° f thff Director. 

Engineering Support SrLlt " SwJST ^pp ^ 110,1 & 

r^\ui n Kn T illa ' TN - 

MURPHV, C. E. Rooinn o lii . facilities under const. 

Support Branch. 79/03/02. 2 pp ** eactor Construction U Engineering 

:'r n re an ™ »«*»«■• — «• 

OaUOE.H.j, Region 2, Atlanta, Office of the Director. 79/00/01. 
Support Branch. ^/OB/al. **£”**’ f ’ eactor Construction 6 Engineering 

isssrssc- 

EngInetr^ 3 S Support^r“nch.' ^RI^T.'/r ^Rea^onT “i!? \ 

Office of the Director. 79/0B/31 0pp. R ° fllan 3 ‘ Atlanta, 
MURPHV.C.E. Region 2, Atlanta, Office of the Director. 79/09/04. 


is? £»!“«“"? s^ai'iis.KS'-ssj.!!^: 

to const delivery delays 6 moils rolatod to TMI, 8 

MILLS, L.M, Office of Nuclaftf Reactor Regulation. 79/10/15. 3 pp 

79102603! I Informs that FEAR !, all amends will be forwarded undo.- 

=T r ' t ? n«rt ic i p ntion in UL review L 

mlnimiio deUyo in Mc&mjlng activities, 

MILLS, L, H. Tennesooo Valley Authority, 79/lo/lQ. |p 

mBd,ta1, •"•rotney !< fire protoetton plan* 

7910300131 Forwards revised contingency plans for Sequoyah, Watts Bar b 
Dellefnnte. Plans withheld (ref 10CFRS, 790}. Huvi seif 
contingency plan for Drowns Furry submitted on 791010, 

MILLS, L.M. Tonnosoeo Valley Authority. 79/10/24. Ip. 

I, Financial informal ion 

7909100439 Forward* financial statements for FY197S, power nuarterlu 
rept, one-year internal cash flow projection t n«rr5tw£ q r ‘ 9 
by^lQCFRMO* cur tnl ,msn 1 oP C«f» i to I expenditure* as required 
MILLS, L, M. Tennessee Valloy Authority, 79/00/31, lp. 

M, Antitrust correspondence 

79 int?rr! 3 *. F ° ri i , J rd8 « R n 2 t,e '’ r “ timfl f«r submission of view* on 
for DC* under antitrust review. 

SAUTZMAMj J* Antitrust * Indemnity Group, 79/10/01. lp, 

"~ 79 . 1 ,nHfr Ba4 xIJ ml ' f nr * , ' bml * , lR n views on entl trust matters for OLs 
under antitrust review. 

BALTZMAN, J, Antitrust U Indemnity Group, 79/10/01. 3pp. 

79 !!!u(f? 46 questions re OL antitrust review. Forwards Fll notice 

»"»**»"• comments from interested parties. 

TOALSTON, A, Power Supply t> Analyl* Branch. 79/10/1S. lp. 


t. SaSdK rC,,0rtin8 ' trBnd a R»lysl s, safe ty -related pipe 

HEHDtIaV 1 ' » B ^° n 5‘ / ' t,anta4 ^ the Director. 

Engineering Suppo^^c^ ?9/o a /3r%p° nSfcrUC U "" 

79/09/07 J ' 2pp. Hagi0n 3r At,anta ' Office of the Director. • 
” 79 i!?n S yr 790 71 1-0002. Nr 

::HiWi2S.5 p ;Ki:r for fijbpicat ‘- - ; 

S?roUo; D -* R LONO A F “V'. 2 - Atlanta, Office of the 

Engineering Support' Branch ** 7?/o;/25. lfln 2a; p ReaCt0, ' Conat, ' uctj ® n *< 

79/09/10.' 3pp. R89, ° n S ’ AtIanta ' 0ffIce °f the Director, 

79 ^??c^^cies U,a^,, * re5f, °" S6 t0 IE bulletin 79-13, B D eep Draft Pump 
MILLS, L.M. Tennessee Valley Authority. 79/09/10, fpp, 

7910030374 Ack receipt of 790021 ltr informing NRC of stops taken to 

30-439/79-14 llUOnS *” IE In * P R * pt * 30 “ 43H7 79-14 i, 

Kort C i.ranch. R ^Jo5/li. *1™*’ Con ^ ki ^ * Engineering 

—7910030376 Responds to NRC 790626 ltr re violations noted in IE inxn 
R.pts 50-430/79-14 « 50-439/79-14. Corrective actions: ^ 

Two^**** 4 *“ rV * i ll * nCB “'t 1 '' 141 ** *n Auxiliary Bldg Phase 

MILLS, L, M. Tennessee Valley Authority. 79/00/21. 3pp. 
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7910230364 Forwards IE Insp Repts 50-439/79-31 fc 50-439/79-21 on 
79-0B26-31 .no none amp 1 i anc o noted. 

MUflPHYiC.E. Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch. 79/09/11. 3pp. 


— 7910300269 "Bedrock Deformation in Cooling Water Tunnels. " Vo 1 I, 

SCHULTZ. L. D. , EANTAMOUR, W. J. . GUDIKUNBT, P. B Glib ort/ComiTio niuea 1 th 
Cos. 79/10/31. 400pp. 


—7910230375 IE Insp Repts 50-430/79-21 ?. 50-439/79-21 on 790823-31 . No 
noncompl 1 ancc noted. Major areas Inspec ted; con tainmen t piping 
penetrations. safety-related components. protec tive coatings, 
containment prestressing t, containment dome. 

WRIGHT. R. U. , CANTRELL, F. S. Region 2, Atlanta, Reactor 

Construction t< Engineering Support Branch. 79/09/11. 6 pp. 


7910020593 Forwards 1£ Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Impellers " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/13. Ip 


7910110270 Forwards IE Info Notice 79-22, "Qualification of Control 
Sy 5 . " No action required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director 
79/09/14. Ip. 


7910040185 Forwards IE Info Notice 79-23. "Emergency Diesel Generator 
Lube Oil Coolers." No action required 

0 'REILLY. J. P. Region 2, Atlanta. Office of the Director. 

79/09/26. 2pp. 


—7910300273 "Bedrock Deformation in Coaling Water Tunnels, 11 Vo 1 2. 

SCHULTZ, L. D. , SANT AMOUR, W. J. . GUDIKUNST, P. D. 0 i 1 b or t /Commonuiea 1 fch 
Cos. 79/10/31. 400pp. 


7910290465 Responds to FOIA request for NRC 700200 '’immediate action" 
1 tr & 790301 response. Roques tod documents are end ft being 
sent to PDR in Wo sh ing ton, DC t LPDR in Perry, OH. 

FELTON, J. M. Division of Rules and Records. 79/10/23. 2pp. 


■7910290470 "Immediate action" ltr discussing 790207 ft 00 telcnns 
between D Davidson & R Heishman re imp 1 emontat i on of QA 
program examined during 780124-26 f< 0202-03 inops. Lists 
ac tivlties requiring corrective action. 

KEPPLER, J. O. Region 3, Chicago, Office of the Director. 
79/02/00. 5pp. 


•7910290405 Responds to 780208 "immediate action" ltr addressing eight 
items of noncompl lance identified during 700124-26 ft 0202-03 
insps. Lists resolutions mode. Forwards summary of action 
taken on Items 1-5 of ltr. 

DAVIDSON, D. R . Cleveland Elec trie Illuminating Co. 79/05/01 . 

13pp. 


7910170226 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Untts 3 & 4. " No action required. 

0 ’REILLY, V. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910170755 Forwards IE Info Notice 79-24, "Overpres sur i xa t i on of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 3pp. 


8 Reportable occurrences, LERs t related correspondence 


7910010332 Forwards final deficiency rept re blown fuses in low voltagn 
swi tchgear. 

MILLS. L. M. Tennessee Valley Authority. 79/09/05. Ip. 


■7910010337 Final rept re deficient Westinghouse fuses in low voltage 
metal encl (490 volt) type DS sui tc hgear. Vendor will replace 
three fuses w/si* amp fuses to correct problem when main 
breaker to switchgear is energixed. 

* Tennessee Valley Authority. 79/09/03. Ip. 


7910240376 Forwards suppl to 790905 final deficiency rept re blown 
fuses in loui voltage switchgear. 

MILLS, L.M. Tennessee Valley Authority. 79/10/35. Ip. 

—7910240387 Suppl to 790905 final deficiency rept re blown fuses in low 
voltage swi tch gear. Wes t ing h ous e unable to determine what ' 

caused 3-amp fuses to blow. Next rept will be Forwarded by 
BO0208. 

* Tennessee Valley Authority. 79/10/15 Ip. 


7910240667 Forwards final deficiency rept re welding in waste disposal 
MILLS, L.M. Tennessee Valley Authority 79/10/15. Ip, * 


■7910240675 Final deficiency rept re welding in waste disposal sys.All 
waste disposal welds made from June-Sept 1977 cut out U 
rawolded. Welds in spent fuel cooling ?< cleanup sys piping 
imbedded in concrete will be used u/o reuelding 
* Tennessee Valley Authority. 79/10/13. 4 pp.' 


DOCKET 50-440 FERRY NUCLEAR POWER PLANT, UNIT 1 

A. App 1 1 cat 1 on/cons true t i on stage documents I< correspondence 


0. Adjudicatory correspondence 


7910030773 Ack receipt of 790605 ltr to President Carter enclosing 
resolution urging moratorium an const of nuclear facilities. 
Explains containment isolation & cooling sys lessons learned 
tt current corrective actions. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/07. 2pp. 


■7910030777 Forwards 790605 ltr U resolution from Palnesvillo,OH urging 
moratorium on const of nuclear facilities. 

BEAL. M. M. President of US «< Executive Offices. 79/06/10. 4pp. 


M. Antitrust correspondence 


7910160115 Answer in opposition to Cleveland Eloctric Illuminating Cu 
request for stay of A 6 LB 790625 order requ lremon ts. Ut i 1 doon 
net satisfy stds of VA Petroleum Jobbers vs FPC. Cer t i f i co t a 
of Bvc end. 

GDLDDERO, R. Cleveland, OH. GDLDBERO, R. Goldberg, Fieldman 8 < 
Lotham, P. C. 79/09/06. 18pp. 


7910100194 Decision revising license c ond i t i tins. Ap p I i c an ts ahnll not 
condition access to wholesale power. Provisions of Foderal 
Power Act should be Imp 1 emen ted. Rates subj to agencies 
approval. 

ROSENTHAL, A. S. , SALZMAN, R, 8 i SHARFMAN, J. E. Atomic Safety and 
Licensing Appeal Panel. 79/09/06. 319pp. 


7910160103 Motion far extension until 791022 to file petitions for 
review of ALAB-560 by Commi ss 1 on . ALAD-36G consists of 
lsnthly antitrust opinion. Adequate time needed for 
meaningful re vi ew, Cor 1 1 f i c a to of Bvc end, 

REYNOLDS, W. B. , ZAHLER, R. E, Toledo Edison Co. REYNOLDS, W. 0 . Shaw, 
Pittman, Potts, t< Trowbridge. 79/09/19. 6 pji, 


7910150118 Motion for extension until 791022 to file petition 
w/Commission for review of ALAB-560. Dec! s i on is lengthly 
S< issues raised are difficult to analy i e. Cer t i f lcate of 
Svc end. 

OLDS.D.M. Duquosne Light Co. QLD9, D. M. Reed, Bmith, Sliaiu 8, McClny 
79/09/20. 5pp. 


7910310015 Answer to applicants' 790919 motion requesting axtension 
until 791021 to file petition for review of ASLD 790906 
decision. Requests that extension be applied equally to all 
parties. Certificate of Svc encl. 

HJELMFELT. D. C. Cleveland, OH. 79/09/20. 5pp. 


7910030573 Notification of 79092B meeting w/utils S. GE in Dethesda.l 
te discuss review schedule «, approval of load combinations 
in licensing review of BWR plants. 

BDURNIA, A. Light Water Reactors Branch 3. 79/09/18, 7 pp. 


7910290234 Summary of 790920 meeting w/GE re schedule for reviewing 
° ad , C ? m J lnations »" licensing of DWR plants. 

BDURNIA, A. Light Water Reactors Branch 3. 79/10/U. 20 pp. 


7910050667 Errata re ALAB-560. 

BISHOP, C. J, Atomic Safety and Licensing Appeal Panel. 
2 pp. 


79/09/26. 


7910100174 Answer in support of applicants' 790919 motion 
until 791022 to file petition for Commission review op 
ALAB-360. NRC docs not oppose request for extension. 
Certificate of Svc end. 

LESBY.R.P, Antitrust Division. 79/10/04, App. 


for extension 


79 r2nndf" F SId r ?\ 0 S t 1979 " Ded, ' ock Deformation in Cooling Water 
”■*» * *j' Prepared by Gilbert Assoc la t esdne . 

Concurs w/consul tant conclusions that deformation is 
nontectonic In origin 8 not capable fault. 

DAVIDSON, D.R. Cleveland Electric Illuminating Co. 79/10/22. Ip 


7910170657 Order granting applicants l Duquosne Light Co motions far 
extension of time in which to file petitions for review op 
ALAB-560. Petitions due by 791022. 

CHILK, 8 . J. Office of the Secretary of the Commission. 79/10/05 
lp. 



DOCKETED ITEMS 


7910310463 Contends that no basis exists for imposition of civil 
penalties against util for alleged violation of License 
Condition 3. DOJ charges do not suggest antitrust violation. 
REYNOLDS, W. B, Sham, Pittman, Potts. & Trowbridge. 79/10/10. 2pp. 


7910040232 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. No action required. 

KEPPLER, J. O. Region 3. Chicago, Office of the Director. 79/Q9/2i 


7910300035 Petition for review of A5LAB 790906 d ec i 5 i on, ALAB-560. re 
inconsistency w/antltrust laws. Alleges that AS LAO applied 
erroneous legal stds, ignored important factors & denied full 
partlcipati on. Certi f icate of Svc end. 

OLDS, DM., RAU.L.A, Duque 3n e Li g h t Co OLDS, D. M Reed, Smith, Shaw 
*< McClay 79/10/22. 13pp. 


7910310016 Petition for review of ASLAQ 790906 dec i s i on, ALAS- 560. Urge s 
re examination per NRC regulations, alleging important 
antitrust divergence from other ASLAB d ec i s i ons. Des c r i b o-s 
errors found in d ec i s 1 on . Cor t i f i ca t e of Svc enc 1 
REYNOLDS, W, D. Cleveland Electric Illuminating Co. REYNOLDS, W B 
Toledo Edison Co. REYNOLDS, W. B. Shaw, Pittman, Potts, t, Trowbridge 
79/10/22. 1 3pp 


□. Inspection reports, IE Bulletins S< correspondence 


mo action 


7910040040 Forwards IE Info Notice 79-24, "Froien Lines, 
requ ired. 

KEPPLER,, J. 0. Region 3, Chicago, Office of the Director. 79/09/25 
*P- 


7 91°170243 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 M. 11 No action required. 

KEPPLER, 0.0. Region 3, Chicago, Office of the Director. 79/10/01 
Ip. 


7910180611 Forwards IE Info Notice 79-24, "Overprossur i ta t ion of 
Containment of PWR Plant After Main Steam Line Break. '■ No 
action required. 

KEPPLER, J. G, Raglan 3, Chicago, Office of the Director. 79/10/01 


7910090160 Forwards IE Bulletin 79-21. "Tump Effects on Level 
Measurements, " Action required 

KEPPLER, JO. Region 3, Chicago, Office of the Director. 79/00/13 
ip. 


7910100346 Ack receipt of 790920 1 tr informing NRC of steps taken to 
correct violations voted in IE Inap Repts 30-440/79-06 !< 
30-441/79-06. 

FIORELLI ,Q. Region 3, Chicago, Reactor Construction & Engineerln, 

Support Branch. 79/10/04. ip. 


7910050400 Forwards IE Info Notice 79-20, "NRC Enforcement Policg - 
NRC Licensed Individuals.” No action required. 

KEPPLER, J. O. Region 3, Chicago, Office of the Director. 79/00/14. 


7910030450 Forwards IE Circular 79-17, "Contact Problem in SB-12 
Switches on QE Mstalclad Circuit Breakers. " No action 
required. 

KEPPLER, J. 0, Region 3, Chicago, Office of the Director. 79/D8/14. 


—7910100530 Responds to NRC 790023 itr re vlolationo noted in IE Insp 
Repts 30 440/79-06 6 50-44 1 /79-06. Correc 1 1 ve ac 1 1 ons : 1 1 quid 
penetration procedures arc being performed at temps above 
60 F i will be qualified at 40 F by 791015. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 79/09/26. Spp 










Feedwater Sy a Piping." No action required. 

KEPPLER. J. 0. Rag ton 3, Chicago, Office of thu Director, 
ip. 


in 

79/10/19, 


7910170026 Forwards IE Insp Repts 50-440/79-06 b 50-441/79-06 on 
79O0OB-1O & notice of violation. 

FIORELLI, 0. Region 3, Chicago, Reactor Construction & Engineering 

Support Branch. 79/08/20. 2pp. 


-7910170020 Notice of violation from insp on 79OBO0-1O. 

» Region 3, Chicago, Office of the Director, 79/00/27. 


Ip. 


-7910170031 IE Insp Repts 50-440/79-06 t. 50-441/79-06 un 79OBO0-IO. 
Noncompliance noted: fal lure to qualify liquid penetrant 
examination procedures. 

WARD, K. D. , DANIELSON, D. H. Region 3, Chicago, Office of tho 
Director. 79/00/27. 1 1pp. 


7910020100 Forwards IE Infs Notice 79-20, Revi s i on 1. "NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued to 
correct word omission S, punctoation error which changed 
statement, Changed statement underlined in text. 

KEPPLER, J. 0, Region 3, Chicago, Office of the Director. 79/09/07. 


7910190296 Forwards response to IE Dulletin 79-15 re deop draft pump 
deficiencies. Describes pumps used in safe ty-re la ted sus 
Pumps are presently being i ns ta 1 1 ed . Repa ire performed 
Supplier corrected other problems. 

DAVIDGDN, D. R. Cleveland Electric Illuminating Co. 79/09/07. 2pp. 


7910030242 Forwards IE Circular 79-19, "Loose Locking Devices on 
u?Ior^ Dl1 Ran<1 Pum P Impellers.” No action required 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/09/13. 


7910110119 Forwards IE Circular 79-20, "Failure nf GTE Sulvania Brlnu 
Type PM Bulletin 7305, Catalog SU12-11-AC w/120 Volt ac U 

Coil, No action required, 

KEPPLER, J.O. Rogion 3, Chicago, Office of the Director. 79/09/24. 


7, c!!^rfuM receipt of 790914 Hr informing NRC of steps taken to 
50-441/79-03 ti0r "* n ° ted ln IE lnsp Re P ta 30-440/79-03 tr 

Support r |lranc h. ^ U" 9 °' RMCt ° T C ° nstTUcUo " & Engineering 


" 79 R«»2 03 nn t0 NRC 790001 Ur re violations noted In IE Inpp 

Repts 80-440/79-03 tr 50-44 1 /79-03. Corr ec t i ve actions: 
specific instruction prepared for all activities re 
manfacturer installation instructions. 

DAVID80N, D. R. Cleveland Electric Illuminating Co. 79/09/14, 5 pp. 


B. Reportable occurrences, LERs U related correspondence 


7910050002 Ack receipt of 790723 final rept re weld quality Of Unit t 
kero degree pipe whip restraint structure 


FIORELLI, 0, 
Support Dranch,. 


Rogion 3, Chicago, Reactor Construction & Engineering 


?91 acket 33 ACk rBC8lpt oP 7907,0 interim rept re Rockbestos cable 
Support '[Iran c h. ^ *• »•« i neon 1 r 


79 1 0050343 Interim rept re Rockbestos Co cable. Worst case pull test 
uiltl be conducted during week ef 790313 utilliing cable 
w/ jacket as low as 50X specified thickness. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 79/07/IB. 3pp 


7910U0290 Interim deficiency rept re analysis of effect of postulate! 
break of natural got pipeline on strut t ural Intogr 1 ty of 
plant bldg. Will complete seismic integrity analysis to 
ma,nt under seismic design loads. 

DAVIDBON, D. R, Cleveland Elec trie Illuminating Co. 79/10/03. 3 pp. 


Congress ionol /Executive Correspondence 


7909200207 Responds to 790416 request re DF Brent Ur. Investigation 
into alleged defects & deficiencies at facility is not 
appro print eat pres on l time. 

79/o£/ 01 L ' V lp nf,<,,C0 ° f thB E *e = utive Director for Operations. 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 
-™!!! 1 ‘ l:atl ‘ > " /l:0n8tr '' cfc,on sta s e documents &, correspondence 


7910030573 Notification of 790920 meeting w/utils U QE ln DethesdaiMD 
to discuss review schedule & approval of load combinations 
in licensing review of DUR plants. 

DDURNlA, A. Light Water Reactors Branch 3. 79/09/10, 7pp, 


7910290234 Summary of 790920 meeting w/QE re schedule fer reviewing U 

bhurnTI S l0ad 1 c ° mp,nat,on<l In licensing ef UWR plants. 

DQURNIA, A. Light Mater Reactors Branch 3. 79/10/11. 20pp. 


7910300268 Forwards Oct 1979 "Bedrock Deformation in Cooling Water 
Tunnels," Vela l t, 2, prepared by Gilbert Associates, Inc 
Concurs w/c onsul bunt conclusions that deformation is 
nflntac t on I c in origin & not capable fault. 

DAVIDBON, D. R. Cleveland Electric Illuminating Cp. 79/10/22. Ip, 
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DOCKETED ITEMS 


-791030026'? "Bedrock Defnrmation 
SCHULTZ, L. D. . SANTAMQUR. W. J. . 
Co*. 79/10/31. 400pp 


in Cooling Water Tunnels," Vol 1. 
BUDIKUNST , P. B. Oi 1 b e rt/Commo nwea 1 th 


■7910300273 "Bedrock Deformation 
SCHULTZ, L. D. , SANT AMOUR, W J . 
Cos. 79/10/31. 400pp 


in Coaling Water Tunnels, 11 Vol 2. 
GUDIKUNST, P. B. Oi 1 b ert/Commonwea 1 th 


7910290463 Responds to FOTA request for NRC 70O2OB "Immediate action" 
* 770501 response. Requested documents are end & hefng 
sent to PDR in Wash i ng ton, DC 6 LPDR in Perry, OH. 

FELTON. J. (1. Division of Rules and Records. 79/10/23. 2pp. 


-7910290478 "Immediate action" 1 tr discussing 790207 fc OB telcons 
between D Davidson £, R Heishman re implementation of QA 
program eeamined during 780124-26 J. 0202-03 insp*. Lists 
activities requiring Corrective action. 

Region 3, Chicago, Office of the Director. 

79/02/0B. 5pp. 


79I02904B5 Responds to 780208 "immediate action" ltr addressing eight 
items of noncompliance identified during 780124-26 S, 0202-03 
insps. Lists resolutions made. Foruards summary of action 
taken on Items 1-5 of ltr. 

DAVIDSON, D, R. Cleveland Electric Illuminating Co, 79/OS/Ol 
15p p. 


7910170637 Order granting applicants & Duquesne Light Co motions for 
extension nf time in which to file petitions for review of 
ALAD-S60. Pet i t ions due by 791022. 

CHILK, S. J. Office of tho Bocrotary of the Commission. 79/10/05. 
IP - 


7910310463 Contend* that no basis exist* for imposition of civil 
penalties against util for alleged violation of License 
Condition 3. DDJ charges do not suggest antitrust violation. 
REYNOLDS, W. B. Shaw, Pittman. Potts, Si Trowbridge, 79/10/10. 2pp. 


7910300035 Petition for review of ASLAD 790906 dec i s i on, ALAB-560, r e 
inconsistency u/antl trust laws. A1 1 ogea that ABLAB applied 
erroneous legal s tds', i gnored important factors ti denied full 
participation. Certificate nf Svc end. 

OLDS, D. M. , RAU.L.A. Duquesne Light Co. OLDS, D. M. Reed, Smith, Sha 
&< McClay. 79/10/22. 13pp. 


7910310016 Petition far review of ABLAB 790906 d ec 1 s i an. ALAD-560. Urg es 
re-examination per NBC rogu la t i on s, a 1 1 eg ing important 
antitrust divergence from other ASLAD dec 1 s Ion s. Deecr 1 b es 
errors found in dec i s i on. Cer t i f i cate of Svc end. 

REYNOLDS, W. n. Cleveland Electric Illuminating Cd, REYNOLDS, W D 
Toledo Edison Co. REYNOLDS, W, D. Shaw, Pittman, Potts, 6 Trowbridge 
79/10/22, 13pp., * ' 


0, Adjudicatory correspondence 


7910030773 Act receipt of 790603 ltr to President Carter enclosing 
resolution urging moratorium an const of nuclear facilities. 

Explains containment isolation 2, cooling *ys lessons learned 
8< current corrective actions. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/07. 2pp. 

—7910030777 Forwards 790605 ltr f. resolution from Paine svi 1 le, OR urging 
moratorium an const of nuclear facilities. 

SEAL, M, M. President of US U Executive Of fices. 79 / 06 / 18 , App 


M. Antitrust correspondence 


7910160115 Answer in opposition to Cleveland Electric Illuminating Co 
request for stay of AELB 790625 order r equiremen ts, Ut i 1 does 
not satisfy stds of VA Petroleum Jobbers vi FPC. Cert If ice te 
of Svc end. 

GOLDBERG, R. Cleveland. OH. OOLDBERO. R. Goldberg, Fioldman & 
tetham. P. C. 79/09/06. 18pp. 


Q. Inspection reports, IE Bulletins U correspondence 


7910090160 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. " Action required. 

KEPPLER, J. Q, Region 3, Chicago, Office of the Director 
lp. 


79/00/13. 


7910050400 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals," No action required. 

KEPPLER.J.Q, Region 3, Chicago, Office of the Director, 79/0D/14 
IP- 


7910050450 Forwards IE Circular 79-17, "Contact Problem in BB-12 
Switches on GE Metalclad Circuit Breakers. " No action 
required 

KEPPLER, J, G. Region 3, Chicago, Office qf the Director. 79/0B/14, 


7910170026 Forwards IE Insp Repts 50-440/79-06 «, 50-441/79-06 on 
790800-10 t, notice of violation. 

FIORELL 1,0. Region 3, Chicago, Reactor Construction 8, Engineering 

Support Branch. 79/0B/2B. 2pp. 


79101B0194 Decision revising license cond i t i ons. App 1 1 can ts shall not 
condition access to wholesale p ouer . Provls ions of Federal 
Power Act should be Imp! omen ted , Ra t es subj to agencies 
approval. 

ROSENTHAL, A. S. I SALZMAN. R. S. , SHApFNAN, J. E, Atomic Safety and 
Licensing Appeal Panel. 79/09/06. 319pp. 


7910160103 Motion for extension until 791022 to file petitions for 
review of ALAB-560 by Commission. ALAB-560 consists of 
tenthly antitrust op i nion. Adoqua to time needed for 
meaningful revt ew. Car ti.fi cate of Svc end. 

REYNOLDS, W. B. , ZAHLER, R. E. Toledo Edison Co. REYNOLDS, W. D. Shaw, 
Pittman. Potts, 6 Trowbridge. 79/09/19. 6pp. 


7910150HB Motion for extension until 791022 to file petition 
w/Comml«sion for review of ALAB-560. Deci si on is lengthly 
t< Issues raised are difficult to anal y is. Cer t if i cate of 
Bvc end. 

OLDS, D. M. Ouquesne Light Co. DLD3.D.M. Reed. Smith, Shaw 1, McClay 
79/09/80. 5pp. 


791 Q310Q1 5 Answer to applicants' 790919 motion requesting extension 
until 791021 to file petition for review of A8LB 790906 
decision. Requests that extension be applied equally to all 
parties. Certificate of Bvc «nd 
HJELMFELT. D. C. Cleveland, OH. 79/09/2v. 3pp. 

10050667 Errata re ALAB-560. 

IISHOP.C, J. Atomic Bafety and Licensing Appeal Panel. 79/09/26, 

2pp. 


1001 0459 Objects on behalf of util to NRC 790625 order requiring mod 
if Davis-Deise OL 4 Perry CP w/o prior evidentiary hearing 
■equested by utll.Suppl order of 790B06 should stand. 
tEYNQLDS, W. 0. Shaw, Pittman. Potts, & Trowbridge. 79/09/27. 4 pp. 


0190174 Answer in support of applicants' 790919 motion for extension 
inti l 791022 to file petition for Commission review nf 
iLAB-360. NRC does not oppose request for extension. 

Certificate of Svc end. 

EBSY.R, P. Antitrust Division. 79/10/04, 4 pp, 


— 79101 7002B Notice of violation from insp on 790BOB-10. 

* Region 3, Chicago, Office of the Director, 79/08/27. lp. 


-7910170031 IE Insp Ropts 50-440/79-06 & 50-441/79-06 on 790000-10 
None ornpl lanco noted: fai luro to qualify liquid penetrant 
9 x aminat i nn procedures, 

WARD, K. D, , DANIELSON, D. H. Region 3, Chicago, Office of tho 
Director. 79/08/27. 11pp. 


79100201 BB Forwards IE Info Notice 79-20, Revi s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals, " Notice reissued to 
correct woTd omisdon 6 punctuation error which changed 
intent of statement. Changed statement under 1 ined In text. 

KEPPLER, J. 0, Region 3, Chicago, Office of the Director. 79/09/07 
lp. 


7910190296 Forwards response to IE Bulletin 79-15 re deep draft pump 
do fic lenc Ies. Describes pumps used in safety-related ays 
Pumps are presently being ins to 1 1 od. Repa i r s performed. 

Supplier corrected other problems. 

DAVIDSON, D, R. Cleveland Electric Illuminating Co. 79/09/07. 2pp. 


7910030242 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersoll-Rand Pump Impellers. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/13. 


7910110119 Forwards IE Circular 79-20, "Failure of 
Type PM Bulletin 7305, Catalog 5U12-11-AC u/120 Vo 
Coil. » No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the 
ip. 


OTE Bylvania Relay, 
It ac 

Director. 79/09/24. 


7910040355 Ack receipt of 790914 ItT informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-440/79-03 S, 

50-441/79-03. 

FIDRELLI, 0 . Region 3, Chicago, Reactor Construction t, Engineering 

Support Branch, 79/09/25. tp. a 


DOCKETED ITEMS 
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■7910040339 Responds to NRC 790801 ltr re violations noted In IE Insp 
Repts 50-440/79-03 6 50-44 1 /79-03. Corr ac t Ive actions: 
specific Instruction prepared for all activities re 
manfacturer installation instructions. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 79/09/14. 5pp- 


7910040232 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers." No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/09/26. 
IP. 


7910040040 Forwards IE Info Notice 79-24, "Frozen Lines." No action 
required. 

KEPPLER, J.. G. Region 3, Chicago, Office of the Director. 79/09/27. 
IP- 


7910170243 Forwards IE Info Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 t< 4 " Nd action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/01. 
Ip- 


7910180611 Forwards IE Info Notice 79-24, “Overpr e ssur i i< t i on of 
Containment of PUR Plant After Main Steam Line Break. " No 
action required. 

KEPPLER, J. G. Region 3, Chicago. Office of the Director. 79/10/01. 

Ip. 


7910180346 Act receipt of 79092B Ur informing NRC of steps taken to 
correct violations voted in IE Insp Repts 50-440/79-06 It 
50-441/79-06. 

FIDRELLI, G. Region 3. Chicago, Reactor Construction tt Engineering 

Support Branch. 79/10/04. ip. 


— 7910100550 Responds to NRC 790823 ltr re violations noted in IE Insp 
Repts 30-440/79-06 !< 50-441 /79-06. Corr ec t ive ac t i ons : 1 i qu i d 
penetration procedures are being performed at temps above 
60 F ti will be qualified at 40 F by 791015. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 79/Q9/2H. 2pp. 


7910310390 Forwards Revision 2 to IE Bulletin 79-13, "Cracking In 
Feedwater Sys Piping. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/19. 
Ip. 


9. Reportable occurrences. LERs It related correspondence 


7910050082 Ac k receipt of 790723 final rept re weld quality of Unit 1 
zero degree pipe whip restraint structure. 

FIDRELLI. G. Region 3, Chicago, Reactor Construction 8, Engineering 

Support Branch. 79/0S/13. Ip. 


7910050335 Ack receipt of 790718 interim rept re Rockbestos cable 
jacket. 

FIDRELLI, G. Region 3, Chicago, Reactor Construction !< Engineering 

Support Branch. 79/08/13. ip. 


--7910050343 Interim rept re Rockbestos Co cable. Horst case pull test 
will be conducted during week of 790813 utiliiing cable 
w/jacket as lew as 507, specified thickness. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 79/07/18. 3pp. 


7910120290 Interim deficiency rept re analysis of effect of postulated 
break of natural gas pipeline on structural integrity of 
plant bldg. Hill complete seismic Integrity analysis to 
determine integrity maint under seismic design loads. 

DAVIDBON, D. R. Cleveland Electric Illuminating Co. 79/10/03. 3pp. 


U. Congressional /Executive Correspondence 


7910170404 Forwards Buppl 3 to Amend 40 of 730330 application for OL 
i< request for partial transfer of CPPR-133 e< CPPR-136. 

Statement from Taunton Municipal Lighting Plant ra financial 
statement encl. 

RITSHER, J. A. Ropes It Gray. 79/10/16. 2pp. 


— 7910170414 SubmitB Suppl 3 to Amend 40 of 730330 application for OL 
& request for partial transfer of CPPR— 133 & CPPR-136. 

□pinion from State of VT Public Svc Board encl. 

MERRILL, D. N, Public Service Co. of New Hampshire. 79/10/10. 

42pp. 


0. Adjudicatory correspond ence 


7910030647 Responds to 790723 request for addl financial Info. Every 
effort will be made to provide addl info by 790731. 

DIGNAN.T.G. Ropes & Gray. 79/07/23. Ip. 


791009-0 597 Expresses concerns re evacuation plans Si const of facility. 
HILDE, F. E. Affiliation Unknown. 79/08/20. 2pp. 


7910090266 Ack receipt of 790730 petition by New England Coalition on 
Nuclear Pollution to include petition in NRC consideration 
of Eeacoast An t i-Po 1 lut 1 o-n League 790312 Si 0302 petitions. 

Request granted. 

DENTON, H. R. Office of NucleaT Reactor Regulation. 79/00/21. 3pp, 


— 7910090272 Forwards draft of 790B21 ltr to WS Jordan to ack receipt of 
790730 petition by New England Coalition on Nuclear 
Pollution to include petition in NRC consideration of 
Beacoast Ant 1 -Po 1 1 ut i on League 790312 tt 0502 petitions. 

MURRAY, J. P. Rulemaking 8, Enforcement Division. 79/00/13. 2pp. 


——7910090281 Petition by New England Coalition on Nuclear Pollution In 
support of Seacoast An t l-P -0 1 Lut i an League 7903IH If 0302 
requests for orders to show cause why CP should not be 
suspended or rsvok ed. Car ti f 1 cat e of Svc encl. 

JORDAN, W.B., SHELDON, K. P. Sheldon. Harmon Sc Weiss JORDAN, W. 8. 
New England Coalition on Nuclear Pollution. 79/08/21. I5pp. 


7910030221 Order extending time until 15 days after svc of supplemental 
majority opinion for filing petitions for Tevlew of seismic 
issues of ALAB-422 t, ALAB-43A. Time for NRC to grant 
petitions is extended to 30 days aft or filing of petitions, 

CHILK, S. J. Office of the Secretary of the Commission. 79/08/23. 

2pp. 


7910030173 Forwards A9 Rosenthal & JH Duck 790906 supplemental opinion 
in Seabrook proceeding Sc JH Buck Si LR Ouarles 790606 
supplemental opinion in Indian Point proceeding. CJ Bishop 
790906 memo re amend to MC Farrar 79OB03 opinion encl. 

BISHOP. C.J. Atomic Safety and Licensing Appeal Panel. 79/09/06. 

2PP- 


— 7910030170 Supplemental opinion in response to MC Farrar 790803 
dissenting opinion on seismic Issues In ALAB-422. 

RDSENTHAL. A. 9, Atomic Safety and Lie enaing Appeal Panel - 
79/09/06. 19pp. 

— 7910030189 Amend to MC Farrar 790803 dlssantlng opinion to avoid 
possible confusion between two different areas of 
conservatism. 

FARRAR, M. C. Atomic Safety and Licensing Appeal Panel- 79/09/06, 
3pp. 


7910110260 Request submitted by Intarvenor New England Coalition on 
NucleaT Power that NRC permit filing of memorandum in excess 
of ten pages. Seismic issue cannot be discussed adequately in 
ten pages, 

SHELDON, K. P. New England Coalition on Nuclear Pollution. 

SHELDON, K. P. Bheldon. Harmon & Heims. 79/09/26. Ip 


— 7910110266 Supplemental memorandum, submitted by intervener New England 
Coalition on Nuclear Power, in support of 770910 request that 
NRC review AELAB decision re seismic issue. Seismic design 
is inadequate- Certificate at Bvc encl. 

SHELDONi K. P. New England Coalition on Nuclear Pollution. 

BHELDON, K. P. Sheldon, Harmon it Weiss. 79/09/26. 21pp. 


— 7910110274 "Investigators of 8e 1 smolog 1 cal Input Safety Design of 
Nuclear Power reactors in New Eng laud, Annual Rept 1977." 
CH1NNERY, M. A. Massa c huse t ts Institute of Technology. 79/00/13. 
76pp. 


7910130440 Discusses util 790917 fc 27 responses to NRC questions re 
nuclear fuel financing t, effect on lntervenor Beacoast Anti- 
Pollution League 790312 request for order to show cause & 
util 790316 proposed Amend 40 to QL. 

BACKUS, R. A. O'Neil, Dackus, Spielman. 79/10/02. 6pp. 


7909280297 Responds to 790416 request re DF Brent 1 tr. Inveo 1 1 gat i on 
into alleged defects l< deficiencies at facility is not 
appropriate at present time. 

GDSBICKlL.V. Office of the Executive Director for Operations. 
79/08/01. Ip. 


DOCKET 30-443 SEADROQK NUCLEAR STATION, UNIT 1 


A. App J ieation/construction stage documents l, correspondence 


7910260439 Discusses status of two petitions re CPs, in response to 
790911 request. 

DENTON, H. R- Office of Nuclear Reactor Regulation. 79/10/03. 3pp, 


7910230543 Requests authorization to use coda cases not in Reg Guides 
i. 84, Revision 13 or 1. 85, Revision 15:Code Case N-237,Code 
Case N-21B *, Code Case N-22B. 

DEVINCENTIB, J. Public Service Co. of New Hampshire. 79/10/13, lp. 
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DENTON. H. R. 


Officii of Nuclear Reactor Regulation. 79/10/03. 


4pp. 


1 tr°to 4 NRC D re S licenap l araInd e sI 0r « SeaC e a e t Antl ' Pl ’ llljti » n League 791003 

No ronflir/L! » flnd & Te, J ueilt for show cause order. 

7909 ^ fl !n fc t ’°*“ :een RJ Harrison 790B06 testimony *, util 
rSL P ,' T'T* ^/supporting documentation. # 
nJTBHER, J. A. Ropes & Bray. 79/10/03. 13pp. 

eno, " d 

facility is e^ensi^Vco P ;!:,. rBC ° rd rD “ lBmU d " 3i «" ^ 

REIS.E. J. Branch 3. 79/iO/ll. 4 pp . 


7910020551 Forwards IE Circular 79-19, "Loose Locking Devices on 
ORIEn B n 1 M _Rand n PlJD,P In, P el lor9 - " Ho action required 9 
79/09/l3 H ' lp °° n l ' Philadolphia, Office of the Director. 

aa.s'aa.^K'.r"-- "•«- 

Coil. No action required 

79/09/ai"‘ lp . RBBi0n ‘‘ Philadelphia, Office of the Director. 

" E *™ »*•••* -nerator 

79/09/26^ 4 P p flB9i0n PhlladEl Phia, Office of the Director. 


22 s= :r^;r L 

KNIGHT, J. P. Division of Systems Safety. 79/10/10. 7pp. 

cause ^order. ^ti-Pnl lotion 

DAMON, E. N. Now Hampshire, State of. 79/10/12. Ip. 

'" 7 ' , 79Ogoa 0 r„f tOt ! m a nt Df P OB 1 tton re Beat oast Anti-Pollution Leaoue 
790303 request for show cause order. Requests that NRC ° 

n?h»r e . P rf Pa ; atiDn 4 t05tin S of 9mer S eney plans before 
DfMOH E N N^ ^ C p d T? °P ®rot Ion. Certificate of 3vc end. 

MON, E. N. New Hampshire. State of. 79/10/11. & pp . 

h8ha,p of 1 ntervanor Seacoast 

CPPR-133 & cPPR-fal^P de,,y SUPP1 3 t0 AmBnd 40 fT 

not occur CPPR - l:)6 Partial transfers of ownership will 

BACKUS.fi. A. (J'Ncil, Backus, Bpielman. 79/10/17. 3pp. 

General correspondence 

«"« r » ovor 

vJwbalw” t T " 5 — ft-fus 

• B. Division of Project Management. 79/09/07. 2pp. 

710020643 Ack receipt of 790725 ltr to un _ 

emergency planning for areas near facility Ej p loins' 1 tha t ^ ° V * r 

VASSAL LO^D 1^7^ T T" 9 due to TM1. 

Division of ProjBct Management. 79/09/07. 2 pp 

'10020646 Ack receipt of 790702 i fcr tn un 

emergency planning for areas near facility Eapia ha t "" ° VeT 

ISrij Jii 5 ?:, 2 -™ ™‘"-“ 

ie-Sva^auL ' are undergoing 

VAS8ALL0, D. B. Division of Project Management. 79/09/07. 2pp. 

Financial information 


790331 4 0911 Picons re requests for addl 

1UBENSTE N f ° F °T? r ?f , Uit ° f “ u la * *"<< i ng items 

1" * 5 1* * Mater Reactors Branch 4. 79/09/28. £3pp. 

€0203^1 Forunrds 790925 sudoI to c i M «i , 

s-swr rec 

i IfcfMtFI, J. A. Ropufr ii Gray, 79/09S3B, ?pp. 


Inspection reports, IE Bulletins «, 


correspondence 


^asra; -!H 


pumps 

JUier pnmpe are used. 
iVlNCENTlS, J. Public Service Co. 


four sve water cooling 
of New Hampshire. 79/OS 


2pp. 


79 ™qdid. F0rlJard5 IE Qullatln 79 ~2 4 * "Froxen Lines." No action 
79/ 09/27^' .p.” 6510 " *' Phl,9d9 lphla- Office of the Director. 

" React ° r Trips at T - k - 

79/HJ/Q1 H ip. 06910 " 11 Phil3dfll P hla * ««« hf the Director. 
79dS/0l" lp . RB9itm ‘* Philadelphia, Office of the Director. 


!5™™ SO " 4d4 SEABROOK NUCLEAR STATION, UNIT 2 
™!?^“"!!° p7 !“!;i‘: 9 =‘‘^_f^9 9 "docJmentsTcor re spend ence 

7,? 7909?? 3 request SSeB 8tatUS “ f tU, ° P ° miDn9 re CPs, in response to 
DENTON, H. R Office of Nuclear Reactor Regulation. 79/10/03. 3pp, 

DEVINCENTIS, J. Pub 1 x c Service Co. of New Hampsh ire. 79/10/15. Ip. 

7910170404 Forwards Sup p 1 3 to Amend 40 of 730330 application for 01 
& request for partial transfer of CPPR-I 35 i, CPPR-136 

TtAlZTt end . TaUntan l1raid ' a! Lighting Plant re financial 
filTSHER.J. A, Ropbs «, Oray. 79/10/16. 2pp, 

7910170414 Submits Suppl 3 to Amend 40 of 730330 application for OL 
n f ° r parttal transfer of CPPR-135 6 CPPR-136 

MERRILL ST Th'TV' 1 ' PUbliC SVC ®»«- 

q 2pp ' ublic Service Co. of N ew Hampshire, 79/10/10. 

O. Adjudicatory c orrpgpond uric <? 

DIONAN.T.O, Ropes t< Oray. 79/07/23. ]p. 

«"•» “P ^cility, 

79 nS?i ^ 6 tii.in'X :^”E:ii:xWo 5 :!i:;i.f“ uti - n °- 

R equ e s t°gTan ted 1 ^ u ^ ^ on Lea 9«e 790312 6 0502 petitions" 

DENTON, H. R, OfPice of Nuclear Reactor Regulation. 79/00/21. 3pp, 

1 S .5 : aJSr- « 

MURRAY, J. P. Rulemaking t< Enforcement Division. 79/0B/13. 2 PP . 

7910090201 Petition by New England Coalition on Nuclear p„n„*,.. , 
support of Beacoast Ant i -Po 1 1 u 1 1 on League 790312 & 0502 ° 

requests for orders to show cause why CP should not be 
suspended or revoked. Cer t If icete of Svc end 

JORDAN.W.S, BHELDQN, K. P . Sheldon, Harmon & Weiss. Jordan u r 
ew England Coalition on Nuclear Pollution. 79/00/21. 15 pp . 
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7910030221 Order Bitending time until 13 days after svc of supplemental 
majority opinion for filing petitions for review of seismic 
issues of AL (AB--422 t, ALAB-436, Time for NRC to grant 
petitions is extended to 30 days after filing of petitions. 

CHILE, 3. J. Office of the Secretary of the Commission. 79/OB/23. 

2PP. 


7910030173 Forwards AS Rosenthal & JH Buck 790906 supplemental opinion 
in Seabrook proceeding J. JH Buck !< Lf? Quarles 790406 
supplemental opinion in Indian Point p roceed 1 n g . C J Bishop 
790906 memo re amend to MC Farrar 790803 opinion end. 

BISHOP. C. J. Atomic Safety and Licensing Appeal Panel. 79/09/06 
2pp. 


-7910030178 Supplemental opinion in response to MC Farrar 790303 
dissenting opinion on seismic issues in ALAB-422. 

ROSENTHAL. A. 3. Atomic Safety and Li censing Appeal Panel. 
79/09/06. 19pp. 


--791Q030189 Amend to MC Farrar 79QB03 dissenting opinion to avoid 
possible confusion between two different areas of 
conservatism. 

FARRAR. M. C. Atomic Safety and Licensing Appeal Panel. 79/09/06. 
3pp. 


7910110260 Request submitted by intervonor Now England Coalition on 
Nuclear Power that NRC permit filing of memorandum in excess 
of ten pages. Seismic issue cannot be discussed adequately in 
ten pages. 

SHELDON, K. P, New England Coalition on Nuclear Pollution. 

GHELDON, K. P. Sheldon. Harmon I, Weiss, 79/09/26. ip. 


--7910110266 Supplemental memorandum. submi t ted by intervener New England 
Coalition on Nuclear Power, in support of 770810 request that 
NRC review ASLAQ decision ro seismic 1 ssue. Seismic design 
is inadequate. Certificate of Svc end. 

BHELDQN, K. P. New England Coalition on Nuclear Pollution. 

9HELD0N. K. P. Sheldon. Harmon!. Weiss. 79/09/26. 21pp 


-7910110274 "Investigators of Seismologi cal Input Safety Design of 
Nuclear Power reactors in New England. Annual Rept 1977." 
CHINNERY. M. A. Massachusetts Institute of Technology. 79/08/19. 
76pp. 


7910150440 Discusses util 790917 tc 27 responses to NRC questions re 
nuclear fuel financing 6 effect on intervenor Seacoast Anti- 
Pollution League 790312 request for order to show cause ti 
utli 790316 proposed Amend 40 to OL. 

BACKUS. R. A. O'Noll, Backus, Bpielman. 79/10/02. 6pp. 


7910260373 Responds to 790911 request for anticipated schedule for 
action on two petitions re CP. Action will be taken by 
Nov 1979. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/03. 4pp. 


7910100246 Comments on Intervenor Seacoast An t i -Po 1 1 ut i on League 791002 
1 fcr to NRC re license amend & request for show cause order. 

No conflict between RJ Harrison 790B06 testimony !c util 
790929 prospectus. W/supporting documentation. 

RlTBHER.J. A. Ropes & Gray. 79/10/05. 12pp. 


7910290319 Motion for extension until 791211 to respond to New England 
Coalition on Nuclear Pollution 790926 supplemental petition 
for review of ALAB-422. Comp i lod record re seismic design for 
facility is extensive & complex. 

REIS, E. J. Branch 3. 79/10/11. 4pp. 


— 7910250324 Affidavit attesting that matters involved In proceeding.ro 
facility seismic design, are complex t< extensive t< have not 
been under active review in over two yrs. L Brenner notice 
of withdrawal !< Certificate of Svc enc 1. 

KNIOHT. J. P. Division of Systems Safety. 79/10/10. 7pp. 


7910170294 Forwards statement of position re Seacoast An t 1 -Pol 1 ut i on 
League 790502 request for show cause ordBr. 

DAMON, E. N. New Hampshire, State of. 79/10/12. Ip. 


— 7910170303 Statement of position re Seacoast Anti-Pollution Loagus 
790502 request for show cause order. Requests that NRC 
require propara t ion !« testing of emergency plans be fore 
either unit placed into operation. Certificate of Svc end, 

DAMONi E. N. New Hampshire, State of. 79/10/11, 6pp. 


7910230509 Reque* k, submi tted on behalf of intervenor Seacoast 
Anti-Pollution League. that NRC deny Suppl 3 to Amend 40 for 
CPPR-133 !< CPPR-136. Par t ia 1 transfer# of ownership will 
not occur. 

BACKUS, R. A. O'Neil, Backus. Spiel man. 79/10/17. 3pp. 


H. General correspondence 


7910020639 Ack receipt of 790702 Itr to HR Denton re concern ovbt 
emergency planning for areas near f ac i 1 i ty. E x p lain s that 
commission requirements are being ro-eva 1 uate d due to TMI. 
VASSALLO, D. B. Division of Project Management. 79/09/07. 2pp. 


7910020643 Ack receipt of 790725 Itr to HR Denton re concern over 
emergency planning for areas near f ac i 1 i t y. Exp 1 a I n s that 
commission requirements are being re— evaluated due to TMI. 
VABBALLD, D. 0. Division of Project Management. 79/09/07. 2pp. 


7910020646 Ack receipt of 790702 ItT to HR Denton re concern over 
emergency planning for areas near f ac i It ty. Exp 1 a ins that 
commission requirements are being re-evaluated due to TMI. 
VABSALLO, D. H. Division of Project Management. 79/09/07. 8pp. 


7910100313 Responds to 790709 Itr expressing concern over continued 
const at site tu/o adequate emergency evacuation plan In 
light of TMI inc ide-nt. NRC requirements are undergoing 
re-evaiuat i on. 

VASBALLO, D. B. Division of Project Management. 79/09/07. 2pp. 


1. Financial information 


7910250337 Confirms 790Q31 tc 0911 balcons re requests for addl 
financial 1 nfo. Forwards list of outstanding item#. 

RUBENSTEIN. L. Light Water Reactors Dranch 4. 79/09/25. 8pp. 


7910020351 Forwards 790925 suppl to 790920 final prospectus of P8C of 
NH re Series D general t< refunding mortgage bonds. 

R ITSHER, J. A. Ropes & Qray . 79/09/27, 6pp. 


7910030353 Forwards util response to NRC 790929 Itr requesting addl 
financiel Info. Discusses const program cost estimates, 
kW/hour sales pr o joc t i ons, f oss 1 1 fuel cost adjustments 
clause te target cap 1 ta 1 1 xa t i on ratios, 

RITSHER.J, A. Ropes fc Gray. 79/09/26. 9pp, 


Q. Inspection reports, IE Dulletlns !< correspondence 


7910010788 Responds to IE Bulletin 79—15 re deep draft pump 
deficiencies. Four .eve water pumps & four svc water cooling 
touier pumps are used. 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 79/09/05. 2p p. 


7910020331 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ing ersol 1-Rand Pump Impellers," No action required. 

CRIER, B, H. Region 1, Philadelphia, Office of the Director. 
79/09/13. Ip. 


7910090611 Forwards IE Circular 79-20, "Failure of DTE Bylvania Relay, 
Type PM Bulletin 7305 Catalog 3U12-I1-AC w/120 Volt ac 
Coil." No action required. 

QRIER.B.H. Region 1. Ph i la do 1 ph i a. Office of the Director. 
79/09/24. Ip. 


7910040140 Forwards IE Info Notice 79-23, "Emergency Diesel QeneTator 
Lube Oil Coolers. " Mo action required. 

QRIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/09/26. 4pp. 


791O1BO107 ForwaTtf® IE Bulletin 79-24. "Froten Linos." No action 
r equ ired, 

GRIER. B.H. Region t« Philadelphia. Office of the Director. 
79/09/27. Ip. 


7910160361 Forwards IE Info Notice 79-29, "Reactor Trips at Turk* 
Point Units 3 i 4," No action required. 

DRIER. B. H. Region 1, Philadelphia, Office of the Director. 
79/10/01. Ip. 


7910170646 Forwards IE Info Notice 79—24, "Overpressur 1 lat i on of 
Containment of PWR Plant After Main Steam Lin* Break. 11 No 
action required. 

■QRIER.B.H. Region 1, Philadelphia, Office of the Director. 
77/10/01. Ip. 


DOCKET 30-449 COMANCHE PEAK BTEAM ELECTRIC BTA. .UNIT I 
A. Application/construction stage documents h correop ondenc e 


7910100446 Requests amend to FBAR to Include proposed secondary water 
chemistry program. Amend will be referenced in condition to 
OL Si will replace any proposed Tech Specs on secondary water 
chemistry. Forwards model license condition. 

BAER, R. L. Light Water Reactors Branch 2. 79/00/24. Spp. 
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n!2o a 2*,’ amBndmBnt Df Fs «n to include addl Info. 

HffcRrR. L. Light Water Reactors Branch 3. 79/09/19. 7 pp . 

7 91001027S Forward* updated rept by HJ Gruy J< Associate# re geologic 

FElBT P c r K a9r -? 8me, ’ t . I !! , fw LefeVrfl ' RBpt 3upBI ' fiBd ** 790330 rept 3 
FEIBTfC.K, T«ias Utilities Services, Inc. 79/ 09/21. 12pp. 

7910180994 Notification of 791013-16 meeting ei/util in Olen Rose TX f„ 
discuss subfoundation * backfill design Eradiation ** ™ t0 

assessment program. 

0URWELL, B. 8. Light Water Reactors Branch 2. 79/10/03. 3 pp. 

7, !n 2 «” 7 R«e. i w“o i eath n . # r 7 i 1 ? ,7 ; la T"* 1 "* “ /u “ 1 «* NRC 

dunamlr , c S^ther info for inadequate analysis of 

i '«•«» on supports for Westlnghouse 4-loop 
pressurized water reactor. ^ 

flURWELL, S, B. Light Water Reactors Branch 2. 79/10/04. 3 pp. 

79 saf«tu-r.lit!d SSBa lack . of rB U“l4torg or industry guidance on 
.safety related process instrumentation tubing mounting «, 
code applicability. Submit* util approach to n , r integrity 
nf instrumentation tubing. ensure xneegrity 

GARYrH.d. Te xai Utilities Generating Co. 79/10/11. 3pp. 

0 Adjudicatory correspondence 


7910220407 Submits Central U South West Coro, et al Aug 1979 

OeneratE d I a 2 UBS J f ° r p rod uc u ° n of documents to TX Utils 3 

deonEE 9 r ‘.ighting *, Power. Participated in 

deposi ti on*. Certi f icat© of Svc encl. 


7? B0WERS 4 E B 0tl At ftpa ^ in9 T ® ‘nuance of facility OL. 
SOWERS, E.S. Atomic Safety and Licensing Board Panel. 


M. Antitrust correspondence 


79/00/09. 


IHx "V: *■ c — 

£! is, 1 *-” 

LESSY, R, P, , BLUME, h. B. An ti trust Divl aion. 79/07/23. & pp . 

™X.‘r ■tissasa.Kii. 


rod uction 


—7909260131 Erratum to util opposition to DQJ motion for util p 

s;;. 1 - 

po “*' 

■Fvr 

CARNEYi J. Isiiami Lincoln k Beale. 79/00/09. Jip. 

as ral : jy : 

i 1 1 * BLUhEf M, B, Anti trust Divi lion MAPriq i i 

Justice, Dept. of. 79/08/09. 13 PP . HARRIS, J. L. 

^PSSSSSjffifXS'XXt"--"-"* 

BCARTH, E. D. Texas Utilities Co. 79 / 08 / 21 . 7 pp . 

s "f «i b tx"x c 1 2 y hi?" rcss - ■ d fco 

• ieberman. ' 79/0B/21 sJJ*’ ° 8,,erat,n » Co - KNOTTS, J. n. Dabevoisa ft 

••1. nf fuel fc othSr rSlatld In5o S/n ^i 1 V* Purchase ft 

3 ni‘«assa £ i r j . 

[2pp. f “" u Rervlce Co. of Oklahoma. 79/0S/22. 


CARNEY, J, A. Ishom, Lincoln ft Beale. 79/09/04. 


5pp. 


□ALOUOH, R. C. Austin, TX. 79/09/05. 4 pp. 

7910220396 Submits Aug 1979 status rept on discovery South TX Electric 
cooperat ve 6 Medina Electric Cooperative neither i„?HatIJ El8ctrlC 

JDHl/n'p iVB Ai,? ny diocovor Y requests. Certificate of Svc encl 
JOHN, 0. p. Akin, Dump, Hauer & Feld. 79/09/06. 4pp. 

791 0 22040i Confirms change in 790913-21 depositions Depositions nf 
Deep East Electric Cooperat 1 ve, TX-LA Electric Cooperative 8, 
other associations have been postponed Indefinitely JH Butts 

K heV'V 8 :: rescheduled a!ong e “* 

UURCHETTE, W. Northcutt Ely. 79/09/07. Ip. 

7910130609 Motion to ccunpel production by DOJ of certain drafts of 
testimony prepared by WE Scott. ASLB order, Issued at 790601 
uf B Svc r en?l C0T,ferBnCB “ ,iSP0B ' E ° f D0J ^ jections. Certl ffeite 

D0Us ,0H ^/b9/,o" OU l4p°p. Ll9htl,,g * P0U8r C °' BQLTKN10HT , J. A 


Baker & 


IS?"--"- ””’°-- ur 

SALT2MAN, J. Antitrust 8, Indemnity Oroup. 79/09/11, lp. 

uni;s"L°j; a t t nec:^;;: ,tt ' m *° ‘ pat * «» nuclear plant 

SHENEF1ELD, J. Just! c e, Dep t . o f . 79/09/03. 3 pp , 

rodoers, j. t. Texas, state of. 79/00/29. i P , 

7<? o2n 200 ti Ropt ° n di * covcr « activities during Aug 1979 TX Utils 
Generating Cu participated in depositions {. received forth.; 

Snuth* t t°r prBdue t 1 <»n °f documents from Central ft 

UMn^“ B ’, t r, Cor S' CDrllfi<:atH ° f Svc Bncl - 
NOT 8, d. D. Texas Utilities Generating Co, 79/09/12. 3 pp . 

JABLON n L A 3 ht o"? !< ?‘T r i,ssombled ' Certificate of Svc encl 
JABLQN.n.A. Spiegel t* McDiarmid. 79 / 09 / 12 . 6 pp. 

LESSY'R.P., CHANANIA.F D. , BLUME, M. B. Antitrust Division. 79/09/18. 

has rflmini.h J testimony. Burden of upcoming depositions 

s,si CL : ?* j:, 4 ;. 1 ;:;;. 

4 “ Justice, Dept, of, At torney Oenera 1 ' s Of f i ce. 79/09/25. 

79 ™ot?^ 2 i Answor , in oppo *» b ‘«»n to Houston Lighting fc Rower 790910 
J!?*?? C r pel P roductlon of certain WE Bcott testimonj 
Urons *■ ^'Closure will impair expert witness testimony. 

Urges oral orgumen t. Certificate of Svc encl 3 

CYPHERT, S. B. , CLARK, R. H. , PARMENTER, F. H. dus t i ce, Dep t. of . 79/09/26. 

791016005S Forward# Attorney General 790925 1 tr r* addl anti fruit 
4dv ,e pur Atomic En „ rgu of P^inJn 

30 days F VBnB & rBqusl,t for h *aring may be filed within 
BALTZMANi J. Antitrust %. Indemnity Group. 79/10/01. 5 pp, 
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7910170679 Rept an discovery activities during Sept 1979. Part ic ipated 
In depositions !< completed arr ang emon ts to produce documents 
requested by NRC U Central 6 Southwest. Certificate of Bvc 
end. 

KNOTTS) 0. B. Texas Utilities Generating Co, 79710705. 5pp. 


79101901BQ Order denying Houston Lighting & Power It TX Utils Oenerating 
Co 790403 motions for summary disposition of proceeding*. 

Collateral es t op p e 1 , ba sod on US District Court decision CA 
3-76-0633-F, does not affect NRC licensing proceedings. 

MILLER) M. E. Atomic Safety anif Licensing Board Panel. 79/10/03. 

SOpp. 


7910360364 .Protective order in favor of Hquston Lighting & Power, 
Imposes restrictions on NRC b DOJ re use & access to util 
documents designated "confidential." 

MILLER) HE. Atomic Safety and Licensing Board Panel. 79/10/15. 
Spp. 


7910260444 Forwards TX Util Generation Co motion to quash subpoenas or 
in alternative to quash testimonial subpoenas It to modify 
scope it return date of documents subpoenaed. 

KNOTTS) J. B. Debevoise & Liaberman. 79/10/17. Ip. 


— 7910260440 TX Util Generating Co motion to quash subpoenas or in 
alternative to quash testimonial subpoenas it to modify scope 
It return date of documents subpoenaed. 

KNOTTS) J. B. Debevoise t, Lieberman. 79/10/17, 7pp. 


G. Inspection reports) IE Bulletins & correspondence 


7910230535 Forwards ITT Orinnell Engineering Std ES-13 in response to 
IE Bulletin 79-02) "Pipe Support Base Plate Designs Using 
Concrete Expansion Anchor Bolt." 

GARY) R. J. Texas Utilities Generating Co. 79/07/30, 26pp. 


7910020330 Forwards IE Bulletin 79-i3i Revi s ion 1) "Cracking in 
Feedwater Bys Piping." No action required. 

BEYFRIT)K. V. Region 4, Dallas) Office of the Director. 79/08/30. 
Ip. 


7910290045 Forwards IE Insp Rept 90-445/79-21 on 790029. No 
noncomp I iance noted. 

MADBENr 0. L. Region 4> Dallas) Reactor Operations Nuclear Support 

Branch. 79/09/06. Ip. 


--7910290049 IE Insp Rept 50-445/79-21 on 790B29. No noncompliance noted. 
Major areas Inspected: second corporate mg t meeting re 
preoperati anal It testing activities. 

TAYLOR, R. G. . WEBTERMAN, T. F. Region 4. Dallas, Office of the 
Director. MADSEN, G. L, Region 4. Dallas. Reactor Operations 

Nuclear Support Branch. 79/09/05. 4pp. 


7910020275 Forwards IE Info Notice 79-20. Revision lr "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission 8, punctuation error which changed 
intent of statement. Changed statement underlined in text. 

SEYFRIT, K. V. Region 4, Dallas. Office of the Director. 79/09/07. 
Ip. 


7910180537 Forwards IE Insp Repts 50-445/79-19 It 30-446/79-19 on 
790809-10 6 13-16 8< notice of violation. 

8EIDLE, W. C. Region 4, Dallas, Reactor Construction & Engineering 

8upport Branch. 79/09/07. 2pp. 


— 7910160540 Notice of violation from Insp on 790009-10 & 13-16. 
a Region 4, Dallas, Office of the Director. 79/09/07. lp. 


— 7910180944 IE Insp Repts 50-443/79-19 & 30-446/79-19 on 790009-10 S, 
13-16. None ompl lance noted : fa i lure to follow nonconformance 
procedures for electrical cable. 

GILBERT, L. D, , MARTIN, L. F- , GROSSMAN, W. A. Region 4, Dallas, 
Office of the Director. 79/09/05. 7pp. 


7910030324 Forwerds IE Circular 79-19, "Loose Locking Devices on. 
Ingersal 1-Rand Pump Impellers." No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Diroctor. 79/09/13. 
tp. 


7910110297 Forwards IE Info Notice 79-22, "Qualification of Control 
Bys. " No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/17. 
Ip. 


7910090435 Forwards notice of violation from insp on 790906-07 & 10, IE 
Insp Repts 50-445/79-1B !< 50-446/79-1B will be eent later. 

SE1DLE, Id. C. Region 4, Dallas, Office of the Director. 79/09/24. 

2pp. 


— 7910090443 Notice of violation from insp on 790906-07 & 10. 

* Region 4, Dallas, Office of the Director. 79/09/24. -3pp. 


7910110161 Forwards IE Circular 79-20, "Failure of GTE By lvania Relay, 
Typo PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ac 
Coil. " No action required. 

SEYFRIT, K. V. Region 4, Dalles, Office of the Director. 79/09/84. 
Ip- 


7910110185 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Dll Coolers. " No action required. 

BEYFR IT. K. V. Region 4, Dallas, Office of the Director. 79/09/86. 
Ip- 


7910250344 Ack receipt of IE Insp Repts 50-445/79-19 S, 50-446/79-19 
on 790907. No proprietary info. „ 

GARY, R, U. Texas Utilities Oenerating Co. 79/09/26, Ip, 


7910180031 Forwards IE Bulletin 79—24, "Froisn Lines. " No action 
required. 

SEYFRIT, K. 9. Region 4, Dallas, Office of the Director. 79/09/87 
IP- 


7910170332 Forwards IE InfD Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 k 4. " No action required. 

SEYFRIT, K.V. Region 4. Dallas, DPPice oF the Director. 79/10/01. 

Ip- 


7910190209 Forward's IE Info Notice 79-24, "Dvarpressur i is t i on of 
Containment of PWR P i an t After Main Steam Line Break." Ho 
action required. 

BEYFR IT, K. V. Region 4, Dallas, Office of tii# Director. 79/10/0 1. 
IP- 


7910240672 Ack receipt of 790927 ltr informing NRC of steps taken tn 
correct violations noted in IE Insp Rept* 50-445/79-19 it 
50-446/79-19. 

BEIDLE, N. C. Region 4, Dallas, Reactor Construction & EngineerinQ 

Support Branch. 79/10/10, lp. 


— 7910240676 Responds to NRC 790907 ltr re violations noted in IE Inup 
Repts 30-443/79-19 U 50-446/ 79-19. Corr B c fcive ac t ion » : ca b 1 e s 
r eirspeetnd for proper color coding. Reel s returned to 
manufacturer for pTopor coding. 

GARYiR. J. Ts xas Uti 1 it 1 es Generating Co. 79/09/27. 3pp. 


7910230175 Ack receipt of 790703 t< 0917 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-445/79-11 it 50-446/79-11. 

BEIDLE, W.C. Region 4, Dallas, Reactor Construction & Eng lneer iron 

Support Branch. 79/10/10. Ip. 


--79102S0179 Responds to NRC 790514 ltr re violations noted in IE Insp 
Repts 50-443/79-11 6 50-446/79- 1 1 . Corr ec t ive actions: no addl 
actions planned as concrete met design requirements in 
evaluation of containment dome. 

OARYiR.J. Texas Utilities Generating Co, 79/09/17. lp. 


7910310427 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Bys Piping." No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/10/17, 
lp- 


8, Reportable occurrences, LERs & related correspondent e 


7910100298 Advises of completion of analysis re possible cooling 
problem w/diosel g enera tors. Mat ter is not reportable under 
tOCFRSO. 53(c). 

QARY-R.J. Texas 1111111161 Generating Co, 79/10/05. lp. 


DOCKET 50-446 COMANCHE PEAK 8TEAM ELECTRIC ETA. , UNIT 2 

A. Ap p 1 lea tion/cons true t ion stage documents U correspond erics 


79101Q0446 Requests amend to FBAR to Include proposed secondary water 
chemistry program. Amend will be referenced in condition to 
□L U will replace any proposed Tech Specs an secondary water 
chemistry. Forward* model license condition. 

BAER, R. L. Light Water Reactors Branch 2. 79/00/24. Bp-jx, 


7910110520 Offer* -no objection to plans to resume concrete placement 
in reactor containment bldg exterior wall Ic dome on 79091B, 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/18. 
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7910090809 Forwards request for addl info & NRC positions baaed 
review of FBAR Section 14.2, "Initial Test Program." 

Requests amendment of FSAR to include addl info. 

DAEfl, R. L. Light Water Reactors Branch 2. 79/09/19. 7pp. 


on QA 


7910010275 Forwards updated rept by HJ Gruy 8, Associates re geologic 
info per agreement ui/H Lefevre.Rept supersedes 790930 rept. 

FEIST, C.K. Texas Utilities Services, Inc. 79/09/21. 12 pp. 


79I01B0554 Notification of 791015-16 meeting u/util In Glen Rose, TX to 
discuss subfoundation 6 backfill design 6 radiation 
assessment program. 

BURWELL. S. B . Light Water Reactors Branch 2. 79/10/03. 3pp. 


7910190377 Discusses lack of regulatory or industry guidance on 
safety-related process instrumentation tubing mounting t< 
code applicability Submits util approach to ensure Integrity 
of instrumentation tubing. 

QARY.R.J. Texas Utilities Generating Co. 79/10/11, 3pp. 


G, Adjudicatory correspondence 


,910220401 Confirms change in 790913-21 dep os it i ons . Da p os 1 1 1 one of 
Deep East Electric Coop e rat i ve, TX-LA Electric Cooperative & 
other associations have been postponed 1 nd e f in 1 te 1 y. J|H Butts 
deposition has bean rescheduled along ui/JL Johns & others 
BURCHETTE. W. Northcutt Ely. 79/09/07. Ip. 


7910190609 Motion to compel production by DOJ of certain drafts of 
testimony pTopared by WE Scott. ASLB order, issued at 790601 
prehearing t onf crence , d i eposes of DOJ ob jec t i ons. Cer tl f i cate 
of Svc end. 

BOUKNIGWT, J. A. Houston Lighting & Power Co. BOUKNIGHT, J. A, Baker J, 
fiotts, 79/09/10. 14pp, 


/VIUU9U640 Forwards Atty General 790905 1 tr containing addl antitrust 
advice re util application for license. 

SALTZMAN, J, Antitrust I< Indemnity Group. 79/09/11. ip. 


7910090650 Responds to NRC request for further advice re TX Municipal 
Power Agency participation In nuclear s i tea. Ant i trus t 
hearing on util application to participate in nuclear plant 
units is not necessary. 

SHENEFIELD, J. Jus t i ce, Dep t. a f . 79/09/05. 3pp. 


7910050649 Notice of hearing re issuance of facility OL. 

BOWERS, E. S. Atomic Safety and Licensing Board Panel. 79/00/09. 


M. Antitrust correspondence 


7910030003 Motion to modify return date of subpoenas issued to C Stover 
“ k# »P«f of records at CH Gurnsey, Inc. Date will be agreed 
upon by Interested parties, Recent do ve 1 opme nta may Impact 
deposition. Draft of order & Certificate of Svc end. 

LESSY,R.P. I BLUME, N. B. Antitrust Division. 79/07/23, 6pp. 


7910190318 Submits discovery status rept for Jul 1979. Central Power 
s, Light remaining documents to DOJ, compilod w/Houston 
Lighting & Power first interrogatories 6 requests for 
documents fc participated in depositions. 

CARNEY, J. I sham, Lincoln t< Beale. 79/0B/O9. ip, 


7910260434 Joint application for issuance oif subpoenas to JD Robertson 
of Lamar County Electric Cooperative, re testimony Z, 
production of documents on competition In electric util 
market. W/Certi ficate of Svc 6 drafts of subpoenas. 

LESSY, R. P. , BLUME, M. B. Antitrust Division. HARRIS, J L. 

Justice, Dept. of. 79/00/09. 13 pp. 


7910050241 Suppiementa! answer to util first sot of interrogatories ?, 
request for production of documents. Di scus ses 
interconnection between Electric Reliability Council of TX A 
Southwest Power Ponl . Cer t i f ica te uf Svc encl. 

SCARTH, E, B. Texas U t i 1 i t i e s Co. 79/08/21. 7 pp. 

7910190352 Rept on discovery during Jul 1979. Has responded to 
interrogatories from TX-LA Cooperative !< has received 
supplemental response from DOJ to util first set of 
interrogatories. Certificate qf Svc encl 

uVhlmin*- 7^Bm tlI 5p t p" GB ° eratln9 CO ' KNOTTS '^ Dobovoise: 


"ETg&'V'Jr To UCti0 n 0f docum,mts b « TX Utils Generating 
, Houston Lighting & Power. Doc umen t s requested should be 
re evant to transactions between both utils ro purchase Z, 
fUSl fc 0ther ranted info.W/proof of svc. 

U oht Co ' CArSe^Va*' C ° rp - CA «NEY,J.A. Central Power U 

12pp C CAR NEY,J. A Public Service Co. of Oklahoma. 79/0H/22. 


79 CREpS 6 n 5 n NO V Ce of , a ? |lsar4n " on behalf of Houston Lighting & Power. 
REENiD.O. Louenstei n, Newman. Rei s, Axolrad LToll. 79/00/27. 4 pp. 


Notice of appearance on behalf of HRC. 
CHANANIA, F. D. Antitrust Division. 79/00/20. 3 pp, 


9 ie»?°F?ra UbmitS ?*2 tral <■ BDUkb West Corp.et al Aug 1979 discovery 
General!!! f 0 , r P’’“ d uc 1 1 of documents to TX Utils 

nflrating Sc Houston Lighting 5c Pnwer. Parti c I pa ted in 
d«po si t Ians, Cer t i f I ca te of Svc oncl. 

CARNEY, J. A. Ishami Lincoln & Beale, 79/G9/D4, 5pp. 

79 iniui!Id 9 nor deceived 979 d *f tQvar » ™pt.Clty of Auatin has neither 
Svc encl ^ received any discovery requests. Certl ficate of 

BALOUOH, R. C. Austin, TX. 79/09/05. 4 pp. 


^ 9 CooDBrItiv» t 't 1 M*a^ 0fl i? 79 * fcatus re P b °h discovery. South TX ElwctrL 
nor P J»c« v E1#ctrIe Cooperative neither initiated 

JOHN n F 1 ^ Uc, » veT 'J requests. Certificate of avc encl 

HN.D.F, Akin, Gump, Hauer ii Feld. 79/09/06. 4 pp. 


—7910090633 Submits info re participation of TX Municipal Power Agency 
in actions of util In order tD avoid necessity of antitrust 
hearing. 

RODGERS, J. T, Texas, State of. 79/0B/29. ip. 

7910220077 Rept on discovery activities during Aug 1979. TX Utils 
Generating Co participated in depositions *t received further 
request for production of documents from Central t, 

Southwest Corp. Certificate of Svc encl. 

KNQTTS, J. B. Texas Utilities Generating Co, 79/09/12. 5pp. 

7910220485 Submits Public Utils Board of Brownsvi 11 e, TX status rept ro 
Aug 1979 discovery oc 1 1 vi t i os. Ad d 1 documents requested by 
^»n, BtDn „ Ll9htin9 * Pou,(,r ^*semb led. Certificate of Svc oncl. 

JABLONi R. A. Spiegel L McDiarmld. 79/09/12. 6pp. 


7910220170 Submits Jul 1979 discovery rept. Obtained depositions uf 
R Parks of TX Utils Bvcs.fi Raymond of County Electric 
Coop era tivfti J Lytle of Farmers Electric Cooperative t* 

JB Robuck of TX Power «< Light. 

LESSY, R. P. I CHANANIA, F. D. , BLUME, M. B, Antitrust Division. 79/09/ 1 8, 
**PP 


i « h*i . ” 0n fop extension until 790926 to respond to Houston 

Lighting 8, Power 790910 mntion to compel production of 

drafts of WE Scott testimony. Burden of upcoming depositions 

has diminished time oval lab] o. Cert i fi cat o of Svc encl 

C Ipp EnT ‘ S ' Q ' ‘ CLAFIK,n - H - ' CENTER, F. H. Justice, Dept. of. 79/09/19. 


i, . , Respond * to request for advice re participation of Brazos 
Electric Power Cooperative. Brazos has agreed to be bound by 
outcome of TX Utils Generating Co OL antitrust hearing. 

Hearing on Oraios OL application not necessary, 

S 4pp EFIELD ' J Jo stice. Dept, of. Attorney General's Office. 79/09/25. 


: . " nous coil Lignxing {, fouii 

? Dt i? n « compDl production of certain WE Scott testlmor 
drafts, Disclosure will impair expert witness testimony. 
Urges oral arg ument. Cer ti f i ca te of Svc encl 
CYPHERT.S. B. , CLARK.fi. U. , PARMENTER, F. H. Jus li c e, Dep t. c 

20pp, r 


790910 

79/09/26, 


/viuioooaa Forwards Attorney General 790925 ltr re addl antitrust 
adv se per Atomic Energy Act of 1934, Section 103t . Peti t i an 
to intervene S, request for hearing may be filed within 
30 days. 

SALTZMAN. J. An t i trus t 6 Indemnity Group, 79/10/01. 5 pp. 

7910170679 Rept on discovery activities dor-iny Bapt 1977. Par tic ipa ted 
in oppositions & completed arrang e/nenfcs to produce documents 
requested by NRC 6 Central t, Southwest. Certificate of Svc 
encl. 

KNOTTS. J. B. Texas Utilities Generating Co. 79/10/03. 5pp. 


7 d °nyinfl Hous ton U g h ting~»r 'Power *< TX Utils Generating 

Co 790403 motions For summary disposition of proceedings. 3 

n°ii a ^^L B ! t0ppal ' bB!!ed 0,> Us OiitrtcX Court decision CA 
2:. 7 *:? 6 2 a “ F ' d ? es not NRC licensing proceedings. 

MILLER# M>E. Atomic Safety and Licensing Board Panel. 79/10/05, 
aopp. 


' un rruMcuvi aroer wr nu U * ton «-ign*ing * * 

Imposes restrictions at) NRC b DOJ re use & access te util 
documents designated "confidential." 

MILLER t M. E. Atomic Safety and Licensing Board Panel. 79/10/13 
spp. 
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7910260444 Forwards TX Util Generation Co motion to quash subpoenas or 
in alternative to quash testimonial subpoenas A to modify 
scope & return date of documents subpoenaed. 

KNOTTS. J. B. Debevoise A Lioberman. 79/10/17. Ip. 


•7910260448 TX Util Generating Co motion to quash subpoenas or in 
alternative to quash testimonial subpoenas A to modify scope 
A return date of documents subpoenaed. 

KNOTTS, J. 0. Debevoise A Lieberman. 79/10/17, 7pp. 


0, Inspection reports. IE Bulletins A correspondence 


7910230533 Forwards ITT Grinnell Engineering Std ES— 13 in response to 
IE Bulletin 79-02, "Pipe Support Base Plate Designs Using 
Concrete Expansion Anchor Bolt." 

GARY, R. J. Texas Utilities Oenerating Co. 79/07/30. 26pp. 


7910020330 Forwards IE Bulletin 79-13, Re vi s i on 1, "Cracking in 
Feedwater Sys Piping. " No action required. 

SEYFRITi K. V. Region 4. Dallas, Office of the Director. 79/OB/30. 

Ip- 


7910020275 Forwards IE Info Notice 79-20, Re visi on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued to 
correct word omission A punctuation error which changed 
intent of statement. Changed statement underlined in text. 

BEYFRIT, K. V. Region 4, Dallas. Office of the Oiroctoir. 79/09/07. 
Ip. 


7910100537 Forwards IE Inap Repts 50-445/79-19 A 50-446/79-19 on 
790009-10 6 13-16 A notice of violation. 

SEIDLEiW C. Region 4, Dallas. Reactor Construction !< Enginooring 

Support Branch. 79/09/07. 2pp. 


■7910100540 Notice of violation from insp on 790BO9-1O A 13-16. 

« Region 4, Da lias. Office of the Director. 79/09/07, lp. 


•7910100544 IE Insp Repts 50-445/79-19 A 50-446/79-19 on 790809-10 5. 
13-16, Noncompliance no t ed : f a 11 u re to f ollow nonconformance 
procedures for electrical cable. 

GILBERT, L. D. , MARTIN, L. F. , C R055MAN , W. A . Region 4, Dallas, 

Office of the Director. 79/09/05, 7pp. 


7910030324 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingorso 1 1-Rand Pump Impellers. " No action required. 

BEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/13. 
Ip. 


7910110297 Forwards IE Info Notice 79-22, "Qualification of Control 
6ys. " No action required. 

SEYFRIT, K. V. Region 4, Dallas. Office of the Director. 79/09/17. 
Ip. 


7910090435 Forwards notice of violation from Insp on 790906-07 A 10. IE 
Insp Repts 50-445/79-18 6 50-446/79-18 will be sent later. 

BEIDLE.W.C. Region 4, Dallas, Office of the Director. 79/09/24, 

2pp. 


■7910090443 Notice of violation from insp on 790906-07 A 10. 

* Region 4, Dallas, Office of the Director. 79/09/H4. 3pp. 


7910110161 Forwards IE Circular 79-20, "Failure of QTE Sy 1 vania Relay, 
Type PM Bulletin 7305, Catalog SU12-11-AC w/120 Volt ac 
Coil." No action required. 

BEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/24. 
Ip- 


7910110185 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers." No action required. 

BEYFRIT, K. V. Region 4. Dallas, Office of the Director. 79/09/26. 

Ip- 


7910250344 Ack receipt of IE Insp Repts 50-445/79-19 A 50-446/79-19 
on 790907. No proprietary info. 

OARY.R.J. Texas Utilities Generating Co. 79/09/26. lp. 


7910180051 Forwards IE Bulletin 79-24, "Frozen Lines. " No action 
required. 

SEYFRIT, KV. Region 4, Dallas, Office of the Director. 79/09/27. 

Ip- 


7910170532 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 k 4. " No action required. 

BEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/10/01. 
tP- 


7910190209 Forwards IE Info Notice 79-24, "Dv n r press u r i za t i on of 
CantainmB-nt of PWR Plant After Main Steam Line Break." No 
actios required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/10/01. 

lp 


7910240672 Ack receipt of 790927 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Flepts 30-445/79-19 A 
30-446/79-19. 

SEIDLElW. -C. Region 4, Dallas. Reactor Construction k Engineering 

Support Branch. 79/iO/lO. Ip 


7910240676 Responds to NRC 790907 ltr re violations noted in IE Insp 
Repts 50-445/79-19 6 50-446/79- 1 9. Cor roc t i ve ac t i cins : c ab 1 o « 
reinspacted for proper color coding. Reels returned to 
manufac turer for proper coding. 

GARY, R. J. Texas Utilities Generating Co. 79/09/27. 3pp. 


7910230175 Ack receipt of 790705 A 0917 Itrs informing NRC of steps 
taken, to correct violations noted in IE Insp Repts 
50-445/79-11 A 50-446/79-11. 

SEIDLE, W. C. Region 4, Dallas. Reactor Construction A Enginooring 

Support Branch 79/10/10. lp. 

— 7910230179 Responds to NRC 790314 ltr re violations noted in IE Inap 
Repts 30-445/79-11 & 50-446/79- 1 1 , C o r rec t i ve actipns:no addl 
actions planned as concrete met design requirements in 
evaluation of containment dome. 

OARY.R.J. Texas Utilities Oenerating Co. 79/09/17, ip. 


7910310427 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater By s Piping, 11 No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/10/17. 
If- 


S, Reportable occurrences, LERs A related correspondence 


7910100298 Advises of comp loti on of analysis re possible cooling 
problem w/ diesel g enerators. Matter is not reportable undor 
10CFR30. 35<e). 

GARY, R. -J. Texas Utilities Generating Co. 79/10/03. lp, 


DOCKET 30-448 DOUGLAS POINT NUCLEAR STATION, UNIT 1 


A. Ap p 1 i ca ti on / c on s t r uc t i on stage documents A correspondence 


7910150380- Confirms dates of 790BI3-16 for site visit by NRC environ 
review staff. 

BELLS, D. E. Operating Reactors Branch 3 <Pr» 791030). 79/09/09. ip. 


DOCKET 50-449 DOUGLAS POINT NUCLEAR STATION, UNIT 2 


A. Ap p 1 i e a ti on/c on s tr uc t i on stage documents A correspondence 


7910150380 Confirms dates of 790815-16 for site visit by NRC environ 
review staff. 

SELLS, D, E. Operating Reactors Branch 2 (Fra 791030). 79/0B/Q9. Ip. 


DOCKET 50-454 BYRON STATION, UNIT 1 


A. Application /construction stage documents A coTresp ondenc e 


7910020167 Requests addl info in order to complete tbvIbw of 
application for CLs. Submits third set of first round 
questions re mechanical engineering A QA. 

RUBENSTEIN, L , S. Light UateT Reactors Branch 4. 79/09/05, 2pp. 


—7910020173 Third sot of first round questions re review performed by 
Mechanical Engineering A OA Branches. 

* Light Water Reactors Branch 4. 79/09/05. 17pp. 


7910090571 Informs of NRC acceptance of Revisions 8 A 9 te Comm Ed 
GA Topical Rept CE-l-A. "Comm Ed Co QA Program for Nuclear 
Generating Stations. " 

HA ASS, W. Quality Assurance Branch. 79/09/11. 1 p. 


7910030415 Forwards proposed secondary water chemistry programs. 
Programs include requirements of NRC model license 
c and 1 1 ion. 

PEOPLES, D, L. Commonwealth Edison Co. 79/09/28. lp. 


■7910030420 Proposed secondary water chemistry monitoring programs. 
* Commonwealth Edison Co. 79/09/28. 22pp. 
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° f 7 1 W V m ‘" ,tins “'“til l" Bethesda.MD to 
analu.L 3W r Eelamlc *• »«*U structure interaction 

Light Hater Reactors Branch 4, 79 / 10/10 


l y ses. 
MOON i C. W. 


2 PP- 


Adjurf icat-ory correspondent. 


—*■ ■'}= " R’.sfc,., , t . 


— 7910220524 tine for submission of views on antitrust matters for OLs 
under antitrust review. 

flALTZMANi J. Antitrust & Indemnity Group, 79/10/01. 3pp. 

7910340046 Submits questions re PL antitrust re vi ew. Forward s FR notice 
Inviting comments Prom interested parties. 

TOAL6TQN, A. Power Supply l< An-alyis Branch. 79/10/ia. Ip, 

“ 79 ^?f?r°ust N :aUe%s f PeT ‘ 0d fDr r0,lUeatB ^ — luation of 

SALTZMANf J fc Antitrust & Indemnity Group. 79/10/iQ. 3pp. 


7910030078 Hot Ion for onlension of time to respond to League of Uomen 
dIf?e:en P J <,CkPOrdjIL 790730 " *1 uns . NegS^at Un^ ° f lW " 

r Pities wlil be facilitated by allowing 

ententton. Certificate of Svc end. 

BeaU V,P 7^0s5?r On Spp Ith EdJ *°" C ° Isham, Lincoln «< 

^Rod ford. f979 i conientr te V n5 ' 1,er * " LCi,fl ° e ** W ™ B " ° f 

hilt H , : : 979 c °ntentions. Answer was due an 790 B 14 

"* s d8 fy ed because of cancelled 790D13 meeting of 
Comm Ed, pet 1 tinners J< NRC. 

79/OS/io: I 'spp URPHY ' PM '' B,ELA «SKI.A^ .P. Commonwealth Edison Co. 

79 for S Rfsen^?rr Opposlti « , > 60 contentions of Deltalb Area Alliance 
a!terna£iue ^^*r r9y * ? in ? i9si P p ‘ Alliance for Environ. In 
alternative, petitioners should submit specific claims re 

KILLFB M a J‘ eiI M , i <u D wS n ^ 0,,tl0na 1,2 3 W/Certiflcate of Bvc. 

79 /OB/ 1 4 ! ISpp PHV,P M 1 BJELAWSKI, A. P. Commonwealth Edison Cn. 

? ^eioond 2 tS d fL^ nylna ?° mm Ed 790010 tot - of time to 

7907 ™*,-* »-* " 0r LBa9uc dP Women Voters of Rockford 

/vuvao contentions. 

HILLER, M. E. Atomic Safety and Licensing Board Panel. 79/QB/15. Ip. 

'9100206B2 Answer in support of amended petition of BeKolb Area 
Alliance for Responsible Energy j, Sinnissipi Alliance for 
Environ. Urges admittance of petitioners at 790821 special 

2!nML r ! 9 ^ C< ' , ' f0ren ' :o - »f Svc- end. P 

KARMAM, M. Branch 3. 79/0B/20 4 pp. 

U contentions of League of Women Voters of Rockford, 

L, Urges revision of contentions !« consol idat ion, i f found 
1 itigab le. w/cont entlons of Dekalb Area Alliance for 
Sn , P po‘i b * Alliance for Environ.. 

7»«S!m i?5 1 BIELAWSIU.A.F. Commonwealth Edison Cn. 

910150109 Motion to file instanter response to intervenor League of 
Women Voters of Rockford, IL contentions re app lice t i on for 
OL. Inadequate time to respond in writing to amended 
C'onttQntlftni, 

MrLLER.JI. I. , MURPHY, P. M. Comraonweal th Edison Co. MILLER, N I 
Isham. Lincoln tc Beale, 79700/20. 2 pp. 

? of°LeI 79 C n£ t w flca \ e , Svc ^Ibesting that util answer ts contentions 
Of League of Women Voters of RockPordilL h util motion to 

790B24 9t<l,,t8r anSU,Br fc “ League contentions was served an 
BIELAWSKJ, A. F. Commonwealth Edison Co. 79/08/24. 2pp. 

'1O3OO2B0 Notice of appearance on behalf of Delta 1 b Area Alliance for 
Responsible Energy h Binnlssippi Alliance for Environ- 
Certificate of Svc encl, 

HUOHfv' n" «f Ka ! b ? r * a AniancB for Ruspona Ible Energy. 

MUOHEy’j a ? Mn*!? 111 !! ll,ll,c ' (ar the Environment < SAFE ) . 

HUGHEY, J. a. Affiliation Unknown. 79/09/24. 3pp. 

General correspondence 


dC.t!viUss i * rU “ 88 T,or9a " ila ' ti “" of design, operations & licensing 
REED, C. Common wealth Edison Cu. 79/09/21. Ip. 

10030309 Notifies of Internal reorganl cation of nuclear activities 
Ml correspondence re licensing should be directed tq 
3 L Peoples. 

IEEDiC. Commonwealth Edleon Co. 79/09/21. Hpp. 

Antitrust correspondence 


(^Inspection reports, IE Bulletins J, correspondence 

79I00901S3 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Me-asur emen t s. " Action required. 

KEPPLER.d. G. Region 3, Chicago, Office of the Diroctor. 79/08/13. 

FD H l “? r H? f? Info Notice 79-20, "NRC Enforcement Policy - 

NRC Licensed Ind Ividual g, 11 No action required y 

KEFPLER.J. 0. Region 3, Chicago, Office nf the Director. 79/08/14. 

7910050453 Forwards IE Circular 79-17, "Contact Problem in SB-12 
required ° E Matall:lad Circult Breakers. " No action 
HEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/00/14. 

79 79072? )-2/rnuUc% I of 1 C^lano:. 50 ~ 4Si,/7,? " ,a & 50 ^ 55779 "^ un 
Support' Branch, ^pp" 0 ' RGaCt ° r ConStBP£ 1 1 - * Engineering 

—7910020039 Nntice of violation from insp on 790723-24, 

* Region 3, Chicago, Office of the Director. 79/0S/1S. Hpp. 

—7910020050 IE Insp Ropts 30-454/79-12 f, 50-435/79-12 on 790723-26 
Noncompliance noted: fai lure to follow procedure «, failure to 
control decuments. 

nAMin ™ n [! e!,ion Chicago, Office of the Director. 

3 „„ 7 ,„ Ba3 

FtanELLl.G. Region 3, Chicago, Office of the Director. 79/08/31. 

—7910110727 IE Insp fiepts 50-454/79-13 *, 50-435779-13 on 790023 S, 24 No 
noncomp 1 i one e noted. Major areas lnspectedjall procedures {, 

h^inrrs t t?e:S n L td re^ing nd0n ln6tallatlB - bpk ‘- 

Dlre“ J ^0B?3L' D 3p P . 3 ' Chl — ^ B 

79 In?iau! t ? B ^ 6 r orl9 ‘" al 790705 *-espense to IE Bulletin 79-02 re 
OA/QC proceSures COt,Cr e * panBl °" ap£hpB “ P«P -PProved 
REED, C. Commonweal th Edison Co. 79/09/04, 2pp 

7910020209 Responds to IE Oolletin 79-03. Binca fabricator research "will 
*? until late 8ep t, resp onso will be delayed 

PEOPLEs'o I 1979 ™ 8 ^ 31 f Type 304 stainless steel pipe. 

MbQPLKSf D. L, Commorujpa 1 th Edison Co. 79/09/05, 2pp. 

7<? De?ic!»ocUs U '" rdS rB3f, ° n80 t0 ,E 0p H°tin 79- 15. "Deep Draft Pump 
REED. C. Commonwealth Edison Co. 79/09/03, 20pp. 

79 Pb???J 7 - wE ,, u2: it «d I ? f, J, N rJ IC : y^^vUion l, "NRC Enforcement 
policy NRC Licensed Individuals." Notice reissued to 

intBnt t „e° r ? * Punctuation error which changed 

KEPPIM f j ‘ tat# ™ nt ; Ch ' , '!l el1 Statement underlined in tout. 

KEPPLER.J.G, Region 3, Chicago, Office of tho Director. 79/09/07. 

79 Inaorfo?i F r W H r ?‘ , C 1 rc u 1 aT 7^^, "Loose Locking Devices on 

KEPPrpn l V"n and . I !" pBll '’ rB - No action required. 

FEPPLER.U, 0 . Region 3, Chicago, Office of tho Diroctor. 79/09/13 


;ot?*ru«/ 01 'i'r rd, ‘ 1 n n ' tic * r » tlm ' , for *«>*U«i- 0 B of view, on 
U, p °P OLs under antitrust review. 

(ALT 2 MAN, J. Antitrust fc Indemnity Group. 79 / 10 / 01 . lp. 


79 IL"rNRC F inToroIia lr a * f 0 ^ #0 * 790907 meeting in Olen Ellyn, 

it fa c i 1 i t i e* P relates to procedure development 


HEICHMAN.R. F. 
Support Branch. 


no™*!?, 3 ' Chica H°' Reactor Operations Nuclear 
/ 7 / 09 /M. 2 pp, 


DOCKETED ITEMS 
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7910040070 Ac k receipt of 790913 1 fcr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-454779-12 & 

50-435/79-12. 

FIORELLI.G. Region 3. Chicago. Reactor Construction 8< Engineering 

Support Branch. 79/09/20. Ip. 


-7910040000 Responds to NRC 790B1B ltr re violations noted in IE Insp 
Repts 30-454/79-12 *< 50-455/79-12. Cor rec t i ve actions: 
procedure suppls redistributed, s its Implementation 
procedure revised b nonconformance rept Issued. 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/13. 4pp. 


7910240198 Responds to IE Bulletin 79-03, "Longitudinal Held Defects In 
ABME SA-312 Type 304 Stainless Steel Pipe Stools Mfg bg 
Voungstown Holding t< Engineering Co. " Bpools not presently 
installed. 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/20 2pp. 


7910110111 Forwards IE Circular 79-20, "Failure of OTE Sylvania Relgu, 
Type PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ac 
Coil." No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/09/24 
. ‘P- 


7910040195 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of tho Director. 79/09/26. 
tp. 


7910040037 Forwards IE Info Notice 79-24, "Frozen Lines. " No action 
required. 

KEPPLER, J. Q. Region 3, Chicago, Office of the Director. 79/09/27 
lp. 


7910170241 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 Si. " No action required, 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director. 79/10/01. 
lp. 


7910180598 Forwards IE Info Notice 79-24, "Overpressuriiation of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

KEPPLER, J. Q. Region 3, Chicago, Office of tho Director. 79/10/01. 

IP- 


7910310379 Forwards Revision 2 to IE Bulletin 79-13. "Cracking in 
Feedwater Bys Piping. " No action required. 

KEPPLER. J. 0. Region 3. Chicago, Office pf the Director. 79/10/19 
lp. 


DOCKET 50-455 BYRON STATION, UNTT 2 


A. Application/construction stage d oc ument s b correspondence 


7910020167 Requests addl info in orrfor to complete review of 
application for OLs. Submits third set of first round 
questions re mechanical engineering & QA. 

RUBENSTEIN, L. B. Light Water Reactors Branch 4. 79/09/09. 2pp. 

7910020173 Third set of first round questions re review performed by 
Mechanical Engineering J, QA Branches. 

« Light Hater Reactors Branch 4. 79/09/05. 17pp. 


7910090571 Informs of NRC acceptance of Revisions 8 b 9 to Comm Ed 
QA Topical Rept CE—1— A, "Comm Ed Co QA Program for Nuclear 
Generating Stations. " 

HAASS, W. Quality Assurance Drench. 79/09/11. tp. 


7910030415 Forwards proposed secondary water chemistry programs. 
Programs Include requirements of NRC model license 
condition. 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/2B. lp. 


—7910030420 Proposed secondary water chemistry monitoring programs 
* Commonwealth Edison Co. 79/09/28. 22pp. 


7910250439 Notification of 791024 meeting w/util in Bethesda, MD to 
discuss methodology for seismic 8» soil structure Interaction 
analyses. 

MOONrC.W. Light Water Reactors Branch 4. 79/10/18. 2 pp. 


0. Adjudicatory correspondence 


7910040127 Contentions sought tD be lit Igated. Reasserts 790113 petition 
to intervene, per ASLB 781229 *, 790323 memoranda U orders 
admitting intervener as party . Cert if 1 cate of Bvc enel. 

JOHNBQN, B. , PARKS, D. League of Women Voters of Rockford, IL. 

79/07/28. 22pp. 


7910030073 Motion for eitension of time to respond to League of Women 
Voters of Rockford, IL 790730 eon tent i one. Ns g ot ia 1 1 an of 
differences among parties will be facilitated by allowing 
e i tentt on. Certi f i cate of Svc end. 

MURPHY, P.M. Commonwealth Edison Co. MURPHY, P. M. Isham, Lincoln b 
Deals. 79/08/10, 5pp. 


7910050627 Motion to file lnstanter answer to League of Woman Voters of 
Rockford, IL Jul 1979 c onten t i ons . Answer was due on 790814 
but was delayed because of cancelled 790813 meeting of 
Comm Ed , p a t i t i oner s b NRC. 

MILLER, M. t. , MURPHY, P.M. , D 1ELAUBKI, A. P . C ommonwea H tfi Edison Co. 
79/08/10. 2pp 


7910030513 Answer in opposition to contentions of DeKalb Area Alliance 
for Responsible Energy b Si nn 1 ss i p p i Alliance for Environ. In 
al ternat ive, pe ti ti oners should submit specific claims re 
issues raised in Contentions i, 2 b 3. W/Cert i f i cate of Bvc. 

MILLER, M. I. i MURPHY, P.M. , B1ELAWSK 1, A. P. Commonwealth Edison Co. 
79/08/14. 13pp. 


7910110422 Oder denying Comm Ed 790810 motion for extension of time to 
respond to. intervener League of Women Voters of Rockford 
790730 contentions. 

MILLER, M. E. A t ami c . Saf e ty and Licensing Board Panel. 79/QB/18, Ip. 


7910020682 Answer In support of amended petition of DeKalb Area 
Alliance for Responsible Energy *, Sinnissipi Alliance for 
Envi ron. Urg es admittance nf petitioners at 790021 special 
hearing confer ence. Cert i f icate of 8vc end, 

KARMAN, M. Branch 2. 79/08/20. 4pp. 


7910050555 Answer to contentions of League of Women Voters of Rockford, 
IL. Urges revision of con tent i ons, & consol i datl nn, 1 f found 
Utlgable. u/con tent i ons of Dekalb Area Alliance for 
Responsible Energy J, Sinnissipi Alliance for Environ. 

HILLER, M. I., MURPHY. P. M. , BIELAWSK I , A. P. Commonwealth Edison Co. 
79/08/20. 19pp. 


7910130109 Motion to file instanter response to intervenor League of 
Women Voters of Rockford, IL contentions re application for 
OL. Inadequate time to respond in writing to amended 
content! ons. 

MILLER, M. I., MURPHY, P.M. Commonwealth Edison Co. MILLER. M. I. 
Isham, Lincoln ti Beale. 79/08/20. 2pp. 


7910D50779 Certificate of Svc attesting that util answer to contentions 
of Leagoa of Women Voters of Rockford, IL fc util (notion to 
file lnstanter answer to League contentions was served on 
790824. 

BIELAWSK I, A. P. Commonwealth Edison Co. 79/08/24. 2pp. 


791030 Q2BB Notice of appearance on behalf of DeKalb Area Alliance for 
Responsible Energy b Blnnlsslppi Alliance for Environ. 

Certificate of Svc end. 

HUGHEY, J. Q. DeKa I b Area Alliance for Responsible Energy. 

HUGHEY, J, □. Sinnlsslppi Alliance for tho Environment (SAFE). 

HUGHEY, J. 0. Af f i 1 iation Unknown. 79/09/24. 3pp. 


H. General correspondence 


7910010364 Discusses r eorg ani m t ion of d es 1 gn. op orations b licensing 
activities. 

HEED.C. Commonwealth Edison Co. 79/09/21. ip. 


7910030509 Notifies of internal reorganization of nuclear activities 
All correspondence re licensing should bs dlrscted to 
DL Peoples, 

REEDjC. Commonweal th Edison Co. 79/09/21. 2pp. 


M. Anti trust corr espomTenc e 


7910220513 Forwards Ffl notice re time for submission of Views on 
antitrust matters for OLs under antitrust review. 

BALT2MAN.J. Antitrust b Indemnity Group. 79/10/01. lp. 


7910260046 Submits questions re OL antitrust revl ew. Forwards FR notice 
inviting comment* from in teres ted parties, 

TOALfiTON, A. Power Buppiy h Analyls Branch. 79/10/10. lp. 


■7910260056 Notice of 60-dey period for requests for re-evaluation of 
antitrust matters. 

SALTZMAN, J, Antitrust & Indemnity Group. 79/10/18. 3pp. 


■7910220524 Time for submission of view* on antitrust matters for OLs 
under antitrust review. 

SALTZMAN.J, Antitrust & Indemnity Group. 79/10/01. 3pp. 
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lnspecUorwe p orts, IE Bulletins 6 correspondence 


10090153 Forwards IE Bulletin 79-21, "Temp 
iBanuromants. " Action required. 
iEPPLERiJ, G. Region 3, Chicago, Office 
IP. 


Effects on Level 
of the Director. 


79/00/13. 


7910240190 Responds to IE Bulletin 79-03, '‘Longitudinal Weld Defects 
AEME SA-312 Type 304 Stainless Steel Pipe Stools Mfg by 
Youngs town Welding fc Engineering Co." Spools not presently 
installed. 

PEOPLES, D. L. Commonwealth Edison Co, 79/09/20. 2pp. 


in 


10030392 Forwards IE Info 
IRC Llcansed Individuals. 
lEPPLf:R,J. 0. Region 3, 
1|>. 


Notice 79—20, "NRC Enforcement Po 
" No action required. 

Chicago, Office of the Director. 


1 i eg - 
79/00/14. 


7910110111 Forwards IE Circular 79-20, "Failure of GTE Sytvania Relay, 
Type PM Bulletin 7303, Catalog 3U12-U-AC w/120 Volt ac 
Coil." No action required. 

KEPPLER, J. Q. Region 3, Chicago, Office of thB Director. 79/09/24. 
1 P- 


0080459 Forwards IE Circular 79-17, "Contact Problem in 5D-I2 
iwitche* an. GE ttetalclad Circuit Breakers. ° Mo oction 
■equirod, 

tEPPLERj J. G=, Reg i on 3> Chicago, Office of th* Director, 79/08/14 
lfK 


7910040198 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. 14 No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Diroctor 79/09/24 
Ip. 


0020034 Forwards IE Insp Repfcs 30-434/79-12 t< 50-455/79- 
'90723-26 1, notice of violation. 

I0RELLI«G. Region 3, Chicago, Roac tor Construction t 

tupport Uranch. 79/0B/1B. 2 pp. 


12 on 

Engineering 


910020039 Notice of violation from Insp on 790723-26, 

* Region 3, Chicago, Office of the Director. 79/OB/10. 2 pp. 


7910040037 Forwar 
required. 
KEPPLER, J. G. 

IP- 


ds IE Info Notice 79-24, "Froien Lines. " 
Region 3, Chicago, Office of the Dlrecti 


No 

ir. 


action 

79/09/27. 


7910170241 Forwards IE Info Notice 79-25, “Reactor Trips at 
Point Units 3 !, 4. " No action required, 

KEPPLER, J. G. Region 3, Chicago, Office of the Director 
IP- 


Turkey 

79/10/01. 


910020030 IE Insp Itcpts 50-484/79-12 & 
None ompl lance noted: failure to follow 
control documents. 

LEE, E. W. Region 3. Chicago, Office 
DANIELSON, D. H. Region 3, Chicago, 

Engineering Support Branch, 79/oa/lB. 


50-455/79—12 on 790723-26. 
procedure !t failure to 

of the Director. 

Reactor Construction !• 
Bpp. 


7910100590 Forwards IE Info Notice 79-24, "Dverpres sur i cat i on 
Containment of PWR Plant After Main Steam Line Greek " No 
action required. 


KEPPLER, J. G. 

Ip 


Region 3, Chicago, Office of the Director. 


of 

79/10/01. 


D1 10726 Forwards IE Insp Repts 30-454/79-13 t< 30-495/79- 
24. No noncompliance noted. 

I0RELL1 , 0. Region 3, Chicago, Office of the Director. 
PP- 


13 on 790823 
79/00/31, 


7910310379 Forwards Revision 2 to IE Bulletin 79-13, "Cracking 
Feedwater Bys Piping. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director 
ip. 


in 

79/10/19. 


?10t 10727 IE Insp Repts 50-454/79-13 U 50-495/79-13 on 790B23 {, 24. No 
noncnmpl lance noted. Major areas inspec ted: al 1 procedures S< 
containment post-tensioning tondnn installation, but ton 
heading L stressing U greasing. 

BUERMANW, J. F. , MAYES, D. W. Region 3, Chicago, Office of the 
Director. 79/03/31, 9pp. 


1010204 Revises original 790703 reoponao to IE Bulletin 79-02 re 
istallation of concrete expansion anchors per approved 
WQC procedures. 

iED, C. Commonwealth Edison Co. 79/09/04. 2pp. 


1020209 Responds te IE Bulletin 79-03. Since Fabricator research will 
it be coraploto until lato Sept, response will be delayed 
itil Oct 1979 re BA-312 Type 304 stainless steel pipe. 
iOPLEB, D. L. Commonweal th Edison Co. 79/09/05. 2pp. 


1030125 Forwards response to TE Bulletin 79-15, "Deep Draft Pumn 
Pic lencies. " * 
!ED» C, Commonwealth Edison Co. 79/09/05. 20pp. 


020176 Forwards IE Info Notice 79-20, Revision 1. "NSC Enforcement 
licy — NRC Licensed Individuals. " Notice reissued to 
rrect word omission & punctuation error which changed 
tent of statement. Changed statement underlined in tost. 

PPLERiJ. 0. Region 3, Chicago, Office of the Director. 79/09/07. 


DOCKET 30-496 BRAIDW000 STATION, UNIT 1 

A. Ag p 1 1 cat 1 on/can s tree 1 1 an stage documents & correspondence 


7910020167 Requests addl info in order to complete review of 
application for OLs. Submits third sot of first round 
questions ro mechanical engineering *< GA. 

RUBENBTEIN, L. B. Light Water Reactors Branch 4. 79/09/05. 2pp. 


““7910020173 Third set of first round questions re 
Mechanical Engineering 8< OA Dranches. 

* Light Water Reactors Branch 4, 79/09/05. 


review performed 
17pp 


by 


7910090571 Informs of NRC acceptance of Revisions 0 i, 9 to Comm Ed 
OA Topical Re P t CE-l-A, "Corim Ed Co (1A Program for Nuclear 
Generating Stations. 14 

HAABB, W. Quality Assurance Branch. 79/09/11. Ip. 


7910030415 Forwards proposed secondary water chemistry program: 
Programs include requirements of NRC model license 
condition. 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/20, ip. 


791 OD3042Q Proposed secondary water chemistry monitoring 
* Commonwealth Edison Co. 79/09/20. 22pp. 


programs. 


030220 Forwards IE Circular 79-19, "Loose Locking Dovices on 
g e rsoi 1 -Rand Impellers. " No action required. 

PPLER.O. 0. Region 3, Chicago, Office of the Director, 79/09/13. 


7910250459 Notification of 791024 meeting w/util in Dethesda.MD to 
discuss methodology fnr seismic & soil structure interaction 
analyses, 

MOON, C. W. Light Water Reactors Oranch 4. 79/10/10. 2 p p . 


11017B Forwards list of attendees at 790907 meeting in Glen Ellyn, 
r* NRC Insp program as relates to procedure development 
facilities. 

ICHMAN,R.F. Region 3, Chicago, Reactor Operations Nuclear 

iporfe Branch. 79/09/14, 2pp. 


14007B Ac k receipt of 790913 jxr informing NRC of steps taken to 
’rect violations noted in IE Insp Ropfcs S0-454/79-I2 it 
-435/79-12. 

IRELLIrQ. Region 3, Chicago, Reactor Construction it Engineerlna 

iport Branch, 79/09/20. lp. 


0040000 Responds to NRC 79GB1B Hr re violations noted 
lepts 50-454/79-12 & 30-43S/79-J2, Corrective actions: 
rocedure iuppls redls trlbu t ed, » i to implementation 
roesduro revised U nonconformance rept issued, 

EOPLES, D, L. Commonwealth Edison Co. 79/09/13. 4pp. 


in IE Insp 


7910260275 Notifies that recent interim rate increase & addl 
expected by Mar 1900 will enable resumption of const 
around 000601, 

PEOPLES, D. L. Commonwealth Edison Co. 79/10/19. 2pp. 


increase 


G. Adjudicatory correspondence 


7909230711 Amended petition to Intervene submitted as followup to 
790113 original pet 1 1 ion. App 1 leant is not qualified to 
operate facility due to lack of adequate technical 
qualifications & insufficient commitment to safe operation. 
R0REM. B. L. Affiliation Unknown. 79/OB/07. 4 pp, 


7910110056 Supplemental it amended contentions to petition to 
Urges denial of 0L duo to haxardous I, dangerous condition 
created by transmission lines St by inadequate emergency 
plan*. Certificate of Bvc end. 

BOCK, C. A. , GORDON, T. J. Dob Neiner Farms, Inc. BOCK, C A 
Unknown. 79/00/07. 6pp. 


intervene. 


Affiliation 


DOCKETED ITEMS 


7910100077 Answer te DL Roree 790007 amended petition submitting 
contentions negotiated among p e t i t i oner, ap p 1 i c ant & NRC, 

Contentions should be admitted as issues in controversy 
Certificate of Svc end. 

BeaIe V ’ P 77/O0/15 mC,n 5pp lth EdU ° n Cd MURPHY, P. M. I shorn, Lincoln & 


— 7910020409 IE Insp Rep ts 50-456/79-09 fc 50-437/79-09 on 790007-09. Nn 
noncomp 1 ianre noted. Major areas insp acted ; canopy seal uic 1 ii 
of reactor vessel head adaptor It control rod drive housing fcc 
records re moving Unit 1 pressure vessel 

DAN I ELGON, D. H, • ERB. C. H , LI VERHORE, H. H. ' Regions, Chicago. 
Office of the Director. 79/00/21. 4pp. 


7910010042 Urges NRC to deny util license to build two-unit 
pomer plant In Braidicood, IL. 

TOPOLISHI, G. Af f 1 1 iati on Unknown 79/08/19 6pp. 


7910040115 Answer to petitioner B Weiner Farms, Inc 790B07 amended i, 
supplemental c D n ton t i on s. Con ten t i ons 3,5-7,10 t. 11 should 
bo admitted Contentions 1,2, 4,8 It 9 should be dismissed 
supporting documentation t. Certificate of Svc end 
79/09/22 1 , 14pp RPHY ’ P M ‘ "lELAWSKI.A.P, Commonwealth Edison Ce. 


791001Q204 Revises original 790705 response to fE Bulletin 79-02 r* 
installation of concrete expansion anchors por approved 
GA/QC procedures. 

HEEDj C, Commonwealth Edison Co. 79/09/04. 2pp. 


7910020209 Responds to IE Bullet in 79-03. Since fabricator research will 
not be complete until late Sept, response will be delayed 
until Oct 1979 ro BA-312 Type 304 stainless steel pipe. 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/05. 2pp. 


7910220387 Submits add! info, in answer to A5LB 790923 request at 
special prehearing conference held in Jol let, IL. concerning 
response to D Neiner Farms, Inc, et al Contention 4. Special 
interest factors have not been shown. 

KARMAN, M. Branch 2. 


7910300208 Notice of appearance on 
Responsible Energy & Sinnisfjippi 
Certificate of Svc enc 1 
HUQHEY, J. □. DoKalb Area Alliance 
MUQHEY, J. 0. Blnnlssippi Alliance 
HUGHEY, J. Q. Affiliation Unknown. 


H. General correspondence 


behalf of Dekalb Area Alliance for 
Alliance for Environ, 

for Responsible Energy, 
for the Environment (SAFE). 
79/09/24. 3pp. 


7910030125 Forwards response to IE Bulletin 79-15, "Deep Draft Pump 
Def icienc ies , " 

REED, C. Commonwoal th Edison Co. 79/09/05. 20pp. 


7910020176 Fot ward s IE Info Notice 79-20, Re v 1 si nn l, "NRC Enforcement 
Policy — NRC Licensed Individuals. 11 Wotice rctssued to 
correct word omission h punctuation error which changiHf 
Intent of s fcemsn t , Ch ang ed statement underlined in text, 

K£PPLERj J, G„ Region 3, Chicago# Office of the Director. 79/09/07. 


7910240226 Forwards IE Insp Rep ts 50-456/79-10 U 30-457/79-10 on 
790B30~31,No n one rwnp 1 i a nee noted 

FIQRELLI i G. Region 3* Chicago. Reactor Construction h Engineering 

Support Branch. 79/09/11. 2pp. 


79 activitios i5CUBSie6 reor9ani ,at ‘ on of design, operations t, licensing 
REED, C. CommonuiBal th Edison Co. 79/09/21 ip. 

7910030509 Notifies of internal r eorg ah i i at i on of nuclear activities. 
All correspondence re licensing should be dir cc ted to 
DL Poopios. 

REED, C, Commonwealth Edison Co. 79/09/21. 2pp. 

M. Antitrust corresp undone e 


7910240239 IE Insp Repts 50-456/79-10 6 30-457/79-10 on 790B30-31. No 
none amp 1 lane c noted.Najor areas inspec tod! p rocodurea & 
containment post-tens ioning tendon installation fc 
buttonheading . 

8UERMANN, J. F. Region 3, Chicago, Office of the Director 
79/09/ i O. 4pp. 


7910030228 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingerso 1 1-Rand Rump Impellers. " No action required. 

KEPPLER . J. 0- Region 3. Chicago, Office of the Director 79/09/13. 


7910220513 Forwards Ffi notice re time for submission of views on 
antitrust mattors for OLs under antitrust review. 

SALTZMAN, U. Antitrust & Indemnity Group. 79/10/01. ip. 

7910220324 Time for submission of views on antitrust matters for DL s 
under antitrust review, 

9ALTZMAN, J, Antitrust & Indemnity Group, 79/10/01. 3pp. 


7910260046 Buhmits questions re OL antitrust revi ew. Forwards FR notice 
inviting comments from interested parties. 

TDALSTON, A. Power Supply b Analyis Branch. 79/10/18. Ip. 

7910260056 Notice of 60-day period for requests for re~e va 1 ua 1 1 on of 
antitrust matters. 

SALTZMAN, J. Antitrust t< Indemnity Group. 79/10/18. 3pp. 


7910noi78 Forwards list of attendees at 790907 mooting In Glon Ellyn, 
IL re NRC insp program as relates to procedure development 
at facilities 

HEICHMAN, R. F, Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/09/14. 2pp. 


/7iuc:auu/o roruaras 


f'y-i i on 


‘lisp KOPG5 1 1 

790912, No noncamp I iance noted. 

F I0RELL I , G. Region 3, Chicago, ReactoT Construction 8, Engineering 

Support Branch. 79/09/10. 2pp. v 


-7910250000 IE Insp Ropts 50-456/79-11 It 50-457/79-11 on 790912 No 
none omp 1 lane e noted. Major areas ins p oc to d ; RCPB It safety- 
related piping work a c t i vi 1 1 os , wo 1 d i ng t procedures. 

LEE, E. W. , DANIELSON, D. H, Region 3, Chicago, Office of the 
Director. 79/09/17. 4pp. 


0. Inspection reports, IE Bulletins 8, correspondence 


7910090153 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. " Action required. 

KEPPLER, J. 0. Region 3, Chicago, Office Df the Director. 79/0B/13, 


7910050392 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals, " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/08/14. 


79 JnMu 0 !! B o?r p0n,,!1 t0 ,E DulIeti " 79 -° 3 ' "l-eo j i tud i na 1 Wold Defects in 
ASME 6A-312 Typo 304 Stainless Steel Pipe B too Is Hfg by 
Youngstown Welding U Engineering Co." Spools not presently 
installed . * 

PEOPLES, D. L. Commonwoal th Edison Co. 79/09/20. 2pp. 


r *v» * jj roruranis It, UlTCUlar /■?- 


Type PM Bulletin 7305, Ca talog 5U12-II-AC w/120 Volt ac 
Cali," Na action rsgulrcd, 

KEPPLER, J. 0. flegion 3, Chicago, Office of the Director 

1 p. 




79/09/34. 


7910050455 Forwards IE Circular 79-17, "Contact Problem in BD-12 
8uii tches on OE Matalclad Circuit Breakers. " No action 
required, 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/08/14. 


7910020408 Forwards IE Insp Repts 50-436/79-09 & 50-437/79-09 on 
790807-09. No noncomp 1 lane o noted. 

FlORELLtiO. Region 3, Chicago, Reactor Construction & Engineerino 

Support Branch. 79/OB/22. 2pp. 


7910040193 
Lobe Oil 
KEPPLER, 
ip. 


Forwards IE Info Notice 79-23. "Emergency Diesel 
Coolers," No action required. 

1 . 0 . Region 3, Chicago. Office of tho Director, 


Qenoratnr 

79/09/26, 


fTiuutuwj/ roruapfis lb info Noci-c? 79-24 ( 


required 
KEPPLER * J. 0, 
lp- 


frozen uine*. 




Region 3* Chica$c», Dfflc* of tha Director, 79/09/27, 


i-orwards IE Info Notice 79-29, "Reactor T r i d u at Turleu 
Point Units 3 t, 4. No action required. P Turkey 

KEPPLER, -J. 0. " ' 


tp. 


Region 3, Chicago, Office o,f the Director. 79/10/01. 



DOCKETED ITEMS 


1O1Q059B Forwards IE Info 
Containment of PWR Plant 
action required. 

1EPPLER, J, 0. Region 3 , 
lp. 


Notice 79 -24, "Over pre s s ur i r a t i on 
After Main Steam Line Break. " Nn 

Chicago, Office of the Director. 


of 


79/1 0/0 i 


7910300280 Notice of appearance on behalf of BeKalb Area Alliance for 
Responsible EneTgy & Slnnissippi Alliance for Environ. 

Certificate of Svc encl. 

HUGHEY, J. 0. DeKalb Area Alliance for Responsible Energy 79/09/24 
3pp. 


10310379 Forwards Revision 2 to IE Bulletin 79-13, 
-eediuater Sys Piping. ” No action required. 

1EPPLER, J. 0. Region 3, Chicago. Office of the Di 


"Cracking in 
rector, 79/ 10/19. 


Congress 1 onai /Executive Correspondence 


H. General correspondence 


7910010364 Discusses reorgan i z a t i on of d e s i g n, opa ra t i ons «< licensinq 
activities. 

REE0, C. Commonwealth Edison Co. 79/09/21. ip. 


1009Q62B Requests consideration of 790925 
'equesting investigation into licensing of 
ihould be submitted in duplicate. 

'ERCYiC.H. Senate. 79/0B/29. 3 pp. 


ltr from G Topolski 
plant. Response 


7910030509 Notifies of internal r eorga n i i a t i on of nuclear activities. 
All correspondence ro licensing should be directed to 
DL Peoples. 

REED. C. Commonwealth Edison Co. 79/09/21. 2pp. 


1KET 50-457 DHAIDW0OD STATION, UNIT 2 

App 1 icat ion/construe t ion stage documents S, correspondence 


0020167 Requests add] info in order tn complete review of 
ipp 1 1 cation for OLs. Submit* third set of first rnund 
[uestlons re mechanical engineering & QA. 

UDEN3TEIN, L. 6. Light Hater Reactors Branch 4. 79/09/05. 2pp. 


M. Antitrust correspondence 


7910220513 Forwards FR notice re time for submission of views on 
antitrust matters foT OLs under antitrust review. 

SALTZMAN. J, Anti trust tc I ndcmnl ty Oroup. 79/10/01. lp. 

--7910220524 Time for submission of views on antitrust matters for OLs 
under antitrust review. * 

SALTZMAN, J. Antitrust & Indemni ty Oroup. 79/10/01. 3pp. 


910020173 Third set of First round questions re review performed 
Mechanical Engineering & QA Branches. 

* Light Water Reactors Branch 4. 79/09/05. 17pp. 


by 


7910260046 Submits questions re OL antitrust rev i eu. Forward s FR nnticu 
inviting comments from interested parties. 

TOALSTON, A. Power Supply & Analyis Branch. 79 / 10/10 Ip. 


0090571 Inform* of NRC acceptance of Revisions a S. 9 to Comm Ed 
A Topical R«pt CE— |— A. "Coram Ed Co GA Program for Nuclear 
enersting Stations. 11 

AABS* H. Quality Assurance Branch. 79/09/11. lp. 


0030415 Forwards proposed secondary water chemistry programs, 
rojrams include requirements of NRC model license 
onditlon. 

EOPLEBi 0. L. Commonwealth Edison Co, 79/09/20. lp. 


910030420 Proposed secondary water chemistry monitoring programs. 
* Commonwealth Edison Co. 79/09/29. 22pp. 


D2504B9 Notification of 791024 meeting w/util in Bethaoda.MD to 
i*cu*s methodology for seismic U soil structure Interaction 
-i a lyses. 

ION. C.H. Light Water Reactors Branch 4. 79/10/19. 2pp. 


3260273 Notifies that recent interim rate increase it addl increase 
ipected hy Mar i960 will enable resumption nf ennet 
’ound 000601. 

iOPLES, D. L. Commonwealth Edison Co, 79/10/19. 2pp. 


Idjud ieatory correspondence 


>110056 Supplemental 4 amended contentions to petition to intervene, 
•ges denial of OL due to haiardous !< dangerous condition 
Bated by transmission lines & by Inadequate emergency 
an*. Certificate of Svc encl. 

ICK.C.A. . QORDON, T. J. Bob Neiner Farms, Inc. HOCK, C. A, Affiliation 
iknown. 79/00/07. ipp 


1100677 Answer to DL Rorem 790807 amended petition submitting 
intentions negotiated among pet 1 1 i oner, app 1 ic ant & NRC. 
intentions should be admitted as- Issues in controversy, 
rtificate of Svc encl. 

iRPHY.P.M. Commonwealth Edison Co. MORPHY, P.M. Isliom, Lincoln 5 
ale. 79/06/15. 5pp. 


010042 Urges NRC to deny util license to build two-unit 
wer plant In Uraidwood, IL, 

POUEIH, 0, Affiliation Unknown. 79/0B/19, 6 pp. 


040115 Answer to petitioner B Neiner Farms, Inc 790B07 amended t, 
pplemental con tent I ons. Con ten t lone 3,5-7, 10 1 11 should 
admitted. Contentions 1 , 2 , 4,9 5 9 should be di*mia*od 
ppurting documentation & Certificate of five encl. 

LLERiM. I.< MORPHY. P. M, 1 5IELAMBKI, A. P. Commonwealth Edison Co. 
708/22. 14pp. 


320307 Submits addl info, in answer to ABLE 790B23 requoat at 
scial prehearing conference held in Uol let, IL. concerning 
ip one* to B Neiner Farm*. Inc. et al Contention 4. Special 
tereet factor* have not been shown. 

1MAN.M. Branch 2. 79/09/12. 2 pp. 


—7910260056 Notice of 60-day period for requests for re-evaluation of 
antitrust matters. 

SALTZMAN, J. Antitrust 1< Indemnity Group. 79/10/19, 3pp, 

G. Inspection reports, IE Bulletins & correspondence 


7910090153 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. " Action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/0B/13 
lp. 


7910050392 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals. " No action required, 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/00/14 
lp. 


7910050455 Forwards IE Circular 79-17, "Contact Problem in SB-12 
Switches on GE Metqlclad Circuit Breakers." No action 
required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/00/14 
lp. 


7910020400 Forwards IE Insp Repts 50-436/79-09 8 < 50-457/79-09 on 
790B07-09. No non comp 1 i anc e noted. 

FIORELL I , G. Region 3, Chicago, Reactor Construction 6 Engineering 

Support Branch. 79/0B/22. 2pp, 


■7910020409 IE Insp Repts 50-456/79-09 6 50-457/79-09 on 790007-09. No 
none omp I i an c 0 noted. Major areas Inspcc tod; canopy seal weld 
of reactor vessel head adaptor t, control rod drive housing 6 
records re moving Unit I pressure vessel. 

DANIELSON, D. H. , ERB, C. H. . L I VERHDRE, H. H. Regions, Chicago. 

Office of the Director. 79/00/21. 4pp. 


7910010204 Revises original 790705 response to IE Bulletin 79-02 re 
installation of concrete expansion anchors per approved 
QA/QC proc edures. 

REED, C. Commonwealth Edison Co. 79/09/04. 2pp. 


7910020209 Responds to IE Bulletin 79-03. 8ince fabricator research will 
not be complete until late Bept, rnsponse will be delayed 
until Oct 1979 re 8A-312 Type 304 stainless steel pipe. 

PEOPLES, D. L. Commonwealth Edison Co. 79/09/05. 2pp, 

7910030125 Forwards response to IE Bulletin 79-15, "Deep Draft Pumo 
Deficiencies, " 

REED.C, Commonwealth Edipon Co. 79/09/05. KOpp. 


7910020176 Forward* IE Info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individual*. 11 Notice reissued to 
correct word omission 6 punctuation error which changed 
intent of statemant. Changed statement underlined in text. 

KEPPLER, J, O. Region 3, Chicago, Office of the Director. 79/09/07. 

ll>. 


DOCKETED ITEMS 


28 


7910240236 Forwards IE Insp Repts 50-456/79-10 fc 50-457/79-10 on 
790030-31. No noncompliance noted. 

FIQRELLI,G. Reflion 3. Chicago, Reactor Construction !< Engineering 

Support Branch. 79/09/11. 2 PP . " 


■7910240239 IE Insp Repts 50-456/79-10 fc 50-457/79-10 on 790830-31. No 
none omp 1 i anc e noted. Major areas i ns pec tod : p roc edures fc 
containment post-tensioning tendon installation fc 
buttonhoad ing. 

SUER M ANN, J. F. Region 3, Chicago, Office of the Director 

79/09/10. 4pp. 


7910230341 Advises of requirement to submit matl transfer rept to NRC 
whenever transfer of l g or more of contained U-233, U-235, or 
Fu in SNM, 1,000 kg or mare of U or thorium in source matl 
or 1.000 ci or more of tritium occurs. 

SPARK5, E. Technical Planning fc Information Branch, 79/09/27. 


7910290239 Notification of 791106 meeting w/util,BfcW 1 1 OE in 
Betheds.MD to discuss licensing schedules fc OL application 
for Unit 1. 

HOOD. D. Light Water Reactors Branch 4, 79/10/17. 4pp. 


7910030228 Forwards IE Circular 79—19, "Loose Locking Devices on 
I nger so 1 1 -Ra nd Pump Impellers." No action required. 

KEPPLER, J.G. Region 3, Chicago, Office of the Director. 79/09/13. 


7910300239 Forwards amend to application it request for amend of 
CPPR-143. Amend foe end. 

WEIOAND, J. 0. Gulf States Utilities Co. 79/10/26. Ip. 


7910110178 Forwards list nf attendees at 790907 meeting in 01 on Ellyn, 
IL re NRC insp program as relates to procedure development 
at facilities, 

HEICHMAN, R. F. Region 3, Chicago, Reactor Opera ti ons Nuc i ear 

Support Branch. 79/09/14. 2pp 


7910250076 Forwards IE Insp Repts 50-456/79-11 it SO-457/79-il on 
790912. No none omp 1 i ape e noted. 

F10RELLI.0. Region 3, Chicago, Reactor Construction 8 , Engineering 

Support Branch. 79/09/18. 2pp. 


■7910250080 IE Insp Repts 50-436/79-11 fc 50-437/79-1) on 790912. No 
noncompliance noted. Major areas inspec tod: RCPB fc safety- 
related piping work ac t i vl t ies, we Id ing fc procedures. 

LEE, E. W. , DANIELBQN, D. H. Region 3, Chicago, Office of the 
Director, 79/09/17, 4 pp. 


nBSpondB t0 1E Bulletin 79-03, "Longitudinal Held Defects in 
ASHE BA-312 Type 304 Stainless Steel Pipe Stools Mfg by 
Youngstown Welding t< Engineering Co. " Spools not presentlu 
installed. 

PEDPLE 8 , D. L, Commonwealth Edison Co. 79/09/20. 2 pp, 


7910110111 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ac 
Coil. 11 No action required. 

KEPPLER, J O. Region 3, Chicago, Office of the Director. 79/09/24 
lp. 


7910040195 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. 11 No action required 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/09/26. 


7910040037 Forwards IE Info Notice 79-24, "Froion Lines. " No action 
required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/09/87. 


"Reactor Trips at Turkey 


7910170241 Forwards IE Info Netico 79-25, 

Point Units 3 fc 4. " Na action required. 

KEPPLER, J. Q. Region 3, Chicago, Office of the Director 
ip. 


79/10/01. 


7910180398 Forwards IE Info Notice 79-24, "Over pressuri .at ion of 
Containment of PUR Plant After Main Steam Line Break. 11 No 
action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/01. 


7910310379 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sys Piping. " No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/10/19. 


U. Congr e so i ona 1 /Ex ecu t i ve Correspondence 


7910090628 Requests consideration of 790825 1 tr from G Topnlski 
requesting investigation into licensing of plant. Response 
should be submitted in duplicate. 

PERCY, C.H. Senate. 79/08/29, 3pp. 


DOCKET 50-438 R I VER DEND STATION, UNIT 1 


A. Ap p 1 i ca t i on/construc fc i on stage documents fc correspondence 


7910100040 Ack receipt of 790828 Itr tt resolution re residence of plant 
mgt personnel tt proximity to p lant . Ab i 1 i ty of key emergency 
personnel to respond to emergency situations not affected 
by proximity of residence to plant site, 

VAB8ALL0, D. D. Division of Project Management. 79/09/27. 2 pp. 


■7910300242 Application tu amend CPPR-145 to include Cajun Electric 
Power Cooperative. Inc tt 8am Rayburn 0 fc T, Inc as co-owners 
of facil lty. Financial info end. 

HUMPHREYS, L, L. Gulf States Utilities Co. 79/10/25. 275pp. 


^n spec ttom reports, IE Bulletins fc correspondence 


/viuu^uiJ 2 Forwards IE Insp Rept 50-45B/79-03 on 790716-19 No 
noncomp liance noted. 

SE I DLE, W C. Region 4, Dallas, Reactor Construction fc Engineering 

Support Branch. 79/08/15. 2pp. u 


—7910020140 IE Insp Rept 50-45B/79-03 on 790716-19. No none amp 1 i anc e 
noted. Major areas i n s p ec t« d r p ropara t i ons for placement of 
safety related c oncr-e t 0 j ca dug 1 d i 59 < GA program reviews 4 < 
licensee action r& previously identified items. 

OBERG. C. R. , TAPIA, J. I., CROSSMAN, W. A. Region 4, Balias, Office 
of the Director. 79/08/14, 6 pp. 


7910020315 Forwards IE Bulletin 79-1 3, Re v i s i an 1 , "Cracking in 
Feedwater Sys Piping." No action required. 

BEYFRIT, K.V. Reg ten 4, Dallas, Office of the Director. 79/08/30. 


7910020258 Forwards IE Info Notice 79-20. R e vi s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals, " Notice reissued to 
correct word omission fc punctuation error which changed 
intent nf s tatement. Changed statement underlined in text 
BEYFRIT, K.V. Region 4, Dallas, Office of the Director' 
lp . 


79/09/07. 


7910240020 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies " Complete data will be farwarifod by 791001. 
WE10AND, J. 0. Qulf States Utilities Co. 79/09/11. 2pp. 


7910030306 Forwards rE Circular 79-19. "Loose Locking Devices on 
I ng bt so 1 1-Rand Pump Impellers. " No action required. 

BEYFRIT, K.V, Region 4, Dallas, Office of the Director. 79/09/13, 


7910110270 Forwards IE Info Notice 79-22, 

Bys. " Na action required, 

BEYFRIT, K.V. Region 4, Dallas, Office of the Director 

lp. 


"Qualification of Control 


79/09/17. 


7910110152 Forwards IE Circular 79-20, "Failure of GTE Bylvania Relay, 
Type PM Bulletin 7305, Catalog 5UJ2-11-AC w/120 Volt ac V 

Coil." No action required. 

BEYFRIT, K.V. Rogiqn 4, Dallas. Office of the Director. 79/09/24, 

7910110172 Forwards IE Info Notice 79-23. "Emergency Diesel Generator 
Lube Oil Coolers, No action required. 

BEYFRIT, K.V. Region 4, Dallas, Office of the Director. 79/09/26. 

7910180036 Fnrwards IE Bulletin 79-24, "Fro. on Linus." No action 
r*qu ired. 

Region 4r Dallas* Office of the Olrtcfcqr, 79/0?/S7, 

7910170522 Forwards IE Info Notice 79-25, "Reactor Tripe at Turkey 
Point Units 3 Si 4. u No action required. 

SG^FRlTtK. V. Region 4* Dallas, Office of the Director, 79/10/0ts 


791 01 9Q202 Forwards IE Info Notice 79-24, "Dverpres sur i .at Ion of 
Containment of PWR Plant After Main Steam Line Break." No 
action required. 

BEYFRIT, K. V. Region 4, Dalles, Office of the Director, 79/10/01. 


286 


DOCKETED ITEMS 


7910310419 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sgs Piping. " No action required. 

SEYFRIT.K. V. Region 4, Dallas. Office of the Director. 79/10/17. 
»P- 


S. Reportable occurrences. LERs & related correspondence 


9. Reportable occurrences, LERs & related correspondence 


791 024D13B Notifies NRC that final status ropt re faulty T welds 
reported in 790612 deficiency rept will be issued 60 days 
after repair & ultrasonic test. 

WEIGAND, J. 0. Qulf States Utilities Co. 79/09/12. Ip. 


7910240139 Notifies NRC that final status rept re faulty T uields 
reported in 790612 deficiency rept will be issued 60 days 
after repair 5, ultrasonic test. 

WEIGAND, J. 0. Gulf States Utilities Co. 79/09/12. Ip. 


DOCKET 30-460 WPPSS NUCLEAR PROJECT, UNIT 1 

A. App Heat ion/construct ion stage documents It correspondence 


DOCKET 50-459 RIVER DEND STATION. UNIT 2 


A. App 1 icat i on/cons true t i on stage documents & correspondence 


7910100040 Ack receipt of 79092B itr h resolution re residence of plant 
mgt personnel 6 praiimity to p lant . Ab i 1 1 ty of key emergency 
personnel to respond to emergency situations not affected 
by proximity of residence to plant site. 

VAS5ALLQ, D. B. Division of Project Management. 79/09/27. 2pp. 


7910290239 Notification of 791106 meeting w/util.SbW t GE in 
Batheds.MD to discuss licensing schedules 5c ClL application 
for Unit l. 

HOODcO. Light Mater Reactors Branch 4. 79/10/17. 4pp. 


0. Inspection reports. IE Bulletins 6 correspondence 


7910020315 Forwards IE Bulletin 79-13, Revi s i on 1, "Cracking in 
Feedwater Sys Piping. " Nd action required. 

SEYFRIT, K. V, Region 4, Dallas, Office of the Director. 79/00/30 

tp 


791 00202 5B Forwards IE Info Notice 79-20, Revl s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct ward omission & punctuation error which changed 
intent of s tatement. Changed statement underlined in text. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/07 
Ip. 


7910240023 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies." Complete data will be forwarded by 791001. 
WEIQAND, J, G. Gulf States Utilities Co. 79/09/11. 2pp. 


7910030306 Forwards IE Circular 79-19. "Loose Locking Devices an 
Ingerso 1 1-Rand Pump Impellers.” No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office uf the Director 79/09/13 
IP- 


7910230330 Advises of requirement to submit matl transfer rept to NRC 
whenever transfer of 1 g or more of contained U-233, U-235 or 
Pu in SNM, 1,000 kg or more of U or thorium in source matl 
or 1,000 cl or more of tritium occurs. 

SPARKS, E. Technical Planning fc. Information Branch. 79/09/27 

lp 


7910240733 Notification of 791011 meeting w/util in Bethesda.MD to 
discuss geological 5< s o i smo 1 og i ca 1 investigations on 
Hanford reservation. 

LYNCH, M. D. Light Motor Reactors Branch 4. 79/10/05. 2pp, 


I. Financial information 


7910160509 Annual Financial Ropt for year ending 790630. 

* Mashington Public Power Supply System, 79/06/30, 25pp 


Q. Inspection reports, IE Bulletins & correspondence 


7910030375 Responds to IE Bulletin 79-11, "Faulty Overcurrent Trip 
Device in Circuit Breakers for Engineered Safety Sys." 

Review indicates no Wostinghouse DD-50 or DB-73 circuit 
breakers used in saf ety-r e la tod sys. 

RENBERQER, D. L. Washington Public Power Supply System. 79/00/06 

2pp. 


7910030343 Forwards IE Insp Repts 90-460/79-08 & 30-513/79-03 on 
790717-20. No none omp 1 i anc o noted. 

SPENCER, G. S. Region 5, San Francisco, Reactor Construction t, 

Engineering Support Branch. 79/08/10. 2pp. 


•7910030349 IE Insp Repts 50-460/79-08 ?< 50-513/79-08 on 790717-20. No 
noncompliance noted. Major areas inspected; prep a rations for 
placement of Unit 1 reactor vessel. 

BISHOP, T. W. Rogiun 3, Chicago, Office of the Director. 

KLEINSORGE, W. P. Region 5, San Francisco, Office of the Director, 
DODDS, R. T, Region 5, Ban Francisco, Reactor Construction 5t 

Engineering Support Branch. 79/00/09. 7pp 


7910110290 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys." No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director, 79/09/17. 


7910110152 Forwards IE Circular 79-20, "Failure of OTE Sylvanla Relay 
Type PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ac 
Coil." No action required 

SEYFRITiK. V. Region 4, Dallas, Office of the Director. 79/09/2/ 
p. 


0110172 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
ube Oil Coolers." No action required, 

-YFRIT,K. V. Region 4, Dallas, Office of the Director. 79/09/26. 


0130036 Forwards IE Bulletin 79-24, "Frozen Linos." No action 
equired. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director 79/09/23 
lp. 


/910170522 Forwards IE Info Notice 79-25, 1 
Point Units 3 & 4." No action required. 
SEYFRIT, K. V. Region 4, Dallas, Office 
lp. 


'Reactor Trips at Turkey 
of the Director, 79/10/01. 


7910190202 Forwards IE Info Notice 79-24, "Overpressuri lotion of 
Containment of PWR Plant After Main Steam Lina Break. " No 
action required. 


SEYFRIT, K. V. 
lp. 


Region 4, Dallas, Office of the Director. 79/10/01. 


910310419 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sys Piping. » No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/10/17. 


7910020302 Forwards IE Info Notice 79-20, Revis ion 1, "NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued tu 
correct word omission 5< punctuation error which changed 
intent of statement. Changed statement underlined in text, 

ENQELKEN, R. H, Region 5, San Francisco, Office of the Director 
79/09/07. lp. 


7910040025 Forwards IE Circular 79-19. "Loose Locking Devices on 
I ng erso 1 1-Rand Pump Impellers, " No action required. 

ENQELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/09/13. lp, 


7910110309 Forwards IE Info Notice 79-22, "Dual i f ication of Control 
Sys." No action required. 

ENQELKEN, R. H. Region 5. San Francisco, Office of the Director. 


7910040111 Ack receipt of 790020 ltr informing NRC of steps taken to 
correct violtlon noted in IE Insp Repts 30-460/79-07 ti 
50-513/79-07. 

BPENCERtG. 6. Region 5, San Francisco, Reactor Construction & 

Engineering Support Branch. 79/09/20. lp. 


•7910040117 Discusses response to NRC 790723 ltr re violation noted in 
IE Insp Repts 50-460/79-07 t 50-313/79-07 on 790525-30 5, 

0626-29, Corrective ac t i on ; con trae tor directed to change 
calibr control procedure. Ful 1 compliance by 790904. 

RENBERQER, D. L. Washington Public Power Supply System. 79/OE/2B. 


-7910040122 Forwards IE Insp Repts 50-460/79-07 & 50-313/79-07 on 
790329-30 t, 0626-29 5c notice of violation. 

SPENCER, 0.8. Region 3, San Francisco, Reactor Construction & 

Engineering Support Branch. 79/07/23. 2pp. 


■7910040126 Notice of violation from Insp on 790329-30 5i 0626-89. 

* Region 3, San Francisco. Office of the Director. 79/07/24. 
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-791004013? IE Insp Slept 00-460/79-07 h 50-513/79-07 nn 7 o n ^o ® . 
0626-2? . Noncompl lance noted : fal lure to establish oeaaur ^' 3 ° ^ 
assuring properly calibr moaouring 1, tost equipment BS 
D0DDB, R, T. Region 5, Bon Francisco, Reactor Construction , 

Engineering Support Branch BISHOP, T.W. , HERMANDE2, 0 „ 

0an Trane iocoi Office of the Director. 79/07/^4. Upp M 9iDn 5, 


•7910050430 IE Insp Rept 50-461/79-OB an 790731-0303 No noncomp I unc« 
noted. Major areas inspected containment structural concrete 
uork !■ structural concrete qua I i ty records 

WESCOTT , H. M < SUERMANN, J F . KNOP.R C P-gior 3, Chicago OfPjcu 
of trie Oirectoc 79'0a/23. llpp 


7910120210 Forwards IE Circular 79-20, 
Typo PM Bulletin 7305, Ca ta 1 ug 5U12-11 
Coll." No action roquirod, 


ENOELKEN, R. H. 
79/09/24. Ip. 


"Failure of GTE Sylvanta Relay, 
-AC w/ 120 Volt ac 

Region 3, Ban Francisco, Office of the Director. 


7910020204 Forwards IE Info Notice 79-20. Rovi s i on l, "NRC Enforcement 
Policy - NRC Licensed Individuals " Notice reissued to 
correct word omission t> punctuation error which changed 
intent of s ta tement . Chang ed statement underlined In teit 
KEPPLER, J G Region 3. Chicago, Office of the Director 79/09/07 


7910110201 Forwards IE Info Notice 79-23, 11 
Lubo Oil Coolers." No action required. 
ENOELKEN, R. H. Rogion 3, Ban Francisco, 
79/09/26. Ip 


Emergency Diesel Generator 
Office of the Director- 


7910030262 Forwards IE Circular 79-19, "Loose Locking Devices on 
1 ng erso 1 1 -Rand Pump Impellers. " No action required 

KEPPLER. J C. Region 3, Chicago, Office of the Director 79/09/13 

lp 


7910100072 Forwards IE Bulletin 79-24, "Froien Linas." No action 
required. 

ENOELKEN, R . H. Region 9, Ban Francisco, Office of the Director 
79/09/27. lp. 


7910170345 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 S< 4, 11 No action roquirod. 

ENOELKEN, R. H, Region 9, Ban Francisco, Office of the Director. 
79/10/01. lp. 


7910190324 Forwards IE Info Notice 79-24, "Cverpressuni la ti on of 
Containment of PWR Plant After Main Btoam Line Break." 

No action roquirod. 

ENOELKEN, R. H, Region 9, Ban Francisco, Office of the Director. 
79/10/01 , lp. 


7910110120 Forwards IE Circular 79-20, “Failure of OTE Sylvanla Relay, 
Type PM Bulletin 7305. Catalog 5U12-11-AC u/120 Volt ac 
Coil," No action required 

KEPPLER, J. C Region 3, Chicago. Office of the Director 79/09/24 
lp. 


7910040240 Forwards IE Info Notice 79-23. "Emergency Diesel Generator 
Lube Oil Coolers." No action required 

KEPPLER. J. O. Region 3, Chicago. Office of the Director 79/09/26 
lp. 


7910040052 Forwards IE Info Notice 79-24, "Froien Lines “ No action 
required 

KEPPLER, J. G. Region 3. Chicago. Office of the Director. 79/09/27 
lp. 


7910310435 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwator Bys Piping, " No action required. 

ENOELKEN, R. H. Rogion 5, San Francisco, Office of the Director. 
79/10/17. lp. 


7910170252 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 Si 4." No action required. 

KEPPLER. J O. Region 3, Chicago. Office of the Director. 79/10/01 
IP 


8. Reportable occurrences, LERn V related correspondence 


7910240576 Forwards deficiency rept re emergency core cooling makeup 
pump speed increasar supports, 

RENDEROER, 0. L. Washington Public Power Supply System. 79/10/10. 
lp. 

— 7910240500 Deficiency rept re inadequate thread engagement an hold down 
bolts for speed lncroaser Caused by probable mfg error. Bt,W 
will review manufacturer insp 6 GA procedures. 

* Washington Fnl» lie Power Supply System. 79/10/10. 2pp. 


7910100624 Forwards IE Info Notice 79-24. "Overpre s sur i la t i on of 
Containment of PWR Plant After Main Steam Line Break " No 
action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/10/01 
lp. 


7910310403 Forwards Revision 2 to IE Bulletin 79-13. "Cracking in 
Feedwater Sys Piping. " No action required. 

KEPPLER. J O. Region 3, Chicago. Office of the Director. 79/10/19 
lp. 


S. Reportable occurrences, LERs U related correspondence 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 

A. Application/construction stage documents 6 correspondence 


7910020573 Notification of 790920 mooting w/utils t, GE in Bethesda.MD 
to discuss review schedule) 6 approval of load combinations 
in licensing review of DWR plants. 

BQURNIA, A. Light Water Reactors Branch 3. 79/09/IB. /pp. 


7910290234 Summary of 790920 meeting w/GE re schedule far reviewing fc 
approving load combinations in licensing of UWR plants. 

BQURNIA, A, Light Water Reactors Branch 3. 79/10/11. Jupp. 


7910250100 PNO-II 1-79-6: on 79 1001 , Reg i on 3 was notified that television 
program 60 Minutes intended to film segments of setting of 
reactor vessel at site !, interview personnel re const 
schedule. 

KNOP.R.C. , FIORELLI.G. Region 3, Chicago, Office of the Director. 
79/10/01. lp. 


7910100490 PNO-11 1-79-010: local intervenors issued press releases 
stating util has bypassed requirements re setting of reactor 
vessel. Const problems have prevented shield wall from 
reaching elevation estimated for vessel placement. 

KNOP.R.C. , FIORELLI.G. Region 3, Chicago, Office of the Director. 
79/10/04. lp. 


Q. Inspection reports, IE Bulletins !< correspondence 


DOCKET 50-462 CLINTON POWER STATION, UNIT 2 


7910090103 Forwards IE Bulletin 79-21 
Measurements. " Action required. 
KEPPLER, J. G. Region 3, Chicago 
lp. 


"Temp Effects on Level 
Office of the Director. 79/0B/13. 


7910050414 Forwards IE Info Nottco 79-20, "NRC Enforcement Pali y 
NRC Llcensod Individuals." No action required. 

KEPPLER, J. 0. Reg Ion 3, Chicago, Office of the Director, 
lp. 


79/00/14. 


7910050466 Forwards IE Circular 79-17, “Contact Problem In SB 
Switches on OE Metalclad Circuit Breakers." No action 

required, 79/00/14. 

KEPPLER, J. 0, Reoion 3, Chicogo, Office of the Director, 
lp. 


7910050425 Forwards IE Insp Ropt 50-461/79-08 on 790731 0B03, No 

nancompliance noted. eduction & Engineering 

FIORELLI.G. Region 3, Chicago, Reactor Construction 

Support Branch. 79/00/24. 3pp. 


A. Application/construction stage documents 6 correspondence 


7910020573 Notification of 790920 meeting ui/utils t, GE in Bethesda,MD 
to discuss review schedule & approval of load combinations 
in licensing review of BUR plants. 

BQURNIA. A. Light Water Reactors Branch 3 79/09/18. 7pp. 


7910290234 Summary of 790920 meeting w/CE re schedule for reviewing I, 
approving load combinations in licensing of BWR plants. 

BQURNIA, A. Light Water Reactors Branch 3. 79/10/11. 20pp. 


G. Inspection reports, IE Bulletins S, correspondence 


7910090183 Forwards IE Bulletin 79-21, “Temp Effects on Level 
Measurements." Action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/OB/J3, 
ip- 
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7910080414 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals. 11 No action required. 

KEPPLER, 0, 0. Region 3, Chicago, Office of the Director 79/0B/14. 


79100504B6 Forwards IE Circular 79-17, "Contact Problem in S0-12 
Switches on OE Metalclad Circuit Breakers. " No action 
required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/OB/14. 


7910290123 Submi ts throe requests from Lancester County Planning 
Commission: denial of early site review app li ca 1 1 on, sh utd own 
of Ttll-a until waste removed & request for NRC comments on 
other nuclear accidents It significance to Lancaster County. 
AHLFELD, J. Lancaster County. PA. 79/04/12. 2pp. 


— 7910290130 Forwards NY Times 790906 article re siting of nuclear 
reactors. Requests comment. 

AHLFELD. J. R. Lancaster County, PA. 79/05/23. 3pp. 


7910020204 Forwards IE Info Notice 79-20, Re vi s 1 on 1, "NRC Enforcement 
Policy — NRC Licensed Indi vidua Is. " Notice reissued to 
correct word omission U punctuation error which changed 
intent of statement. Chang e d statement underlined In test. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director 79/09/07 
IP- 


7910030262 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingerso 1 1-Rand Pump Impellers. " No action required. 

KEPPLER* -J. 0. Region 3, Chicago, Office of the Director. 79/09/13. 


7910110129 Forwards IE Circular 79-20, "Failure of OTE Sylvania Relay, 
Type PH Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ac 
Coil," No action required. 

KEPPLER* J. 0. Region 3, Chicago, Office of the Director 79/09/24 
IP- 


7910040240 Forwards IE Info Notice 79-23, "Emergency Diesel Oenerator 
Lube OA l Coolers. 1 ' No action required* 

KEPPLER, J. 0. Region 3, Chicago, ( Office of tho Director. 79/09/26- 


7910040052 Forwards IE Info Notice 79-^4, 11 
required. 

KEPPLER, J. 0. Region 3, Chicago, Office 
lp. 


Froien Lines. " No action 
of the Director. 79/09/27, 


7910170252 Forwards IE Tnfo Notice 79-25, "Reactor 
Point Units 3 & 4. " No action required. 

KEPPLER. J.O. Region 3, Chicago. Offjce of the 


Trips at Turkey 
Director. 79/10/01. 


7910180624 Forwards IE Info Notice 79-24, "(Jverpr o s sur i i a t i on nf 
Containment of PWR Plant After Main Steam Line Break. " Np 
actipn required* 

KEPPLER r J, 0. Reglen 3» Chicago, Office of the Director. 79/10/01. 


7910310403 Forwards Revision 2 to IE Bulletin 79-13, "Crac k i 
Feedwater Sys Piping." No action required 
KEPPLER, J.O. Region 3, Chicago, Office of the Director 
*P- 


g in 

79/10/19. 


DOCKET 50-463 FULTON GENERATING STATION. UNIT 1 

iCati ° n/c0n5tructiqr ' st age documents 6 correspondence 


Forwards response to NRC 790913 request for implementation 
Of actions contained in NURE0-057B re TM1-2 Lessons Learned 
/n,.*, F0ri:B shDrt -term recommendations. Response is consistent 
w/BWR owners group recommendations. 

DALTROFF. 3. L. Philadelphia Electric Co. 79/10/17, 21pp. 


>. Adjudicatory correspondence 

a Pf ,ea, ' a "' :e ° f 01- Boomsma on behalf of Intervener 
Save Solanco Environ Conservation Fund. Corti flea to of Svc 
end , 

HDnMKMa'n'^' » AVE So,a " co Environment Conservation Fund. 

BuOMBMA, 0. L. Boomsma, 0. L. 79/07/30. 3pp, 


^Fund°7909?4 ^oetitinn"? Bn " r SavB Solanco Environ Conservation 

7 ? °, Potion to terminate docket. Reques t for show 

w5e is ion for early siteVeviou, is denied 

CLARK H J M d,C Ii- Ch ? U 2 n ?° to HRC re 9 u l«tionii denied. 

CLARK, H. K. Atomic 8afety and Licensing Board Panel. 79/OH/O0. 9 pp. 


DOCKET 50-464 FULTON GENERATING STATION, UNIT 2 

A. App 1 1 cat i on/cono true t i on stage documents t, correspondence 


7910230520 Forwards response to NRC 790913 request for implementation 
of actions contained in NUREQ-057B re TMt-2 Lessons Learned 
Task Force short-term r ec oi-nmendat i ona. Re sp onse is consistent 
w/BWR owners group recommendations, 

DALTROFF, S.L. Philadelphia Elec trie Co. 79/10/17. 21pp. 


Q. Adjudicatory correspondence 


7910I1006B Notice of appearance of GL Boomsma on behalf of Intervener 
save Solanco Environ Conservation Fund. Cert i fi cat e of Svc 
end. 

BOOMSMA, 0. L. BAVE Solanco Environment Conservation Fund 
BQQMSMA, G. L. Boomsma, O. L. 79/07/30. 3pp. 


79100902AB Order denying intervenor Save Solanco Environ Conservation 
Fund 790514 petition to terminate doc k e t. Reque s t for show 
cause order Is denied. Mot ion for early site review is denied 
w/o prejudice. Challange to NRC regulations is denied. 

CLARK, H. K. Atomic Safety and Licensing Board Panel. 79/03/08. 9pp. 


7910290110 Responds to 790412 J< 0523 Itrs.NRC may not decline early 
site review for which proper application was made. Present 
safety stds being Intensively reviewed as result of TM1-2 
accident. Long-term radwaste storage now studiod by NRC. 

DENTON, H R, Office of Nuclear Reactor Regulation. 79/10/09. 4 pp, 


7910290123 Submits three requests from Lancaster County Planning 
Commission: denial of early site review app 1 lcatlon, shutdown 
of TMI-2 until waste removed & request for NRC comments on 
other nuclear accidents It significance to Lancaster County 
AHLFELD, J. Lancaster County. PA. 79/04/12. 2 pp. 


— 7910290130 Forwards NY Times 790306 article re siting of nuclear 
reac tars. Reques ts comment. 

AHLFELD, J. R. Lancaster County, PA. 79/05/23. 3 pp. 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION. UNIT 1 
O, Adjudicatory correspondence 


7910160056 Response to util 790621 !« 20 motions re intervenor TX PIRO 
answers to discovery r equest s. Swor n copy of answers will be 
forwarded. Intervenor Is full paTty in proceeding. J Doherty 
ceased representing TX PIRG on 790-601. 

9C0TT, J. M. Texas Public Interest Research Oroup. 79/07/05. Ip. 


7910050675 Requests to make limited appearance statement at licensing 
prehearing. B 

EIDMAN, V, Affiliation Unknown. 79/07/18. lp. 


7910050674 Requests to make limited appearance statement at licensing 
prehearing. * 

8IDIE, D. T. Affiliation Unknown. 79/07/23. lp. 


7910090313 Contention 40 ro unsuitability of site for proposed nuclear 
plant. Assumed fission product release from any significant 
accident will exceed radioactivity dose limitations. 

DDHERTYi J. F. Intervenor J. F. Ooherty. 79/07/24. lp 


■791 009031 8 Third request for production of documents 
DOHERTY, J. F. Intervener J, F. Doherty. 79/07/24. 


from NRC. 
If- 


litl iivl^! for J ™ 412 81 0523 ,lr5 NRC not decline early 

«f’tu sM? b^no pr ? p#B application was made, Present 
Imh 6 i 8 intensively reviewed as result of TMI-3 

dent™ u b nr!!'"' r ^“'f, sta storage now studied by NRC. 

DENTDN. H. R. Office of Nuclear Reactor Regulation. 79/10/09. 4 pp 


•7910090326 Amends to Contentions 26,23 * 24. Magnitude of stress on each 
stud bolt in reactor head has not been adequately 
considered. Applicant reliance on NED0-1O527 is arronooua. 

Certificate of Svc end. 

DDHERTY, J. F. Intervenor J. F. Doherty. 79/07/24. 2pp. 
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7910040437 Opposition to VL Perronod 790718 petition to intervene 
statement of interest U specific aspects of proceeding 
relating to intervention are unacceptably vag uo. Pe t i t i oner 
does not comply w/procedures. Certificate of Svc enc 1 , 

COPELAND. J. G. , NEUMAN, J. R. Houston Lighting & Power Co. 
COPELAND, J. G. Dakar Sc Botts. 79707/27. 6pp. 




7910030155 Motion to compel intervenors C Hinders te i n, BA McCorkle *, TX 
PIHO to answer applicant 790703 fc 33 interrogatories 
Interrogatories should be answered in on 1 1 r ety t ob j ec t ions 
not submitted by due da te 5 . W/Cer ti f I cate of Svc. 

NEUMAN, J, R. , COPELAND, J. 0. Houston Lighting !a Pooler Co. NEUMAN, J. H 
Lowenstein. Newman, Rei s, Axelrod 6 Toll 79/08/07. 10 pp. 


7910050743 Amends 790323 Addl Contentions 38,34 & 28 filed per 
ALAB-535. Amends Include argument re failure of RHR sys to 
conform to general design c r 1 tor i a. Cer t i f 1 ca te of Bvc oncl. 
DOHERTY, J. F. Intervenor J. F Doherty. 79/07/31. 2pp. 


7910040446 Response to J Plepmoior petition to inter vene . Vag uen os s of 
petitioner interest !< concerns does not permit full party 
intervention per 10CPR2. 714(a )( 2). Should bo permitted to 
ecpress views per 1 0CFR2. 7 1 5 ( a ) . Car t i f i cate of Svc end. 

BIDDLE, C.T., NEWMAN, J. R. Houston Lighting Sc Power Co DIDDLE, C 7 
Baker S< Botts. 79/08/01. 6pp. 


7910020369 Forwards corrected affidavit to bo attached to util 790730 
responses to JF Doherty fourth set of interrogatories. 

Original affidavit incomplete. 

BIDDLE, C. T. Baker Sc Botts. 79/08/02. Ip. 


7910050747 Amends 790525 Contentions 22,29 Sc 12 filed per ALAB-535. 
Amends include description of control rod cracking Sc 
unreliability of info sys in reactivity control sys. 

W/Cert 1 f i c ate of Svc. 

DOHERTY, J. F. Intervenor J. F. Doherty. 79/08/07. 2pp. 


7910090621 Expresses objections re util motion requiring intervenors to 
place petitions under oath at prehearing conference, 

HANBON, N. Affiliation Unknown. 79/00/07. ip. 


79100101 Bi Third set of interrogatories t< requests for info to be 
produced by State of TX. Includes questions re transportation 
of flammable or haiardous substances l< related studies or 
surveys. 

JOHNSON, C. Texas Public Interest Research Group. 79/08/0B. 2pp. 


■7910020370 Affidavit attesting that author, as supervising engineer 
for uti 1, answered util responses to JF Doherty fourth set of 
interrogatories. Certificate of Bvc end. 

WHITE, J O. Houston Lighting !c Power Co. 79/0B/03. 3pp. 


7910030629 Response to 0L Daker petition to i n torvone. Po t i li on should 
be denied for failure to identify litigable concern 
w/spec 1 f lei ty. In a Iternat (vb, asserts petition should not be 
granted until statement is tested. Cert i fi cate of Svc end. 

BIDDLE, J. G. , NEWMAN, J. H. Houston Lighting & Power Co. BIDDLE, J O 
Baker S. Botts. 79/08/02. 9pp. 


7910010187 Third set of interrogatories directed to ap p 1 i cant. Inc 1 ud es 
info requests re util plan to construct two-unit lignite 
combustion electrical generating plant t, question on 
for power basis for const of fac i 1 i ty . W/Cbt t i f 1 c a to of Bvc. 

SCOTT, 8. Texas Public Interest Research Otoup. 79708/00, Bpp. 


7910040509 Response in opposition to JF DnheTty Contention 40. 
Contention is untimely, lacks underlying basis & rests on 
misreading of TM1-2 da ta, Cer 1 1 f icate of Bvc end. 

BIDDLE, J. 0. , NEWMAN, J. R, Housbon Lighting 4, Power Co. BIDDLE, J 0. 
Lowensteln, Newman, Reis, Axelrad JtToll. 79/08/0B 6pp 


7910120085 Amends to new Contentions 1 t 2, re tornado wind speeds 4, 
backup for ECC8, r c Sp ec 1 1 ve 1 y . 

POTTHCIFFi F. H. Affiliation Unknown, 79/0B/O2, 2pp. 


— 7910120089 Advises of address change. 

POTTHOFF, F. H. Affiliation Unknown, 79/0B/O2. Ip. 


7910040003 Response in support of applicant 790730 motion to schedulo 
special prehearing conforcnce. w/one caveat. Ex tensive inqulrij 
into circumstances surrounding filing of each petition to 
intervene is not necessary. 

SOHINKI, B. M. Branch 3. 79/08/03. Ip 


•7910040004 Response to RE Loyless l> DD Weaver 790713 & 17 petitions to 
halt licensing of plant. Inquiry should he made concerning 
petitioner Intent to moke limited appearance or full party 
participation. 

WOODHEAD, C. P. Branch 3. 79/08/03. 2pp. 


•7910040013 Response to DF Carrick 790717 petition to Intervene, 
Petitioner has adequately shown standing. Should submit suppl 
to petition, listing contentions. Certificate of Svc oncl. 
WOODHEAD, C. P. Branch 3. 79/08/03. 7pp 


7910050623 Response in opposition to JF Doherty 790724 amends to 
Contentions 26,23 It 24. Amend to 26 raises untimely new 
concern, amend to 23 provides no specific basis S< amend to 
24 is based on wrong inf o. W/Cer t if 1 ca to of 6vc, 

BIDDLE, C. T. , NEWMAN, J. R. Houston Lighting S, Power Co. BIDDLE, C T 
Baker 4< Botts. 79/08/08. 32pp. 


7910090178 Amend to petition to intervene, in reply to NRC 790725 
response. Contends that issuance of DL will cause finaocial, 
property J, health Injury duo to radiation releases 
SCHUEBSLER, W, J. Af f i 1 1 at 1 on Unknown. 79/08/09. 3 pp. 


7910110052 Notice of d epos 1 1 i on. Rec ip i ent is requested to appear at 
Baker U Botts, Houston, TX, on 790912, to testify on behalf of 
util. 

COPELAND, J. 0. Houston Lighting Si Power Co.. COPELAND, J. 0. Baker fc 
Dotts. 79/08/08. 6pp. 


, , .uvevuc,-, enqueues permission to speak „„ „„ (,,-op 

powor plant, Ltr requesting reinstatement on svc list end 
HOOKER, K. Affiliation Unknown. 79/08/09. Ip. 


p * upi/jtu 1 1 u w i var 


7910020077 Requests reinstatement on svc list. 
HOOKER, K. Affiliation Unknown. 79/0B/09. Ip. 


7910050762 Amends 790413 contentions re possibility of spent fuel 
meltdown at f ac i 1 i ty. LI s t of plants whore such contentions 
may be applicable end. 

FRAMSON, M, B. , FRAMSON, H. B. Affiliation Unknown. 79/08/03. 3pp. 


7910110067 First set of interrogatories 4< requests for production of 
documents, directed to JF Dnhor ty . Cer t i f 1 cate of Svc end. 

BIDDLE, J, G. , NEWMAN, J. R. Houston Lighting It Power Co, BIDDLE, J 0 
Baker & Botts. 79/08/03. 20pp. 


7910090173 Motion to postpone discovery until after special prehearing 
conference sought by applicant for 790920. Util 
interrogatories Intentionally intended to interfere 
w/amonding of content Ions. W/Cer tl f icate of Svc. 

DOHERTY, J. F. Intervenor J. F. Doherty. 79/08/06. 2pp. 


7910190100 Ack receipt of citizens Jul 1979 ltr* addressed to 
NRC. App 1 leant has no objection to D Carr limited 
appearance. Hoddle, Lander, Loyless, Tyndall & Weaver ltrs may 
be accepted as limited statements. W/Cer ti flea te of Svc. 

NEWMAN, J. R. Lowensta In, Newman, Re i s, Axelrad t Toll. 79/08/06. 7pp. 


7910010127 Objects to util motion requiring intervenor place notarized 
statement within petition at prehearing conference. Motion 
discourages full public participation. 

HANBON, N. Affiliation Unknown. 79/00/07. ip, 


7910090190 Response to Houston Lighting 4, Power motion to compel 
answer* by Intervenors TX P IRQ, McCor k 1 c It Hindcrstdn to 
util interrogatories, TX P1R0 Is making diligent effort to 
answeri responses should be ready shortly. 

JOHNSON, C. Texas Public Interest Research Group. 79/00/10. Ip. 


7910100680 Contention 41. Intervenor health Zt safety are endangered duo 
to inadequacy of water levol indicators for reactor vessel 
W/Certi PI q ate op Bvc. 

DOHERTVf J, F. Intervenor J, F, Doherty. 79/00/10, 2pp. 


, V""'” ” T « it, YBfiuuT ug reliance on 

experimental data far mitigating fcrans ient-caus ed overppu&r 
of reactivity control sys contrasts w/app 1 leant reliance on 
Doppler effect. W/Cert t f i ca to of Bvc. 

DOHERTY, J. F. Intervenor J. F. Doherty. 79/08/10. 2pp. 


7910110071 Response to JF Doherty fourth 4, fifth requests for 
production of documents. Documents requested include 
containment structuro design rept 4, technical rapt on 
dens 1 Ptcation of GE reactor fuel. Cer tt f Icate of Svc end. 
COPELAND, J, G. , NEWMAN, J. R Houston Lighting & Power Co. 
COPELAND, J. G, Baker & Botts. 79/08/10. 4pp, 


is =r si P 40 ' to 790734 amlwjR tD Contentions 

23,24 h 26 & to 790731 amends to Contentions 28,34 & 80 , all 
submitted by JF Doherty. Supports Contention 26 as amended fc 
Contention 40. Certificate of Bvc end. 

WOODHEAD, C. P. Branch 3. 79/00/14. 12pp, 
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ta JF Ooherty 7908! I addl Contention 41. Recommend* 
consolidation of contention w/TX PIRG Contention 49 which 
NRC supports for litigation. Contentions aro same on issue of 
nnnJJu^xn of „ u ' atBr loveJ indicators. W /Certificate of Svc 
WOODHEAD, C. P . Branch 3. 79/00/15. 6pp. 

7910050613 Response to FH Pntthoff amends to 790525 contentions. 
Editorial error in PSAR. d 1 scussod in Amended Contention 1, 
will be corrected. Amended Contention 2 should be denied for 
alle p atlon re ECCS operation. U/Certificate of Svc. 

BIDDLE, C. T. . NEWMAN, J. R. Houston Lighting h Pouior Co. BIDDLE, C T 
Baker l Batts. 79/00/16. 4 PP . 

79 coiteii?„n e l? 0 ^f in “PPOSition to JF Dohertg 790810 late-filed addl 
Contention 41. Alleged Inadequacy of decisions re water level 
Instruments has no basis in fact; comparisons w/ TMI or Ouster 
Creek cannot be made. Cert i ficate of Svc encl. 

Bl^erVDltd^/OB/U H “^ ton Li 9hting 4 Power Co. BIDDLE, C. T. 

79 l9 0 remdns°fn°r e ^ 790010 am9ndBd c ontan t i ons. Content i on 

19 remains Inadequate as to sp ec i f i c l ty. Con tent i on 33 lacks 
basis for alleged innapp ropr ia te Dopplor reactivity 
coefficient. Certificate of Svc end 

BakerVBrtU^/OBm. LiflhUn ^ Po - 1 ' G ° BIDDLE, C. T. 

79 bas!s 4 o? k I no!uSoa t ? , 'if S J j ,r#ct,d t0 -«>*'-"*■ ^eludes question re 
basis of knowledge indicating availabilitij of barge 

capable of transporting reactor vessel. Cert i fi cote of Svc 
JOHNSON, C. Texas Public Interest Research Group. 79/0B/22. 2 pp. 

7910090338 Response to R Waters petition to intervene Statements aro 

adf r i t0 ldenUfy 1,,terest Reasonable 

specificity. Certificate of Svc end. 

NEWMAN, J R. , COPELAND, J. G. Houston Lighting t> Power Co NEWMAN, J R 
Lowen stein, Newman, Reis, Axel rad t, Toil 79/00/23. 6pp! 

env?ron. UtenSin9 ° f du ° to unnecessary haiard to 

R1CKERT, A. H, Affiliation Unknown. 79/08/24. Ip 

7, 7S°?.°l!!I NHC 790021 f or extension of time to 

22 99 *, 99 n S ^ amends of JF Doherty Contentions 12,19, 

22, c9 & 33jDrder ruling on contentions Of JF Doherty, 

wSl?E°s’j R °J thaff * TX PIRG til bo issued. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. 79/08/24. Ip. 

RICKERT, A. H . Affiliation Unknown. 79/0B/24. Ip. 

R ” ponse s " opposition to JF Doherty 790820 Contention 42 
* * I ba * provided no info indicating that specific 

applicant re power operated relief valve 
D?DDLE.°c'| fcBm NEWMAN < 1 , R 1S S - ' C - 1 i f i cate offend. 

Baker i BdU ^/oa/aS. "%l Li9htl " 9 * Powe ' C “ DIDDLE, C. 7. 

79 interSe!„° rd r , 's,r a a PO,,d ‘ n8 t0 ap I 1 1 1 car >t 790007 motion to compel 
nfcerr^m C Hlnder 5 bl e 1 "• B MeCorkle ?, TX PIHO to answer P 
r mla 9 ! r ,B8 ' M ° tl0n re TX PIRG. Intervenors 

WOLFE, S.J. Atomic Safety and Licensing Board Panel. 79/08/27. 2pp. 
SCOTT, J. M. Texas Public Interest Research Group. 79/08/27. 2pp. 

WOLFE? S^J d *Atomic°8afety ^ Tu' 

Safety and Licensing Board Panel. 79/0B/27, 2pp. 

^eti t ion IVXVlA* t0 FJOurklp P Bblb ‘ B " to intervene. 

1 t0 satisfy interest 
Svc encl. 

louston Lighting S, Power Co. NEWMAN, J R 
■ad S, Toll. 79/08/27. 4pp. 


79 brphotovonaU t c°en U, sSr tenti0n 3 ' Pr ° P ° a8d '«*“** «" bB replaced 
PDTTHDFF, F. H Affiliation Unknown. 79/08/29. l p. 

7910050749 Motion requesting informal conferences between NRC «, all 
intervenors to clarify contentions «, discuss groundwork For 
proceedingDotter understanding of objections to contentions 

nnwmnTv'Vo ‘“/f devBlo P 0il during conferences 
D8HERTV, J. F. Intervener J. F. Dohorty. 79/00/30 ip. 

—7910050750 Motion that all petitioners to intervene be permitted to 
support unadmitted contentions at 791015 special prehoarina 
conference. Opportunity to clarify ASLB questions on 9 

nnHFn™‘Tc uji | 1 bBnBfit par t ies. W/Certi ficate of Svc. 
wUHERTY, J. F. Intervener J. F. Doherty. 79/00/30 lp. 

—7910050751 Motion to compel discovery from applicant Remaininn 
documents, requested in lntervenor 790717 list, to which ° 
ob J° cbBd nn irrelevancy grounds, are related to 
admitted contentions W/Certificate of Svc. 

DOHERTY, J. F, lntervenor J. F. Dohorty. 79/00/30. lp, 

*• " ,,h * - r » 

DOOGETT, 9. A. Affiliation Unknown. 79/00/31. 2 p p 

7910050790 Request for reporting svc.ro Work Order AF-458, at 791015 R, 
Houston, TX, Prehearing conference on CP to bo held in ‘° 15 * 

STEPHENS, C. R. Docketing h Services Branch. 79/09/04. lp 

79 piRG°bI 0 D ^? U r tS that address of C Johnson, Exocut ive Director of TX 
T«iiilnt. °" ” VC USU in additi °" b ° present TX PIRG 

SCDTT, J. M. Texas Public Interest Research Group. 79/09/05. lp. 

—7910150694 Motion to compel fuller applicant responses to TX PIRO third 
Mor n n inf nt ? rr ° 9at ? rlefl ujhlch “ore responded to on 79O02B 
of alt??° m req “ lred rB " BBd fOP Pawer i s sue, c on s i d oral i on 
2 / \ n £l* e I r " at:i '' e 5itea It other related matters, 

, M. Texas Public Interest Research Group. 79/09/05. 9 pp. 

* ns, “ Br6 n 1 ' 0 Houston Lighting {, Power second set of 
«?M?d 9 5™ ‘* 9 . P y° vidBa info BB contamination from gases 
f^Ii* d . f om o u I’ s 1 d e plant, escape of radioactive gases from 

Mrrn^,°F B n Can ^i?:° nt Uakafle & otbBr ™attors. 

MCCORKLEpB. Affiliation Unknown 79/09/06 3pp. 

7910090493 Response to TX PIRG fourth set of interrogatories 
H c "bch already addressed in 790417 answers to C 

Hindorstein. GE has accoss tn suitable barges for 
transporting reactor vessel. 

D??tr E, NFw H 6k, H °, U w t0n , Ll3hUn9 * PouJBr Co - BIDDLE, C. T. Baker & 

79/09/ 10 NEW 4pp’ J ' R Loiu e n s t e i n, Newman, Rels.Axolrad fc Toll. 

79 Ji?nt 6M SUll,, ' lt9 contBnti °ns re reasons for opposition to const of 
DURKIN, P, J. Affiliation Unknown. 79/09/ 10 lp. 

79 .!nd!^a°/?r!!f rdS u EP Cumin !) 3 7<? °DS7 Itr stating that previously 
undated potition to intervene was mailed on 790711 J 

petition ua ° tiraeiy fiiei) aith ° u9b 
W8DDHEAD, C. P. Branch 3. 79/09/10. 2pp 

-7910220393 Responds to 790001 ltr requesting mailing date of petition 

7907M r Vf T U0 , i\T S u,rilten °D 790710 *, mailed on 

be " ,ailB ‘ f Doxt week. 

CUMINOSi E, p, Affiliation Unknown, 79/0S/27, lp, 

1=;— - ^sbitk.s.jjj.-s:-- — ‘ 

DURKIN, P. J. Affiliation Unknown, 79/09/10. lp. 

79 !f°E B !r P r' JF ,? ahert « third request for production 

documents. Forwards all required documents extent GG 

whi?h°i? Qp r a4 ~ 77 ° 50 ' u,hl ' :h ‘5 not on record U NEDD 21-156, 
which is GE propriotary document. 

SOU INK I, S. M. Branch 3. 79/09/11. 3pp. 

SDHINKI s M Wh n "?* rac °rd. Cer 1 1 f>i ca t e of Svc encl. 
aUMINKI j 8 . M, Branch 3. 79/07/11. 0 pp, 
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7910150604 Response in opposition to JF Doherty Contention 43 A amends 
to Contentions 12,15,16,19,31,22,29,33,36 t, 39, Con t en t i ons 
failed to provide litigable issues or basis in fact 
Certificate of Svc end. 

WDQDHEAD, C. P. Branch 3. 79/09/H 14pp 


7910150621 Response in opposition to JF Doherty 790031 motion 
requesting that petitioners 6 intervonors be permitted to 
support unadmitted contentions at 791015 special prehearing 
conference Certificate of Svc end. 

SOHINKI, B. M Branch 3. 79/09/11, 7pp. 


7910150659 Response in opposition to JF Doherty 790030 motion 
requesting NRC-pe t ltioner A NRC-intervenor informal 
conferences to clarify c on ten t i ons. Neg ot i a 1 1 on among 
petitioners is more f ru i tf u 1 . Cert i f i ca t e of Svc end. 
SOHINKI, S. M. Branch 3. 79/09/11. 0pp. 


7910250111 Responds to request for submittal of specific contentions 
Alleges that problems of high level radwaste A spent fuel 
storage A transportati on have not been solved so as to 
permit licensing of plant. 

WILSON, C, Affiliation Unknown. 79/09/H. 2pp. 


7910190042 Ad d 1 contentions filed as amend to 79O0OB petition to 
intervene, Urges consideration of interconnection 
al tornat ive, environmental ly & economically proFerade to 
nuclear plant. Other alternate energy sources are suggested. 
SCHUES5LER, W. J. Affiliation Unknown. 79/09/12. 4 pp 


7910220009 Forwards contentions 6 submits change of ad dres s. Al 1 eges 
that applicants are not financially qua 1 1 f l edi ap p 1 i c ants ' 
environ rept & NRC draft environ ropt & statement are not 
accurate & proposed plant is polluting unnecessarily. 

CUMINQSiE. P. Affiliation Unknown. 79/09/12. 3pp 


7910220016 Responds to NRC request seeking specific c on ten t i ons. Al 1 eg es 
that transportati on of radioactive mails on TX highways will 
result in ac c i d ent s. Sug g es t s const of coal plant or locating 
proposed plant at Bouth TX site as alternative. 

CONN, C. Affiliation Unknown, 79/09/ 12. 2 pp. 


7910220449 Responds to 790B07 notification seeking submittal of 
specific contentions. Alleges that locating facility at 
Bouth TX plant site rather thrill present site would be more 
ecologically A economically practical. 

BTREILE1N, P. L, Affiliation Unknown. 79/09/12. 2pp, 


7910220452 Submits contentions in opposition to licensing of facility. 
Alleges that location of facility is very populated A 
therefore unsuitable for nuclear power plant in addition to 
absence of safe disposal site for radwaste. 

LEMMER, R. N. Affiliation Unknown 79/09/12, 2pp. 


791 024034Q Amends to 790512 Contentions 2,0 A 42. Asserts that 
alternative of now natural gas-fueled generating facilities 
has not been considered in partial Initial decision, 

Certificate of Svc end. 

SCOTT, J. Tends Public Interest Research Qroup. 79/09/12. 7pp. 


7910090213 Supplemental order tD AS LB 790006 order. Special prehearing 
conference will be held in Houston, TX on 79101 5-19. Denies 
proposed meeting between intervonors A pe tt ti oners, No 
limited appearance statements may be hoard. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. 79/09/13, 3pp. 

7910110246 Suppl to petition to intervene A list of contentions, per 
ASLB 790B06 order. Contends that ap p 1 i can t-pr opo sed plans 
will infringe on constitutional rights of petitioner. 

Certificate of Svc !< supporting documentation oncl. 

VAN SLVKE, O. Affiliation Unknown. 79/09/13. 71pp. 


7910220014 Submits suppl to 790710 1 tr requesting full party 
p ar t i c 1 p a t i on. Con t end s that coal plants are loss expensive 
than nuclear power facility. 

OTTO, K. Affiliation Unknown. 79/09/13. 4pp. 


7910220132 Forwards requested c ont en t i ons. Al 1 eg e s that growth of 
population, poss ib le pipeline rupture from moving natural gas 
pipeline to proposed new route A other related matters have 
been underestimated by applicant, 

BISHOP, J. M. , BISHOP, M. M. Affiliation Unknown, 79/09/13. 23pp. 


791 022042B Urges on behalf of applicant that ASLB rule on admissibility 
of certain inter venor & petitioner contentions. Ruling would 
permit prompt initiation of discovery. Li st Df contentions 
A Cor 1 1 f ca te of Bvc end, 

CULP, R. H. Lowenstoin, Newman, Re i s, Axolrad & Toll. 79/09/13. 6pp. 


7910150047 Amend to 790718 petition to 1 nt ervene. Con tend s that normal 
radiation level, as calculated by applicant. Is inaccurate 8, 
misleading. Other c ontent i ons, re economic impacts 6 site aro 
stated. W/Certi f i cate of Svc. 

PAVL0V1C, F. Affiliation Unknown. 79/09/L4. 10pp. 


7910230221 Opposes licensing facl 1 i ty . Al tarna to sources of safe energy 
should be funded. Expresses concern re effect of proposed 
cooling lake on flooding. 

DURKIN, J. A. Affiliation Unknown. 79/09/14. ip. 


7910240058 Submits amend to 790717 petition to in t erve ne. A 1 1 age s that 
even if nuclear power plants are proven to be safe, problem 
of nuclear wastes will remain. 

GRIFFITH, R. Af f i 1 i a t i on Un known. 79/09/14. 4pp. 


7910310150 Response in opposition to JF Doherty motion to compel 
production of certain documents requested on 790717. Motion 
is deficient for failure to state relationship between 
contentions A documon t s. Cer t i f 1 cate of Svc end 

BIDDLE, C.T., NEWMAN, J. R. Houston Lighting A Power Co. BIDDLE, C T 
Baker 6 Botts. 79/09/14. 5pp. 


7910100037 Response in opposition to FH Potthoff 790020 amend to new 
790525 Contention 3 alleging that wind 6 solar powers arc 
viable alternatives to f ac i 1 i ty Or i g 1 no 1 contention A amend 
do not challenge contrary conclusion stated in FES suppl. 

SOHINKI, 8. M, Branch 3 79/09/17. 3pp 


•7910100044 Rosponse in opposition to FH Potthoff undated document 
seeking to amend now Contention 4 based on Project 
Independence rept re solar cells al tarna 1 1 ve. Rep t was 
misinterpreted. W/support ing document 5, Certificate of Svc. 
SOHINKI , 8. M Branch 3 79/09/17. 9pp. 


79 102602B4 Response to JF Doherty fifth set of interrogatories. Includes 
assertion that present design of facility falls under LJ 
series ro fuel cl ass i f l c at 1 on, NEDO-20943, Tab 1 e 2. Objects to 
all other in terrogator ies. W/af f idavi t A Certificate of Bvc. 

BIDDLE. C, T. , NEWMAN, J. R. Houston Lighting A Power Co. BIDDLE. C T. 
Baker A Botts, 79/09/17. 0pp. 


7910150020 Suppl to 790717 petition to intervene per ASLB 790006 order 
scheduling prehearing c onf erenc e. Arg ues that util is not 
financially qualified to construct facility. Also citos 
environ risks likely to follow const. 

DQQQETT, S. A. Affiliation Unknown. 79/09/18. 11pp. 


7910160065 Contentions I 6 2 Alleges applicant does not meet financial 
requirements that would permit const of foe il i ty, Ap p 1 icant 
data represents gross distortion of nuclear power plant 
record ro OE DWRs 

BAKER, B. L, Af f i 1 i at i on Un known. 79/09/10. 4pp. 


7910220037 Responds to 790B06 ltr requesting specific contentions. 
Cooling lake dam will create flood hatard for Valley Lodge 
residents. Suggests cooling tower as alternative tn proposed 
lake. 

CARRICK, D F. Affiliation Unknown. 79/09/10. 2pp. 


7910220444 Submits amend to 790021 petition to intervene in opposition 
to licensing of fac 1 1 1 ty. Alleg e s that cooling lake will 
increase flooding danger tn Brazos river basin. 

WEAVER, D. D. Affi nation Unknown. 79/09/10 Ip 


7910230361 Response in opposition to JF Doherty motion te compel 
production of certain documon ts. Roque s tad documents arc not 
related ta any con ten t ion. Ropt on GE reactor fuel will be 
provided, W/Cortl fieate of Svc. 

COPELAND, J. 0. I NEWMAN, J. R. Houston Lighting A Power Co 
COPELAND, J, G. Dak or tt Botts. 79/09/18. 5pp 


7910090513 Memorandum & order denying FH Potthoff undated petition to 
strike portion of ASLB 790027 scheduling order, 

BIBHOPiC. J. Atomic Safety and Licensing Appeal Panel. 79/09/19 

4pp. 


7910170694 Third set of interrogatories A requests for production of 
documents, directed to BA McCorkle. Includes info request re 
Contentions 9,14,17 6 10 on sulfur well which caught fire 
near plant A other related matters. U/Certi f Icata of Eve. 

COPELAND, J. 0. i NEWMAN, J. R. Houston Lighting A Power Co. 

COPELAND, J. Q. Baker 6 Botts. 79/09/19. 10pp. 


7910220006 Response in opposition to TX P1R0 motion to compel answers 
to TX P 1 RO third interrogatories. Interrogatories cover need 
for power, lobbying, Dow Chemical contention tt electrical 
demand. Certificate of Svc end. 

COPELAND, J. Q, , NEWMAN, J. R. Houston Lighting A Rowor Co 
COPELAND, J. 0. Baker A Botts. 79/09/19. 0 pp. 
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7910100020 Contention alleging that design of facility is inadequate & 
endangers public safety. 

PEREZ, C. A. Affi 1 lation Unknown. 79/09/20. 2pp. 


7910160050 Petition to intervene. Contends that facility cannot meet NRC 
regulation re radiation emissions. Emissions are excessive 
compared to other plants of same design J< site 
MU£LLGR»E. E. Affiliation Unknown. 79/09/2S. Ip. 


7910090154 Order in response to TX PIRO 790905 motion to compel 
applicant responses. Grants motion re Interrogator 1 es 6, 15 L 
25. Denies motion to Interrogatories 3. 7i 9. 10 t, 13. 
interrogatories 8, 1 1, 12 & 21 have been mooted. 

WOLFE, S.J. Atomic Safety and Licensing Board Panel. 79/09/26. 4pp. 


7910220430 Opposes const of nuclear plant near Houston, TX. 
DURHAM, N. L. Aff 11 iation Unknown. 79/09/27. Ip 


7910300044 Respqnse in opposition to JF Doherty 790914 Contentions 43 t, 
44. New contentions are untimely t, fail to establish adequate 
basis re stress corrosion cracking al legations. Cert i ficate 
of 9vc end. 

COPELAND, J. 0. , NEWMAN, J. R. Houston Lighting & Power Co. 

COPELAND, J. G. Baker t< Botts. 79/09/28. 7pp. 


H. General correspondence 


7910190064 Ack receipt of ltr requesting copies of environ rept & BAR. 
Documents are available at PDR, Sea 1 y , TX. 

SDHINKI, S. M. Branch 3. 79/09/17. 2pp. 


791012020B Responds to request re effect of plant const on historical 
sites. TX Historical Commission suggests that project 
implementation may effect Sweeny Plantation fc other situs. 

Forwards list of profs who could aid NRC. 

LATIHER, T. , DRIGOS, A. K. Texas, State of. 79/10/02. 10pp. 


T. Hearing transcripts on non-anti trust matters 


7910260124 Transcript of 791015 special prehearing conference in 
Houston, TX. Pp 704-861, 

WOLFE, S. J., L1NENBER0ER, 0. A, CHEATUM, E. L. Atomic Safety and 
Licensing Board Panel. 79/10/15. 158pp. 


7910260099 Transcript of 791016 special prehearing conference in 
Houston, TX. Pp 062-1,053. 

WOLFE, 8. U. , L1NEDERGER, G. A. , CHEATUM, E. L. Atomic Safety and 
Licensing Board Panel. 79/10/16. 192pp. 


7910300051 Response to JF Doherty amended Contentions 4,11,15,16,20,21, 
36,38 t 39.Fails to state basis upon which amended 
contentions may be 1 i tlgated. Certificate of Svc t, supporting 
documentation end. 

COPELAND, J. G. , NEWMAN, J. R. Houston Lighting J< Power Co 
COPELAND, J. 0. Baker l< Botts. 79/09/2B. 20pp. 


79 0300055 Response in opposition to TX PIRG 790512 amended Contentions 
1-6. Contention 1 is barred by ASLB 790412 order. Contention 2 
is vague. Contention* 3-6 lack basis for allegation. 

Certificate of Svc end. 

COPELAND, J. G. , NEWMAN, J. R. Houston Lighting 6 Power Co 
COPELAND, J. R. Baker 6 Botts. 79/09/28 9 pp. 


7910300438 Response to JF Doherty 790914 amends to Contentions 4,11, 
6 36 6 new Contentions 43-44. Supports Contentions 20,43 8, 44 
re fuel performance Teanalys isi c leaning compounds L pipe 
,,nI3S;,H!S OSfl5 Co »»te"fc»°'’s 4, 11 6 36. Certificate of Svc encl. 
WOODHEAD, C. P. Branch 3. 79/09/28. 0 pp 


7910300443 Response in opposition to TX PIRG 790914 amends to 790512 
contentions. Allegations re financial inabi 1 ity , cool ing lake 
oxygen deficiencies !< papulation expansion are speculative 
‘"'J, '? ,ls fnr proper litigation. Certificate of Svc end. 

SOHINKI, S. M. Branch 3. 79/09/20. lOpp 


7910260131 Transcript of 791017 special prehearing conferenco 
Houston, TX. Pp 1,033-1.313. 

WOLFE, 6. J. , LINENDERGER, G. A, CHEATUM, E. L. Atomic Safety an 
Licensing Board Panel. 79/10/17. 260pp. 


d 


in 


79 i 0260093 Transcript of 791010 special prehearing 
Houston, TX. Pp 1,314-1,520. 

WOLFE, a. J., LINENDEROER, 0 . A, CHEATUM, E. L. Atomic 
Licensing Board Panel. 79/10/10. 207pp, 


conference 
Safety and 


in 


7910260105 Transcript of 791019 special prehearing 
Houston, TX. Pp 1,521-1,626. 

WOLFE, 3. J. , LINENBERGER, O. A, CHEATUM, E. L. Atomic 
Licensing Board Panel. 79/10/19. 106pp. 


conference 
Safety and 


in 


DOCKET 50-467 ALLENS CREEK NUCLEAR STATION, UNIT 2 
G. Adjudicatory correspondence 


79101200B5 Amends to new Contentiane 
backup for ECCS, respectively 
PQTTHOFF, F. H. Affiliation Unk nown. 


fc 2, re tornado wind speeds & 
79708/02. 2pp. 


79 1 * 1 f a ne \ 5 ? ape : *■ support contention that uti 

1* financially incapable of constructing plant. 

BAKER, 8. T. Affiliation Unknown. 79/09/29. 6pp. 


DOCKET STN-50-470 CESSAR SYSTEM BO 

on/construc tlon stage documents ti correspondence 


79 !n^«nnt? em0r ; nd i'? re decision ALAD-565, on ASLB position regarding 
intervener content ions. Proponent of contention should bo S 

heard before Board acts on contention. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 79/10/01. 


7910300401 Discusses prodocketing matl ,for CEB0AR F0AR. Buff lc lent info 

rppTs CESSAR FSAR * review. 

sfe IS xT.P. Reactor System# Branch, 79/10/1G, ip, 


79 r?nv° a Il 0r ^ r den y> n B FH Potthoff motion, docketed on 790925, 
that part of ABLB 790B27 order conflicting 
U/10CFR2. 714(a H3) bo voided. 

WOLFE, S.J. Atomic Safety and Licensing Board Panel. 79/10/01. 


Ip. 


79 0170607 Order adopting ASLAB suggestions in ALAD-365 re rieht of 
intervening parties to argue contentions. Corrects *„{ “ * 

^!I!2 ra,h 81 2' Page 2, of ASLB 790913 supplemental 

order, re special prehearing conference. H emenca. 

WOLFE, S.J. Atomic Safety and Licensing Board Panel. 79/10/02. 2pi 


•p™‘R h ^..‘SiSS'S.KSK- - 

tatements will not be received. 

QLFE, S. J. Atomic Safety and Licensing Board Panel. 79/10/04. Ip. 


DOCKET 50-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 
G, Adjudicatory correspondence 


V?! f «bfsr evidentiary hearings on emergency planning 
sehodu l B d to begin on 790027. Concerned 3 

hat topics of hearings will be given only superficial 
attention. Certificate of Svc encl superficial 

WRIGHT, F.B. Massachusetts, State of. 79/07/27. Upp. 


7910250045 Exhibits from MA Atty General omitted from motion of 
Commonwealth of MA to defer forthcoming evidentiary hearings 

till' 9 •«“«*•• -p*-* U ear,n9B 

WRIGHT, F. S. Massachusetts, State of, 79/07/30. 9pp. 


YELDERMANf J. C» Af f i ] la t ion link noun. 79/04/25, !p. 


wiS’iVi;"! »' *i= ” ,nl " p "”* Dr, “ 

-S.J. Atomic Safety and Licensing Board Panel. 79/10/09. 2pp 

910220446 Order denying J Durkin 790912 naHUnn t_ 4 t 
untlmelif filfnn if,!** .. /7uyu Petition to intervene, for 

WOLFE r V r appearance statement may be made 

WOLFE, 8. J. Atomic Safety , n<f Licensing Board p « neJ £> 10/|0 . app 






ij<i nA . .I L. -v--.iiui.wb-.vm or nn motions tp extend t 
filing of testimony «< to defer evidentiary sessions Oronts 
all parties extension until 790907 tD file testimony on 

GO□DHQPEVc ant At’ !, ' ? en n B ^ ? ef,,r, ' aI oF ®videntiary hearing. 

2 pp ' ,C atomic Safety and Licensing Board Panel. 79/0B/09. 


7910030680 Order advising that 790827 hearing wi il be held in Plymouth, 
GOODHOPE,A.C. ' Atomic Safety and Licensing Board Panel. 79/OB/13. 
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7910090157 Ac k receipt of NRC response to motion to defer forthcoming 
evidentiary hearings on emergency planning & Class 9 
accidents. Clarifies relationship of accident risks to long- 
standing contention on alternative sites. 

BURT. L. Massachusetts. State of. 79/08/22. 2pp. 


7910090334 Application for subpoenas to be issued to MA Dept of Public 
Health 8< to MA Civil Defense Agency t> Dfc of Emergency 
Preparedness for attendance at 791001 hearings on util CP 
app 1 i cat i on. Ltr re facility monitoring sys agreement encl. 

LEWALDi Q. H. . STOODLEY, D. 0. Boston Edison Co. LEWALD, 0 H Rones It 
Cray. 79/00/24. Bpp. 


7910190447 Responds to objections in 790619 ltr re issuance of CP. 
Discusses licensing & public hearing process !< plant 
corrective measures for reduction of radiation 
overesposures. 

VAROA, B. A. Assistant Director for Light Water Reactors. 79/08/31 
2pp. 


7910190453 Opposes CP because of lack of evacuation p lan< notor i ous 1 y 
bad safety record by Boston Edison re worker exposure 6 
outrageous cost of plant. 

MCQRAW. P. Affiliation Unknown. 79/06/19. Ip. 


7910090458 Motion to defer Issue of emergency planning scheduled for 
discuesion on 791001 , un 1 1 1 NRC has completed review of issue 
at facility s i te. Support s estah i i shmont of schedule for 
filing proposed findings of fact on all issues. 

SMITH. B.H, Branch 2. 79/09/11, 0 pp. 


■7910090473 Affidavit attesting that review team will visit facility to 
review issues re emergency planning. Certificate of Svc encl. 

PAOANO, F. Q. Commission. 79/09/11. 4pp. 


7910150035 Order cancelling 791001 hear ing. scheduled In Plymouth, MA, In 
response to NRC reques t, Issue of emergency planning has not 
been fully reviewed. Hearing will be reset at earliest time. 

OD0DH0PE. A. C. Atomic Safety and Licensing Board Panel. 79/09/13 
2pp. 


7910220414 Submits filing schedule of proposed findings of fact per 
790910 conference ca 1 1. Appl lean ts will file on 791022. 
intervenore on 791102 t, NRC on 791113. Issue of emergency 
planning will be excluded from proposed findings of fact. 

SMITH. B. H. Branch 2. 79/09/13. 2pp. 


7910100172 Confirms telconi w/NRC re NRC fuel load forecast visit to 
site. Plans to submit completed OL application documents in 
Jan 19BO are unchanged, 

KQESTERi 0. L. Kansas Oas & Electric Co. 79/09/20. 2pp. 


7910110305 Forwards 9NUPPS 791002 ltr. which forwarded FSAR to be 
incorporated into license ap p H ca t i on. W/ o encl. Balance of 
documentation will be filed in Jan 1900. 

KQEBTEfl. 0. L. Kansas Oas & Electric Co. 79/10/02. 3pp. 


7910150408 Responds to 790921 memo re 791129-30 meeting w/uti 1 to 
discuss facility const schedule. Subroi ts names of MO Public 
Svc Commission members at meeting. 

FLUECOE. fl.M. Missouri, State of. 79/10/09. Ip. 


F. Security, medical, emergency & fire protection plans 


7910300306 Forwards request for add! info re QA aspects of fire 
protection sys for SNUPP8 portion of facilities. 

PARR. 0. 0. Light Water Reactors Branch 3. 79/10/10. 24pp. 


0. Adjudicatory correspondence 


7910050730 Order granting extension until 790821 for NRC to determine 
whether to review Director of IE 790712 decision. 

CHILKiS. J. Office of the Secretary of the Commission. 79/07/27. 

Ip. 


7910090554 Ack receipt of notification re extension until 790021 for 
Commission to decide whether to review 790712 director's 
decision. Draws attention to 17 rep ts, appear lng in 1979 
Emporia Oaiette, that should be reviewed by NRC. 

MCDOWELL. M. Affiliation Unknown. 79/08/0B. Ip 


7910050673 Orders extension until 790913 for NRC to determine whether 
to review Director of IE 790712 decision. 

HOYLE. J. C. Office of the Secretary of the Commission. 79/08/13. 

IP- 


7910050760 Orders extension until 791128 for NRC to determine whether 
to review Director of IE 790712 decision. 

CHILK.S.J, Office of the Secretary of the Commission. 79/09/13. 

Ip. 


7910310120 Forwards HR Denton 790020 memo re resumption of licensing 
reviews, in response to 790904 request. Also forwards 
MW Carbon 790813 memo, RF Fraley 790815 memo & 790815 
document re alternative to shift technical advisors. 

SMITH, B.H. Office of the Executive Legal Director. 79/09/20. Ip. 


7910240690 Notifies of petition to intervene by MQ Public Eve 
Commission. 

HEARNE, T. J. Missouri, State of. 79/10/22. Ip. 

M. Oeneral correspondence 


0. Inspection reports, IE Bulletins it correspondence 


7910120314 Responds to NRC 790917 ltr re interaction between nonsafety- 
grade & safety-grade equipment. Uti 1 assessment performed. No 
impacts on required safety actions identi Pied. Dne potential 
analysis conclusion identified i, justified. 

ROBEN. B.L. Boston Edison Co. 79/10/05. 10pp. 


7910030124 Submits list of article) from Emporia Gazette re const 
of fac 11 ity. Questions whether const should continue. 

MCDOWELL, M. Affiliation Unknown. 79/0B/O8. Ip. 


7910010072 Expresses concern at NRC delay In making decision re 
mat. Also expresses lack of faith in NRC decisions, 

CHRlBTYiW. Affiliation Unknown. 79/00/22. Ip. 


base 


DOCKET STN-50-402 WOLF CREEK GENERATING STATION 


A. App llcat ion/e on struct ion stage 


7910090496 Ack receipt of 790322 tt 
of prompt test results of cement 
meeting max time limitations, 
SEIDLEiW.C. Region 4. Dallas, 

Support Branch. 79/0B/23, ip. 


locuments & correspondence 

0612 ltrs re ensuring availability 
matls after testing !< 

Reactor Construction it Enginoering 


•7910090300 Provides basis for interpretation that length of time to 
conduct user test of cement samples did not violate ASTM 
C-lSO.Ltrs confirming test findings encl. 

KOE0TER, 0. L. Kansas Oas it Electric Co. 79/06/12. 4pp. 


7910080534 Notifies that NRC had requested that FR publish end notice 
of proposed issuance of amend to CP re addition of KB 
Electric Coop, Inc at facility co-owner. 

PARR, 0, D. Light Water Reactors Branch 3. 79/09/18. 2 pp, 


79 i ? 030340 Notlc * °f proposed issuance of amend to CP adding KS 
Electric Coop, Inc as co-owner assuming 17X interest in 
facility. 

PARRiO. D. Light Water Reactors Branch 3. 79/09/IB. 3 pp. 


7910050133 Notification of 791129-30 meeting w/util to discuss const 
schedule. 

LICITRA, E. A. Light Water Reactors Branch 3. 79/09/21, 4pp. 


7910100400 Responds to 790627. ltr to HR Dsnton rs quality & strength of 
concrete In base mat at fad 11 ty. Forwards 790712 document 
containing results of evaluation of base mat.W/o end. 

VAR0A.8. A, Assistant Director for Light Water Reactors. 79/09/04. 


7910100416 Responds to 790627 ltr to HR Denton re quality & strength of 
concrete in bass mat at fad 1 ity. Forwards 790712 documsnfc 


containing results of evaluation of base mat.W/o end. 
VAROA, 8. A. Assistant Director for Light Water Reactors 
Bpp. 


79/09/04. 


7910100325 Responds to 790627 ltr to HR Dsnton re quality tt strength of 
concrete in base mat at faclli ty. Forwards 790712 document 
containing results of evaluation of bass mat.W/o end. 

VAROA, 8, A. Assistant Director for Light Watsr Reactors. 79/09/04. 


7910020647 Responds to 790716 mailgram re concrete base mat. Base mat 
concrete strength has not retrogressed. Pleats original dssign 
criteria in PSAR & will withstand specified design loads & 
loading combinations w/o Impairment of structural integrity, 

VAROA, 8. A. Assistant Director for Light Weter Reactors. 79/09/09. 

2p 0 . 


-7710030683 Raqut itfl invocation of approval of lowarid lid* f«jr concrafc 
bofti matt b of unbUttd privata ap§cl*li»t to 

analgia mat*, . 

ElLERSi R, i EILERSj L, Affiliation Unknown, 79/07/16, ip. 
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7910020657 Responds to 790710 mailgram, re -concrete base mat. Base mat 
concrete strength has not re trogresoed, meets original 
design criteria in PSAR & uti 1 1 withstand specified design 
loads w/o impairment of structural integrity. 

VARQA.S. A. Assistant Director for Light Water Reactors. 79/09/05. 
2pp. 


7910220022 Responds to 790716 mailgram re concerns about base mat 
concrete. Dl scusses various analyses which demonstrate 
integrity of base mat in meeting original design criteria, 

VAROA. 8. A. Assistant Director for Light Water Reactors. 79/09/05. 
2pp. 


7910120296 SNUPPS FSAR, Chapter 14, "Initial Test Program." 

» 8NUPPS - Standardized Nuclear Unit Power Plant System. 79/10/02. 

1 0 Op p . 


791012029B SNUPPS FBAR, Chapter 15, " Ac c i dent Ana 1 y se s. " 

* 8NUPPB - Standardiied Nuclear Unit Power Plant System. 79/10/02. 
400pp. 


7910120303 SNUPPS FBAR, Chapter 16, "Tech Specs." 

* SNUPPS - Standardiied Nuclear Unit Power Plant System. 79/10/02. 

2pp. 


I. Financial information 


7910020490 Responds to 790911 reguest for add! financial info re util. 
Plans to submit info by 791005. 

KQE8TER, 0. L. Kansas Oas U Electric Co. 79/09/25. Ip. 


7910120311 SNUPPS FSAR, Chapter 17, "QA. ” 

* SNUPPS - Standardized Nuclear Unit Power Plant System. 79/10/02. 

2pp. 


Q. Inspection reports, IE Bulletins {, correspondence 


7910110328 Forwards addl financial info requested 790027 ro amend to 
CPPR-147. Certi f icato of Svc end. 

KOEBTER, 0. L. Kansas Oas ti Electric Co. 79/10/03. 100pp. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


7910120217 Forwards SNUPPS FSAR to be incorporated into applications 
for OLs. 

PETRICKiN. A. SNUPPS - Standardiied Nuclear Unit Power Plant System. 
79/10/02. lp. 


7910020120 Forwards IE Insp Rept 30-402/79-15 on 790806-07. No 
noncompl lance noted. 

SElDLEiW.C. Region 4, Dallas, Reactor Construction & Engineering 

Support Branch. 79/00/14. 2 pp. 


--7910020126 IE Insp Rept 50-402/79-15 on 790B06-Q7. No noncompliance 
noted. Major arena i ns p ec ted : c 1 rcums tanc es re void in 
secondary shield wall concrete. 

CROSSMAN i W. A. , HALL, R. E. j DOERG, C. R. Region 4. Dallas, Office of 
the Director. 79/08/13. 4pp. 


7910120219 SNUPPS FBAR, Chap ters 1-17. 

* SNUPPS - Standardiied Nuclear Unit Power Plant System. 79/10/02. 
4006pp. 


7910020321 Forwards IE Bulletin 79- 1 3, Revi s i on 1, "Cracking in 
Feedwater Sys Piping." Mo action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/00/30. 
Ip. 


7910120238 8NUPPB FSAR, Chapter 1, " In troduc 1 1 on. " 

* SNUPPS - Standardiied Nuclear Unit Power Plant System. 79/10/02 

100pp. 


7910120246 SNUPPS FSAR. Chapter 2, "Site Characteristics. " 

* SNUPPS - Standardized Nuclear Unit Power Plant System. 79/10/02 

100pp. 


7910120251 SNUPPS FBAR, Chapter 3, "Design of Strut turns. Components. 
Equipment U Sys. " 

» SNUPPS - Standardized Nuclear Unit Power Plant System. 79/10/02. 

600pp. 


7910120255 SNUPPS FBAR, Chapter 4, "Reactor. " 

a SNUPPS - Standardized Nuclear Unit Po-wer Plant System. 79/10/02 

200pp. 


7910160200 Forwards IE Insp Rept 50-402/79-16 on 790020-30. No 
noncomp 1 lance noted. 

BEIDLE.U.C. Region 4. Dallas, Reactor Construction !< Engineering 

Support Branch. 79/09/06. 2pp. 


— 7910160215 !E Insp Rept 50-402/79-16 on 79OB20-3O. No none omp 1 ianc p 
noted. Major areas i n sp ec tod ; 1 l c ensee action on previous Insp 
findings. 

TOMLINSON, D. P. , OBERG, C. R. , HALL, R. E. Region 4, Dallas, Reactor 

Construction & Engineering Support Branch. 79/09/06. 3pp. 


7910020263 Forwards IE Info Notice 79-20, Revi s i on 1, "NRC Enforcement 
Policy — NRC Licensed Individuals. " Notice reissued to 
correct word omission 6 punctuation error which changed 
intent of statement. Changed statement underlined in text. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/07. 
lp. 


7910120259 SNUPP3 FBAR, Chapter 3, "RCS & Connected Sys. 1 1 

» SNUPPS - Standardized Nuclear Unit Power Plant System 79/10/02 

100pp. 


7910120265 SNUPP8 FSAR, Chapter 6, "Engineered Safety Features." 

* SNUPPS - standardized Nuclear Unit Power Plant System. 79/10/02 
400pp. 


7910120269 SNUPPS FSAR, Chapter 7, "Instrumentation & Controls." 

* SNUPP8 - Standardized Nuclear Unit Power Plant By stem. 79/10/02 

200pp. 


7910030782 Responds to IE Bulletin 79-15, "Beep Draft Pump 
Deficiencies, " re safety-related app 1 i ca 1 1 on, mf g {< overall 
dimensions. 

PETR ICK, N. A. SNUPPS - Standardized Nuclear Unit Power Plant System. 
79/09/10. 2pp. 


7910240037 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies." Bince pump design is still in mfg stage, 
startup t, maint info not yet available. 

PETRICKiN. A. Standardized Nuclear Unit Power Plant System. 
79/09/10. 2pp. 


7910120272 SNUPPS FSAR, Chap ter 8, ' 
* SNUPPS - Standardized Nuclear 

200pp. 


Electric Power. " 

Unit Power Plant System. 79/10/02. 


7910030311 Forwards IE Circular 
Ingersol 1-Hand Pump Impellers. 
SEYFRIT, K. V. Region 4, Dot: 
Ip. 


79-19, "Loose Lacking Devices on 
" No action required. 

as, Office of the Director. 79/09/13. 


7910120276 SNUPPS FBAR, Chapter 9, "Auxiliary Bys. " 

* 8NUPPS - Standardized Nuclear Unit Fowar Plant System 

1000pp. ’ 


79/10/02. 


7910120280 SNUPPS FBAR, Chapter 10, 
* SNUPPS - Standardized Nuclear 

600pp. 


"Steam it Power Conversion Sys. " 
Unit Power Plant System. 79/10/02. 


791OI2O20I SNUPPS FBAR, Chapter 11, "Radwasto Mgt. " 

!L„ SNUPP8 ” standardized Nuclear Unit Power Plant System. 79/10/02 

ttOupp. 


7? ? 01 ^®L BNUflPS FSAH| Chapter 12, "Radiation Protection." 
,«^ 8NWPPS ~ Standard! zed Nuclear Unit Power Plant System. 
lQOpp, 


79/10/0 


7910110295 Forwards IE Info Notice 79-22, "Dual i fi cat ion of Control 
Sys, 11 No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/17. 
Ip- 


7910110130 Forwards IE Circular 79-20, "Failure of GTE Bylvanla Relay, 
Type PM Bulletin 7303, Catalog 3U13-11-AC w/120 Volt ac 
Coil." Mo action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/24 
ip. 


7910110176 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

SEYFRIT. K. 9, Region 4, Dallas, Office of the Director. 79/09/26. 
IP- 


7910120291 SNUPPS FBAR, Chapter 13, "Conduct of Operation. " 

* SNUPPS - Standardized Nuclear Unit Power Plant Bystom. 79/10/02. 
2pp. 


79101B0039 Forwards IE Bulletin 79-24, "Frozen Lines. " No action 
required. 

SEYFRIT, H, V. Region 4, Dallas, Office of the Director. 79/07/27 
IP- 
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7 910170526 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 & 4," No action required. 

SEYFRIT, K. V. Region 4. Dallas, Office ef the Director. 79/10/01 
Ip. 


7910190206 Forwards IE Info Notice 79-24, "Over p r essur i ja t i on of 
Containment of PUR Plant After Main Steam Line Break. " No 
action required. 

SEYFRIT, K. V. RegLon 4, Dallas, Office of the Director. 79/10/01 
ip. 


7910230209 Ack receipt of 790706 t, 1001 1 trs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
30-482/79-09. 

SEIDLE,W.C. Region 4, Dallas, Office of the Director 79/10/09 

Ip- 


7910230297 Responds to NRC 790607 1 tr re violations noted in IE Insp 
Rept 50-492/79-09. Correc 1 1 ve actions: all excavation 6 const 
work on ultimate heat sink reservation 6 dam considered to 
be safety-related activity. 

KOESTER, 0. L. Kansas Gas U Electric Co. 79/07/06. 4pp. 


•7910230306 Responds to NRC 790907 ltr re violations noted in IE Inop 
Rept 30-482/79-09. Correc t i ve ac 1 1 ons : p urchase order issued 
8< insp t* surveillance procedures will be Implemented. 

KOESTER, 0. L. Kansas Oas & Electric Co. 79/07/06. 4pp. 


7910310422 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater 8y s Piping." No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/10/17. 

ip. 


8. Reportable occurrences, LERs 5 related correspondence 


7910100400 PNS— IV— 79 001: on 790922, bomb threat call was received re 
fuel & auxiliary bldgs. No bomb was d 1 s c a vered , A1 1 necessary 
action taken. Worker having voice similar to caller Is being 
checked. 

ODERO, C, , GROSSMAN, W. Region 4, Dallas, Office of the Director 
79/09/25. 2pp. 


7910100316 PNS— JV-79-0O2: on 790927, bomb threat call was received re 
auxiliary bldg area. No bomb was found. All necessary action 
taken. 

OBERG, C. , CRDSSMAN, W. Region 4, Dallas, Office of the Direc tor. 
79/09/27. 2pp. 


7910040278 Forwards first deficiency rept re qualification of control 
sys. Next rept will bo submitted in approx three months. 

PETRICK, N. A. ENUPPS - Standardized Nuclear Unit Power Plant System. 
79/09/28. Ip. 


7910040280 First deficiency rept re qualification of steam generator It 
pressurizer powsr operated relief valve control sys I, main 
feedwater 8< automatic rod control oys. Next rept will bo 
submitted in approx throe months. 

■» 8NUPPB - Standardized Nuclear Unit Power Plont Bysfcem. 

' 79/09/2B. 2pp. 


7910240131 Notifies that licensee Informed NRC on 790030 of potential 
deficiency re qualification of control ays which was later 
subj of IE Info Notice 79-22. SuppI rept will be issued In 
about 90 days. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System 
79/09/28. 3pp 


DOCKET 8TN-30-483 CALLOWAY PLANT, UNIT 1 


A. App Hcation/construc tion stage documents & correspondence 


7910050268 Notification of 791127-20 mooting u/uti] at site to discuss 
schedule. 

LICITRArE, A. Light Water Reactors Branch 3, 79/09/20. 4pp, 


7910130469 Responds to NRC 790920 memo re 791127-28 meeting w/ytil to 
discuss const schedul e. Bubmi t s names of Public 8vc 
Commission members in attendance. 

FLUEOOE, R.M. Missouri, Stato of. 79/10/09. ip. 


79102S0235 Forwards amend to application for OL, including environ rept« 
Vole 1-3 & FSAR site addendum. Add! info required for Unit 2 
OL issuance will be filed later. 

BRYAN, J. K. Union Electric Co. 79/10/16. 2pp. 


—7910230256 Amend to application for OL, including FSAR, site addendum & 
environ rept,Vols 1-3. 

* Union Electric Co. 79/10/16. 33pp. 


— 7910250250 Environ, rept for facility, Vol 1. 
a Union Electric Co. 79/10/16, 000pp. 


— 7910250261 Environ rept for facility, Vol 2 
* Union ElectTic Co. 79/10/16. BOOp. 


— 7910250242 Environ rept for facillty,Vol 3. 
* Union Electric Co, 79/10/16. B-OOpp. 


F. Security, medical, emergency {, fire protection plans 


7910300506 Forwards request for addl info ro OA aspects of fire 
protection sys for SNUPPS portion of facilities. 

PARR.O D. Light Water Reactors Branch 3. 79/10/IB. 24pp. 


7910240622 Forwards physical security plan. Plan withhold 
(rof 10CFR2. 7901. 

QFIYAN, J. K. Union Electric Co. 79/10/19. Ip. 

K. Utility Final Safety Analysis Report (FSAR) It amends 


7910120217 Faruia r d s ENUPPS FSAR to be incorporated into applications 
for QL^, 

PETRICKiN. A. SNUPPS - Standardized Nuclear Unit Power Plant System 
79/10/02. Ip. H 


7910120219 SNUPPB FSAR, Chop ters 1-17. 

a SNUPPS - Standardized Nuclear Unit Power Plant System. 79/10/02 
4006pp. 


7910120238 SNUPPB FSAR, Chapter 1, "Introduction." 

a BN UP PS - Standardized Nuclear Unit Power Plant System. 79/10/02 

100pp. 


7910120246 SNUPPS FSAR, Chap ter 2, "Site Characteristics." 

» SNUPPS - Standardized Nuclear Unit Power Plant System. 79/10/02. 
lOOpp, 


7910120231 SNUPPS FSAR, Chapter 3, "Design of Strut tores, Components, 
Equipment *, Sys. " 

* SNUPPB - Standardized Nuclear Unit Pnwer Plant System. 79/10/02. 

600pp. 


79101 20255 SNUPPS FSAR, Chapter 4, "Reactor." 

» SNUPPS - Standardized Nuclear Unit Power Plant System. 79/10/02 

200pp. 


7910120259 SNUPPB FSAR, Chapter 5, "RCS U Connected Gys. " 

* SNUPPS - Standardized Nuclear Unit Power Plant System, 79/10/02. 
lOOpp. 


791012026S SNUPPS PS Afl, C h ap ter 6, "Engineered Safety Features. " 

* SNUPPS - Standardized Nuclear Unit Power Plant System. 79/10/02. 
400(i p. 


7910120269 SNUPPS FSAR, Chapter 7. " Instrumentation 6 Controls." 

* BNUPPB - Standardized Nuclear Unit Power Plant System. 79/10/02, 

200pp. 


7910120276 SNUPPS FSAR, Chapter 9, "Auxiliary Bys. " 

* SNUPPB - Standardized Nuclear Unit Power Plant System. 79/10/0S, 

1 000pp. 


7910120200 SNUPPB FSARiChapter 10, "Steam U Power Conversion Bys." 

* SNUPPS - Standardized Nuclear Unit Power Plant System. 79/10/02. 
4Q0pp. 


791 012028k SNUPPS FBAfl, Cfia p ter 11, "Radwaste Mgt. " 

a SNUPPB - Standardized Nuclear Unit Power Plant System. 79/10/03. 

200pp. 


791O1202B7 BNUPPB FSARiChapter 12, "Radiation Protection." 

* SNUPPS - Standardized Nuclear Unit Power Plant System. 79/10/02. 
lOOpp. 


7910120291 BNUPPB FSAR, Chapter 13, "Conduct nf Operation." 

* BNUPPS ~ Standardized Nuclear Unit Power Plant System. 79/10/02, 
2pp. 


7910120296 SNUPPB FBAR, Chap t er 14, "Initial Test Program," 

* SNUPPB - Standardized Nuclear Unit Power Plant Bgstem. 79/10/02, 

lOOpp. 
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7910120290 SNUPPS FSAR, Chapter i5. "Accident Analyses, 11 

tnn 6NUPP9 ” standar,) i*Bd Nuclear Unit Power Plant System. 79/10/02 
400pp. 

7910120303 SNUPP9 FSAR, Chapter 16, "Tech Specs." 

* SNUPPS - 8tandardiied Nuclear Unit Power Plant System 79/10/02 

2pp. 

7910120311 SNUPP8 FSAR, Chapter 17, "AA. " 

2 pp ENUPPa ' atandardl,ed Nuclear Unit Power Plant System. 79/10/02. 


~' 79 no?ed°M 7 ll In5P R ? pt 5 °-' 483/7 ^'09 »« 790829-30. No noncompliance 
nDted^Major areas Ins pec ted : envl ran protection program 
9 ITIflt CDntrol »' program conduct, resu Its t, audits 

rir’'S 5 : H ' 3 p, R9!i °" 3 * cki — •* t h e 

7910110144 Forwards IE Circular 79-20, "Failure of OTE 8ul vanla Rolau, 
u M Bulletin 7305, C a ta 1 og SU12-11-AC w/120 Volt a/ y 

Coil. No action required. 

KEPPLEH.J, O. Region 3, Chicago, Office of the Director. 79/09/24. 


7910250547 Site addendum to FEAR far facility, Vol 1 
* Union Electric Co. 79/10/19. 000pp. 

7910250549 Site addendum to FBAR for facility, Vol 2 

* Union Electric Co. 79/10/19. 000pp. 

7910250530 Site addendum to FSAR for facility, Vol 3 

* Union Electric Co. 79/10/19. QOOpp. 

—7910250551 Bite addendum to F3AR for facility, Vol 4 

* Union Electric Co. 79/10/19. BOOpp, 

—7910250554 Site addendum to FEAR for facility, Vol 5 

* Union Electric Co. 79/10/19. BOOpp. 

Ct Inspection reports, IE Bulletins t, correspondence 

7910090204 Forwards IE Bulletin 79-21. "Temp Effects on Level 
Msasurementj. No action required. 

HEPPLER.J.Q. Region 3, Chicago, Office of the Director. 79/OB/13. 

7, £2? 5 ?? 3B Fo ^ w ? rd ‘ J E Inf0 Notice 79-20, "NRC Enforcement Policy - 
ucL^ en * # Individuals, " Mo action required. 

KEPPLER, J.Q. Region 3, Chicago, Office of the Director. 79/08/14. 


™*’® 3 For ^* IE Circular 79-17, "Contact Problem in 3D-I2 
Switches on QE Metalclad Circuit Breakers. " No action 
r*qu 1 red. 
keppler, j. o. 

Ip- 


Region 3, Chicago, Office of the Director. 79/0B/14. 


79 ilol2tion F ° rl,Jard! IE Insp Rept 3 °- /,B3/7 ‘>~ oa 790807-09 t, notice of 

Support ‘Branch. ^ 08 / 23 . ^Spp 5 RHaCt ° T C °"* tPUet 1 * ^ineering 


-7910040178 Notice of violation from Insp on 790807-09, 

Region 3, Chicago, Office of the Director. 79/08/22. 


Ip- 


—7910040184 !E Insp Rapt 50-483/79-0B on 790B07-09. None ompllance notod- 

ti'uU't reacto ' — —— 

Doctor! ^Oa/™! 3pp. R ' Bi0n 3j Ch “ :a ! f01 OPf ‘” of tf > B 

7910020221 FaPkierd. If Info Notice 79-20, Re vis I on 1. "NRC Enforcement 
, Bn ? Bd Individuals. “ Notice reissued to 
St It ! omission J, punctuation error which changed 
KEELER J * tat9m * nt Ch ^* e ‘ l etatement underlined in text. 

PLER.J.O. Region 3, Chicago, Office of the Director. 79/09/0 7 


7910250224 Ack receipt of 790917 Itr informing NRC of steps taken to 
PInBFf C | t T V n° latiDn notod ln IE In *P He Pt 30-483/79-08. 

Support branch. "&o3/M. ^1^°' *■ Engineering 

—7910230231 Responds to NRC 790823 ltr re violations notod In IE Inso 
Rept 30-483/79-08. Corrective ac t Ions: pr oc edura 1 change " P 

delineates responsibility fr procedure for insp « 
surveillance. v 

BRYAN. J.K. Union Electric Co. 79/09/17. 2 PP . 

79 noncomp?ian»°noted E ^ S0 " 4B3/7 »“ ; 10 »" ^«91 1-14. No 

“^Branch. ^l/SS/aS. C °" “ ^ ‘ * Engineering 

Insp R ? Pt 90 ; 4 ? 3/79 -‘° ™09U-14. No noncompliance 

" ij! * reas inspected: routine, wnannounced insp of 
containment base mat doconentati on $< ASM E codo 
c*r t i f ica tion. 

Z:± C r/ 79/09/a/ ^4pp. RB3l0n 3 ‘ Chl "- " F «« 

" EmBr9ency dib - 1 

KEPPLER, J.O. Region 3. Chicago, Office of the Director. 79 / 09 / 26 , 


79 ZXtr°-^ IE Inf ° N ° tlCB 79 " a41 " F ’'° IB " >-lbe S ." No action 

KEPPLER. J. 0. 

Ip. 


Region 3, Chicago, Office of tho Director. 79/09/27. 


7 ir 1 d 9 : " RBactor Tt1pb at 


KEPPLER, J. 0 
lp. 


Region 3, Chicago, Office of the Director. 79/1C 


79101B0636 Forwards IE Info Notito 79-24, "Overpr essur i „ t i nr, 
Containment of PWR Plant After Main Bteam Line Breat " No 
action required. 

Region 3, Chicago, Office of the Director, 79/lO/Oi. 


sgoi 
KEPPLER, J, 0. 
If- 


79 Feedwala Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
S ^° p *P lr, 9- No action required. 8 


KEPPLER, J. 0. 

Ip 


Region 3, Chicago, Office of the Director. 79/10/19, 


B. Rg P ort ^ a _°tcurrences, LERe t< related correspondence 


79™9/20 N ' A 'lp SMUPP:8 “ sta Ddardiied Nuclear Unit Po 


wer Plant System. 


tD tE Bulletin 79-13, "Deep Draft Pump 
dlm^Ua^"' r ° , * F * t y" rBUted application; mfg !, overall 

Standardl tail Nuclear Unit Power Plant Bystem. 


dimensions. 

PETRICK, N. A. 8NUPP8 
79/09/10. 2pp. 


79 ^Mc^L?* aP “ n 2? tD ,E BullBtln 79-15, "Deep Draft Pump 
starts fc 1 »!i»| 8 } n £* PU T P de ‘ i 9 n ‘ s ih mfg stage/ 

79/09/10^ 4 jpj I B * ani * a, ' d ° IBd *N u cleir*Uni't Power Plant System. 

KEPPLER, J, 0 . Raglan 3, Chicago. Office of the Director. 79/09/13. 


First daf lc‘pncy rept re qualification of steam generator 
pressurlier power operated relief valve control sus t, main 

submit /if ? auiomfltl ^ rod control sys. Next rept will he 
submitted in approx threo months. 

79/09/2B 8 " 3 ^ flndapdil0d Nuclear Unit Power Plant System. 

N °“" ”- =2 s “>p‘ «,• »u> - 

79/09/20 N ' A 3 pp StandardilBd NuclBar Unlt Po “ a '' P^nt System. 


'’n^Sa-ncno;.^ In * P R ’ Pt 50 - 4 B3/79-O9 on 790S29-80.No 
B?^cf, A,D 79/09/14 9l °Spp.' CMca!|n ' F,,b1 Acuity «< Materials Safety 


DOCKETED ITEMS 
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DOCKET BTN-30-4Q4 TYRONE ENEROY PARK. UNIT 1 
0. Ad judica tory correspondence 


7910190230 Affidavit of C Kepford re i 
Nuclear Power statement of facts to 
dispute. Natural ventilation can brin 
of shutdown mine. 

KEPFORD. C. Environmental Coalition 

App. 


ntervonor Environ Coalition 
which thoro is matl 
g up radon from interior 

on Nuclear Power, 79/06/26. 


on 


7910190249 Opposes utils joint motion for summary disposition 6 NRC 
motion for partial summary disposition on radon emissions 
Radon emissions endanger public heal th. Adopts intervenor 
Ecology Action of Oswego concurrent filing. 

* Environmental Coalition on Nuclear Power. 79/06/27. 13pp 


7910030167 Order dismissing procoodings. Const of facility has been 

C3HC61 1 ftd. 

BISHOP. C. 3. Atomic Safety and Licensing Appeal Panel. 79/00/30. 


7910190355 Decision ALAB-562 granting summary judgment for Deficiencies 
if 6« U« 1!» L2« 15« I9< 20 h 22-25. Denies summary disposition 
for da f ic i one i os re emissions from mill tailings piles, 
underground mines, open pit mines it water pathways. 

BISHOP i C. J. Atomic Safety and Licensing Appeal Panel, 79/ 09/11 

2 app. 


7910100209 Act 
revoke util 
DENTON. H. R. 


receipt of petition requesting that NI1C 
CP. Appropriate action will be taken. 
Office of Nuclear Reactor Regulation. 


issue 

79/09/ 


order to 
14. lp. 


■7910180293 Notice of request for action per 
Badger Safe Energy Alliance. Jnr requests 

DENTON, H. R. Office of Nuclear Reactor Re 


10CFR2. 206. Intervenor 
revocation of util 

gulatlon 79/09/14. 


Ip. 


7910190249 Opposes utils joint motion for summary disposition 6 NRC 
motion for partial summary disposition on radon emissions, 

Radon emissions endanger public heal th. Adopts intervenor 
Ecology Action of Oswego concurrent filing. 

* Environmental Coalition on Nuclear Power, 79/06/27. 13 pp 

79 i?^ 3 if9"r;l?^r; S A ^ Sl '™ ,ary * ui * ment Deficiencies 

19,30 & sa_a D- Denies summary disposition 
for deficiencies re emissions from mill tailings piles, 

nillnn r r 0 , l d n, ^ Ba ' °P Br ' P»‘ mines t, water pathways. 

26pp * C ’ J Atomlc Sl >fety and Licensing Appeal Panel. 79/09/U 


7910020467 Petition to reviow ALAB-562, issued on 790911, re re. 
emissions from U mining. Question of impact of radon from 
lilt'encl 1 ™ 3 * mUl9 “ U1 Ucensin S proceedings. SVC 

REINERT, 8 . Ecology Action of Oswego. 79/09/27. 4 pp. 


7910100327 Order directing that prepared 
filed on or before 7901 10. Heari ng shall 
at location to be determined. 

BISHOP, C. J. Atomic Safety and Licensin 
2 PP. 


testimonies of witnesses be 
commerce on 800223 

g Appeal Panel. 79/10/03. 


memorandum alab- 566: exp la ins A 8 LAB 791003 order directing 
* ! I prepared testimonies of witnesses by B 00110 9 

6 advising that hearing wilt commence nn 800225. States 
factors considered for issuance of order. 

12 pp aP,C J AtDmli: Baf «ty and Licensing Appeal Panel, 79/10/11. 


petition review of ALAB-562. Cri ter iloV Son 

irrr deciaion " have 

lTl=U, ^cRao" °7;/? 0 /i“ tr }5 P p° rP - V0,QT ' K - H - L<,BoeUf ' 


7910180297 Forwards drafts of ltr nf ac 
Badger Safe Enorgy Alliance ?< notice 
for publication in FR. 

MURRAY , 3. P. Ru 1 emak ing 8 , Enforcemon 


knowled g emen t to intervenor 
of receipt of request 

t Division. 79/00/30 lp. 


I. Financial information 


Analysi5 Report <FBAR) !j amends 

79 ioJ 8 DLs 7 F ° rUi,rds 8NUPPB FBAR t0 *■ incorporated into applications 
79/10/S2 N A lp. SNUP,,S " SUn<,ardi,ed Nuclear Unit Power Plant System. 


7910160475 Forwards schedule showing generated cash flew in 1970 t, 
I97B <,Ctl0I1S l,79 - A1 *° forwards Annual Financial Ropl 

CARLSON. L. R. Northern States Power Co. 79/10/11. 3pp. 


7910120219 BNUPPB FSAR, Chap ters 1-17. 

40t)6 NUPF,S " Btandar,,i,Bd Nuclear Unit Fower Plant System. 


79/10/02, 


Inspection reports, IE Bulletins 8 . correspondence 


7910090196 Forwards IE Bulletin 79-21, "Temp 
Measurements. " No action required. 

KEPPLEH, J. 0. Region 3, Chicago, Office 


Effects on Level 
of the Director. 


79/00/13. 


79101 = QNUPPB Chapter 1 , "Introduction." 

» SNUPP 0 - Standarditcd Nuclear Unit Power Plant System 

toopp " 


79/10/02. 


7910120246 SNUPPS FSAR, Chapter 2. 

* SNUPP5 - Htandardiied Nuclear 

100 pp. 


“Site Character! s t i r s " 
Unit Power Plant Bystem. 


79/10/02. 


7910050423 Forwards IE Info 
NRC Licensed Individuals. 1 
KEPPLER, 3. O. Region 3 , 
Ip. 


Notice 79-20, "NRC Enforcement Policy - 
1 Nu action required, 

Chicago, Office of the Director. 79/00/14. 


79 Eqi?pment 9 rsys Chap 3 ‘ "Dosi3" of Dtrue tur as, Components, 

AOOno UPPS ~ Staf,di "' diied Nuclear Unit Power Plant System. 79/10/02 


7910090489 Forwards IE Circular 79-17, "Contact Problem in SB- 13 
Switches on GE Metalclad Circuit Breakers. " No action 
required, 

KEPPLER, 3. 0. Region 3, Chicago, Office cf the Director 79 / 
Jp. 


DOCKET STN-50-400 STERLING POWER PR03ECT NUCLEAR, UNIT I 
F. Security, medical, emergency 6 fire protection plans 


7910300306 Forwards request for addl info re QA aspects of 
pmscMon &ys for SNUPPS portion of facilities. 

PARR, O. D. Light Water Reactors Branch 3. 79/10/18. 


f iro 
f?4pp. 


G. Adjudicatory correspondence 


7910120255 5NUPPS FSAR, Chapter 4, "Reactor » 

L„ 8NUPPS “ sta P d a r <fiied Nuclear Unit Power Plant 

200 pp. 


System, 


79/10/02. 


7910130259 BNUPPB FBAR, Chapter t), 
* BNUPPB - Stannnrdued Huclea 

100 pp. 


'RCS 6 Connected Bys " 
Unit Power Plant System. 


79/10/02. 


. ™ raw.cnaeter 6 . "Engineered Shfety Features '■ 

400p^" 9 ~ B ^ nn<lard * 1 ed Nuclear Unit Power Plant System. 79/10/02. 


7910120269 SNUPP3 FSAR, Chapter 7, " I nrtrument* ti 
* BNUPPB - Btandardned Nuclear Unit Power Pi 
200 pp. 


on & Control 
ant System 


7910190230 Affidavit of C Kepford re intervenor Environ Coalition 0 
Nuclear Power statement of facts to which there is mat! 
dispute. Natural ventilation can bring Up radon from interior 
of shutdown mine. 

KEPFORD, C. Environmental Coalition on Nuclear Power. 79/06/26 

6 pp, 


79i 0120276 SNUPPS FSAR.Chaptei 9- "Auxiliary Bys," 

* ! NUPPB - Standardixed Nuclear Unit Power Plant System 
IOOOdc. 


79/10/02. 


79101202B0 SNUPPS FBAR.Chapter 10, 
« SNUPPS - Standardixed Nuclear 

600pp. 


"Btoam t Power Cunvorslnn Bya. " 
Ur.it Power Plant System. 79/10/02. 
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9 i° l BMUPPR SNU ^ S ^ aAR 'Chapt« r 11, ‘-Radwaat* Mgt. 11 
aoopp PPS ” 0tand ‘ ,rd,,Bd Nuclear Unit Power Plant System. 


79/10/02. 


? ‘ 0, ®2npL 8NU ^ B PSAR.ChaptBP 12, “Radiation Prot .e ti on. '■ 
lOOpp PPS " Btandardl led Nuclear Unit Power Plant System. 


79/10/02. 


7910170630 Forwards IE Info Notice 79-24, "Overpressur i la tion of 
Containment of PHR Plant After Main Steam Line Break. " No 
action required. 

CRIER. B.H. Region 1, Philadelphia, Office of the Director 
79/10/01. Ip. 


B. Reportable occurrences, LER* b related correspondence 


FBAR.Chapter 13, "Conduct of Operation. *' 
8pp BNyPPB ~ 8tandardl, * Bd Nuclear Unit Power Plant System. 


79/10/02. 


? l 0l SWUPPH 9NU ak S F8A 2 ,C,la| * tor 14 ' " Inltial Test Program. » 
lOOpp PPB ~ Sfca «« , - ar <* t *e»t* Nuclear Unit Power Plant System. 


79/10/02. 


>10120298 BNUPPS FBAR, Chap ter 
* 8NUPPB - Btandardlied Nucl 
400pp. 


13, "Accident Analyses. 1 ' 
ear Unit Power Plant System. 


79/10/02. 


7910040278 Forwards first deficiency 
sys. Next rept will be submitted in 
PETRICK, N. A. SNUPPS - Standard tied 
79/09/20. Ip. 


rept re qualification of control 
approx three months. 

Nuclear Unit Power Plant System. 


7910040280 First deficiency rept re qualification of steam generator & 
preiauri «er power operated relief valve control sys & main 
feedwater b automatic rod control sys. Next rept will be 
submitted in approx three month*. 

» SNUPPS - Standard! xed Nuclear Unit Power Plant System 


>10120303 SNUPPS FSAR, Chapter 16, "Tech Bpecs. » 

* SNUPPS - Standard i ted Mucle-ar Unit Power Pl-ant System, 79/10/02. 


>10120311 SNUPPS F8AR, Chapter 17, "QA. " 

2pp SNUPPa ~ 8tandardi,ad Nuclear Unit Power Plant Bystem. 79/10/02. 


Inspection reports, IE Bulletins & correspondence 


10020121 forwards IE Info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission b punctuation error which changed 
is.in Changed statement underlined in text. 

79/09/07* lp R,Bt0n l ' Philadelphia, Office of the Director. 


10030782 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies," re »*f ety-rela ted app 1 lea t Ion. mf D b overall 
dimensions. 

79/09/ m N ' A !7 aNWPS “ Standard l*ed Nuclear Unit Power Plant Bystem. 


10240037 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Jef it 1 ancles. “ Since pump design Is still in mfg stage, 
itartup b malnt info not yet available. 

’ETRICK, N. A. Standardized Nuclear Unit Power Plant System 
19/09/10. 2pp. 


7910240131 Notifies that llcenseo informed NRC on 790030 of potential 
deficiency re qualification of control sys which was later 
subj of IE Info Notice 79-22. Suppl rept will be Issued in 
about 90 days. 

PETRICKrN. A. Btandardlied Nuclear Unit Power Plant System 
79/09/28. 3pp. 


DOCKET BTN-50-4B6 CALLOWAY PLANT, UNIT 2 


A. A p p 1 i c a t i on/c one true t i on stage documents & correspondence 


7910050268 Notification of 791127-20 meeting w/util at site 
schedule. 

LICITRA, E, A. Light Water Reactors Branch 3. 79/09/20. 


to discuss 
4pp. 


7910150469 Responds to NRC 790920 memo re 791127-28 meeting w/util 
d lecuis const schedule. Submits names of Public Bvc 
Commission members in attendance. 

FLUEQQE. R, M. Missouri, State of. 79/10/09- lp. 


to 


t0 "PPUe«tion *ot OL, Including environ rept, 
Vole 1-3 b FBAR site addendum. Add 1 info required for Unit 2 
OL Issuance will be filed later. 

BRYAN, J. K, Union Electric Co. 79/10/16. 2pp. 


■7910230236 Amend to application for DL, including 
environ r*pt,Vols 1-3. 

* Union Electric Co, 79/10/16. 33pp. 


FBAR, site addendum b 


10020533 Forwards IE Circular 79-19, "Loose Lacking 
[ njerso 1 i-Ran d Pump Impellers. 11 No action required. 
WIER.D.H. Region 1, Philadelphia, Office of the 
'9/09/13. lp. 


Devices on 
Director. 


— 79102302SB Environ rept for facility, Vol 1. 
* Union Electric Co. 79/10/16. BOOpp. 


0IL02I9 Forwards IE Info Not fee 79-22, "Qua 1 i f ica t ion of Control 
l|/>- Ncj action required, 

!5*£ 0,8 * H - Rogion 1, Philadelphia, Office of the Director. 
9/09/14. lp. 


medlta1 ' emergency b fire protection plans 


7910300306 Forwards request for addl info re OA aspects of fire 
protection sys for SNUPPS portion of facilities. 

PARR, D. D. Light Water Reactors Branch 3. 79/10/1B. 24pp. 


0090M4 Forwards IE Circular 79-20, "Failure of OTE By 1 vania Relay, 
ypr PM Bulletin 7303 Catalog 5UI2-11-AC w/120 Volt ac V 

oil. " No action required. 

. Ra » , °" ** Philadelphia, Office of the Director. 

lp. 


00400SB Forward. IE Info Notice 79-23. "Emergency Diesel Oenerator 
ube Oil Co-ol ir», M Mo action r»quir?(f. 

9/Q9/26*" 4 i' Philadelphia, Office of the Director. 


FeruirdriE lnto Notlc ’ 79 -* 3 ' ’"Emergency Diesel Oenerator 
ube Dll Coolers;" No action required. 

Region 1, Philadelphia, Office of the Director. 
7/09/26. 4pp. 


11 80193 Forwards IE Bulletin 79-24. "Froien Line#." No action 
iquired. 

>709/27 f lp Philadelphia, Office of the Director. 


>160863 Forwards IE Info Notice 79-23. "Reactor Trips at Turkey 
ilnfc Units 3 4, 4. 11 No action required. 

HER, B.H. Region 1, Phi ladalph ia, Office of the Director 
710/01. lp. 


7910240622 Forwards physical security plan. Plan withheld 
(ref 10CFR2. 7901. 

BRYAN, J. K. Union Electric Co. 79/10/19. lp, 

0. Adjudicatory correspondence 


79 i2°o° 2 ?? For(uard * request for institution of proceedings 
CP. Preliminary util peak demand projection rept & order 
Issued by State of MO authorixing const end. 

HEARNE, T. J. Missouri, State of, 79/08/14, lp. 


to suspend 


" 79 i2°^ 0a ?? Forwsrd * request for institution of proceedings to suspend 
u-l 1 demand projection rept end. 

*P, 


HEARNE, T, J. Missouri, State of. 79/00/14, 


-7910090309 Forward, request for institution of proceeding, to suspend 
CP. Preliminary util peak demand projection rept b util 
r .* lnVB,1:m ® nt 41 * toel1 purchase plan end. 

HEARNE, T. J. Missouri, State of. 79/00/14. 3 pp. 

--7910090316^ ‘|Pr#li miner y Util Peak Demand Projection: Rept to Project 
HAIOH.P. A. Missouri, State of. 79/08/14. 34pp. 

-7910090324 Request for Institution of proceedings per 10CFR2. 202 to' 
•Uiptnd CP. 

^^ , ,t C -:o MCC ' a ' nTNEY ‘ t " B -' ERAA8.C.U, Missouri, State of. 
fT/08/M, 43pp. 
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791 0220474 Supports MO PSC request to revoke CP. 

QELLER.R. A. Affiliation Unknown. 79/09/05. Ip. 

79102204&9 Supports MO PBC request to suspend CP, 

VAUGHAN. W. M. Affiliation Unknown. 79/09/07. Ip. 

7910310030 Supports MO Public Commission request to suspend facility 
CP. 

SPIEOELBERO, H. Affiliation Unknown. 79/09/12. ip. 

7910090399 Responds to MO Public Svc Commission 790814 request to 
suspend CP, as transmitted by NRC 790903 1 tr . Rec ommend s on 
behalf of util that NRC defers ruling, on request until MO 
Public 8vc Commission makes decision in proceeding. 

CHARNQFF, 0, Shaw, Pittman, Potts, & Trowbridge. 79/09/28. 9pp. 

K - Utility Final Safety Analysis Report (FSAR) & amends 

7910120217 Forwards SNUPPS F8AR to bs incorporated into applications 
for OLs. 

BNU P p 8 - Standardijed Nuclear Unit Power Plant System, 

79/10/02. Ip. 

7910120219 BNUPPB FBAR. Chap t Brs 1-17, 

* BNUPPB - Standardised Nuclear Unit Power Plant System, 79/10/02, 
4006pp. 

7910120238 SNUPPS F9AR, Chapter 1, "Introduction." 

# SNUPPS - Standardised Nuctoar Unit Power Plant System, 79/10/02. 

lOQpp, 

7910I2024& SNUPPS FBAR, Chapter 2, "Site Charac ter i s t i c s. " 

?™ 8NUPPS " at « nda >'<!iied Nuclear Unit Power Plant Bystem. 79/10/02 

1 0 0 p p . 

7910120231 SNUPPS FSAR, Chapter 3, "Design of 9tru c tur es , Compon ents, 
Equipment; & 8y s. « r 

^nn SNUPPS " Bta ndardiied Nuclear Unit Power Plant System. 79/10/02 

pUUp p „ 

7910120253 BNUPPS FBAR, Chapter 4, "Reactor. " 

200pp UPPS " stan<lar<, l 1 Bl) Nuclear Unit Power Plant System, 79/10/02. 

7910180239 SNUPPS FSAR, Chap ter 5, "RCB & Connected Sun, « 

*OOpp UPPB ” Bfcaridard,, * d Nuclear Unit Power Plant System. 79/10/02, 

7910120263 SNUPPB FSAR, Chapter 6, "Engineered Safety Features." 

4Q0pp UPPS ~ 8tandard **» d Nuclear Unit Power Plant System. 79/10/02. 

7 ?'r H BN T FBAR, Chapter ?; "Instrumentation * Controls." 

200pp P " Btan<,ardlled Nuclear Unit Power Plant Bystem. 79/10/02. 

7910120272 SNUPPB FBAR, Chapter B, "Electric Power." 

200pp UPPB "" 8tandarI,irifd Nuclear Unit Power Plant System. 79/10/02. 

791012027& SNUPPS FBAR, Chapter 9, "Ausiliary Bys. " 

1000pp P,PS " Bt " ndard,Iffd Nuclear Unit Power Plant System. 79/10/02. 


7910120290 BNUPPB FSAR, Chapter IS, "Accident Analyse®. " 

» BNUPPS - Stand ardi ted Nuclear Unit Power Plant Bystem. 79/10/02. 
400pp. 

7910120303 SNUPPB FSAR.Chapter 1A, "Tech Specs. " 

* SNUPPS - Standard! led Nuclear Unit Power Plant Byitem. 79/1-0/02, 

2pp. 

7910120311 SNUPPB FBAR, Chapter 17. "OA. " 

» BNUPPB - Standard! iotf Nuclear Unit Power Plant By* tom, 79/10/02, 
»PP. 

7910230547 Site addendum to FBAR fur Facility, Vol I. 

* Union Electric Co. 79/10/19. BOOpp. 

— 7910230349 Bite addendum to FBAR for facility, Vol 2. 

« Union Electric Co. 79/10/19, BOOpp. 

—7910230330 Bite addendum to FBAR for facility, Vol 3. 

* Union Electric Co. 79/10/19. BOOpp. 

—7910250331 Bite addendum to FBAR for facility, Vol 4. 

* Union Electric Co. 79/10/19. BOOpp. 

— 7910230534 Bite addendum to FBAR for facility, Vol 3. 
e Union Electric Co. 79/10/19, BOOpp 

Q. Inspection reports, IE Bulletins & correspondence 

7910090204 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. 1 ' No action required. 

KEFPLER, -J, o. Region 3, Chicago, Office of the Director. 79/00/13, 

Ip. 

79 ,‘.25 5 ? 43a Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals." No action required. 

FEPPLER, U. 0. Region 3, Chicago, Office of the Director. 79/0B/I4. 

ip. 

7910030503 Forwards IE Circular 79-17, "Contact Problem In OB-12 
Switches on OE Matalclad Circuit Droolers. " No action 
required. 

KEPPLEF1, J. 0. Region 3, Chicago, Office of the Director. 79/00/14 

ip. 

7910020221 Forwards IE Info Notice 79-20, Revl s i on 1, "NRC Enforcement 
Policy - NRC Licenced Individuals. " Notice reissued to 
correct word amission & punctuation error which changed 
Intent of statement. Changed statement underlined in tojt. 

KEPPLER, J. 0. Rag 1 on 3. Chicago. Office of the Director. 79/09/07, 

7910030782 Responds to IE Bulletin 79-13. "Deep Draft Puma 
Deficiencies," re safety-related app lico t i on, mf g S. overall 
o imfrn* i ona, 

6Nt/PPB “ Standard i ted Nuclear Unit Power Plant Busters. 

/V/UT/it), 2pp. 

7910240037 Responds to IE Bulletin 79-13, "Deep Draft Pump 
Deficiencies." Since pump design le still in mfg stage, 

• tartrup V ffiaint info not available. 

79/09/10 M ' A app Bt “ 1,dj "' d,t,,d Nuclear Unit Power Plant Bystem, 


d SA 2; Ch ^ ar , 10 ' ,,StBam 41 P «" Sy,. " 

600pp UPPS Standard! zed Nuclear Unit Power Plant Byitum. 79/10/02. 

79 l°‘^Mni 0 BNlJPPB FBAK-Chapter l t , "Radwaste Mg t. - 

200pp UPP8 ~ Bta " daT ’ dl »«’ d Nuclear Unit Power Plant System. 79/10/02. 

7 ’i 01 SpB 8 NU Bt 8 ™ Cha P fcer «. "Radiation Protection." 

lOOpJ Btandard lied Nuclear Unit Power Plant System. 79/10/02. 

79 i°‘SL BNUPPS FSAR, Chapter 13, "Conduct of Operation." 

2pp. N PPS ” atanda *' di *<" d Nuclear Unit Power Plant System. 79/10/02, 

79 i 01 BNUPPB 8 -°qf S H SA H. Ch S P K ter 14 ' " Inittal Test Program," 

iOOpp, Standardised Nuclear Unit Power Plant System, 79/10/02. 


79 lS«ol| F n rU, S P n B "Lome Locking Devices on 

1 r R " nd Fvmp Impellers. " No action required. 


KEPPLER, J. o 
lp. 


.... . equii 

Region 3, Chicago, Office of the Director. 79/09/13 


7910110144 Forwards IE Circular 79-20, "Failure of OTE Sulvanla Relau. 
Typo PM Bulletin 7303, Catalog 3U12-U-AC w/iao Volt ac W 

Coll. Md action rtq^uirod, 

KEPPLER, d.O, Region 3, Chicago, Office of the Director. 79/09/24. 

" En,,r?#ntv <w * t - 

KEPPLER, U.o. Region 3, Chicago, office of the Director. 7V/09/H&. 

^required, * T ° T ’ u,ard * « Info Notice 79-24. "Fro,.„ Lin... " No action 
KEPPLER, U.O. Region 3, Chicago. Office of U» Director. 79/09/27. 
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7910170259 Forwards IE Info Notice 79-25. "Reactor Trips at Turkey 
Faint Units 3 & 4. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office af tho Director. 79/10/01. 

Ip. 

J 

7910100636 Forwards IE Info Notice 79—24. “ Dver p r essur i tati on of 

Containment of PUR Plant AftOT Main Steam Line llrank, 11 No 
action required. 

KEPPLER.J.G. Region 3, Chicago, Office of the Director, 79/10/01. 

Ip- 


7910310413 Forwards Revision 2 to IE Bulletin 79-13, "Cracking In 
Feedwater Sys Piping. ” No action required. 

KEPPLER, J. Q. Region 3, Chicago. Office of the Director. 79/10/19. 
Ip. 


8. Reportable occurrences, LERs fc related correspondence 


7910040270 Forwards first deficiency rapt re qualification uf control 
sys. Next rept will be submitted In appro/ three months. 

PETRICKiN. A. SNUPF8 - Standard 1 led Nuclear Unit Power Plant System. 
79/09/20. Ip. 


— 79100402S0 FiTSt deficiency rept re qualification of steam generator t, 
pressurlier power operated relief valve control sys 8. main 
feedwater b automatic rod control sys. Next rept will be 
submitted in approx three months. 

« BNUPPS - Standardized Nuclear Unit Power Plant System. 

79/09/20. 2pp. 


7910240131 Notifies that licensee informed NRC on 790030 of potential 
deficiency re qualification of control 6ys which uias later 
aubj of IE Info Notice 79-22. Suppl rept will be issued in 
about 90 days. 

PETRICKiN. A, Standardized Nuclear Unit Power Plant System 
79/09/28. 3pp. 


DOCKET STN-5Q-40B PERKINS NUCLEAR S TAT I ON, UNIT 1 ' 


0. Adjudicatory correspondence 


7910020700 Applicant opposition to intervenor motion to dismiss 
proceedings or, in alternative, to stay action. Draft 
affidavit by WH Owen & Certificate of Svc encl. 

MCGARRY. J.M. Duke Power Co. 79/07/25. llpp 


7910220105 Forward » signed copy of WH Owen affidavit attached to util 
790725 filing. 

MCGARRY, J. M. Dehevoise U Lieborman. MCGARRY, U. M. Duke Power Co. 
79/07/31. 4pp. 


— 7910220192 Affidavit attesting that purpose of 79061 S testimony 
was to discuss util long-range const schuduiea t, plans. 
Ascertains that no changes have occurred in irt»l willingness 
to build facility 

OHEN.W. »!, Duke Power Co 79/07/2 ft. 3pp. 


7910020724 Opposes const of facility duo to threat fci> lives ?< 
property. 

HA2IW,S. Affiliation Unknown. 79/08/22. ip. 


7910090561 Expresses opposition to facility const. 
BA2IUK.S. Affiliation Unknown. 79/00/22. Ip 


7910220360 Forwards NWEQ-OSl 1, dr af t 0C.I8 on U ail Unguis new info 
developed after evidential y session. Other new info will he 
contained , in NUREO /CP-0627, HUREG/CR-062H «• NURE0/CR-0805. 
available 791001. 

SHANRON, 0. T. Branch 1 79/09/14 2pp. 


-7910220304 Cubmits effect uf NURE9/CR-0627 it NUflEQ/Cfi-0620 on radon 
emission values in facility record. Said repts. isuusd by 
Battel le Pacific Northwest Lab, indicate that facility radon 
> e leases were conservatively high 

WILDE, R. M. Division of Fuel Cucic t, Materiel Qafety. 79/09/li. 

if 


7910310027 Motion requesting opportunity to respond tu NRC 790924 
pleading directed to inteTvenors' motion to dismiss or to 
stay proceeding #. States commitment to Pile response on or 
before 791 009. Certif 1 catB of Svc unci. 

MC9ARRY, J, M. Duke Power Cc. 79/09/27. 3pp. 


7910220207 Order In response to applicant 790927 motion to respond to 
NRC 790924 pleading. Submit ted ■ In reyponie to Interveners ' 
motion to dismiss Opportunity to rropond by 79K10V granted 
w/o benefit of responses of other parties. 

B0MER8/E. 6. Atomic Safety and Licensing DoaTd Panel 79/10/02. Ip. 


G. Inspection reports, IE Bulletins & correspondence 


7910120063 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Def ic i enc i >a. " Eight deep draft pumps utilized in safety- 
related applications in each facility. 

BAIL, L. C. Duke Power Co. 79/09/06. 2pp. 


7910010002 Forwards IE Circular 79-10, "Proper Installation uf Target 
Rock Saf g ty— Ro 1 1 ef Valves, " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/10. 2pp. 


7910020577 Forwards IE Circular 79-19, "Loose Locking Devices on 
inger sal 1-Rand Pump Impellers." No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/13. Ip. 


7910110243 Forwards IE Info Notice 79—22, "dual i f icatlon of Control 
Syn. ■’ No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/17. Ip. 


7910040167 Forwards IE InfD Notice 79—23, "Emergency Diesel Qenerotnr 
Lubo Oil Coolers." No action required. 

0 'REILLY. J P. Region 2, Atlanta, Office of the Director. 

79/09/26. 2pp. 


/91019O247 Forwards IE Bulletin 79-24. "Frozen Lines." No action 
required. 

O'REILLY, J. P, Region 2, Atlanta. Offico of the Director. 
79/09/27. 2pp. 


7910170210 Forwards IE Info Notice 79—25, "RaactoT Trips at Turkey 
Point Units 3 k 4. 11 No action required 

O'REILLY, J. P. Region 2, Atlanta, Offico of the Director. 
79/10/01. 2pp. 


7910170731 Forwards IE Info Notice 79-24, "liver pr essur i zat 1 on of 
Containment of PUR Plant After Main Steam Line Break, " Nn 
ac t i an roqui rod. 

O'REILLY. J. F. Region 2, Atlanta, Offico of the Director 
79/10/01, 2pp. 


DUCKET BTN- 50-489 PERKINS NUCLEAR STATION, UNIT 2 


G. Adjudicatory correspondence 


7910020700 Applicant opposition to Intervenor motion to dismiss 
proceedings or, in al to rna t i ve, to 3tay ac t ion. Drn ft 
affidavit by WH Owen Ik Certificate op Svc end. 

MCGARRY, J. M. Duke Power Co. 79/07/25. 11pp. 


7910220185 Forwards signed copy of WH Hwen affidavit attached to util 
790725 filing. 

MCOARRYiU.H Dohovolse t. I ioberman. MCGARRY. J. M Duko Power Co. 
79/07/31. 4pp. 


—7910220192 Affidavit attesting that purpose of 790615 testimony 
was to discuss util long-range const schedules 8, plons, 
Ascertains that no changes hove occurred in util willingness 
to build fac i 1 i tu. 

OWEN, U. H. Duke Power Co. 79/07/26. 3pp. 


7910020724 Opposes const of facility duo to threat to lives 5, 
proper ty. 

BAZIUK.B. Affiliation Unknown. 79/08/22. Jp. 


7910090541 Expresses opposition to facility const. 
UA7IUK, C. Affiliation Unknown. 79/08/22. Jp 


7910220340 Forwards NUREQ-091 1 , draft GEH5 on U milling. as new info 
developed after evidentiary session Other new info will be 
contained in NUREG/CR-0627, NURE0/CR-0628 & NUREO/CR-O0Q5, 
available 79I001. 

SWANS DM, D T Branch 1, 79/09/14. 2pp. 


—7910220386 Submits effect of NUREG/CH-0A27 S, NUREC/CR-0620 on radon 
emission values in facility record. Said repts, issued by 
Battelle Pacific Northwest Lab, indicate that Facility radon 
releasee were conservatively high, 

UILDEiR.M Division of Fuel Cycla t< Material Safety. 79/09/11. 
Ip. 


7910310027 Motion requesting opportunity to respond to NRC 790924 
pleading diroctod to interveners' motion. to dismiss or to 
stoy proceedings. States commitment to file response on or 
before 791009. Certificate of 8ve end. 

MCGARRY, J.M. Duke Power Co. 79/09/27. 3pp. 
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*" r(l5plln5e t0 applicant 790927 motion to rasp end to 
NRC 790924 plead ing . Submi tted in response to intervenes' 
motion to d ismis s . Dppartuni ty to respond by 791009 granted 
u/o benefit of responses of other parties. 

BOWER Si E. S. Atomic Safety and Lie en Bing Board Panel. 797 10/02. 1 p 


7910310027 Motion requesting opportunity to raspond to NfIC 790924 
pleading directed to intervenors' motion to dismiss or to 
stay proceedings. States commitment to file response on or 
before 791009. Ce rt i f icate of Svc and. 

MCOARRY p J. M, Do k o Power Co. 79/09/27. 3pp. 


0. Inspection reporter IE Bulletins 8c correspondence 


7910120063 Responds to IE Bulletin 79~15i “'Deep Draft Pump 
Deficiencies." Eight deep draft pumps utilijed in safety- 
related applications in each facility. 

DAILiL. C. Duke Power Co 79/09/06. 2pp. 


7910010002 Forwards IE Circular 79-10, "Proper Installation 
Rock Sa fe ty-Relief Valves. " No action required. 

J - P - Region 2, Atlanta, Office of the Director 
79/09/10. 2pp. 


of Target 


7910020577 Forwards IE Circular 79-19. "Loose Locking Devices on 
Ing orao 1 1-Rand Pump Impellers. " No action required. 

2, Atlanta, OPFica of the Director. 

/t/ 09/13. Ip 


"Oual i f icati on nf Control 


79I0II0242 Forwards IE Info Notice 79-22. 

9ys. " No action roquirod. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director 
79/09/17. 1 p . 


7910040167 Forwards IE Info Notice 79-23. "Emergency Diesel 
Lube Oil Copiers. " No action required. 

O'REILLY. J. P. Region 2. Atlanta. Office of tho Dirac tu 
79/09/26. 2pp. 


Qeneretor 


7910190247 Forwards IE Bulletin 79-24, 
required. 

O'REILLYi J. P. Region 2, Atlanta! 
79/09/27. 2pp. 


"Frozen Lines." No action 
Office of the Director. 


7910170210 Forwards IE Info Notice 79-25, "Reactor Trips at Turko 
Point Unifctj 1} St 4. 11 No action required. 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director 
79/10/Qt, 2pp. 


V 


7910170731 Forwards IE Info Notice 79-24. "Dvorpres sur i cation of 
Containment of PWR Plant After Main Steam Line Break." No 
action required, 

O'REILLYi J. P. Region 2, Atlanta, Office of tho Director 
79/10/01. 2pp. 


response to applicant 790927 motion to respond to 
NRC 790924 p 1 ead i ny. Subm i t t ed in response to intervenors' 
motion to dismiss. Opportunity to respond by 791009 granted 
ui/o benefit of responses of other parties. 

BOWERS. E. S. Atomic Safety and Licensing Board Panel. 79/10/02. ip. 


G. Inspection reports, IE Dulletins U correspondence 


7910120063 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies. " Eight deep draft punps otilijed in safoto- 
r elated applications in each facility. 

DAIL.L. C. Duke Power Co. 79/09/06. 2pp. 


7910010002 Forward o IE Circular 79-18, "Proper Installation of 
Rock Saf e t y -Re 1 1 e f Valves. " No action required. 

79/09/1^0* J 2 n «Hion 2, Atlanta, Office of the Director. 


Target 


7910020577 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersoll Rant} Pump Impel Igts. 11 No action required. 

O'REIILY, J, P. Region 2, Atlanta, Office of the Director. 
79/09/13. Ip. 


7910110242 Forwards IE Info Notice 79-22. "fluali ficatl on of Control 
Sys. No action required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/17. Ip. 


7910040167 Forwards 
Lube Oil Coolers. 
0 ’REILLY, 3. P. 
79/09/26. 2pp. 


IE Info Notice 79-23, "Emergency Diesel Generator 
11 No action required. 

Region 2, Atlanta, Office of the Director. 


7910190247 Forwards IE Bulletin 79-24, "Frozen Lines. " No action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
79/09/27. 2pp. 


7910170210 Forwards IE Info Notice 79-25, "Reactor 
Point Units 3 & 4. " Mo action required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the 
79/10/01, 2pp. 


Trips at Turkey 
Director. 


DOCKET STN— 30-490 PERKINS NUCLEAR STATION, UNIT 3 
0. Adjudicatory correspondence 


7910020700 Applicant opposition to Intervener motion to dismiss 
proceedings or, in alternative, to stay action. Draft 
affidavit by UH Owon It Certificate of Bvc end. 

MCGARRY, J. M. Duke Power Co. 79/07/25. Upp. 


7910220105 Forwards signed copy of WH Qwen affidavit attached to util 
790725 filing. 

MCOARRY, J. M. Dobevoise It Lieborman. MCOARRY, ,J. M. Duke Power Co 
79/07/31. 4pp. 


7910170731 Forwards IE Info Notice 79-24, "Over pres sur i ta tion of 
Containment of PUH Plant After Main Steam Lina Break » No 
action required. 

O'REILLY, 0, P. Region 2, Atlanta, Office of the Director 
79/10/01. 2pp. 


DOCKET STN-30-491 CHEROKEE NUCLEAR 3 TAT I ON, UNIT I 
F. Security, medical, emergency t< fire protection plans 

7910030153 Notifies NRC of installation of Halcon fire protection sys 
on 790706. 

DAILiL. C. Duke Power Co. 79/07/09. Ip. 


•7910380192 Affidavit attesting that purpose of 790613 testimony 
was to discuss util long-range const schedules & plan*. 
Ascertains that no changes have occurred in util willingness 
to build facility. 

OWEN. W. H. Duko Power Co 79/07/26. 3pp, 


■79 1 00501 S3 Notifies NRC that Imp 1 omenta 1 1 on of ealibr program for 
sieves will be delayed until 790001 due to problems in 
nb tain ing equipment !» personnel. 

DAIL.L. C. Duke Power Co. 79/06/20. Ip. 


7910020724 Opposes const of facility due to threat to lives l< 
property. 

BAZIUK, S. Af f 1 1 la tion Unknown. 79/OB/22. ip. 


7910090961 E«pressBB opposition to facility const. 
BAZIUK, S. Affiliation Unknown. 79/00/22, ip. 


0. Inspection reports, IE Bulletins fc correspondence 


7910120063 Responds to IE Bulletin 79-19, "Deep Draft Pump 
Deficiencies. " Eight doep draft pumps utilized in safety- 
relatad application* in each facility. 

DAILiL, C. Duko Power Co. 79/09/06. 2pp. 


7910320360 Forwards NURE0-05U, draft GEIS on U milling, as new info 
developed after evidentiary session. Uthov new Info will be 
contained in NUREQ/CR-O627,NUREQ/CR-O620 8, NURE0/CR-0B05. 
available 791001. 

9WANB0N, D. T. Branch X. 79/09/14. 2pp. 


—7910220306 Submits effect of NUREG /CR-0627 6 NUREQ/CR— 0620 on radon 
emission values in Facility record. Said repts, issued by 
Battel la Pacific Northwest Lab, ind ice te that facility radon 
releases ware conservatively high. 

WILDE, R, M. Division of Fuel Cycle 6 Material Safety. 79/09/11. 


7910010003 Forwards IE Circular 79-13, "Proper Installation of Target 
Rock Safety-Relief Valves. 1 ' No action requirod. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/09/10. 2pp. 


7910040516 Ack receipt of 790817 Itr 
correct violation noted in IE Insp 
50-492/79-12 !, 30-493/79-12. 

MURPHY, C, E. Region 3, Atlanta. 

Support Branch. 79/09/11. Ip. 


informing NRC of step* token to 
Rep ts 50-491/79-12, 

Reactor Construction £, Engineering 
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““7910040324 Responds to- NRC 790731 ltr re violations noted in IE Insp 
Repts 30-491/79-12,30-492/79-12 b 50-493/79-12. Cor ret 1 1 v» 
actions: new welding specs added to procedures. 

DAIL, L. C. Duke Power Co. 79/08/17 lp. 


—7910040831 Forwards IE Insp Repts 50-491 /79-12, 50-492/79-12 b 
30-493/79-12 an 790710-13 b notice of violation. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction Si 

Engineering Support Branch. 79/07/31. 2 pp. 


—7910040541 Notice of violation from insp on 790710-13. 

* Region 2, Atlanta, Office of the Director. 79/07/31. lp. 


— 7910040551 IE Insp Repts 50-491/79-12.50-492/79-12 b 30-493/79-12 on 
790710-13, Nontompllance no t »d: fai 1 ure to include 
nonessential variables in gas tungsten arc welding 
procedure specs. 

•* Region 2, Atlanta, Office of the Director. 79/07/31. 4pp. 


7910020377 Forwards IE Circular 79-19, "Loose Locking Devices on 
Inger so 1 1-Rand Pump Impellers. 11 No action required. 

O 'RE I LLY, U. P. Region 2, Atlanta, Office of the Director. 
79/09/13. lp. 


7910110242 Forwards IE Info Notice 79-02, "duali f 1 cat 1 on of Control 
Bys. " No action required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/09/17. lp. 


791Q1B0036 Ack receipt of IE Insp Repts 30-491/79-13.50-492/79-15 b 
30-493/79-13. No proprietary info. 

DAILrL.C. Duke Fewer Co. 79/09/20. Ip. 


— 7910160092 Forwards IE Insp Rep t s 30-491/79-15.30-492/79-15 b 
30-493/79-15 on 790823-24, No noncompliance noted, 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction l< 

Engineering Support Branch. 79/09/10. 2pp. 


•7910180095 IE Insp Repts 30-491/15,50-492/79-13 * 50-493/79-13 on 
790B23-B4. No noncomplianca noted. Major areas Inspected: QA 
program Imp 1 ementat ion, nuclear svc water piping installation 
b dam work. 

BRYANT, J. C. Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch. RAUSCH, J. K. Region 2, Atlanta, 
Office of the Director. 79/09/07. 3pp. 


7910040167 Forward* IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

D 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/26. 2pp. 


7910190243 Forwards IE Bulletin 79-04, "Froien Lines. “ No action 
required. 

Q 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170210 Forward* IE Info Notice 79-29, "Reactor Trips at Turkey 
Point Units 3 & 4. " No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


791017073J Forwards IE Info Notice 79-24, "Overpresiur i la t i pn of 
Containment of PWR Plant After Main Bteam Line Break. ■* No 
action required. 

O'REILLY, nJ. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


JACKET 8TN-30-492 CHEROKEE NUCLEAR STATION, UNIT 2 
r . Security, medical, emergency * fire protection plans 


7910090133 Notifies NRC of Installation of Halcon fire protection eye 
on 790706, 

DAIL, L.C. Duke Power Co. 79/07/09. lp. 


’7910030158 Notifies NRC that implementation of calibr program for 
•laves will be delayed until 790BQ1 due to problems In 
obtaining equipment b personnel. 

DAILjL. C. Duka Power Co. 79/06/28; lp. 


Q. Inspection report*, IE Bulletins b correspondence 

7910120063 Responds to JE Bulletin 79-18, "Deep, Draft Pump 
Deficiencies. “ Eight deep draft pumps utilised insafety- 
related applications in each facility. 

DAIL, L. C. Duke Power Co. 79/09/06. 2pp. 


7910010002 Forwards IE Circular 79-18, "Proper Installation of Target 
Rock Safety-Relief Valves, 11 No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/10. 2pp. 


7910040316 Ack receipt of 790817 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 30-491/79-12, 

30-492/79-12 *t 30-493/79-12. 

MURPHY, C. E. Region 2 , Atlanta, Reactor Construction b Engineering 

Support Branch. 79/09/11. lp. 


—7910040524 Responds to NRC 790731 ltr re violations noted in IE Insp 
Repts 30-491/79-12,30-492/79-12 b 30-493/79-12. Cor roc t ive 
actions: new welding specs added to procedures. 

DAIL, L.C. Duke Power Co. 79/08/17. ip. 


— 7910040331 Forwards IE Insp Reptu 30-491/79-12,30-492/79-12 b 
30-493/79-12 on 790710-13 b notice Of violation. 

MORPHY, C. E. Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch. 79/07/31. 2pp. 


— 7910040541 Notice of violation from ltisp on 790710-13. 

* Region 2, Atlanta, Office of the Director. 79/07/31. lp. 


—7910040531 IE Insp Repts 50-491/79-12,90-492/79-12 & 50-493/79-12 on 
790710-13, Noncqmp 1 lance noted: failure to include 
nonessentlat variables in gas tungsten arc welding 
procedure specs, 

* Region 2, Atlanta, Office of the Director. 79/07/31. 4pp. 


7910020577 Forwards IE Circular 79—19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/13. lp. 


7910110242 Forwards IE Info Notice 79-22, "Ouallf icatlon of Control 
Sys. " No action required. 

0 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/09/17. lp. 


791Q1B00B6 Ack receipt of IE Insp Reptt 50-491/79-13,50-492/79-15 b 
30-493/79-13. No proprietary Info. 

DAIL, L.C. Duke Power Co. 79/09/20, Ip. 


— 7910100092 Forwards IE Insp Reptt 30-491/79-13, 30-492/79-13 b 
80-493/79-15 on 790823-24. No noncomplianca noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction b 

Engineering Bupport Branch. 79/09/10. 2pp. 


— 7910180095 IE Insp Repts 50-491/13,30-492/79-13 b 50-493/79-15 on 
790B23-24. No no ncomp 1 i ante noted. Major areas Inspected: OA 
program imp 1 ementat ion, nue I ear svc water piping installation 
& dam work. 

BRYANT, J, C. Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch. RAUSCH, J. K. Region 2, Atlanta, 
Office of tha Director. 79/09/07. 3pp. 


7910040167 Forward* IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers." No action required. 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director. 

79/09/26, 2pp. 


7910190243 Forwarde IE Bulletin 79-24, "Froien Lines. " No action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170210 Forwards IE Info Notice 79-23, "Reactor Trips at Turkey 
Point Unit* 3 b 4. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910170731 Forwards IE Info Notice 79-24, "Overpressur l latlon of 
Containment of PWR Plant After’ Main Steam Line Break. " No 
action required, 

O'REILLY, J. F. Region 2, Atlanta, Office of tha Director. 
79/10/01. 2pp. 


DOCKET 8TN-30-493 CHEROKEE NUCLEAR BTATION. UNIT 3 
F, Securityi fsadlcali emergency b fire protection plane 

7910030193 Notifies NRC of installation of Halcon fire protection tys 
on 790706. 

DAIL, L.C, puke Power Co. 79/07/09, lp. • 
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-- 79100S019B Notifies NRC that imp I emontat i on of calibr program for 
sieve* will be delayed until 790001 due tn problems in 
obtaining equipment & personnel, 

DAIL, L. C. Duke Power Co, 79/06/20. Ip. 


0. Inspection reports* IE Bulletins fc correspondence 


7910120063 Responds to IE Bulletin 79-13* "Deep Draft Pump 
Deficiencies,’ 1 Eight deep draft pumps utilized in safety- 
related applications in each facility. 

DAIL, L. C. Duke Power Co. 79/09/06. 2pp. 


7910010002 Forwards IE Circular 79-10, "Proper Installation of Target 
Rock Safety-Relief Valves. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/10. 2pp. 


7910040516 Ack receipt of 790B17 1 tr informing NRC of steps taken to 
correct violation noted in IE Insp Hepts 50-491/79-12, 

50-492/79-12 fc 30-493/79-12. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction fc Engineering 

Support Branch. 79/09/11. Ip. 


—7910040524 Responds to NRC 790731 1 tr re violations noted in IE Insp 
Repts 50-491/79-12,30-492/79-12 fc 30-493/79-12. Correc t ive 
actions: new welding specs added to procedures. 

DAILtL. C. Duke Power Co. 79/00/17. ip. 


— 7910040331 Forwards IE Insp Repts 30-491/79-12,50-492/79-12 e< 
30—493/79-12 on 790710-13 fc notice of violation, 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction fc 

Engineering Support Branch. 79/07/31. 2pp, 


— 7910040541 Notice of violation from insp on 790710-13. 

* Region 2, Atlanta, Office of the Director. 79/07/31, lp. 


— 7910040331 IE Insp Repts 30-491/79-12,50-492/79-12 fc 30-493/79-12 on 
790710-13, Noncompl iance noted: failure to include 
nonessential variables in gas tungsten arc welding 
procedure specs. 

* Region 2, Atlanta, Office of tha Director. 79/07/31. 4pp. 


7910020577 Forwards IE Circular 79-19, “Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers.* 1 No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the .Director. 
79/09/13. lp. 


7910110242 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
79/09/17. lp. 


7910100006 Ack receipt ef IE Insp Repts 50-491/79-15,30-492/79-13 & 
30-493/79-15. No proprietary Info. 

DAILrL. C. Duke Power Co. 79/09/20. Ip. 


— 7910180092 Forwards IE Insp Repts 50-491/79-13,30-492/79-15 fc 
30-493/79-15 on 790823-24. No jioncomp 1 iance noted. 

MURPHY, C. E. Region 2, Atlanta, React or Construction fc 

Engineering Support Branch. 79/09/10. 2pp. 


•7910100093 IE Insp Rapt# 50-491/15,50-492/79-15 fc 30-493/79-15 on 
790023-24. No noncompl iance noted. Major areas Inspected: OA 
program Imp lamenta t Ion, nuc lear svc water piping Installation 
fc dam work. 

BRYANT, J. C. Region 2, Atlanta, Reactor Construction fc 

Engineering Support Branch. RAUSCH, J. K. Region 2, Atlanta, 
Office of the Director. 79/09/07. 3pp. 


7910040167 Forwards IE Info Notice 79-23. "Emergency Diesel Generator 
Luba Oil Coolers." No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/26, 2pp, 


7910190243 Forward* IE Bulletin 79-24, "Frozen Linas." No action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 

7910170210 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 it 4. " Ho action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. . 
79/10/01. 2pp. 


7910170731 Forward* IE Info Notice 79-24, "Overpre*»ur 1 la t Ion of 
Containment of PWR Plant After Main Steam Line Break." No 
action required, 

0 'REILLY, J. P. Region 2, Atlanta, of flea of the Director. 
79/10/01. 2pp. 


DOCKET ETN-30-495 SWE8BAR-P1 


A. App t icat ion/construc t ion stage documents fc correspondence 


7910040500 Notice of issuance fc availability of Amend 2 to Preliminary 
Design Approval 6. 

HELTEMES, C. -J. Standardization Branch. 79/00/18. 3pp. 


DOCKET STN-30-490 SOUTH TEXAS PROJECT, UNIT 1 


A. Applicat ion/construc t Inn stage documents fc correspondence 


7910020638 Notifies of no objection to resumption of plan for placement 
of all safety-related concrete. Monl tor ing of work 
activltie*»magt contorts 6 Implementation of QA program will 
be continued. 

BEYFRIT, K. V. Region 4. Dallas, Office of the Director. 79/09/06. 
IP- 


7910020635 Requests addl Info for review of FSAR. 

PARR, O. D. Light Water Reactor# Branch 3. 79/09/12. Dpp. 


7910130234 Notifies that Tech Specs for secondary water chemistry 
monitoring program will be deleted fc secondary water 
chemistry monitoring p rogram, u/appropriate procedure* fc 
controls, wl 1 1 be implemented in response to 790002 request, 
TURNER, E. A. Houston Lighting fc Power Co. 79/10/01. ip. 


7910220193 Summary of 790910 meeting w/util in Bethesda,MD re soil/ 
itructuro Interaction analysis for facility. 

LICITRA, E. A. Light Water Reactor* Branch 3. 79/10/11. 3pp. 


0, Adjudicatory corroepondonce 


7910090145 Confirms 790029 telcon conference w/B Varga advl»ing that 
Unit* 1 fc 2 will be ready to load fuel in Sept 1903 fc 0ep t 
1985, respectively. Appropriate updated Info re cost fc: 
schedule evaluation will be filed In proper time. 

TURNER, E. A. Houston Lighting fc Power Co. 79/08/29. 2pp. 


H. Ouneral correspondence 


7910290005 Respond* to 790001 ltr requesting establishment of addl LPDft 
in Ban Antonio, TX. NRC Insp repts for facility will be 
maintained in San Antonio Public Library. Addl LPDR for OL 
proceeding established 

FELTON, J. M, Division of Rules and Records. 79/10/09. 2pp. 


K. Utility Final Safety Analysis Report CFSARl fc amend* 


7910230104 Forwards Amend B to FBAR . 

TURNER, E. A. Houston Lighting & Powor Co. 79/10/22. Ip. 


— 7910230236 Amend 8 to FSAR. 

TURNER, E, A, Houeton Lighting fc Power Co. 79/10/22. 500pp. 


M. Antitrust correspondence 


7910110076 Discusses cancellation of R Hardy 791001 deposition fc 
rescheduling of D Chalkor deposition. 

WOQLBEY, U. N. Dyer fcRedfoyd. 79/07/19. ip. 


7910Q30003 Motion to modify return date of subpoenas Issued to C Stover 
fc keep bt of records at CH Ournsey , Inc. Date will be agreed 
upon by Interested part 1 es. Recent developments may Impact- 
deposit Ion. Draft of order fc Certificate of Svc end. 

LEBSY, ft. P, , BLUME, M. B. Antitrust Division. 79/07/23. 6pp. 


7910220436 C 1 ar l f 1 »« p os 1 1 1 on re Qulf State* Utils production of 
documents per 790723 protective order signed by parties fc 
endorsed by A0LB, Corrects Polrer 790003 discovery reptiDQJ 
has received documents requested by parties, 

RADER, F.M. Conner, Moore fc Corber. 79/OB/OB. lp. 


—7910220441 Advises that Qulf States Utile documents requested by 
recipient fc EDJ »to available for product 1 on, Stamp 
"confidential" on face of documents should be disregarded. 
RADER, R.M, Conner, Moore fc Corber. 79/09/00. Kpp. 


7910190310 Submit* discovery status rept for Jul 1979, Central Power 
fc Light remaining documents to DOJjcompiled w/Housfcon 
Lighting fc Power Pint interrogatories fc requests for 
document* fc participated ^.depositions, 

CARNEY, J. I sham, Lincoln fc Beale. 79/00/09. lp. 
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910260434 Joint Application for issuance dF subpoenas to JD Robertson 
of Lamar County Electric Coop erafc i vo, re testimony & 
production of documents on competition in electric util 
mar k e t, W/Cer t if i cate of Eve & drafts of subpoenas. 

LESSYiR.P. i BLUME, M. B. Antitrust D1 vision. HARRIS, J. L. 

Justice, Dept. of. 79/08/09. 13 pp. 


710050241 Supplemental answer Vo util first set of interrogatories ti 
request for production of documents. Discusses 
Interconnection between Electric Reliability Council of TX t, 
Southwest Power Poo 1. Certificate of Svc end. 

BCARTH, £. D. Texas Utilities Co. 79708/21. 7pp. 


91O1903S2 Rept on discovery during J-ul 1979. Has responded to 
interrogatories from TX— LA Cooperative & has received 
supplemental response from DD-J to util first sot of 
interrogator ios. Certi ficata of Bvc end. 

KNQTTS, J. B. Texas Utilities Generating Co. KNOTTS, 0. H. Debevolse A 
Lleberman. 79/00/21. 5pp. 


910030769 Request for production of documents by TX Utils Generating 
Co & Houston Lighting & Power. Documents requested should be 
relevant to transactions between both utils re purchase & 
sale of fuel fc other related info. U/proof of svc. 

CARNEY, J. A. Central 8, Southwest Corp. CARNEY, cl. A. Central Power & 
Light Co. CARNEY, 0. A. Public Service Co. of Oklahoma. 79/08/22. 
18pp. 


910030645 Notice of appearance on behalf of Houston Lighting & Power. 
GREEN, D. G. Louenste In, Newman, Re Is, Axelrad *c Toll. 79/08/27. 4pp. 


910030630 Notice of appearance on behalf of NRC. 
CHANAN1A, F. D. Antitrust Division. 79/0B/28. 3pp. 


? 1 0220420 Forwards EA Turner of Houston Lighting & Power 790B29 Itr 
addressed to H Denton re latest estimates for completion of 
facility const . Certi f i cate of Bvc end. 

BOUKNIOHT, J. A. Lowenstaln, Newman, Reis, Axei ra,d & Toll. 79/0B/31. 
4pp. 


?1022Q407 Submits Central 8, South West Corp.ct at Aug 1979 discovery 
rept, Filed request for production of documents to TX Utils 
Generating & Houston Lighting 8, Power. Partic ipated in 
depositions. Certi Picate of Svc end. 

CARNEY, J. A. Isham, Lincoln S< lle.il e. 79/09/04. 5pp. 


110090004 Submits Houston Lighting & Power discovery rept for Aug 
1979. Discovery activities Include deposition of JC Driver, 

JD Eiland t« LH Fish *< production of documents by Central 
Power S, Light, Certificate of Svc bucI. 

FLYNN, P.0. Lawenatein. Mawman. Reis, Axelrad 8, Toll 79/09/03. 3 pp. 


>10090107 8ubmits Aug 1979 discovery rept. City uf Austin has neither 
Initiated nor received any discovery requests. Certi flea te of 
Svc end. 

BALOUOH-R. C. Austin, TX. 79/09/05. 4pp. 


'10220396 Bubmifcs Aug 1979 status rept on discovery. Eeuth TX Electric 
Cooperative u Medina Electric Cooperative neither initiated 
nor received any discovery requests. Cert i ficate qf Svc and. 

JOHN, D. F. Akin, Gump, Haunr & Feld. 79/09/06. 4pp. 


'10220401 Confirms change in 790913-21 depositions. Deposit! do* of 
Dsep East Electric Cooperative, TX-LA Electric Cooperative 6 
otheT associations have been postponed inrfeFini t sly. JH But ts 
deposition has been rescheduled along w/JL Johns t, others. 
BURCHETTE, H. North cutt Ely. 79/09/07. Ip. 


10310440 Discovery status rapt for City of San Antonio for Aug 19/9. 
Camp lo tad segregation of documents ro subpoenas for 
deposition of witnesses. 

WOOD, *1, <3. Matthews, Nowlin, Macfarlane Si Barrett. 79/09/07. 4pp. 


1Q150609 Motion to compel production by. DOJ of certain drafts of 
testimony prepared by WE Scott. ABLE ortfnr, i ssued at 790601 
prehearing conference, disposes of DO J objections. Cert i ficate 
of Svc snd. 

BOUKNIOHT, J, A. Houston Lighting *, Power Co. BOUKNIGHT, J. A. Baker t» 
Butts. 79/09/10. 14pp. 


10220077 Rept on discovery activities during Aug 1979. TX Utils 
Jenerating Co participated in depositions Si received further 
request for production of documents from Central 8, 

Southwest Corp. Cert if i cate of Bvc end. 

INOTTB, J, B. Texas Utilities Generating Co, 79/09/12. 3pp. 

102204B3 Submits Public Utils Board of Brownsville, TX status rept ro 
\ug 1979 discovery act ivi tie*. Add 1 documents requested by 
foustop Lighting t< Power assembled. Cert i Flea t» of Bvc end. 

IABLBNiR, A. Spiegel St HcDiarraid. 79/09/12. 6pp. 


7910090217 Forwards profiled testimony of RH Hartley. W/o end. 
LEBSY, R. P. Antitrust Division. 79/09/13. ip. 


7910220170 Submits Jul 1979 discovery rep t. Ob toi ned depositions of 
R Parks of TX Utils Bvcs.R Raymond of County Eluctric 
Cooperative, J Lytle of Farmers Electric Cooperative 8, 

J0 Robuck of TX Power t Light. 

LEBSY. R. P, , CHANAN1A, F. D. < BLUME, M. B, Ant i trust Divi s i on. 79/09/10. 

2pp. 


7910100074 Motion for extension until 790926 to respond to Houston 
Lighting 8, Power 790910 motion to compel production of 
drafts of WE Scott testimony. Burden of upcoming depositions 
has diminished time ava i lab le. Cert if icate of Svc encl. 

C YPHERT, S. D. , CLARK, R. H, , PARMENTER, F. H. Jus t i ce, Dep t. of . 79/09/19. 

6pp. 


7910300421 Answer in opposition to Houston Lighting & Power 790910 
motion to compel production of certain WE Scott testimony 
draf ts . Di sc 1 osur o will impair expert witness testimony. 

Urges oral arg umant. Cer t i f i cate of Svc encl. 

CYPHEFT, S. B. , CLARK, R. H. , PARMENTER, F. H. Jus ti ce, Dep t. of . 79/09/26. 

20pp. 


7910170679 Rept on discovery activities during Sept 1979. Par tic ipated 
in depositions 6 completed arrangements to produce documents 
requested by NRC 8, Central & Southwest. Cert if i cate of Svc 
encl. 

KNOTTS, J. B. Texas Utilities Generating Co. 79/10/05. 3pp. 


791Q190IBQ Order denying Houston Lighting !, Power !i TX Utils Generating 
Co 790403 motions for summary disposition of proceedings. 

Collateral estop p el , based on US District Court decision CA 
3-76-0633-F. does not affect NRC licensing proceedings. 

MILLER, H. E. Atomic Safety and Li censing Board Panel. 79/10/03. 

20p p . 


7910260364 Protective order In favor of Houston Lighting 8, Power. 
Imposes restrictions on NRC ik DOJ re use 8, access tD util 
documents designated ''confidential." 

MILLER. H. E. Atomic Safety and Licensing Board Panel. 79/10/15. 
3pp. 


791026044B TX Util Generating Co motion to quash subpoenas or in 
alternative to quash testimonial subpoenas 6 to modify scope 
(, return date of documents subpoenaed. 

KNOTTS, J. H. Debevolse Si Lieberman. 79/10/17. 7pp. 


7910260444 Forwards TX Util Generation Co motion to quash subpoenas or 
in alternative to quash testimonial subpoenas it to modify 
scops £t return date of documents subpoenaed. 

KNOTT6. J. B, Debevoise U Lieberman. 79/10/17. Ip. 


Q. Inspection report*! IE Bulletins Si correspondonco 


7910020319 Forwards IE Bulletin 79- 13, Re vi s 1 on 1, "Cracking in 
Feedwater Sys Piping." No action Toquirod. 

SEYFR1T,K. V. Region 4, Dallas, Office of tha Director. 79/0B/30. 
Ip. 


7910020260 Forwards IE Info Notice 79-20, Rev i s i on 1, "NRC Enforcement 
Policy — NRC Licensed Individuals. " Notice reissued to 
correct word omission & punctuation error which changed 
intent of statement. Changed statement underlined in text. 

8EYFRIT, K.V, Region 4, Dallas, Office of the Director. 79/09/07. 
Ip. 


7910050492 Ac k receipt of 790427 ltr requesting extension of deadline 
date for response to IE Bulletin 73-12B from 790929 to 
791201. No further action necessary. 

SETOLEi W. C, Region 4. Dallas, Reactor Construction & Engineering 

Support Branch. 79/09/12. Ip. 


•7910050509 Requests extension of deadline date for response to IE 
Bulletin 70— 12B From 790329 to 791201. klestlnghouse requires 
five month* to assemble specific info on atypical weld matl. 
TURNER, E. A. Houston Lighting & Power Co. 79/04/27. Ip. 


7910030310 Forwards IE Circular 79-19, "Loose Locking Devices on 
log erso 1 1-Rand Pump Impellers." No action required. 

SEYFRIT, K. V. Region 4, Dallas. Office of the Director, 79/09/13. 

Ip. 


7910110291 Forwards IE Info Notice 79-22. "Qualification of Control 
Sys." No action required. 

BEYFRITiK. V. Region 4, Dallas, Office of the Director. 79/09/17. 
IP- 
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7910110155 Forwards IE Circular 79-20, "Failure of GTE Bylvania Relay, 
Type PM Bulletin 7305, Cata 1 og 5U12-1 1-AC ui/120 Volt ac 
Coil. " No action required, 

SEYFRIT, K.V. Region 4. Dallas, Office of the Director. 79/09/24. 
IP- 


7910110175 Forwards IE Info Notice 79—23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/26. 
lp- 


79101B0O3B Forwards IE Bulletin 79-24, "Froien Lines. 11 No action 
required. 

SEYFRIT, K.V. Region 4, Dallas, Office of the Director. 79/09/27. 
tp. 


7910170525 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 & 4." No action required. 

SEYFRIT, K.V. Region 4. Dallas, Office of the Director. 79/10/01. 
Ip. 


7910190203 Forwards IE Info Notice 79-24, "Overpressur i la tion of 
Containment of PUR Plant After Main Steam Line Break, " No 
action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/10/01. 
lP- 


7910280338 Ac k receipt of 790711 & 0910 Itrs informing NRC of stupa 
taken to correct violations noted in IE Insp Repts 
30-490/79-08 & 30-499/79-08. 

BEIDLE, W. C. Region 4, Dallas, Reactor Construction & Engineering 

Support Branch. 79/10/03. Ip. 


--7910250342 Responds to NRC 1 tr re violations noted in IE Insp Repts 
SO-49B/79-OB it 30-499/79-00. Corr bc t ive actions: issuud new 
procedure for monitoring welding operations. 

TURNER, E. A. Hooston Lighting & Fouler Co. 79/09/10. 3pp. 


7910310421 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater 5ys Piping." No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/10/17. 
Ip. 


8. Reportable occurrences, LERs 8, related correspondence 


7910190413 Forwards second interim deficiency rept re concrete voids in 
eighth lift of Unit 1 reactor containment bldg. 

TURNER, E. A. Houston Lighting S, Power Co. 79/08/15. 2pp. 


—7910190423 Interim deficiency rept re concrete voids in eighth lift uf 
Unit 1 reactor containment b ldg. De f Ic i ency will be closed 
out by 000119. Final rept will be submitted within 30 days. 

■# Houston Lighting 8, Power Co. 79/0B/15, 12pp. 


7910160455 Forwards final interim deficiency rept re effects of 
tornado wind loadings an essential cooling water gantry 
crane 

TURNER, E. A. Houston Lighting & Power Co. 79/10/09. 2pp. 


— 7910160457 Final Interim deficiency rept i-o failure to properly include 
effects of tornado wind loadings on essential cooling water 
gantry crane. Crane rails will bo extended to park 6 lacked 
in event of tornado weather conditions, 
ft Houston Lighting & Power Co. 79/10/09. 7pp. 


DOCKET 8TN-30-499 SOUTH TEXAS PROJECT, UNIT 2 


A. App 1 1 cation/construct inn stage documents & correspondence 


7910020650 Notifies of no objection to resumption of plan for placement 
of nil safety-related concrete. Monitoring of work 
activities, magt contorts & implementation of UA program will 
be continued. 

8SYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/06. 
if- 


7910020655 Requests addl info for review of FSAR. 

PARR, 0. D. Light Water Reactors Branch 3. 79/09/12. 5pp. 


7910150254 Notifies that Tech Specs for secondary water chemistry 
monitoring program will be deleted 8, secondary water 
chemistry monitoring program, w/appropr late procedures it 
controls, wi 1 1 he Implemented in response to 790802 request. 
TURNER, E, A. Houston Lighting * Power Co. 79/10/01. Ip. 


O. Adjudicatory correspondence 


7910030645 Notice of appearance on behalf of Houston Lighting 6 Power. 
GREEN, D. Q. Lowonsteln, Newman. Reis, AkoI rad 6 Toll. 79/00/27 . 4pp. 


7910090145 Confirms 790029 telcon conference w/9 Varga advising that 
Units 1 8? 2 will be ready to load fuel in Sept 1903 & Sept 
1985. respect Ivel y, Appropr late updated info re cost U 
schedule evaluation will be filed in proper time. 

TURNER, E. A. Houston Lighting 8< Power Co. 79/0B/29, 2pp. 


7910220401 Confirms change in'790913— 21 d e p os i t i ons. Depos i t i on s of 
Deep East Electric Cooperative, TX-LA Electric Cooperative 8i 
other associations have been postponed indefinlfcely.JH Butts 
deposition has bean rescheduled along w/JL Johns it others, 
BURCHETTE, W. Northcutt Ely. 79/09/07. Ip. 


H. General corn eep and enc e 


7910290085 Responds to 790BO1 ltr requesting establishment of addl LPDR 
In Ban Antonio. TX. NRC Insp repts for facility will be 
maintained In San Antonio Public Library. Addl LPDR for OL 
proceeding ostab 1 1 shed. 

FELTON, J. M. Division of Rules end Records. 79/10/09. 2pp. 


K. Utility Final Safety Analysis Report 1FBAR1 it amends 


7910230104 Forwards Amend B to FSAR. 

TURNER, E. A. Houston Lighting & Powor Co. 79/10/22. Ip. 


— 7910230256 Amend 0 to FSAR. 

TURNER, E, A. Houston Lighting Si Power Co. 79/10/22. 500pp. 


M. Antitrust c orrespondence 


7910110076 Discusses cancellation of R Hardy 791001 deposition U 
reschedollng of D Chalker deposition. 

WODLSEY, W. N. Dyer 8, Radford. 79/07/19. Ip. 


7910030003 Motion to modify return date of subpoenas issued to C 8tovor 
8, keeper of records at CH Gurns ey , Inc . Dat e will be agreed 
upon, by inteT es ted par t 1 es . Recent developments may impact 
depo s i 1 1 on. Dr af t of order 6 Certificate of Svc end. 

LE8BY, R. P. Antitrust Division. 79/07/23. 6pp. 


7909260146 Forwards Jul 1979 discovery rept tc erratum to util 790BO6 
answer in nppo-sition to DOJ motion compelling production 
production of documents which util contends are privileged 
FLYNN, P.G. Lowenstein, Newman, riels, Axelrad 8, Toll. 79/03/07. ip. 


— 7909260151 Erratum to util opposition to DOJ motion for util producti 
of allegedly privileged documents. Certificate of Svc one 1. 

FLYNN, P.G. Houston Lighting it Power Co. 79/08/07. 9pp, 


7910220436 Clarifies position re Gulf States Utils production af 
documents por 790723 protective order signed by parties It 
endorsed by A8LB. Correc ts P-oirer 790803 d i s c qvbt y reptiDOJ 
has received documents requested by parties. 

RADER, R. M. Conner, Moore & Carter, 79/0B/09, ip. 


“”7910220441 Advisss that Gulf Bfcates Utils documents requested by 
recipient 8i 00 J aro available for pr oduc 1 1 on. Stamp 
"confidential" on face of documents should ba disregarded. 
RADER, R. M. Conner, Moore 8j Corber. 79/08/08. 2pp 


79101 9031 0 Submits discovery status ropt for Jul 1979. Central Power 
& Light remaining documents to DOJ, comp i led w/Houston 
Lighting 8i Power first interrogatories & requests Por 
documents 8i participated in depositions. 

CARNEY, J. Isham, Lincoln & Beale. 79/08/09. Ip. 


7910260434 Joint application for issuance of subpoenas to JD Robertson 
of Lamar County Electric Coop erat ive, re testimony & 
production of documents on competition in electric util 
market. W/Certi f Icate of 8vc 8t drafts of subpoenas. 

LESSY , R. P. Antitrust Division. CYPHEST, 8. V, Jus tice, Dept. of. 
79/00/09. 13pp. 


7910050241 Bupp 1 amenta 1 answer to util first set of interrogatories ti 
request for production of documents. Di scusses 
interconnection between Electric Reliability Council of TX & 
Southwest Power Pool. Certificate ' of Svc end. 

8CARTH, E. D. Texas Utilities Co. 79/08/21. 7pp. 


7910220193 Summary of 790918 meeting w/util In Beth esda, MD re soil/ 
structure Interaction analysis for facility. 

LICITRA, E. A. Light Water Reactors Branch 3. 79/10/11. 3pp. 



DOCKETED ITEMS 


'7910190352 Rept on discovery during Jul 1979. Has responded to 
interrojatori.es from TX UA Cooperative b has received 
supplemental response from COJ to util first set of 
interrogatories. Certificate of 8vc end. 

KNOTTBj J. B. Texas Utilities Generating Co. 79/BB/21. 3pp. 


7910170679 Rept on discovery activities during Sept 1979 . Par t i c i pat ed 
in depositions b completed arrangements to produce documents 
requested by NRC b Central & Southwest. Cert 1 flea te of Svc 
encl. 

KNOTTS. J. n. Texas Utilities Generating Co. 79/10/05. 5pp. 


7910050765 Request for production of documents by TX Utils Generating 
Co h Houston Lighting b Power. Documents requested should be 
relevant to transactions between both utils, re purchase t< 
sale of fuel & other related info. H/proof of svc. 

CARNEY. J. A. Central 8. Southwest Corp. 79/0B/22. 12pp. 


7910050650 Not 1 ce of appearance on behalf of NRC. 
CHANAN1A, F. 0. Ant 1 trus t Di vi % 1 on. 79/08/2B. 3pp. 


7910220420 Forwards EA Turner of Houston Lighting b Power 790939 1 tr 
addressed to H Denton re latest estimates for completion of 
facility eons t. Cer tl f icale of Svc end. 

BOUKNIGHT, J. A. Lous ns te i n , Neuman, RBi s. Axe 1 rad b Toll. 79/0B/31. 
4pp. 


7910220407 Submits Central tc South West Corp. et al Aug 1979 discovery 
rept. Filed request for production of documents to TX Utils 
Generating b Houston Lighting & Power. Par tl c ipa ted In 
depositions. Certlf lcate of Svc encl. 

CARNEY, J. A. ’ Isham, Lincoln b Beale. 79/09/04. 3pp. 


7910090094 Submits Houston Lighting & Power discovery rept for Aug 
1979. Discovery activities include deposition of JC Driver, 

JD Elland & LH Fish b production of documents by Central 
Power t< Light. Certificate of Svc end. 

FLYNN, P.Q. Lqwenstein, Newman, Reis, Axelrad & Toll. 79/09/03. 3pp. 


7910090187 Submits Aug 1979 discovery rept. City of Austin has neither 
initiated nor received any discovery requests. Cert 1 flea te of 
Svc encl. 

BALOUOH, R. C. Austin, TX. 79/09/03. 4pp. 


7910220396 Bubmits Aug 1979 status rept on d iscovary. Booth TX Electric 
Cooperative b Medina Electric Cooperative neither Initiated 
nor received any discovery requests, Cer tl ficate of 3vc end. 

JOHN, D. F. Akin, Gump, Hauer b Feld. 79/09/06. 4pp. 


7910190180 Order denying Houston Lighting b Power b TX Utils Generating 
Co 790403 motions for summary disposition of proceedings. 

Collateral estoppel, based on UB District Court decision CA 
3— 76-0633— F, does not affect NRC licensing proceedings. 

HILLER, M E, Atomic Safety and Licensing Board Panel. 79/10/03. 

SOpp. 


7910260364 Protective order In favor of Houston Lighting b Power. 
Imposes restrictions on NRC b DDJ re use b access to util 
documents designated "confidential. " 

HILLER, M. E. Atomic Safety and Licensing Board Panel. 79/10/15, 
5pp. • 


7910260444 Forwards TX Util Generation Co motion to quash subpoenas or 
in alternative to quash testimonial subpoenas b to modify 
scope b return date of documents subpoenaed. 

KNOTTS, J. D. Debevoise b Llebarman. 79/ 10/17, Ip. 


--7910260443 TX Util Generating Co motion to quash subpoenas or in 
alternative to quash testimonial subpoenas b to modify scope 
b return date of documents subpoenaed. 

KNOTTS, J. 9. Debevoise b Lleberman. 79/10/17. 7pp. 


O, Inspection reports, IE Bulletins b correspondence 


7910020319 Forwards IE Bulletin 79-13, Revl s 1 on 1, "Cracking In 
Feedwater Sys Piping." No action required, 

8EYFR IT, K. V. Region 4, Dallas, Office of the Director. 79/09/30. 
Ip- 


7910020260 Forwards IE Info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
eo-rrect word omission b punctuation error which changed 
intent of statement. Changed statement underlined in text. 

8EYFRIT, K. V, Region 4, Dallas, Office of the Director. 79/09/07. 
Ip- 


7910310440 Discovery status rept for City of San Antonio for Aug 1979, 
Completed segregation of documents re subpoenas for 
deposition of witnesses. 

WOOD, J. C. Matthews, Nowlin, Maefarlann b Barrett. 79/09/07. 4pp. 


7910150609 Motion to compel production by DDJ of Certain drafts of 
testimony prepared by WE Scott. ASLB order, Issued at 790601 
prehearing conference, di sposes of DDJ object Ians. Cer tl ficat# 

Of Svc encl. ‘ 

BOUKNIOHT, J. A. Houston Lighting b Power Co. 79/09/10. 14pp. 


7910220077 Rept on discovery activities during Aug 1979. TX Utils 
Generating Co participated in depositions b received further 
request for production of documents from Central b 
Southwest Corp. Certlf lcate of Svc encl. 

KNOTTS, J. B. Texas Utilities Generating Co. 79/09/12. 5pp. 


7910050492 Aek receipt of 790427 ltr requesting extension of deadline 
date for response to IE Bulletin 78-12B from 790329 to 
791201, No further action necessary. 

8EIDLE1W. C. Region 4, Dallas, Reactor Construction b Engineering 
Support Branch. 79/09/12. Ip, 


-7910050509 Requests extension of deadline date for response to IE 
Bulletin 70-12B from 790529 to 791201 , Wo s 1 1 ng h ouse require* 
five months to assemble specific Info on atypical weld mat!. 
TURNER, E. A, Houston Lighting b Power Co. 79/04/27. ip. 


7910030310 Forwards IE Circular ?9-19, "Loose Locking Devices on 
Ingersoll-Rand Pump Impellers. " No action required. 

8EYFR1T, K, V. Region 4, Dallas, Office of the Director. 79/09/13. 
IP- 


7910220485 Submits Public Util* Board of Drownsvi 1 i t, TX status repfc re 
Aug 1979 discovery activities. Addl documents requested by 
Houston Lighting b Power assemb led. Certl f lcate of Eve encl. 

JABLON, R. A. Spiegel t, McDlarmttf. 79/09/12. 6pp. 


7910110291 Forwards IE Info Notice 79-22, "dual if icatlon of Control 
Sys. " No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/17. 


7910090217 Forward* prafiled testimony of RH Hartley. W/o encl. 
LE8SY, R. P. Antitrust Division. 79/09/13. !p. 


’910220170 Submits Jul 1979 discovery rept. Obtained depositions of 
R Park* of TX Util* Svcs.R Raymond of County Electric 
Cooperative, J Lytle of Farmers Electric Cooperative b 
JB Robuck of TX Power b Light. 

LES8Y, R. P. Antitrust Divlsiqn, 79/09/18. 2 p p 


910180074 Motion for extension until 790926 to respond to Houstt 
Lighting b Power 790910 motion to compel production of 
k r># J? testimony. Bupden of upcoming depositions 

has diminished time available. Certificate of 8vc end. 

. CYPHERTi S. B. Justice, Dept, of. 79/09/19. 6pp 


7910110159 Forwards IE Circular 79-20, "Failure pf GTE Sylvania Relay, 
Type PM Bulletin 7305, Catalog 5U12-1I-AC w/120 Volt #q 
Coil." No action required. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director, 79/09/24. 
ip- , 


7910110175 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. 1 ’ No action required. 

SEYFRIT, K. V, 1 Region 4, Dallas, Office of the Director. 79/09/2*. 


7910100030 Forwards IE Bulletin 79-24, "Froxen Linas. " No action 
required. 

SEYFfirTiK. V. Region 4, Dallas, Office of the Director. 79/09/H7. 


7910300421 Answer in opposition to Houston Li gh ting b Power 790910 
motion to compel production of certain WE Scott testimony 
drafts, Disclosure will impair expert witness testimony. 

Urges oral argument. Cert If 1 cate of Svc encl.' 

CYPHERT, 8. B. Justice, Dept. of. 79/09/26. 20p p , 


7910170925 Forward* IE Info Notice 79-25, 
Point Unit* 3 b 4. " No action required. 
SEYFRIT, K. V. Region 4, Dallas, Office 
ip 


’Reactor Trip* at Turkey 
of the Director. 79/10/01. 


7910190203 Forward* IE Info Notled 7<?-84, "Overpreksuriiation of 
Containment of PWR Plant After Main Steam Lina Broak. " No 
action required. 

SEYFRIT, K.V. Region 4, Delia*, Off ice [.ef ,t(ie Director, 79/10/01 



DOCKETED ITEMS 


XT. 


7910230330 Ac k receipt of 790711 * 0910 ltrs informing NRC of steps 
taksn to correct violations noted In IE Insp Rents 
30-490/79-08 Si 90-499/79-08. 

9EIDLE, W. C. Region 4, Dallas. Reactor Construction Si Engineering 

Support Branch. 79/10/03. Ip. 


— 7910290342 Responds to NRC 1 tr re violation* noted in IE Insp Rep ts 
30-490/79-08 Si 50— 499/79-00. Corre c t lve actions: issued new 
procedure for monitoring melding operations. 

TURNER, E. A. Houston Lighting Si Power Co. 79/09/10. 3pp. 


7910310421 Forwards Revision 2 to IE Bulletin 79-l3i "Cracking in 
Feedwater 8ys Piping." No action required. 

SEYFRIT, K. V. Region 4i Dallas, Office of the Director. 79/10/17. 
Ip. 


8. Reportable occurrences, LERs & related correspondence 


7910190413 Forward* second Interim deficiency rept re concrete voids in 
eighth lift of Unit 1 reactor containment bldg. 

TURNER.E. A. Houston Lighting & Power Co. 79/08/13, 2pp. 


— 7910190423 Interim deficiency rept re concrete voids in eighth lift of 
Unit 1 reactor containment bldg. Deficiency will be closed 
out by 000119. Final rept will be submitted within 30 days, 
a Houston Lighting Si Power Co. 79/08/19. i 2 pp. 


7910160499 Forwards final Interim deficiency rept re effects of 
tornado wind loadings on e**ential coaling water gantry 
crane, 

TURNER, E. A. Houston Lighting Si Power Co. 79/10/09. 2pp. 


—7910160437 Final interim deficiency rept re failure to properly include 
effects of tornado wind loadings on essential cooling water 
gantry crane. Crane rail* will be attended to park Si locked 
in event of tornado weather conditions. 

* Houston Lighting «x Power Co. 79/10/09. 7pp. 


DOCKET 30-900 DAVI8-DEB8E NUCLEAR POWER STATION, UNIT 2 


A. App 1 Ication/ennitruc ti on stage document* !< correspondence 


7910220460 Discusses review of responses to IE Bulletins 79-09C f< 
79-06C re need for tripping of reactor coolant pump* for 
certain small break LOCAs. 

ROBS, D. F. TMI-2 Bulletin* b Orders. 79/10/09. 2pp. 


M. Antitrust correspondence 


7910180194 Decision revising license cond l ti ons. App 1 i cant* shall not 
condition access to wholesale power. Provl s ion* of Federal 
Power Act should be imp lamented. Rates subj to agencies 
approval. 

ROSENTHAL, A. 8. Atomic Safety and Licensing Appeal Panel. 79/09/06. 
319pp. 


7910160103 Motion for extension until 791022 to file petition# for 
review of ALAB-360 by Cqmmis sion. ALAD-560 consist* of 
lengthly antitrust opin ion. Adequate time needed for 
meaningful review. Cert i ficate of Bve end, 

REYNOLDS, W. B. Toledo Edison Co. 79/09/19. 6pp. 


7910190118 Motion for extension until 791022 to File petition 
w/Commisslon for review of ALAD-560. Dec lsion is lengthly 
U issue* raised are difficult to analy ie. Cert if icate of 
8vc end, 

OLDS, D. M- Duquesne Light Co. OLDS, D. M. Reed, Smith, Shew (t McClay. 
79/09/20. 3pp. 


7910310015 Answer to applicants' 790919 motion requesting extension 
until 791021 to file petition for review of ABLO 790906 
decision. Requests that extension be applied equally to all 
parties, Certificate of Bve end. 

HJELMFELT, D. C. Cleveland, OH. 79/09/20. 3pp. 


7910030667 Errata re ALAD-360. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 79/09/26. 
2pp. 


7910010499 Objects on behalf of util to NRC 790623 order requiring mod 
of Davls-Beeie OL Si Perry CP w/o prior evidentiary hearing 
requested by util.Buppl order of 79QB06 should stand. 

REYN0LD8, W. B. Shaw. Pittman, Pottsi fc Trowbridge. 79/09/27. 4pp. 


7910180174 Answer in support of applicants' 790919 motion for extension 
until 791022 to file petition for Commission review of 
ALAB-360. NRC does not oppose request for extension. 

Certificate of Bve end. 

LEBfJY,- R. P. Antitrust Division. 79/10/04. 4pp. 


7910170637 Order granting applicants b Duquesne Light Co motion* for 
extension In which to file petitions for review of ALAB-360. 
Petitions due by 791022. 

CHILK, 0. J. Office of the Secretary of the Commission. 79/10/05. 
iP- 


7910310463 Contends that no basis exist* for imposition of civil 
penalties against util for alleged violation of License 
Condition 3. DQJ charges do not suggest antitrust violation. 
REYNOLDS, W. E, Shaw, Pittman, Potts, Si Trowbridge. 79/10/10. 2pp. 


7910300039 Petition for review of AHLAD 790906 dec i s i on. ALAB-960, re 
Inconsistency w/antitrust laws. Allege* that ABLAB applied 
erroneous legal sfcds, ignored important factors & denied full 
participation. Certificate of Bve end. 

OLDSiD. M. , RAH. L. A. Duquesne Light Co. OLDS, D, M. Reed, Smith, flbaw 
L McClay. 79/10/23. 13pp. 


7910310016 Petition for review of ABLAB 790906 dec is i on, ALAB-360. Urge# > 
re-e x ami ns t lan per NRC regulations, alleging important 
antitrust divergence from other ASLAU dee isions. Baser ibes 
errors found in d e c i s 1 on. Car 1 1 f i cat# of Bve end. 

REYNOLDB, H. D. Cleveland Electric Illuminating Co. 79/10/22. 13pp. 


DOCKET 50-301 DAVI8BESEE NUCLEAR POWER STATION, UNIT 3 
A. App 1 icat i on/cons t rue 1 1 on stage documents & correspondence 


7910220033 Forward* addl Info for NRC review of PBAR in response to NRC 
7907 1 1 request. 

FAYrC.W, Wisconsin Electric Power Co. 79/00/13. Bpp, 


7910220460 Discusses review of responses to IE Bulletins 79-05C b 
79-06C re need for tripping of reactor coolant pumps for 
certain small break LOCAs. 

ROSS, D. F, TMI-2 Bulletins & Orders. 79/10/03. 2pp. 


M. Anti t ru* t cor res p ond one a 


7910100194 Decision revising lUonso condi t i ons. App licants shall not 
condition access to wholesale power. Provl* Ions of Federal 
Power Act should be imp ] emen ted. Rates subj to agencies 
approval. 

ROSENTHAL, A. B. 1 Atomic Safety and Licensing Appeal Panel. 79/09/06. 
319pp. 


7910160103 Motion for extension until 791022 to file petitions for 
review of ALA0-36O by Commis* ion. ALAB-360 consists of 
lengthly antitrust opin i on. Adequate time needed for 
meaningful review. Certificate of Bve end. 

REYNOLDS, W. 0, Toledo Edison Co. 79/09/19, App, 


7910130118 Motion for extension until 791022 to file petition 
w/CommlselDn for review of ALAB-960, Dec l»i on ie lengthy 
(t issue* raised are difficult to analy ia. Certificate of 
Bve and. 

0LD8, D.M. Duquesne Light Co. 79/09/20. 5pp. 


7910310013 Answer to applicants' 790919 (nation requesting extension 
until 791021 to fils petition for review of ASLB 790906 
dec 1 eion. Reque* t* that extension be applied equally to all 
parties. Cer tificato of Bve end. 

HJELMFELT, 0. C. Cleveland. OH. 79/09/20, Bpp. 


7910090667 Errata re ALAB-360. 

B18H0P, C. J. Atomic Safety and Licensing Appeal Panel. 79/09/26. 
»pp. 


7910010489 Object* on behalf of util to NRC 790623 order requiring mod 
of Davie-Besee OL ti Perry CP w/o prior evidentiary hearing 
requested by util.Suppl order of 790B06 should stand. 

REYNOLDS, W. B. Chaw, Pittman, Potts, fc Trowbridge. 79/09/27. 4pp. 


7910180174 Answer in support qf applicants' 790919 motion for extension 
until 791022 to file petition for Commission review of 
ALA0-S6O. NRC doe* not oppose Tequest for extension. 

Certificate of Bve end. 

LEE BY, R, P. Antitrust Division, 79/10/04. 4pp. 



DOCKETED ITEMS 


7910170657 Order granting applicants h Duquesne Light Co motion* for 
extension in which to file petitions for review of ALAB-340. 
Petitions due by 791022. 

CHILK>8. J. Office of the Secretary of the Commission. 79/10/03. 
Ip. 


7910310463 Contends that no basis exists for imposition of civil 
penalties against util for alleged violation of License 
Condition 3. DQJ charges do nab suggest antitrust violation. 
REYNOLDS, W. B. Shew, Pittman. Potts, t, TrowbTidge. 79/10/10. 2pp. 


7910300035 Petition for review of ASLA0 790906 dec 1 s i on, ALA0-36O, r e 
inconsistency w/antitruut laws. Alleges that ASLAD applied 
nrroneous legal stda, ignored important factors 8, denied full 
par t ic ipat Ion. Cort 1 f tea te of 3vc encl. 

OLDS, D. H. Duquesne Light Co. RAU.L. A. Reod. Sraich, Shaw t> McClay. 
79/10/22. 13pp. 


7910310016 Petition for review of ASLAD 790906 decision, ALAS -560. Urges 
re-examination per NRC rag ula t ions, a 1 leg i-ng important 
antitrust divergence from other ASLAD decisions. Dose r i has 
errors found in de c i si on. Cor t i f 1 cate of Bvc encl. 

REYNOLDS, W. 8. Cleveland El.octric Illuminating Co. 79/10/22. 13pp. 


I. Financial information 


7910040279 Forwards monthly rept re expenditures & commitments, in 
accordance u/770916 & 7B0929 1 nstrucfci on*. Ref lecta 
accounting action taken by util as result of MRC 790302 
order. H/ two oversize tables. 

BUR9TEIN. 9. Wisconsin Electric Power Co. 79/09/26. 5pp. 


DOCKET BTN-30-303 KOSHKONDNO NUCLEAR PLANT, UNIT 2 


C. Utility Environmental Report (ER>< amends & correspondence 


7910250327 Responds to 790820 request for comments re Dept of Natural 
Resources of Amends 13 Jt 14 to environ rept foT proposed 
fact 1 1 ty. Comments encl. 

FAY, C. W. Wisconsin Eloctrlc Power Co. 79/10/17. 22pp. 


DOCKET BTN-30-506 KOEHKONONO NUCLEAR PLANT. UNIT 3 


C. Utility Environmental Report <ER), amends 6 correspondence 


DOCKET S7N-30-502 HAVEN NUCLEAR PLANT. UNIT ! 

A. Application/construction stage documents 8c correspondence 


7910250327 Responds to 790B20 request for comments re Dept of Natural 
Resources gf Amends 13 6 14 to environ ropt for proponed 
fac i lity. Comments encl. 

FAYjC.W. Wisconsin Electric Power Co. 79/10/17. 22pp. 


7910260421 Discusses velocity d Isc repan c i os of Palrfiad Industries, rnc 
& RJ Wold calculations of depths of rocktop 8, subroclt 
reflectors in eastern Lake HI faulting stud ies. Changes 
should not affect basic conclusions of PSAR. Bvc list encl. 

FAY, C. W. Wisconsin Electric Power Co. 79/09/17. 2pp. 


DOCKET STN-30-507 KOSHKONDNO NUCLEAR PLANT, UNIT 4 
C. Utility Environmental Report (ER), amends 8. correspondence 


C. Utility Environmenta 1 Report (ER), amends 8. c orr espotidence 


7910250327 Responds to 790Q20 request for comments of State of WI Dept 
of Natural Resources re Amends 13 k 14 to environ rept for 
proposed fac i 1 i ty . Comm en ts encl. 

FAY, C. W. Wisconsin Electric Power Co. 79/10/17. 22pp. 


0. Adjudicatory correspondence 


7910250327 Responds to 790B20 request for comments re Dept of Natural 
Resources of Amends 13 6 14 to environ rept for proposad 
f ac il 1 ty. Comments encl. 

FAY. C. W. Wisconsin Eloctric Power Co. 79/10/17. 22pp. 


DOCKET GTN-3Q-30B UPPSS NUCLEAR PROJECT, UNIT 3 


A. App 1 ication/construc tion stage documents t< correspondence 


7910030652 Discusses delay in scheduling of DES 8, SER for facility. 
Notice of schedule will be forwarded. 

GOLDBERG, S. C. Branch 2. 79/09/07. Ip. 


I. Financial information 


7910230325 Advises qf requirements to submit mafcl transfer rept to NRC 
whenever transfer of i g or more of contained U-233, U-233 or 
Pu in SNM, 1,000 kg or mare of U or thorium in source matl 
or 1 1 000 Ci or more of tritium occurs. 

SPARK9, E. Technical Planning !. Information tlranch. 79/09/27 

Ip- 


7910040279 Forwards monthly rept re expenditures tc comml tmen t s, in 
accordance u/770916 8. 700929 ins true t i ons. Ref lec ts 
accounting action taken hy util as result of NRC 790302 
order. W/two oversize tables. 

BURBTEIN, S. Wisconsin Electric Power Co. 79/09/86. 5pp, 


I. Flnanc lal 1 n format i on 


7910160509 Annual Financial Rept For year ending 790630. 

* Washington Public Power Supply Bystem. 79/06/30. 23pp, 


DOCKET BTN-50-503 HAVEN NUCLEAR PLANT, UNIT 2 

C. Utility Environmenta I Rep a rt <ER), amends ic correspondence 


7910250327 Responds to 790020 request for comments of State of WI Gent 
of Natural Resources re Amends 13 U 14 to environ rept for 
proposed fac i U ty. Comment s encl. 

FAV,C. W. Wisconsin Electric Power Co. 79/10/17. 22pp. 


I. Financial information 


.0040279 Forwards monthly ropt re expenditures 8. c ommi tments, in 
ccordanee u/770916 E< 700929 i notruc t i on s . Ref 1 ec ts 
c-counting action taken by util as result of NRC 790302 
rder. W/two oversize tables. 

UR8TEIN. 8. Wisconsin Electfic Power Co. 79/09/26. 5pp. 


Q. Inspection reports, IE Bulletins 6 corrospondanco 


7910040134 Responds to IE Bulletin 79-07. Response spectrum model 
analysis methods (a) and (b> U time history analysis 
method (a) not used. 

HENBERQEfl, D, L, Washington Public Power Bupply Bystem. 79/0B/02, 


7910030375 Responds to IE Bulletin 79-11, "Faulty Overcurrent Trip 
Device in Circuit Breakers for Engineered Safoty Sys. " 

Review indicates no Westlnyhouso 00-30 or DB-73 circuit 
breakers used in safety-related sys. 

RENBERGER, D. L. Washington Public Power Supply By s tom, 79/0B/06. 


7910030734 Forwards IE Insp Repts 50-300/79-06 8< 50-309/79-05 an 
790709-12. No nDfieompl lance noted, 

BPENCEFti Q. 3. Region 3, Chicago, Reactor Construction 8, 

Engineering Support Branch. 79/08/10, 2pp. 


„JCKET 8TN-50-904 KOBHKDNONS NUCLEAR PLANT, UNIT 1 

,. Utility Environmental Report (ER1, amends 5 correspondence 


910250327 Responds to 790820 request, for comments of State of WI Dept 
of Natural Resources re Amends 13 8l 14 to environ rept for 
proposod faci 1 tty. Comment s encl. 

FAY. C. W. Wisconsin Electric Power Co. 79/10/17. 22pp. 


791003073 B IE Insp Repts 30-500/79-06 8, 30-509/79-03 on 790709-12. 
No noncomplionco noted. Major areas inspected; steel 
structures & supports, safety re equipment storage, 
containment structural concrete S< nonconformance ropts. 

HUTSON, T.W. Region 3, Chicago, Office of the Director. 
D0DD8, R.T. Region 3, Chicago, Reactor Construction !t 

Engineering Support Branch. 79/OS/0B. lipp. 


zriuu^uagc i-orwards IE Info Notice 79-20, Revl sion 


I’m u RiirurixUiimnc 


Policy - NRC Licensed Individuals." Notice reissued to 
correct ward omission (, punctuation error which changed 
Chan9ed »fc afc #ment underlined in text. 

R , ' Region 3, San Francisco, Office of the Director. 
7 °/Ot/07x 1 p , 


DOCKETED ITEMS 


7910040025 Forwards IE Circular 79-19, "Lodsq Locking devices an 
Ingersol 1-Rand Pump Impellers." No action required. 

ENQELKEN, R. H. Region 5. San Francisco, Office of the director. 
79/09/13. ip. 


79101 10309 Foruards IE Info Notice 79-22’, "Qualification of Control 
Sys. " No action required. 

ENQELKEN, R. H. Region 5. San Francisco, Office of the Director 
79/09/17. Ip. 


7910120210 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ac 
Coll. " No action required. 

ENQELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/09/24. Ip. 


7910110201 Forwards IE Info Notice 79—23, "Emergency Diesel Oenerator 
Lube Oil Coolers. " No action required. 

ENQELKEN, fi. H. Region 3, San Francisco, Office of the Director. 
79/09/26, ip 


7910180072 Forwards IE Bulletin 79-24, "Frojen Linos." No action 
required. 

ENQELKEN, R. H. Region 5, San Francisco, Office of the Director 
79/09/27. lp. 


7910170545 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Doits 3 & 4. " No action required. 

ENQELKEN, R. H. Region 9. San Francisco, Office of the Director. 
79/10/01. Ip. 


7910190324 Forwards IE Info NntUo 79-24, "Over p r es hit i 2 ati on of 
Containment of PWlt Plant After Main Steam Line Break. " 

No action required. 

ENQELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/10/01. lp. 


7910310435 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sys Piping. " No action required. 

ENQELKEN, R. H, Region 5, San Francisco, Office Df the Director. 
79/10/17. lp. 


DOCKET GTN-50-509 WPPSS NUCLEAR PROJECT, UNIT 5 


A. Appl icat ion/construct 1 on sta-gq documents & correspondence 


7910230313 Advises of requirement to submit mall transfer l-ept to NRC 
whenever transfer of 1 g or more of contained U-233. U-235 or 
Pu in BNM, 1,000 kg or more of U ur thorium In source mat! 
or 1,000 C» or more of tritium occurs. 

SPARKS, E, Technical Planning & Information Branch. 79/09/27. 

IP 


I. Financial Information 


7910160509 Annual Financial Rept for year ending 790630, 

* Washington Public Power Supplu System. 79/06/30. 25pp 


G. Inspection reports, IE Bulletins 4 covrospondoncc 


7910040154 Responds to IE Bulletin 79-07. Response spectrum madul 
analysis methods (a) and lb) E< time history analysis 
method <a) not used. 

RENBERQER, D. L. Washington Public Power Supply Systpm. 79/00/02, 

2pp. 


7910030375 Responds t.o IE Bulletin 79-11. ’‘Faulty Dvercurrunt Trip 
Device in Circuit Breakers for EnBinearod Safety Bys. ,l 
Review indicates no Wo «t my house DR-Sli or DD-79 circuit 
breakers used in sofety-rolated sys 

RENBERQER, D. L. Washington Public. Pnwor Supply Kusiam. 79/08/06, 
2pp. 


7910030734 Forwards IE Insp Repts 50-508/79-06 St 30-5119/79-0 & on 
790709-12. No noncomp 1 i anc o nut»d. 

SPENCER, O. E. Region 3, Chicago, Rpaitnr Can otrrrr h i nn fc 

Engineering Support Branch 79/0&/10. 3pp. 


— 791003073a IE Insp Rept# 5D-SQC/79-06 l< 30-509/79-05 un 79070^-15. 
No non comp 1 lance noted. Major ar gat inspected: steel 
structures 6 supports, safety re equipment storage, 
containment structural concrete «, nonconformance repts. 

KIRSCH, HUTSON, T. W. Region 3, Chicago, Office of the Director 
DODDS, R. T. Region 3, Chicago, Reactor Construction fc 

Engineering Support Branch. 79/OS/OB llpp 


7910020302 Forwards IE Info Notice 79-20, Rev 1 s 1 ar> 1, 41 NRC Enforcsmei 
Policy - NRC Licensed Individuals.” Notice reissued to 
carroct word omission 6 punctuation error which changed 
intent of statement . Chang od statement underlined In teat. 
ENQELKEN, R . H. Region 5, Son Francisco, Office of the Director. 
79/09/07. Ip. 


7910040025 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ing ofb o 1 1-Rand Pump Impellers. " No action required. 

ENQELKEN. R. H Region 5, San Francisco, Office of the Director, 
79/09/13. lp. 


7910110309 Forwards IE Info Notice 79-32, "Qualification of Control 
Sys. " No action required. 

ENQELKEN, R. H, Region 9, San Francisco, Office af the Director. 
79/09/1 7. Ip. 


7910120210 Forwards IE Circular 79-20. "Failure of QTE Sylvania Reis 
Type PM Bulletin 7303, Catalog 5LI12-II-AC w/120 Volt ac 
Coil. " No actlnn required. 

ENQELKEN, R. H. Region 5, San Francisco, Office of the Director, 
79/09/24. lp. 


7910110201 Forwards IE Info Notico 79-23, "Emergency Diesel Qenerato 
Lube Oil Coolers. ” No action required. 

ENQELKEN, R. H, Region 5. San Francisco, Office of the Director 
79/09/26. lp. 


79 10180072 Forwards IE Bulletin 79-24, "Froron Lines.” No action 
required. 

ENQELKEN, R. H. Region 5, San Francisco, Office of the Director 
79/09/27. Ip. 


7910170545 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Unite 3 U 4. " No action required. 

ENQELKEN, R. H, Region 5, San Francisco, Dffice of the Director. 
79/10/01. lp. 


7910190324 Forwards IE Info Notice 79-24, "Overpr essur l * at i on of 
■Containment of PWR Plant Aftor Main Steam Line Break." 

No action required 

ENQELKEN, R. H. Region 5, San Francisco, Office of the Birector 
79/10/01. Ip. 


7910310435 ForuioTds Revision 2 to IE Bulletin 79-13, "Crocking lit 
Feedwater Elys Piping. " Mo action rogulrad. 

ENQELKEN, fl R " Region 5, Bar, Francisco, Dffice of tho Director 
79/10/17. lp. 


DOCKET 50-510 BLUE HILLS STATION, WIT 1 


T. Hearing transcripts on non-ant i crust matters 


791003022P Proposed corrections to transcript nf 790BQB t< 09 hearing 
hold in Jasper, TX. Certificate of Svr oncl. 

WETTERHAHN. M. J. »u t P States Utilities Co. 79/08/22. 3pp. 


DOCKET 50-311 BLUE HILl-li STAVJllN. UNIT ? 


T. Hearing transcripts cn nun-antitrust mattfrs 


7910030220' Proposed corrections to transcript of 790508 & 09 hearing 
held in Jasper, TT. Certif icwta nf Dvc end. 

WETTERHAHN, l'» J Gulf fit* res Utilities Co. 79/03/22. 3pp 


DOCKET 50-513 I4PFSS. NUCLEAR PROJECT, UNIT 4 


A. App I ica titon > c on 6 hvuc 1 1 on stage documents ti correspondence 


7910330290 Advises cf roqu i i-emeru to submit mat! transfer rept tu NRl 
whenever transfer of 1 J w mure nf containod 0-23XU-235 or 
Pu in SNM, 1 000 g ny more of It or thorium In source matl 
hr 1,000 Ci or mere of tritium occur I,. 

SPARKS, F:, lochnicaJ Planning !, information Branch. 79/09/37. • 

If. 


79 1024 0732 Notification of 79101 1 matting a f util In Dethesda, MD to 
dr sc use pooj ogica 1 6 reinmolug l cal investigations on 
Hanford reservation. 

LYNCH, M. D, Light Water Rede tom Branch 4. 79/10/05. 2pp. 


I. Financial inf nrma tion * 


7910160509 Annual Financial Rept for year ending 790630. 

♦ Washington Public Power Supply Byalem. 79/06/30. 25pp. 
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DOCKETED ITEMS 


Q. Inspection reports. IE Bulletins 8, correspondence 


7910030375 Responds to IE Bulletin 79— li, “Faulty Overcurrant Trip 
Device in Circuit Breakers for Engineered Safety Sys, " 

Review indicates no Westinphouse DD-SO or DD-75 circuit 
breakers used in safety-related sys. 

RENBERGER, D, L. Washington Public Power Supply System, 79/08/06. 

2pp. 


7910030343 Forwards IE Insp Repts 50-460/79-00 & 30-313/79-09 on 
790717-20. Mu non-compliance noted. 

SPENCER. 0. 8. Region 3. San Francisco. Reactor Construction & 
Engineering Support Branch. 79/08/10. 2 j>p, 


— 7910030349 IE Insp Repts 50-460/79-08 (, 50-513/79-0B on 790717-20. No 
noncompl lance noted. Major areas inspected: preparations for 
placement of Unit 1 reactor vessel 

BI8H0P.T- W. Region 3. Chicago, Office of the Director. 

KLErNSOROE. W. P. Region 3. Ban Francisco. Office of the Director. 

DODDSi R. T. Region 5. Ban Francisco. Reactor Construction 8. 

Engineering Support Branch. 79/08/09. 7pp. 


7910020302 Forwards IE Info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued to 
correct word omission !< punctuation error which changed 
intent of s tetement. Changed statement undsrlinad in text. 

ENOELKEN. R. H. Region 3, San Francisco. Office of the Director. 
79/09/07. Ip. 


7910040023 Forwards IE Circular 79-19. "Loose Locking Devices on 
Ingsrsoll-Rand Pump Impellers." No action required. 

ENOELKEN. R. H, Region 3. San Francisco'. Office of the Director. 
79/09/13. Ip, 


7910310433 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sys Piping. 11 No action required. 

ENOELKEN. R, H. Region 3. San Francisco, Office of the Director. 
79/10/17. ip. 


8. Reportable occurrences, LERs 8, related correspondence 


7910240376 Forwards deficiency rept re emergency core cooling makeup 
pump speed increaser supports. 

RENBERGER. D. L. Washington Public Power Supply System. 79/ 10/ IB. 
Ip. 


—7910240300 Deficiency rept re inadequate thread engagement on hold down 
bolts for speed increaser. Caused by probable mfg error. DfcW 
will review manufacturer insp !< QA procedures, 
a Washington Public Power Supply Bystem, 79/10/18, 2pp, 


DOCKET 30-314 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 1 


A. Application/eenstructton stage documents t< correspondence 


7910030094 Provides response to Item 13 of IE Bulletin 79-06A. Lists 
design mods in progress as result of review of TMI incident. 
Analysis will be submitted by 79060B re proposed mod to 
safety injection initiation logic, 

OQDDWIN.C, Portland General Electric Co. 79/03/18. 3pp. 


7910030733 Requests consultation li assistance per 1970 amends to 
Endangered Species Act re const 8. operation of facility, 

BALLARD, R. L. Environmental Projects Branch 1. 79/09/14, 3pp. 


7910110309 Forwards IE Info Notice 79-22, "Qualification of Control 
Bys. " No action required. 

ENOELKEN. R. H. Region 5, San Francisco. Dfflce of the Director. 
79/09/17. Ip. 


7910040111 Ack receipt of 79OB20 1 tr informing NRC of steps taken to 
correct violtlon noted in IE Insp Repts 3 0-4 £.0/79 -07 8< 

30-313/79-07. 

SPENCER.O, 8. Region 3, Ban Francisco, Reactor Construction b 
Engineering Support Branch. 79/09/20. Ip. 


— 7910040117 Discusses response to NRC 790723 Itr re violation noted in 
IE Insp Repts 30-460/79-07 8. 30-313/79-07 on 790323-30 8< 

0626-29. Corrective action: contractor directed to change 
calibr control procedure. Ful 1 compliance by 790904. 

RENBERGER, D, L. Washington Public Power Supply System. 79/08/20 
3pp. 


■7910040122 Forwards IE Imp Repts 30-460/79-07 6 50-313/79-07 on 
790329-30 8< 0626-29 & notice of violation. 

SPENCER, 0.8. Region 3. Ban Francisco, Reactor Construction !i 
Engineering Support Branch. 79/07/25. 2pp. 


—7910040126 Notice of violation from insp on 790529-30 & 0626-29. 

* Ragion 5, Ban Francisco, Office of the Director. 79/07/24 

If. 


-7910040139 IE Insp Rept 30-460/79-07 8k 30-313/79-07 on 790529-30 S< 
0626-29. Noncomp 1 iance noted: failure to establish measures 
assuring properly calibr measuring L test equipment. 

DODDS, R. T, Region 3, 8an Francisco, Reactor Construction fc 
Engineering Support Branch. BISHOP, T.W., HERNANDEZ, 0. Region 3, 
Ban Francisco, Office of the Director. 79/07/24. Ilpp. 


Q. Adjudicatory correspondence 


7910030636 Discusses 790B02 meeting w/ in tervenor s Forelaws an Board 
In Portland, DR to discuss relation of TMI 790328 accident 
to faci Itty. Proposed contentions should be sent to ASLO. 
NUREG-0578 ti NUREG-06OO will be forwarded. 

BDROENICK, B, M. Branch 4. 79/08/09. 2pp. 


7910050764 Nptlfie* that RW Froelich Is NRC Environ Project Manager. 
RW Froelich prof qualifications end. 

BOFtBENICK, B. M. Branch 4.. 79/00/14. 2pp, 


7910090041 Notice of reconstitution of ASLB. JR Yore is unable to 
continue svc on Board 8c is succeeded by E8 Bowers. 

LAZO, R. M. Atomic Safety and Licensing Board Panel. 79/08/29. Ip. 


7910100336 Forwards NUREG-0600, "Investigation Into 790328 TMI Accident 
by IE." NUREG-G378, "TMI-2 Lessons Learned Task Force Status 
Rept 8, Short-Term Recommendation - Dfc of Nuclear Reactor 
Regulation," has been sent. W/o end, 

BORDENICK. B. M. Branch 4. 79/09/07. Ip. 


DOCKET 30-313 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 2 
A. Application/construction stage documents 8i correspondence 


7910030094 Provides response to Item 13 of IE Bulletin 79-06A. Liste 
design mods in progress as result of review of TMI Incident. 
Analysis will be submitted by 790600 re proposed mod to 
safety injection initiation logic. 

GOODWIN, C. Portland General Electric Co. 79/03/IB. 3pp. 


,910120210 Foruerds IE Circular 79-20, "Failure of GTE Sylvanla Relay, 
Type PM Bulletin 7303, Catalog 3U12-J1-AC w/120 Vokt ac 
Coil. " No action required. ’ 

R»(i°n 3, Ban Francisco, Office of the Director. 


7910110201 Forwards IE Info Notice 79-23, 
Lube 011 Coolers. ” No action required. 
ENOELKEN, R. H- Region 3, Sen Frandec, 
79/09/26, Ip. 


'Emergency Diesel Generator 
Office of the Director. 


7910030733 Requests consultation ti assistance per 1978 amends to 
Endangsred Species Act re const 8, operation of Facility. 

BALLARD, R, L. Environmental Projects Branch 1. 79/09/14. 3pp. 


7910310316 Responds to 790914 request for list of endangered k 
threatened species in area of proposed facility. No listed 
species in area. Forwards list of species which may bs 
Included in list in foreseeable future. 

NEVER, W. H. Interior, Dept, of, Fish 8< Wildlife Service. 79/10/12. 

,2pp. 


!9 10180072 Forwards IE Bulletin 79-24, "Fro.en Lines," No action 

r 1 T'i d , 

HeglonS, Ban Francisco. Office of the Director. 

/V/OV/K7, l|». 


'910190324 Forwards IE Info Notice 79-24, ’•Dverpressurixation of 
Containment of PWR Plant After Main Bteam Line Break. " 

No action required. 

79/10/Oi 1 9 ' . 8 *n Francisco, Office of the Direc tor. 


0. Adjudicatory correspondence 


7910050636 Discusses 790002 meeting w/intervenors Forelaws on Board 
In Portland, OR to discuss relation of TMI 790329 accident 
to facility. Proposed contentions Should be sent to ASLB. 
NUREO-0378 8, NUREG-0600 will be forwarded. 

BORDENICK, B. M. Branch 4. 79/00/09. 2pp. 


7910030764 Notifies that RW Froelich is NRC Environ Project Manager, 
RW Froelich prof qualifications end. 

BORDENICK, B. M. Branch 4. 79/00/14. 2pp. 



DOCKETED ITEMS 
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7910090041 Notice of rue ons t 1 tu t i on of ASLB. JR Yore is unable to 
continue svc on Board & it succeeded by ES Bowers. 

LAZO. ft. M, Atomic Safety and Licensing Board Panel. 79/03/29. Ip. 


7910100336 Forwards NUREG-0600, "Investigation Into 790320 THJ Accident 
by IE. “ NUREQ-0570. "TM1-2 Lessons Learned Task Force Btatus 

Hept fc Short-Term Recommendation - Ofc of Nuclear Reactor 
Regulation. 11 has been sent. W/o encl. 

BORDENICK, D. M. Branch 4. 79/09/07. Ip. 


DOCKET BTN-30-516 JAMESPORT NUCLEAR STATION, UNIT 1 
0. Adjudicatory correspondence 


7910090049 Second status rept per ABLAB 790607 or d er. NURE0-037S 
forwarded to ASLAB !< all parties. Revi eiu & evaluation 
necessary to respond to pending Suffolk County motion are 
incomp 1 e te. Cert i f icato of Sue encl. 

BORDENICK, B. M. Branch 4. 79/0B/O6. 3pp. 


7910170669 Requosts status re remanded proceeding on util application 
for certificate of environ capability 6, public need for 
faci lity. Status should include parties' positions L other 
related matters. 

BISHOP, C. J. Afcnmic Safety and Licensing Appeal Panel. 79/10/03. 

Ip. 


0. Inspection reports. IE Bulletins k correspondence 


7910020093 Forwards IE Info Notice 79-20. FI evi s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word emission & punctuation orror which changed 
Intent of s tatement. Chang ed statement underlined in test. 

GRIER, O.H, Region 1. Ph 1 1 a da 1 ph i a, Office of the Director. 
79/09/07. Ip. 


7910020524 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersul 1-Rand Pump Impellers." No action required. 

OR IER. B. H. Region 1, Philadelphia, Dffice of the Director. 
79/09/13. ip. 


7910230169 Btatus Rept 3, par ABLB 790607 order which granted indefinite 
extension for response to Suffolk County motion requesting 
filing of supplemental brief. Extension needed since review & 
evaluation not yet c omp 1 e ted. W/Cer t i f i c a te of Svc 
BORDENICK, B. M. Branch 4. 79/09/07. 3pp. 


791009O3S3 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7305 Catalog 5U12-11-AC ui/120 Volt ac 
.Ceil." No action required. 

OUTER, B.H. Region 1, Philadelphia, Office of the Director. 
79/09/24. lp. 


7910170669 Requests status re remanded proceeding on util application 
for certificate of environ capability 6 public need for 
faci lity. Status should Include parties' positions t< other 
related matters. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel, 79/10/03 
»P- 


Q. Inspection reports, IE Bulletins !< correspondence 


7910040103 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/09/26. 4pp. 


7910180134 Forwards IE Bulletin 79-24, "Fro»en Lines. " Action required. 
QR I ER, B, H. Region 1. Philadelphia, Office of tho Director. 

79/09/27. 1 p . 


7910020093 Forwards IE Info Notice 79-20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals. " Notice reissued tu 
correct word omission t, punctuation error which changed 
intent of statement. Changed statement underlined In text. 

GRIER, D.H. Region 1, Philadelphia, Office of tho Director. 
79/09/07. lp. 


7910020524 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers. " No action required. 

BRIER, D.H. Region i, Philadelphia, Dffice of the Dlrectqr. 
79/09/13. lp. 


7910160530 Forwards TE Info Notice 79-23, "Reactor Trip* at Turkey 
Point Units 3 S, 4." No action required. 

GRIER, B.H. Region 1, Philadelphia, Office of tho Director, 
79/10/01. lp. 


7910170606 Forwards IE info Notice 79-24, "Dverpre ssur t la tion of 
Containment of PUR Plant After Main Steam Line Break. “ No 
action required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/10/01. lp. 


7910090583 Forwards IE Circular 79-20, "Failure of OTE Sylvania Relay, 
Type PM Bulletin 7305 Catalog 3U12-1I-AC w/120 Volt ac 
Coil." No action requlrod, 

GRIER, D.H. Region 1, Philadelphia, Office of the Director, 
79/09/24. ip. 


79l0040i03 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Dil Coolers." No actio-n required, 

GRIER, B.H. Region 1., Philadelphia, Office of the Director. 
7.9/09/26. 4pp. 


79101B0134 Forwards IE Bui lot In 79-24, "Froxcn Lines, 11 Action required. 
GRIER, B.H. Region 1. Philadelphia. Office of tho Director. 
79/09/27. ip, 


7910160530 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 & 4. 11 No action required. 

GRIER, B.H, Region 1, Philadelphia, Office of the Director. 
79/10/01. lp. 


7910170606 Forwards IE Info Notice 79—24, "Overpressur i la t ion of 
Containment of PWR Plant After Main Steam Line Ureak. " No 
action required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/lO/Ot. lp. 


DOCKET STN-50-517 JAMESPORT NUCLEAR STATION, UNIT 2 


DOCKET STN-50-318 HART8VILLE NUCLEAR PLANT, UNIT 1 
A. Application/construction stage documents & correspondence 


7910010350 Notifies that HB Clayton will replace HJ McDeTmott as 
alternate on ASHE Subcommittee on Performance Testing. 
MINOGUE.R.G. Office of Standards Development, 79/09/03. lp. 


7910150127 Forwards Amend 2 to CPs 4, notice of issuance, 

BELLS, D, E. Environmental Projects Branch 2. 79/09/07, 2pp, 


— -7910 1 90136 Amend 
VA6SALLO, D. B. 


2 to CP CPPR-1SO. 
Division of Project 


Management. 


—7910150140 Amend 
VASBALLD, D. ft. 


2 to CP CPPR-1BI . 

Division of Project Management, 


—7910150143 Amend 
VABSALLO, P. D, 


2 to CP CPPR-192. 

Division of Project Management. 


■79101. SOI 46 Amend 
VASBALLD, D. H, 


2 to CP CPPR-133. 

Division of Project Management. 


—7910150182 Notice of issuance of Amend H to CPs. 
SELLS, D. E. Environmental Projects Branch 2, 


79/09/07. 

3pp. 

79/09/07. 

3pp. 

79/09/07. 

3pp. 

79/09/07. 

3pp. 

79/09/07. 

2pp. 


0. Adjudicatory correspondence 


7910090049 Bee on d status rapt per ASLAB 790607 order. NUHEG-O370 
forwarded to ASLAB & all parties. Review S, evaluation 
necessary to raspond to pending Buffolk County motion are 
incomplete. Certi ficate of Svc end. 

BORDENICK, B. M. Branch 4. 79/08/06, 3pp, 


7910220169 Status Rept 3, par ASLB 790607 order which granted indefinite 
extension for response to Suffolk County motion requesting 
filing of supplemental brief. Extension needed since review fc 
evaluation not yet completed. W/Certif icate of Svc. 

BORDENICK, B. M. Branch 4. 79/09/07. 3pp, 


7910020573 Notification of 790928 meeting w/utlls & GE In BethesdaiMD 
to discuss review schedule L approval of load combinations 
in licensing review of BUR plants. 

BWRNIA" A. Light Hater Reactors Branch 3. 79/09/10. 7pp. 


7910290234 Summary of 790928 meeting w/OE re schedule far reviewing «, 
approving load c a mb ins t torn in licensing of BWR plants. 

BOURNIA, A. Light Hater Reactors Branch 3. 79/10/11,’ 20pp. 
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DOCKETED ITEMS 


0. Adjudicatory ccrres pond once 


7910090134 Forward* 790B01 stipulation re sedimentation deposit limit 
agreed to by NRC. util & intervenor. Stipulation is signed by 
NSC for all par tie*. Stipulation signed by all parties mill 
be forwarded. 

DAVIS, L. D. Branch 4 79/0S/01. Ip. 


-•-7910090140 Sitpulation tD protect pink muckett pearly mussel (luring 
const of discharge diffuser, per ALAB-554, signed by NRC for 
all part lea. Certificate of Svc end. 

DAVIS, L. D. Branch 4. 79/OB/Ol 6pp. 


7910090104 Orders that CPs be amended to reflect revision re effects 
of diffuser const activities on mussels. Dredging activities 
will not result in depositing on mussel bed of sediment of 
more than 1/4 inch. Revision end. 

PULLEY, D. V. Atomic Safety and Licensing Appeal Panel. 79/00/14. 
fipp. 


7910010233 Notifies that no need exists for review of ASLAB decision 
ALA8-5S4 re GEGY-A-79-64. Ltrs r« depositions end. 

CHILK,S. J. Office of the Secretarg of the Commission. 79/OB/17. 

ip 


79100404B7 Informs that four Commissioners agreed that no need exists 
for review of ALAH— 554. Commission decision reported in 
SECY-A-79-64. Ofc of General Counsel informed of action by 
790817 telcon. 

CHILK, S. J. Office of the Secretary of the Commission. 79/00/17. 

ip 


7910030760 Forwards 790003 stipulation re sedimentation deposit limit, 
agreed to by NRC, util b intervenor. 

DAVIS, L. D. Branch 4. 79/09/06. Ip. 


—7910050769 Stipulation by NRC, util h intervenor for protection of const 
of diseharga diffuser, per ALAB-554. 

DAVIS, L. B. Branch 4. GUTTERMAN, A. H. Tennessee Valley 
Authority. ELLIS, L. J. Ellis, L. J. 79/09/06. 4pp. 


I. Financial information 


7909100459 Forwards financial statements for FY197B, power quarterly 
rept, one-year internal cash flow projection S, narrative 
statement re curtailment of capital expenditure? as required 
by 10CFR140 

MILLS, L.M Tennessee Valley Authority. 79/00/31. Ip. 


0. Inspection reports. IE Bulletins Sc correspondence 


7910150631 .Diicusses 790710 meeting u/util in Knoxville, TN re 
activities authorised for all TVA facilities under const. 

MURPHY, C, E. Region 2, Atlanta, Reactor Construction *< Engineering 

Support Branch. 79/00/02. 2pp. 


—7910150640 Summary of IE mgi meeting u/util re all TVA facilities under 
const. Major areas discussed; insp 6 enforcement, changes in 
insp policy. OA/QC organisation effectiveness 

OOllGE 1 11. J. Region 2, Atlanta, Office of the Director. 79/00/01. 

3pp. 


7910250214 Forwards IE Insp Hfepts 50-510/79-15, 50-519/79-1!), 

50-320/79-15 h 50-321/79-15 on 790723-27. No none omp 1 iance 
noted. 

MURPHY, C. E. Region 2. Atlanta. Reactor Construction *< Engineering 

Support Branch 79/09/04. 2pp. 

—79 10250219 IE Insp Repts 5O-310//9-15. 50-51?/79-i6, 90-520/79- 1 5 S, 
50-521/79-15 nn 790723-27. No noncomp 1 lane e noted. Mo ior areas 
inspected': project status, measures for curtailing Plant It 
cunst, Category 1 concrete & open items. 

CANTRELL, r B. Region 2. Atlanta, Reactor Construction 6 

Enginsdring Support Branch. SWANN. If. B. Region 2. Atlanta. 

Office of the Director 79/09/04. sp,,. 


791 00 100 10 Forward* IE Circular 79-J0. "Proper Installation of Target 
Rock Safety-Relief Valye*. '' No action required. 

G REILLY, U. p Region 2, Atlanta, Office of the Director, 

79/09/10. 3pp. 


7910020514 Forwards response to 16 Bulletin 79-13, "Deep Draft p ufl , n 
Deficiencies." r 

MILLS. L.M. Tennessee Valley Authority 79/09/10. 7pp, 


7910240042 Forward? 16 Insp Repts 50-510/79-18. 50-519/79-10, 

50-520/79-1B t 30-521/79-10 on 790020-22. No none omp 1 ianc e 
noted. 

MURPHY, C. E, Region 2, Atlanta, Reactor Construction b Eng 1 1 > o-or i nQ 

Support Branch. 79/09/11. 2pp. 


—7910240052 IE Insp Repts 50-310/79-18,30-519/79-10,30-520/79-10 *< 
50-521/79-10 on 790020-22, No none omp 1 i anc o noted. Major areas 
inspected: fire protect ion /prevent inn. 

MILLER. W. H. . CONLON, T.E. Region 2, Atlanta, Reactor 

Construction !< Engineering Support Branch. 79/09/11. 6pp. 


7910240005 Forwards IE Insp Rept3 50-518/79-17,30-519/79-17. 

50-520/79-17 & 50-321/79-17 on 790014-17. No none omp lianc B 
noted. 

MURPHY. C. E. Region 2. Atlanta, Reactor Construction & Engineering 

Support Branch. 79/09/11. 2pp. 


—7910240096 IE Insp Repts 30-510/79-17,50-919/79-17,50-320/79-17 b 
50-521/79-17 on 790014-17, No none omp 1 1 anc o noted, Major areas 
inspected: steel structures & supports, welding activities 8, 
response to previous insp findings. 

BLAKE, J. J. , HERDT, A. R. Region 2, Atlanta, Reactor Cano brut 1 1 on 

U Engineering Support Branch, 79/09/11. 4pp. 


7910020593 Forwards IE Circular 79-19, "Loose Locking Devices on 
lngersoil-Rand Pump Impellers." No action required. 

O 'REILLY, J. P. Region 2, Atlanta, Dffico of the Director. 
79/09/13. Ip. 


7910110270 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys ” No action required 

O'REILLY. J. P. Region 2, Atlanta, Offico of the Director. 
79/09/14. ip. 


7910260142 Forwards IE Insp Repts 50-518/79-19,50-319/79-19, 

50-520/79-19 U 50-521/79-19 on 790020-24. No none omp 1 1 anc c 
noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction 6 Eng inner lug 

Support Branch. 79/09/18. 2pp. 


— 7910260161 IE Insp Repts 50-910/79-19,90-919/79-19,50-320/79-19 !< 
50-521/79-19 on 790020-24. No noncomp 1 1 anc e noted. Major areas 
inspec ted: fire protection & project status re conference nn 
resident inspector facilities. 

SWAN, W. B. Region 2, Atlanta, Office of the Direct ur. 

CANTRELL, F. 8. Region 2, Atlanta, Reactor Construction h 

Engineering Support Branch, 79/09/10, 0pp. 


7910040105 Forwards IF. Info Notice 79-23, "Emergency Diesel Goner a tor 
Lube Oil Coolers. " No action required. 

0 'REILLY. J. P. Region 2. Atlanta, Office r>f the Director. 

79/09/26. 2pp. 


7910190200 Forwards IE Bulletin 79-24. "Kroieii Lines." Nn action 
required. 

D'REiLLY, J. P. Region 2. Atlanta, Office of the Director 
79/09/27. 2pp. 


7910170226 Forwards IE Info Notice 79-25, "Reactor 'rips at Turkey 
Point Units 3 & 4. " Nr, action required. 

0 'REILLY, J. P Region 2, Atlonta, Offico of the Director. 
79/10/01, 2pp. 


791O170755 Forwards IE Info Notiro 79-24, "tlvei prunsur i la t ion nf 
Containment of PMR Plant After Main Steam Line Break. " No 
action required. 

□ 'REILLY. J. P Region 2, Atlanta, Office of the Director. 
79/10/01. 3pp.' 


5. Hepertablo occurrences. LEIis U related correspondence 


7910010305 Forwards final doficionru rape on breakdown in QC prncram jrV 
Industrial Engineering Work* ro reactor pressure vessel 
shield ua) 1. Ini tin 1 b tnt9rlm ropts submitted on 790417 1, 

0517. respectively. 

GIL.lILAND, *1, E. Tennessee Valley Authority. 79/06/29. Ip. 


7910010310 Final deficiency rept on breakdown in <JC program at 
Industrial Engineering Works re reactor pressure vessel 
shioJd wall. Faulty butter welds wiil be repaired at const 
sits. 

* Tonnessoe Valley Authority. 79/06/29. 3pp. 


7910100120 Forwards interim rept on unacceptable bending of welded 
*tud anchor* op «mb ftd d platps. Caused by const Forces not 
following design drawings. Testing prugram being initiated 
to determine effects of bunding 

MILLS, L.M. Tennessee Valley Authority. 79/lO/OJ. 2pp. 



DOCKETED ITEMS 


31 : 


7910100133 Forward a Interim rapt on faulty welding by Lakeside Bridge Si 
Steel on drywell vent structure Sc reactor pressure vessel 
p odes ta 1 . Caus od by unacceptable work Sc capper containment 
Defective buttering Sc pedestal cracking will be repaired. 

MILLSiL. M. Tennessee Volley Authority. 79/10/01. 3pp. 


7910190431 Forwards final deficiency ropt re faulty welding by Lakeside 
Bridge Sc Steel on drywell vent structure Sc reactor pressure 
vessel pedestal. 

MILL3cL.l1. Tennessee Valley Authority. 79/10/01. ip. 


79 10030768 Forwards 790B03 stipulation re 
agreed to by NRC. util «< lntervanor. 
DAVIS, L. D. Branch 4. 79/09/06. Ip. 


sedimentation deposit limit, 






of discharge diffuser, per ALAB-SS4. 

DAVIS, L. D. Branch 4. QUTTEHMAN, A. H. Tennessee Valley 
Authority. ELLIS* L. J. Ellis, L. J. 79/09/06 4pp 




I, Financial information 


■791019043a Final deficiency rept re faulty welding by Lakeside Bridge 
Sc Steel on drywell structure Sc reactor pressure vessel 
p ed es ta 1 . Caused by unacceptable work as result of 
insufficient nondestructive exam. 

* Tennessea Valley Authority. 79/10/01. 4pp. 


7910190493 Forwards interim deficiency rept. 

MILLS, L. M. Tennessee Volley Authority. 79/10/01. Ip. 


7909100439 Forwards financial statements for FY197Q, power quarterly 
rep t, one-year internal cash flow projection & narrative 
statement re curtailment of capital expenditures as required 
by 10CFH14O. 

MILLScL.M. Tennessee Valley Authority. 79/08/31. ip. 


!!l~^ !lp0Ctl0n T ' port5 ' IE Bulletins & correspondence 


—7910190501 Interim deficiency ropt re unaccepthle bending of welded 
anchor studs on embedded p iates. Another rept will be 
forwarded by 800601. 

* Tennessee Valley Authority. 79/10/01. ip. 


7910130631 Discusses 790710 meeting w/utll in Knoxville, TN 
aotJ,l),,1 * 8c < for ell TVA facilities under const. 
MURPHY, C.E. Region 2 , Atlanta, Reactor Construction S 

Support Branch. 79/08/02. 2pp. 


re 

Engineering 


7910180443 Forwards final deficiency rept re invalid heat treatment of 
reactor pressure vessel pedestal studs. 

MILLS, L.M, Tennessee Valley Authority. 79 / 10 / 11 . ip. 


--7910IB0433 Final deficiency ropt ro Invalid heat treatment of reactor 
pressure vessel pedestal studs. Studs fabricated by Acimot 
Mfg Co in lots exceeding ASME requirements. Caused by error 
on purchase order in specs for heat treated matl. 

* Tennessee Valley Authority, 79/10/11. 2pp. 


DOCKET 9TN-50-319 HARTSVILLE NUCLEAR PLANT, UNIT H 
A. Application/construction stage documents k correspondence 


7910010550 Notifies that HD Clayton will replace RJ McDermott as 
alternate on ASME Subcommittee on Performance Testing. 

MIN08UE, R. B. Dfflce of Standards Development. 79/09/03. Ip. 


7910130648 Summary of IE mg t moating w/utll ro a 11 TVA facilities under 
const. Major areas discussed : Insp & en Parcement. change s in 
insp policy. OA/QC organliation effectiveness. 

GDUQEiM. J. Region 2, Atlanta, Office of the Director. 79/06/01 

□ pp. 


/TiurfaudH rorwaroi 


; _ - rtapus pv-aitJ/zy-ISj 30-9 19/79- 15, 

30-320/79-15 & 30-321/79-13 on 790723-27. No noncomp 1 lance 


noted, 

MURPHY, C. E. 
Support Branch 


Region 2, Atlanta, Reactor Construction 8, Engineerinn 
79/09/04. 2pp. " 


IE R «P*s 30-3 lfl/79— 1 3, 30-319/79-13. 50-520/79-13 t, 

30-521/79-13 on 790723-27. No noncompliance noted. Mayor aroas 
inspected: project s t afcu s , men sur os for curtailing Plant D 
const, Category I concrete & open items. 

CANTRELL, F, 9. Region 2, Atlanta, Reactor Construction t, 

Engineering Support Branch. 8WANW, W. B. Region 2, Atlanta, 
Office of the Director. 79/09/04. Spp. 


7910130127 Forwards Amend 2 to CPs ?< notice of isouance. 

BELL0, D. E. Environmental Projects Branch 2. 79/09/07. 2pp. 

— 7910150140 Amend 2 to CP CPPR-131. 

VAS8ALL0, D. B. Division of Project Management. 79/09/07, 3 pp. 

—7910130152 Notice of Issuance of Amend 2 to CPs, 

BELLS, D. E, Environmental Projects Branch 2. 79/09/07, Hpp. 


7910010010 Forwards 
Ruck Safety-Relief 
□ 'REILLY, J, P, fl 
79/09/10. 3pp. 


IE Circular 79-lG, "Proper Installation of Target 
Valves." No action required, 
egion 2. Atlanta, Office of the Director. 


7910020314 Forwards response to IE Bulletin 79-13. "Deep Draft Pump 
Der 1 c i enc l e s. " r 

MILLS, L.M. Tennessee Valley Authority. 79/09/10. 7pp. 


7910020373 Notification of 790928 meeting w/utils & GE in Bethosda.MD 
to discuss review schedule *< approval of load combinations 
in licensing review of BWR plants. 

BOURNIA, A. Light Water Reactors Branch 3. 79/09/18. 7pp. 


7910240042 Forwards 
30-320/79- 18 t, SO- 
noted. 


IE Insp Repts 50-510/79-18,50-317/79-18, 
521/79—18 on 790820—22, No none omp 1 ian c e 


MURPHY, C. E. Region 2, At lanta, 

Support Branch, 79/09/11, 2pp. 


Reactor Construction S, Engineering 


7910290234 Summary of 790928 meeting w/OE re schedule for reviewing & 
approving load combinations in licensing of BWR plants. 

HDURNIA.A, Light Water Reactors Branch 3. 79/10/11. 20pp. 


0. Adjudicatory correspondence 


7910240032 IE Insp Repts 30-310/79-10,30-319/79-18,30-320/79-10 
30-321/79— IB on 790820-22, No none omp 1 i ance noted. Major areas 
inspected: fire protection/prevention. 

MILLER, W. H. , CDNLDN, r. E. Region 2, Atlanta, Reactor 

Construction & Engineering Support Branch. 79/09/11, 6pp. 


7910090134 Forwards 790801 stipulation ro sod imentatlon deposit limit 
agreed to by NRC, util S, intervener. Stipulation la signed by 
NRC for oil parties, Stipulation signed by all parties will 
be forwarded. 

DAVIS, L. D. Branch 4. 79/08/01. Ip. 


/■ng^quuus Forwards IE Imp Repts 30-318/79-17,30-519/79-17, 
30-320/79-17 S, 30-321/79-17 or 790814-17. No no nc omp 1 1 ane n 


noted. 

MURPHY, C. E. 
Bupport Branch. 


Region 2, Atlanta, 
79/09/11. 2pp. 


Reactor Construction t. Engineering 


— 7910090140 Sltpulati on to protect pint muckett pearly mussel during 
const of discharge diffuser, per ALAB-334, signed by NRC for 
all parties. Certificate of Bvc end. 

DAVIB, L. D. Branch 4. 79/00/01. 6pp. 


7910090184 Orders that CPs be amended to reflect revision re effects 
of diffuser const activities on mussels. Dredg Ing activities 
will not result in depositing on mussel bed of sediment of 
more than 1/4 inch. Revi slon end. 

PULLEY, D. V, Atomic Safety and Licensing Appeal Panel. 79 / 00 / 14 . 

6pp. 


IE In * p ' fi "P t * 30-318/79-17, 50-519/79-1/, 50-S20/79-17 t, 
30-321/79-17 on 790814-17. No noncomp 1 la nc e noted. Major areas 
Inspected; s tee 1 structures 8, suppor ts, w« Idling activities h 
response te previous Insp finding*. 

BLAKE,J. J. j HERDT.A, R. Region 2, Atlanta. Reactor Construction 

*, Engineering Bupport Dranch. 79/09/11. 4 pp. 


7910020393 Forwards IE Circular 79-19, "Loose Locking DbvLcbs 
I ngeraoll-Rjnd Pump Impel lev*. *' No action required. 

□ 'REILLY, V. P. Region 2, Atlanta, Office of the Director. 

79/09/13. Ip. 


dn 


7910040487 Informs that four Commissioners agreed that no need exists 
for review of ALAB-S54. Commissi on decision reported In 
6ECY-A-79-64. Of e of General Counsel informed of action by 
790817 telcon. 

CHILK, 8. J. Dfflce of the Secretary of the Commission. 79/00/17. 


"Qualification of Control 


7910110270 Forward* IE Info Notice 79-22, 

By*. " No action required. 

2, Atlanta, Office of trie Director. 

79/09/14. Ip. 
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DOCKETED ITEMS 


<? «2 a «S^!L F ?I' 1 '? rd ' i IE Jnsp l, ' ptl 50-510/79-19. 50-519/79-19, 
30-920/79-19 ft 50-521/79-19 on 790630-24. No n o nc omp 1 lane a 
notod. 


MURPHY. C. E. 
Support Drench, 


Roglon 2, Atlanta. Reactor Construction ft Engineering 

79/09/18, 2pp. 


--7910150143 Amend 2 to CP CPPR-152. 

VASSALLO, D. B. Division of Project Management. 79/09/07. 3pp. 


— 79101501S2 Notice of Issuance of Amend 3 to CPs. 

SELLS. D, E. Environmental Projects Branch 2. 79/09/07. 2pp. 


■7910260161 IE Insp Rept* 50-510/79- 19. 50-519/79-19, 90-520/79-19 ft 
90 521/79-19 on 790020-24. No non c omp 1 i ance noted. Major areas 
Inspected: fire protection ft project statue re conference on 
resident inspector facilities. 

BWAN.W, 1), Rop Ion 2. Atlanta. Office of the Director. 
CANTRELL. F. 3. Region-2. Atlanta. Reactor Construction {< 

Engineering Support Branch. 79/09/IB. Bpp. 


910040183 Forward* IE Info Notice 79-23. "Emergency Diesel Generator 
Lube Oil Coolers . M No action required. 

O'REILLY. J. P. Region 3, Atlanta. Office of the Director. 

79/09/26, 3pp. 


7910020973 Notification of 790938 meeting u/utils 6 GE in Bethesda.MD 
tn discuss review schedule & approval of load combinations 
in licensing review of BUR plants 

DQURNIA, A. Light Water Reactors Branch 3. 79/09/iB. 7pp. 


7910290334 Summary of 79092B meeting w/QE re schedule for reviewing ft 
approving load c omb i nations in licensing of BWH plants. 

DQURNIA. A. Light Water Reactors Branch 3. 79/10/11. 20pp. 


0. Adjudicatory correspondence 


910190230 Forwards IE Dullatin 79-24. "Frnjen Lines. " No action 
required, 

0 'RE I LLY. 0. P, Ftegton 2. Atlanta. Office of the Director. 

79/09/27. 2pp. 


910170226 Forwarde IE Info Notice 79-25. "Reactor Trips at Turkey 
Point Units 3 1. 4. “ No action required. 

0 'RE ILLV. d. P. Region 2. Atlanta. Office of the Director. 

79/10/01. 2pp. 


910170735 Forwarde IE Info Notice 79-24. "Overpressur i ia t ion of 
Containment of PUR Plant After Main 9toam Line Break. " No 
action required. 

(3 'RE ILLY. V, P, Region 2. Atlanta. Office of the Director. 
79/10/01, 3pp. 


Reportable occurrence*. LERs ft related correspondence 


910100120 Forward* Interim rept on unacceptable bending of welded 
stud anchors on embedded p la tes. Caused by const forces not 
following design drawl ngs. Toa 1 1 ng program being initiated 
to determine effect* of bending. 

MILLS, L. M. Tennossee Valley Authority. 79/10/01. 2pp, 


910100133 Forwards interim ropt on faulty welding by Lakeside Bridge ft 
Qtoel on drywnll vent structure ft reactor pressure vessel 
pedestal. Caused by unacceptable work ft copper containment. 

Defective buttering It pedestal cracking will bo repaired, 

HILL8. L. M. Tennessee Volley Authority 79/10/01. 9pp. 


910190431 Forwards final deficiency rept re faulty welding by Lakanido 
Bridge ft {Haul on drywoll vent structure) Si reactor pressure 
vessel pedestal. 

MILLS, L, M. Tennessee Valley Authority, 79/10/01, ip. 


-7910190430 Final deficiency ropt re faulty welding by Lakeside Bridge 
ft Steel on rfryieell structure 6 reactor pressure vessel 
pedestal. Caused by unacceptable work as result of 
insufficient nondestructive eu«. 

» Tennessee Valley Authority. 79/10/01, 4pp, 


10190493 Forward* interim deficiency rept. 

M11.L9.L.M- Tennessee Valley Authority. 79/10/01. Ip. 


7910090134 Forwards 790B01 stipulation re sedimentation deposit limit 
agreed to by NRC . util 6 intervenor. Stipulation is signed by 
NRC for all parties, St ipulati on signed by all parties will 
be forwarded. 

DAVIS. L. D. Branch 4. 79/00/01. ip. 


— 7910090140 Bltpulation to protect pink muekett pearly mussel during 
const of discharge diffuser. per ALAB-554. signed by NRC for 
all parties. Certi flcato of Svc end. 

DAVIS, L. D. Branch 4. 79/OB/01. 6pp, 


7910090194 Orders that CPs be amended to reflect revision re effects 
of diffuser const activities on mus sel s. Dredg ing activities 
will not result in depositing on mussel bed of sediment of 
more than 1/4 inch. Revi sian end. 

PULLEY. D. V. Atomic Safety and Licensing Appeal Panel. 79/OB/14. 

6pp. 


7910040407 Informs that four Commissioners agreed that no need exists 
for review of ALAB-554. Comm i s s i on decision reported In 
SECY-A-79-64. Ofc of General Counsel informed of action by 
790917 te 1 con. 

CHILK. S, J, Office of the Secretary of the Comm! ss i on. 79/00/17. 
if 


7910030769 Forwards 790903 stipulation re sedimentation deposit limit, 
agreed to by NRC, util ft Intervenor. 

DAVIS, L. 1). Branch 4. 79/09/06. 1 p . 


— 7910050769 Stipulation by NRC. util 6 intervenor for protection of const 
of discharge diffuser, per A LAB- 3 54. 

DAVIS. L. 0. Branch 4. UUTTERKAN, A. H. Tennessee Valley 
Authority. ELLIS. L J. Ellis, L. J. 79/09/06, 4pp. 


I. Financial informatinn 


7909100459 Forwards financial statements for FY1978, power quarterly 
ropt, one-year lntornal cash flow projection ft narrative 
* tat ament re curtailment of capital expenditures as required 
by 1QCFR140, 

MILLS, L. M Tennessee Valley Authority. 79/08/31. Ip. 


Q. Inspection report*. IE Bulletins ft correspondence 


■7910190301 Interim deficiency rept re unacceptbl* bending of welded 
anchor studs on embedded p lutes. Another rept will be 
forwarded by B00601. 

tt Tennessee Valley Authority. 79/10/01. Ip. 


7910130631 Discusses 790710 meeting w/util In Knoxville, TN re 
activities authorized for all TVA facilities under const. 

MURPHY. C. E. Region 2. Atlanta, Reactor Construction 6 Engineering 

3uppor t Branch 79 /0B/02, 2pp , 


71Q1Q0443 Forward* final deficiency ropt re invalid heat troatmont of 
roactor pressure vessel pedestal studs. 

MILLS, L, 11, Tennoesoo Valley Authority. 79/10/11, Ip. 


-7910100403 Final deficiency rapt re invalid heat treatment of reactor 
pressure vessel pedestal studs.fltuds fabricated by Acimot 
Mfg Co In lot* a ac ending ASME rsqutrcments. Caused by error 
Oil purchase order 111 specs for heat treated mat!. 

» Tennessee Valley Authority. 79/10/11. 2pp. 


DCKGT BTN-00-B20 HARTGVILLE NUCLEAR PLANT, UNIT 3 

App l i ca 1 1 on/ c -on-s true 1 1 all stago documents ft correspondent o 


910010S30 Notifies that MB Clayton will replace RU McDermott as 
alternate on ABME 8ubt emmi ttee on Performance Testing. 

MlNOGUEr It. B, Office of Standards Development. 79/09/05. Ip, 


--7910! 5064B Summary of IE mgt mooting w/util re all TVA facilities under 
const. Major areas' discussed; insp 8. onf or cement, chonges in 
insp pal Icy , GA/GC organ! lat ion effectiveness. 

GOUGE, M . J. Region 2, Atlanta, Office of the Director. 79/09/01. 
3pp, 


7910350214 Forwards IE Insp Repts 50-910/79-15.50-319/79-15, 
50-520/79-13 ft 30-521/79-13 on 790723-27. No noncomp 1 i anc o 
notod. 

MURPHY. C, E, Region 2, Atlanta, Reactor Construction ft Engineering 

Bupport Branch. 79/09/04. 2pp. 


7910350219 IE Insp Repts 50-518/79-13,50-519/79-15,50-520/79-15 ft 
50-321/79-15 on 790723-27. No noncomp 1 lance noted. Major areas 
inspected: project statu*, measures for curtailing Plant B 
const, Category I concrete ft open Items. 

CANTRELL, F, 8. Region 2, Atlanta. Reactor Construction ft 

Engineering Support Branch. 9WANN, W. 0. Region 2. Atlanta. 
Office of the Director. 79/09/04. 3pp. 


710130127 Forwards Amend 3 to 
SELLS, D E. Environmental 


CPs ft notice of issuance. 
Projects Branch 2, 79/09/07, 


2pp. 


DOCKETED ITEMS 


7910010010 Forwards IE Circular 79-18, "Proper Installation of Target 
Rock Safety-Rel ief Valves." No action required. 

0 0FI LLY, J, P. Region 2, Atlanta, Office of the Director 
79/09/10. 3pp. 


79100205 1 A Forwards response to IE Bulletin 79-15, "Deep Draft Pumo 
Deficiencies, " r 

MILLS, L. M. Tennessee Valley Authority. 79/09/10. 7pp. 


7910240Q42 Forwardo IE Insp Repts 50-518/79-18,50-519/79-18, 
50-320/79-18 & 50-321/79-18 on 790820-22. No none omp 1 1 anc a 
noted. 

MURPHY. C. E. Region 2, Atlanta, Reactor Construction & 

Support Branch. 79/09/11. 2pp. 


Engineering 


•7910240052 IE Insp Repts 50-5 1 B/79-1 0, 50-5 1 9/79-10, 50-520/79- 18 U 
50-521/79-lB on 790820-22. No none Bmp 1 ianc e noted. Major areas 
Inspected; fire pr e t e c t ion /p r oven t i on. 

MILLER, W. H. , CONLON, T. E. Region 2, Atlanta, Reactor 

Construction !< Engineering Support Branch. 79/09/11. 6pp. 


7910100133 Forwards interim rept on faulty welding by Lakeside 
Steel on dr y wa II vent structure 8, reactor pressure vessel 
pedestal. Caused by unacceptable work *. copper containment 
£?, f, ,°£ tiV8 t,uttori "S *• pedestal cracking will be repaired. 
HILLS, L. M. Tennessee Valley Authority. 79/10/01. 5pp. 


Dr i d go 


7910190431 Forwards final deficiency rept re faulty welding by 
Bridge 8, Steel on drywell vent structure 8, reactoT pressure 
vessel pedestal. 

MILLS, L.M. Tennessee valley Authority. 79/10/01. Ip. 


Lakes it 


•7910190438 Final deficiency rept re faulty welding by Lakeside Oridg 
« Steel on drywell structure 8, reactor pressure vesse i 
padestal. Caus ed by unacceptable work as result of 
insufficient nondestructive exam. 

* Tennessee Valley Authority. 77/10/01. 4pp. 


7910190493 Forwards interim deficiency rept. 

MILLS, L.M. Tennessee Valley Authority, 79/10/01. Ip, 


7910240085 Forwards IE Insp Repts 50-510/79-17, 50-519/79-17, 
50-520/79-17 8, 30—52 1 /79- 17 on 790014 — 17. No noncompllancp 
noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction 8, Engineering 

Support Branch. 79/09/11. 2pp. 


■7910240096 IE Insp Repte 30-518/79-17,50-519/79-17,50-320/79-17 5, 
30-521/79-17 on 790814-17. No noncompliance noted, Major areas 
inspected r Steel structures !< support s, we 1 ding activities 8, 
response to previous Insp findings. 

BLAKE, J. J. , HERDTiA.fl. Region 2, Atlanta, Reactor Construction 

8< Engineering Support Branch. 79/09/11. 4pp, 


7910020593 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ing or s o 1 1— Rand Pump Impellers. " No action required. 

Q REILLY, J.P. Region 2, Atlanta, Office of the Director 
79/09/13. Ip. 


7910110270 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys. " No action required. 

0 "RE ILL Y, J. P. Region 2, Atlanta, Office of the Director. 

79/09/14, ip. 


7910260142 Forwards IE Insp Repts 30-518/79-19,30-519/79-19, 
50-920/79-19 !< 50-521/79-19 on 790020-24. No noncompliance 
noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction 6 Engineering 

Support Branch, 79/09/18. 2pp. 


•7910260161 IE Insp Repts 30-510/79-19,30-519/79-19,30-520/79-17 t 
50-521/79-19 on 790020-24. No none omp 1 i anc e noted. Major areas 
i nspectod : f Ire protection 8, project status ro conference on 
resident inspector facilities. 

BHAN, W. D. Region 2, Atlanta, Office of the Director. 

CANTRELL, F. 8 Region 2, Atlanta, Reactor Construction 8i 

Engineering Support Branch. 79/09/10. Bpp. 


79100401B5 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers," No action required 

0 'REILLY, J. P. Region 2, Atlanta, Offico of the Director. 

79/09/26. 2pp. 


7910190280 Forwards IE Bulletin 79-24, "Froien Linos." No action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170226 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 L 4. " No action required. 

O 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 

79/10/01. 2pp. 


■7910190301 Interim deficiency rapt re unacceptblo bending of welded 
anchor studs on embedded p ta tes. Another rept will be 
f orward ed 6 y 000601. 

-» Tennessee Valley Authority. 79/10/01. ip. 


/ 9101 BO 443 Forwards final deficiency rept re invalid heat treatment of 
reactor pressure vessel pedestal studs. 

MILLS, L.M. Tennessee Valley Authority. 79/10/11. Ip. 


-7910100453 Final deficiency rapt re invalid boat treatment of reaefco' 
pressure vessel pedestal studs. Studs fabricated by Acimet 
Hfg Co in lots exceeding ASME requiTemon ts. Caused by error 
on purchase order in specs for heat treated mat!. 

* Tennessee Valley Authority. 79/10/11. 2pp. 


DOCKET 8TN- 50-521 HARTSV1LLE NUCLEAR PLANT, UNIT 4 
A. Application /construction stage doc umen ts 8, correspondence 


7910010550 Notifies that HB Clayton will replace HJ McDermott as 
alternate on ASME Subcommittee on Performance Testing. 
MINOOUEiR. B. Office uf Standards Development. 79/09/03. Ip, 


7910130127 Forwards Amond 2 to const permit Si notice of issuance. 
SELLS. 0. E. Environmental Projects Dranch 2. 79/09/07. 2pp. 

—7910150146 Amend 2 to CP CPPF1-153, 

VASSALLO, D. B. Division of Project Management. 79/09/07 . 3pp. 

7910150152 Notice pf issuance of Amend 2 to CPs. 

SELLS, D. E. Environmental Projects Branch 2. 79/09/07. 2pp, 


7910020573 Notification of 790920 meeting w/utils St CE In Bethesda.NB 
to discus# review schedule t, approval of load combinations 
In licensing rovlow of OWR plants. 

BOURMIA, A. Light Mater Reactor# Branch 3. 79/09/10. 7pp. 


7910290234 Qummary of 790928 meeting w/OE re schedule for reviewing Si 
approving load combinations In licensing of OWR plants. 

HOURMIAiA. Light Watar Reactors Dranch 3. 79/IO/U. 20pp. 


G. Adjudicatory corr ospondonce 


7910090134 Forwards 790801 stipulation re sedimentation deposit limit 
agreed to by NRC, util Si 1 ntnrvonor. S 1 1 p ul a 1 1 on Is signed by 
NRC for all parties. Stipulation signed by all parties will 
be forwarded, 

DAVIGi L. D. Branch 4. 79/00/01, lp. 


7910170755 Forwards IE Info Notice 79-24, "Overpressur i la tlon of 
Containment of PUR Plant After Main Steam Line Break." No 
action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director 
79/10/01. 3pp. 


-7910090140 stipulation to protect pink muckett pearly mussel dUTing 
const of discharge diffuser, per ALAB-534. signed by NRC for 
all partiee. Certificate of Bvc end. 

DAVIS, L. D. Branch 4. 79/00/01. 6pp 


8. Reportable occurrences, LERs 8, related correspondence 


7910100120 Forwards interim rept on unacceptable bonding of welded 
stud anchors on embedded p la tes. Caus ed by const forces not 
following design drawings. Testing program being Initiated 
to determine effects of bending. 

MILLS, L.M. Tennessee Valley Authority. 79/10/01. 2pp. 


7910090184 Order# that CPs be amended to reflect revision re effects 
of diffuser const activities on musse 1 s. Drudg ing activities 
will not result in depositing on mussel bed of sediment of 
more than 1/4 inch. Revis 1 on end. 

PULLEY, D. V. Atomic Safety and Licensing Appeal Panel. 79/08/14. 

6pp. 


7910010233 Notifies that no need exists for review of A8LAB decision 
ALAB 554 re SECY-A-79-64. Ltrs re deposition# end. 

CHILK.8, d. Office of the Secretary of the Commission. 79/0B/17 
lp. 
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7910040487 Inform* that four Commies loners agreed that no need exists 
for review of ALAB-354. Commi s s i on decision reported in 
S3ECY-A-79-64. Ofc of Qaneral Counsel informed of action bg 
790B17 tel con. 

CHILK.8. J. Office of the Secretary of the Comm i os 1 on. 79/QB/17. 

Ip. 


79T003076B Forward* 790803 stipulation re sedimentation deposit limit, 
agreed to by NRCrUtil tc intervenor. 

DAVIS, L. D. Branch 4. 79/09/06. Ip. 


7910110270 Forwards IE Info Notice 79-22, "Qualification of Control 
Bys. " No action required. 

0 'RE rLLY, J. P. Region 2, Atlanta. Office of the Director. 
79/09/14. Ip. 


7910260142 Forwards IE Insp Rapt* 30-518/79-19,50-519/79-19, 
50-320/79-19 4< 50-521/79-19 on 790020-24. No none omp 1 ianc a 
noted. 

MURPHY, C. E, Region 2. Atlanta, Reactor Construction L Engineering 

Support Branch. 79/09/10. 2pp. 


—7910050769 Stipulation bg NRC. utl 1 *< intervenor for protection of const 
of discharge diffuser, per ALAB-554. 

DAVIS, L. D. Branch 4. 79/09/06. 4pp. 


1. Financial information 


— 7910260161 IE Insp Repts 30-518/79-19,50-519/79-19,30-320/79-19 8, 
30-521/79-19 on 790020-24. No noncompliance noted. Major areas 
inspected: f Itb protection it project status re conference on 
resident inspector facilities. 

8WAN,W, D. Region 2, Atlanta. Office of the Director, 79/09/18. 

0pp. 


7909100459 Forwards financial statements for FY197B, power quarterly 
rept. ona-year internal cash flew projection & narrative 
statement re curtailment of capital expenditures as required 
bg 10CFR 1 40. 

MILLS, UM. Tennessee Valley Authority. 79/0-8/31. Ip. 


Q. Inspection reports, IE Bulletins 1 < correspondence 


7910190631 Discusses 790710 meeting w/util in Knotville.TN re 
activities authorized for all TVA facilities under const, 

MlffiPHY.C. E. Region 2, Atlanta, Reactor Construction f< Engineering 
Support Branch. 79/08/02. 2pp. 


—791015064a Summary of IE mgt meeting w/utll re ell TVA facilities under 
const. Major areas discussed: Insp & enforceme n t, changes in 
insp policy, OA/QC organisation effectiveness. 

OOUQE, M.J. Region 2. Atlanta. Office of the Director. 79/00/01, 
3pp. 


7910250214 Forwards IE Insp Repts 30-518/79-15,50-519/79-15, 

30-320/79-15 U 50-321/79-15 on 790723-27. No none omp 1 ianc o 
noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction S< Engineering 
Support Branch. 79/09/04. 2pp. 


— 7910250219 JE Insp Repts 50-310/79-15,50-519/79-15,50-520/79-15 Si 
30-521/79-15 an 790723-27. No nonccmp 1 i anc e noted. Major areas 
inspected : project status, measures for curtailing Plant B 
const, Category I concrete & open Items. 

CANTRELL, F. 8. Region 2, Atlanta, Reactor Construction i, 
Engineering Support Branch. 79/09/04. 5 pp. 


r 9 100100 10 Forwards IE Circular 79-18, "Proper Installation of Target 
Rock Safety-Relief Valves." Mo action required:. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/10.' 3pp. 


20514 Forward* response to IE Bulletin 79-13, "Deep Draft Pump 
tciencies. " 

L8,L.M. Tennessee Valley Authority. 79/09/10. 7pp. 

40042 Forwards IE Insp Repts 30-518/79-10, 50-319/79-18, 

520/79—18 ti 50-521/79-18 on 790020-22. No noncomp 11 anc e 
,ed, 

-RPHY, C. E. Region 2, Atlanta, Reactor Construction 4, Engineering 
uppart Branch. 79/09/11. 2 pp. 


7910040105 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Dll Coolers." No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director, 

79/09/26. 2pp. 


7910190280 Forwards IE Bulletin 79-24, "Froion Lines.” No action 
requir ed. 

□ 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170226 Forwards IE -Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 it 4, " No action required. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910170755 Forwards IE Info Notice 79-24, "Over p ressur i zat 1 on of 
Containment of PUR Plant After Main Steam Line Break.” No 
action required. 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director, 
79/10/01. 3pp. 


B. Reportable occurrences, LER s l, related correspondence 


7910100120 Forwards interim rept on unacceptable bending of welded 
stud anchors on embedded plates . Caused by const forces not 
following design drawings. Test 1 ng program being Initiated 
to determine effects of bending, 

MILLB, L. M. Tennessee Valley Authority. 79/10/01. 2pp 


7910100133 Forwards interim rept on faulty welding by Lakeside Bridge 1. 
Btpel on dry wo 11 vent structure ti reactor pressure vessel 
pedes tal. Caused by unacceptable work & copper containment. 

Defective buttering !< pedestal cracking will be repaired. 

MILL9, L. M. Tennessee Valley Authority. 79/10/01. 5pp. 


7910190431 Forwards final deficiency rept re faulty welding by Lakeside 
Bridge L Steel on dryiupll vent structure 5< reactor pressure 
vessel ped os ta 1 , 

MILLS. L. M. Tennessee Valley Authority, 79/10/01. Ip, 


•791019043B Final deficiency rept re faulty welding by Lakeside Bridge 
2k Steel on drywell structure it reactor pressure vessel 
pede s tal. Caused by unacceptable uiork as result of 
Insufficient nondestructive exam. 

* Tennessee Valley Authority. 79/10/01. 4pp, 


10240052 IE Insp 50-510/79-18,50-519/79-19, 30-520/79-18 l< 
50-521/79—10 on 770820-22. No non c omp 1 i ance noted. Major areas 
Inspected: Fire pro tectien/p re vented. 

IILLERiW, H. Region 2, Atlanta, Reactor Construction it 
engineering Support Branch. 79/09/11. 6pp. 


>240005 Forwards IE Insp Rep ta 30-518/79-17,50-519/79-17, 

>-320/77-17 it 30-521/79-17 on 790814-17. No none omp 1 1 ance 
>ted, 

IRPHY, C, E. Region 2, Atlanta, Reactor Construction & Engineering 
ipport Braneh. 79/09/11. 2 pp. 


10240096 EE Insp Repts 50-510/ /y-i /, 50-319/79-17, 50-520/79-17 It 
50-521/79-17 on 790814-17. No none omp 1 1 enc e noted. Major areas 
Inspected: steel structures *i supports, welding activities l> 
response to previous Insp findings. 

BLAKE, J. J. Region 2, Atlanta, Reactor Construction fc 
Engineering Support Branch, 79/09/U. 4pp. 

020593 Forwards IE Circular 79-19. "Loose Leek ing Devices on 
flariolI^FUnd Pu/np Imp tl ° Mo action roquirf-d, 

REILLY, J. P . Region 2, Atlanta, Office of the Director. 

/09/13. Ip. 


7910100443 Forwards Pinal d e f i c i ency ! r ep t re invalid heat treatment of 
reactor pressure vessel ped os tal studs. 

MILLS, L. M. Tennessee Valley Authority. 79/10/11. Ip, 


-7910180453 Final deficiency rept re invalid heat treatment of reactor 
pressure vessel pedestal studs. Btuds fabricated by Acimet 
Mfg Co in lots exceeding A3ME requirement*. Caused by error 
on purchase order in specs for heat treated matl. 

* Tennessee Valley Authority. 79/10/11. 2pp. 


DOCKET BTN-50-522 EKAOIT NUCLEAR POHER PROJECT, UNIT 1 
0. Adjudicatory correspondence 


7910090087 Forwards intervenor Skagitonlan* Concerned About Nuclear 
Power prepared testimony. M Darland testifies re evacuation 
planning, P Weber testifies on Ramie y wells & J Lazar 
testifies on financial qualifications. 

OENDLER, M. W. Leed, Robert M. 79/07/10. 2pp. 


•7910090093 Testimony of ML Darland on behalf of Intervenor 
Qkagltonians Concerned About Nuclear Power, re evacuation 
planning. Professional qual if ications and. 

DARLAND, M. L. Affiliation Unknown. 79/07/10. 20pp, 
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~" 7, ConJ«in 1 H T Ah ti Tw y PR _ W8,bcr on b » half of intervonor Bk ag i tan tans 
Concerned About Nuclear Pouor, rc Rannoy walls. Prof 
qualifications St bibliography oncl. 

WEBER, P.R, Affiliation Unknown. 79/07/10. Bpp. 

"'^rnn 90100 /!!**? 0 ^ J b a,ar on bahalf “ f intervenors Skagitonlans 
Concerned About Nuclear Power, re financial qualifications 
W/supportlng documentation. 

LAZAR, J. Affiliation Unknown. 79/07/10. 79pp, 

= R01 '* O1 ' d3 ^?” E ' >9rOS&0<# House 0111 2970-snactod by State of OR 

Legislative Asssmbly Bill prohibits issuance of site 

for nucl * ar facility until OQlUft. State of OH 
DOE will study TMI accident Jc radwaste storage costs 
SANDVlKr R. M. Oregon. State of, 79/07/24, 4pp. 

79 B!ard 3 rr M °Tit< ndU a * Dsnls, intervenors Forelaws on 

Board 8, Coalition for Safe Power 790717 motion to disqualify 
Chairman of ASLB from further participation in proceedings, 
notion is untimely J< insub s tant la 1 . 


BISHOP, C. J. 
11pp. 


Atomic Safety and Licensing Appeal Panel. 79/07/30. 


791010054 Supplemental memorandum, subm i t ted by intervene™ Indian 
Tribes in response to ASLAB 790709 or d or. Doner i b e s erroneous 
r ' l a . BnB * lc u 90,natic effects 8. socio-economic impacts. 

79/O7/30 W ' 1 ^ br « reen Le » al Services. MEANS, D. S. Means, Donald S. 

7910290371 Supplemental memorandum, subm i t ted by intervenors Upper 
Skagit & Sauk Suiattle Tribe* & Sulnomish Tribal Community, 
in response to ASLB 790709 order re inadequate investigation 
or erroneous info from federal govt. 

BUSCH, R.M., BUSCH, R. W. Af f 1 11 a t i on Un k nown. BUSCH, R. W. Evergreen 
Legal Services. 79/07/30. Hpp. green 

7910090230 Forwards intervonor Bkag i tonians Concerned About Nuclear 
Power 7H1115 response to partial initial decision in 
Perk ins. Cor ti flea te of Sve one 1 , I n tervenor response not 
enc i t 

LEEDiR.M. Lood, Robert M. 79/0B/03, 2pp. 

7910090269 Refers to Cheney 790730 testimony re A Bhott. Cheney does 
not represent Oovt of Canada. Chancy description of Canadian 
Su*o^ 1<: , y n re “ llpo, ; t P0Hc« & energy process is not accurate. 

SHARPE, J. R. Canada. 79/08/07. 2pp. 

791 0090194 Orders e * tans i on, unt i 1 30 days after issuance of ASLAB final 
decision on Intervention, for NRC to determine whether to 
review ALAD-3S2. Both decisions concern possible intervention 
by thruG Indian tribes 

CHILK.8.J. Office of tho Secretary of the Commission. 79/0S/0B. 


79 nM}»?i? 7 Re * por " f ; b ° intervenors Upper Skagit Indian Tribe, Sauk 
Suiattle Indian Tribe 8, Swinomish Tribe 790730 supplemental 
memorandum. ASLAB should affirm ABLE denial of Intervention 
W/Certi f icato of Svc. 

TijnMRcw’ b' I * n IT IV E ' D ' 8 ' Puget Sound Power 8, Light Co. 

TKuMSENi F\ T, Perkins* Cole. Stone# Olsen U Williams, 79/08/09 

6pp, 


7910110211 Requests that NRC review ALA&-556. Intervenors 
personal bias by V Deale, ASLAB rot aware of intervonor 
standing to tender motion for disqual i f tea t i on. Ho t Ion 
not untimely. Certificate of Svc end, 

6TACK0N. E. For&lawz on Board, BTACHON. Coalition 
79/00/17. 8p p 


did not c I a ii 

for Safe Pouie 1 


* tiuucvuju iTBiuurdika um re cnar 


is no longer representing util. Util will be represented by 
dU Durham 8, W Hastings. Certificate of Svc end. 

DURHAM, J. W. Portland Qenera! Electric Co. 79/0B/20. 3pp 


J f wmhui Mil null 1 


7910050234 Interrogatories 8. document requests to util submitted by 
intervener Skagitonlans Concerned About Nuclear Power, 

Includes questions re basis for design of blowdown flow U 
silica content of wa ter . Ce r t i f i ca t e of Svc end. 

LEEDiR.M. Skagitonlans Concerned About Nuclear Power LEED, R M 
Leod, Robert M. 79/0B/21. 7pp ' 


7910130097 Response to intervener Skagitonlans Concerned About Nuclear 
power 790B21 interrogatories. Interrogatories are untimely 
8, relate to matters on which Tecord has been closed 
Certificate of Bvc end. 

THOMSEN, F. T. Puget Sound Power 8. Light Co, THOMBEN, F. T. Perkins. 
Cole, Stone, Olsen & Williams. 79/0B/27. 4pp. 


7910090551 Poses questions raised by Indian Tribe* 790717 ltr re 
commercial fishing In Skagit River. Appeals to NRC to 
consider request for intervonor status. 

MELCHER, 0. Senate. 79/OB/29. 2pp. 


7910090339 Notifies of concern that NRC review of recommendations 
of President '« Commission or TMI will result in prolonged 
delay in CP hearing. On 1 y TMI —re 1 a ted issue open for receipt 
of evidence relates to site Characteristics. 

ELLIS, J. H. Puget Sound Power 8< Light Co. 79/0B/31, 5pp. 


for Safe Poiuor 790717 petition for NRC review of ALA0-3S6. 
NRC does not have jurisdiction over pet i tion. ALAD-536 
presents no question of fact. Certificate of Bvc end. 
DAUBER, M. A, Puget Sound Power Si Light Co. BAU3ER, M. A. 
Lowens toin, Newman, Re i s„ Axelrod t, Toll. 79/08/31. Bpp! 


7910150290 Decision ALAD-559, a f f i rmi n g ASLB 790601 order which denied 
Indian Tribes petition to intervene. No mi srepreaentatlon by 
NRC. Intervonor Skagitonlans Concerned About Nuclear Power 
have no litlgable interest in health effect of radiation, 

■ FrtRR<l ' n ' C ‘ Atomi c Safety and Licensing Appeal Panel, 
/V/U0/31. 41pp. 


7910030451 Seeks denial of intervenors FnTslaws on Board 8, Coalition 
for Safe Power 790017 request for review op ALAB-596. Mot 1 an 
to disqualify does not prove bias of ASLB chairman. 

Intervenors lad « tan d ing . Cert i f i ca te of Bvc end. 

□LACK, R. L. Branch 1. 79/09/04. 12 pp. 


7910030738 Orders extension until 790918 for NRC to determine whether 
to review ALAB-556. 

CHILK, S , J. Office of the Secretary of the Commission. 79/09/07. 
if- 


79 ! 00 w2r 46 R ? 9 P‘’? da 790002 ltr 6 Skagit Sys Cooperative 790a01 ltr 

ra NRC evaluation of impact of nuclear facility on Bkonifc 
Rivet* f i sh er i eo. NRC will ditcuss unresolved issues 
ui/Coop era t i ve biologists. 

BLACKjR.L, Branch i. 79/08/10. *>pp, 


791005023/' Response to util Interrogatories !, document requests. Submi 
answers re source of Info, wi tnessas, publ ica t i on of ropts 8/ 
availability of documents. Supporting documentation It 
Certificate of Svc oncl. 

LEEDiR.M. Bkagitonians Concerned About Nuclear Power LEED, R M 
Leed, Robert M. 79/0B/13, 17pp. 


ts 


7910110412 Response to intervonor Indian Tribes 790730 supplemental 
memorandum re petition for intervention. Indians wore not 
furnished erroneous or misleading info in FEB, contrary to 
Indian al 1 egati ons, Certi f icato of 3ve and. 

BLACK, R. L. Branch 1 . 79/00/13, 7 pp. 


7910090449 Certifies svc of NRC 790013 snay 
Tribes supplemental memorandum, in respons 
order. Answer is served to members of ABLA 
BLACK, R. L. Branch 1. 79/08/14. ip. 


to petitioner 
to ASLAB 790709 


Ind lan 


7910050719 Notice that ASLB hearings will 
DEALE, V. B. Atomic Bafety and Licensing 


resume 790827 in Beattie, HA. 
Board Panel. 79/08/17, (p, 


7910100456 Requests c on* i 4 era 1 1 on of 
removal of S Jensch as Chairman of 
MAQNU0ON/ W. 0, Senate. 79/09/10 


end FOIA request for records ra 
ASLB. 

Ip. 


7910260247 Forwards D Btensby affidavit supporting interrogatories 
submitted te app licant. Urge* Issuance of order compelling 
response if applicant refutes to respond on awn initiative 
to affidavit. 

LEED, R. M. Leed, Robert M. 79/09/12. Ip. 


■7910260253 Affidavit attesting that significant 
made by app li can t, contrary to info disclosed 
BER 8< hearing tran*cri p fcs. Certi f icate of Svc 
BTENSBV, D. Affiliation Unknown. 79/08/30. 


design change must bn 
in PBAR.FE8. 
end. 

Sfp. 


7910190309 Order sustaining applicant 790B27 objection* 
Concerned About Nuclear Power. 7901321 intarro ga toT i ei 
request* for production of document* Accept* prefiled 
rebuttal testimony of T Dunne. 

DEALE. V. P. Atomic Safety and Licensing Board Panel, 


to Skagitonlans 

1/ 

79/09/13. 4ppl 


7910220360 Forwards NUREQ-03 1 1, draft OEI8 on U mill ing, a* new info 
developed after evidentiary session. Other new info will be 
contained in NUREO/CR-0627, NURE0/CR-062B 8, NUREO/CR-O0O3, 
available 791001. 

BWAN90N, D. T. Branch l. 79/09/14. 2pp, 
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-7910220306 Submits effect of NUREG /CR-0627 tt MUREQ/CR-O620 on radon 
emission values In facility record, Said Tap ts. i sound by 
Battel le Pacific Northwest Lab, indicate that facility radon 
releases were conservatively high, 

WILDE, R M. Division of Fuel Cycle h Material Safety, /7/Q9/11. 
iP- 


7910310504 Proposed findings of fact 6 conclusions of law in form of 
partial Initial decision permitting LWA. List of exhibits U 
Certificate of Svc end. 

THOMSEN, F. T, , LITTLE, D. S. , HAUSER, M il, Puget Sound Power & Light Co. 
79/09/14. 157pp. 


7910050755 Order granting extension until 791005 for NRC to determine 
whether to review ALAB-556, , a 

CtULK. 8. J. Office of the Sec re tary of the Comml s si on. / f/OY/10. 

Ip. 


U. Congressional /Exec uti ve Correspondence 


7910020334 Act receipt of USDS 790917 ltr to NRC re proposed facility. 
Requests that NRC require U5GS to conduct addl mapping & 
evaluation of site «r en , w/p ar t i c u 1 ar attention to young 
faults, before approving LWA. 

SWIFT, rt, House of Hop. 79/09/23. Ip. 


7910310149 Informs of un usually largo number of complaints re adequacy 
of so i smol og 1 c al review of units. Urges Immediate NRC action 
to determine whether review reflects views of broad range of 
soiemo log 1 cal expertise. In ardor to minlmixo costly appeals. 

UUALL, M, K. House of Rep., Interior {< Insular Affairs. 79/10/11, 

IP 


DOCKET STN-50-S23 9KAOIT NUCLEAR POWER PROJECT, UNIT 2 


7910290422 Forwards L Oittlcman 790921 ef f i d a vi t, c orrec t ing 
typographical error in testimony re util net Incemn for 

SWANSON, D. T. Office of the Executive Legal Director. 79/09/21, Ip. 


— 7910290426 L 01 tt 1 eman a f f i dav i t, c err ect i ng typographical error in 
testimony re util not income for CV73. Net Income changed 
from *26. 1 mill ion tn *36. 4 million, 

01TTLEMAN, L. Puget Bound Power & Light Co. 79/09/21. 2pp 


7910170598 Schedule of addl evidentiary hoar 1 ng s. Ho ar 1 n g s will begin 
791025 in Seafctle.WA rs geology tt seismology issues, site 
suitability far development of evacuation p Ians, a 1 ter note 
sources S< other related matters 

DEALE, V. D. Atomic Safety and Licensing Board Panel. 79/10/01. 3pp. 


7910220197 Order granting extension until 791015 for Commission to 
determine whether ALAB-557 should be reviewed. 

HOYLE. J C. Office of tho Socretary of the Commission. 79/10/01. 
ip- 


7910220426 Concurs w/request of State of WA House Energy !< Utils 
Committee re resumption of AL6B hear ingo, Be lay is 
inordinately expensive. 

MCCORMACK, M. House uf Rep. 79/10/01 Ip. 


7910300430 Answer in opposition to- Qreenpoace Foundation 790913 
petition to i nterven e. Pe t i 1 1 one r failed to allege affected 
interest or to establish s tand 1 ng. liuppnr li ng doc umonta 1 1 on l< 
Certificate of Svc end. 

THOMSEN, F. T. , LITTLE, D. S. Puget Sound Power ?< Light Co. 

THOMSEN, F. T, Perkins, Cole. Rtone, Olsen U Williams, 79/10/03. 
27pp. 


7910310021 Answer in opposition to Greenpeace Foundation 791003 
petition to interve no. Pc t i t i one r failed to establish 
standing. Petition is wn timely. Certificate of Svc enc 1 
SWANSON, D. T. Branch l. 79/10/03. 19pp. 


7910240278 Memorandum sustaining applicants' 790921 objections to 
Skag i tonians Concerned About Nuc lear Power 790914 
interrogatories & requests for production of documento. 

Interrogatories not filed In proper timo. 

DEALE, V. B. Atomic Safety and Licencing Board Ponel, 79/10/04. 4pp. 


7910220457 Change in place of 791025-27 scheduled hear i ng, Wi 1 l bo hold 
in North Audi tor ium. New Federal Bldg, Soatt 1 o. WA. 

DEALEiV. D. Atomic Safety and Licensing Board Panel. 79/10/11. Ip. 


7910260452 Forwards subpoena forms to be completed tt returned. 

DEALE, V, 0. Atomic Safety and Licensing Board Panel, 79/10/IB, lp. 


H. General correspond once 


7910260392 Interim statement of policy & procedure re new CPs, LWAs or 
01s for nuclear power reactors, In light of TM1-2 accident, 

CHILK, S. J, Docketing t. Services Branch. 79/ 10/04. Spp . 


G. Inspection reports, IE Bulletins & correspondence 


79101 10302 Forwards IE Info Notice 79-22, ’’Qua! i f i cat ion of Control 
Sys. " No action required. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director, 
79/09/17. ip. 


G. Adjudicatory correspondence 


7910090097 Forwards intorvonor Skag i tonians Concerned About Nuclear 
Rumor prepared testimony, M Borland testifies re evacuation 
planning,!’ Weber testifies on Rannoy wells & J Laxar 
testifies on financial qualifications 
OENDLER, M, W. Lood, Robert M. 79/07/10. 2pp. 


— 7910090093 Testimony of ML Borland on behalf of intervener 
Skagit on Ians Concerned About Nuclear Power, re evocun 1 1 on 
planning . Pro fees 1 onn 1 qualifications oncl. 

BAR LAND. ML, Affiliation Unknown. 79/07/10. 20pp. 


—791007010! Tostimony of PR Wobor on bohalf of intnrvonur Skogltoninns 
Concerned About Nuclear Power, re Rannoy uie 1 1 o, Pr uf 
quo 1 1 f ic a t lens It bibliography oncl. 

WEDER, P. R. Affiliation Unknown. 79/07/10. Bpp. 


— 7910070108 Testimony of J l.fliar on bohalf uf intervunors Okay 1 tunlano 
Concerned About Nuc 1 oar Power, re financial qualifications. 
W/suppurting doc emeu tat ion 

LAZAR, J Affiliation Unknown. 79/07/10. 79pp, 


7910090204 Forwards D-Engrcssed House Dill 2970, unacted by Btale of OH 
Legislative Asoombly.Bill prohibits issuance of s 1 tn 
certificate for nuclear facility until 801115, Statu of OR 
DUE will study TMI accident & radwaoto storage coats. 

SANDV I it, R. M. Orugun, State of. 79/07/24, 4pp. 


7910100541 ttupp 1 omon ta 1 momornnd urn, nubmi t tod by intorvonors Indian 
Tribes in response to ASLA3 770707 order. Doacr ibna arronoouo 
into re genetic t< somatic effects !■ soc io-ecomiml c impacts. 

DUSCIfi R. W. Evergreen Legal Services. MEANS, D. 8, Moons, Donald 0, 
79/07/30. 11pp. 


79 1 027037 1 Supplemental momornnd um, subml 1 1 ed by Intorvonors Uppor 
Bkagit & Bauk-Suia 1 1 1 u Tribes t* Swinomish Tribal Community, 

In response to AGLD 790709 ord or r <! inadequate i nvo » t i g a 1 1 on 
or orroneous info from fudoral govt, 

DUBCII, R. W. , BUSCH, It. W.. Af F 1 1 1 a t i on Un known. BUUCtl.R.W. Evergreen 
Legal Services. 77/07/30. 11pp. 


7910090230 Forwards Intorvonor Bkag i ton! one Concerned About Nuclear 
Power 70 1119 response to partial initial decision In 
Per k Ins, Cor 1 1 f lea t u of Svc oncl, Intorvonor response not 
one 1 . 

LEE1), It, M. Lend, Robert M. 77/00/03. 2pp. 


7910090269 Refers to Chonoij 790730 testimony re A Rhott, Cheney dens 
not represent Govt of Canada. Cheney description of Coiwidian 
authority re export policy & energy procoss is not accurate. 
SHARPE, J. R. Canada. 79/00/07. 2pp. 


7910090-194 Orders a x t on s 1 on, un t i I 30 days after issuance of A8LAB Pinal 
decision on in torvon 1 1 on. f or NRC to determine whether to 
review ALAD-552, Both decisions concern .possible intervention 
by three Indian tribes. 

CHILK, B. J. Office of tho Secretary of the Commission. 79/00/08. 
lp. 


7910180107 Responds to intorvonors Upper Bkagit Indian Tribe, Bauk 
Bulattle Indian Tribe J, Swinomish Tribe 790730 supplemental 
memorandum. A0LAI! should affirm A6LD denial of intervention. 
W/Certl f icato of Bvc. 

THOMSEN, F. T. > LITTLE. D. B. Puyut Bound Power fc Light Co. 

THOMSEN, F. T. Parkins, Colo, atone, Olsen J> Wi 1 1 lams, 79/0B/07. 
6pp. 


7910050646 Responds to 790002 ltr & Skagit Sys Cooperative 790B01 ltr 
re NRC evaluation af impact of nuclear facility on Skagit 
River fisheries. NRC will discuss unresolved Issues 
w/Couperabl ve biologists. 

BLACK, R. L. Branch 1. 79/00/10. 2pp. 



DOCKETED ITEMS 


7910050237 Response to util interrogatories 8, document r equos ts. Submi 1 6 
answers re source of i nf o . wi tnes se s, pub 1 » ca t i on of Tepts 6 
availability of documents. Supporti ng documentation 6 
Certificate of-Svc encl. 

LEED, R. If Skagitonians Concerned About Nuclear Power. LEED, R. M. 

Leed, Robert M. 79/05/13. 17pp. 


7910110412 Response to intervenor Indian Tribes 790730 supplemental 
memorandum re petition for i n tervent ion. Ind Ians were not 
furnished erroneous or misleading info in FEB. contrary to 
Indian allegations. Certificate of Svc encl. 

BLACK. R. L. Branch 1. 79/00/13. 7pp. 


7910090449 Certifies svc of NRC 790B13 answer to petitioner Indian 
Tribes supplemental memorandum. in response to AS LAB 790709 
order. Answer is served to members of ASLAB 
BLACK. R. L. Branch 1 79/05/14. Ip. 


7910050719 Notice that ASLB hearings will resume 790B27 in Seattle, UA. 
DEALE, V. B. Atomic Safety and Licensing Board Panel, 79/0G/17. Ip. 


7910110211 Requests that NRC review ALAB-556. Intorvenors did not claim 
personal bias hg V Deale. ASLAB not aware of Intervenor 
standing to tender motion for d i squal i f ica t i on. No t ion was 
not un time ly. Cert i flea te oP Svc encl. 

STACHGN. E. Fore laws on Board. 8TACHDN, E. Coalition for Safe Power 
79/05/17. Bpp. 


7910020530 Memorandum re change of counsel. Effective 7 90S 20. HH Phillips 
is no longer representing util. Util will be represented by 
UW Durham h W Ha s 1 1 ng s . Cer fc i f i c a t o of Svc end. 

DURHAM. J. W. Portland General Electric Co. 79/00/20. 3pp. 


7910050254 I n torT oga tor i e s t, document requests to util submitted by 
intervenor Skagitonians Concerned Abnut Nuclear Power. 

Includes questions re basis for design of blowdown flow 
silica content of water. Cer t i f icate of Svc encl. 

LEED, R.M. Skagitonians Concerned About Nuclear Power. LEED. R. M, 
Leed. Robert M. 79/08/21. 7pp. 


7910150097 Response to intervenor Skagitonians Concerned About Nuclear 
Power 790021 lnt erroga tor 1 es. I nterr oga tor i os are untimely 
& relate to matters on which record has been closed. 

Certificate of Svc end. 

THOMSEN, F. T. Puget Sound Power U Light Co. THOMSEN, F. T, Perkins, 
Cole, Stone, Olsen !< Williams. 79/00/27. 4pp. 


7910090551 Poses questions raised by Indian Tribea 790717 ltr ro 
commercial fishing in Bkagit R i ver. App cal s tn NRC to 
consider request for intervenor status 
MELCHER, J. Senate. 79/05/29. 2pp. 


7910090335 Notifies of concern that NRC roview of rac ommendati one 
of President's Commission on TNI will result in prolonged 
delay in CP hearing. Only TMI-velated issue, open for receipt 
of evidence relates to site characteristics. 

ELLIS, J. W. Puget Sound Power ?< Light Co. 79/0Q/31 . 5pp. 


7910110228 Requests denial of intorvenors Forelaws on Board & Coalition 
for Safe Power 790717 petition for NltC review of ALAB-556. 

NRC does not havo jurisdiction over petition. ALAB-556 
presents no question of f ac t. Cer t i f i ca t e of Svc encl. 

HAUSER, M. A. Puget Sound Power te Light Co. BAUSER, M. A. 

Lowensteln. Newman, Rei s, Axelrod 6 Toll. 79/05/31. Bpp, 


7910150290 Decision ALAB-S59, af f irmi ng ASLB 790601 order which denied 
rnriian Tribes petition to intervene. No misrepresentation by 
NRC. Intervenor Skagitonians Concerned About Nuclear Power 
have no lltigable interest in health effect of radiation, 

BISHOP, C. J. , FARRAR, M. C. Atomic Safety and Licensing Appeal Panel 
79/08/31. 41pp. 


7910030451 Seeks denial of intorvenors Forelaws on Board It Coalition 
for Safe Power 790817 request for review of ALAB-556. Motl on 
to disqualify does not prove bias of ASLB chairman. 

Intervenors lack s tandl ng. Cer t i f ica te of 3vc encl. 

BLACK, R.L. Branch 1. 79/09/04, 12pp. 


7910050750 OrSers extension until 790918 for NRC to determine whether 
to review ALAB-556. 

CHILK, B. J, Office of the Secretary of the Commission. 79/09/07. 

Ip. 


7910100456 Requests consideration of encl FQIA request fOT records re 
removal of S Jenseh as Chairman of ASLB. 

MAQNUSON, W. 0. Senate. 79/09/10. Ip. 


7910260247 Forwards D Stensby affidavit supporting interrogatories 
submitted to app 1 leant. Urges Issuance of order compelling 
response if applicant refuses to respond on own Initiative 
to affidavit. 

LEED, R. M, Leed, Robert N. 79/09/12. Ip. 


— 7910260253 Affidavit attesting that significant design change must 
made by a p p I i c an t, c Dntrary to info disclosed in P0AR.FE0, 

HER fc hearing t ran s e r l p fc s . Cor ti f i c ate of Svc encl. 

QTENSDV, D. Affiliation Unknown. 79/08/30. 3pp. 


7910190309 Order sustaining applicant 790E27 objections to Skagltoni 
Concerned About Nuclear Power. 790021 interrogatories ti 
requests for production of documents Accepts profiled 
rebuttal testimony of T Dunne. 

DEALE, V.P. Atomic Safety and Licensing Board Panel. 79/09/13. 4 


7910220360 Forwards NUREQ-05 1 1 , dT a f t GEI8 on U milling, as new Info 
developed after evidentiary ses s 1 on. Other now Info will bo 
contained in NURE0/CR-0627, NURE0/CR-062B & NUREG/CR-0B03, 
available 791001. 

SWAN90N, D. T. Branch 1. 79/09/14. 2pp, 


—7910220386 Submits effect of NUREQ/Cfi-0627 8< NUREO/CR-O620 on radpl 
emission values in facility record. Said repts, issued by 
Battellc Pacific Northwest Lab, indicate that facility radon 
releases woro conservatively high, 

WILDE. R.M. Division uf Fuel Cycle & Material Safety. 79/09/1!. 
Ip- 


7910310504 Proposed findings of fact & conclusions of law in form of 
partial Initial decision permitting LWA, List of exhibits 4, 
Certificate of Svc one 1 , 

THOMSEN. F. T. . LITTLE, D. S. , BAUSER, M. A. Puget Sound Power te Light I 
79/09/14. 157pp. 


7910030795 Order granting extension until 791005 for NRC to determini 
whether tn roview ALAB-556. 

CHILK, S. J. Office of the Secretary of the Commission. 79/09/18. 
Ip. 


7910290422 Forwards L Qlttleman 790921 affldavi t, correcting 
typographical error in testimony re util net income for 
CV70. 

GWANGDN, D, T. Office of the Executive Legal Director. 79/Q9/2I. I 


—7910290426 L Qittlemon a t f i da vi t. c or roc t ing typographical error in 
testimony re util not income for CY7H, Net income changed 
from 426. 1 million to *36. 4 million. 

OITTLEMAN, L. Puget Bound Puwor U Light Co. 79/09/21. 2pp. 


7910170398 Bchodulo of addl evidentiary hearings, Hear ing 5 will begin 
791025 In Seattle, WA re geology J, seismology Issues, site 
suitability for dove lopment of evacuation plans, alternate 
sources 6 other related matters. 

DEALE, V. U. Atomic Safety and Licensing Board Panel, 79/10/01. 3p 


7910220197 OTder granting extension until 791015 for Commission to 
determine whether ALAB-359 should bs reviewed. 

HOYLE, J.C, Office of the Socro-fcary of tho Commission. 79/10/01. 
ip. 


7910300430 Answer in opposition to Oroonpeace Foundation 790913 
petition to in torvono. Pet i t toner failed to allege affocted 
interest or to establish s tend 1 ng. 9iippoT t ing documentation & 
Certificate of Svc encl, 

THOMSEN, F. T. , LITTLE, D, B,. Puget Bound Power ■!< Light Co. 

THOMSEN, F. T. Perkins, Cole, Btanp, aloen l< Williams. 79/10/03 
27pp, 


7910310021 Answer in opposition to Oreenpeaco Foundation 791003 
petition to intervene. Petl tioner failed to establish 
standing. Petition is untimely. Cer tificate of 9ve on cl. 

EWANSaN, D. T. Branch 1. 79/10/03. 19pp, 


7910240270 Memorandum sustaining applicants' 790921 objections to 
Skagitonians Concerned About Nuclear Power 790914 
interrogator 1 ss ti requests for production of documents. 
Interrogatories not filed in proper time. 

DEALE, V. B. Atomic Safety and Licensing Board Panel. 79/10/04. 4p 

7910220457 Change in place of 791023-27 scheduled hearing. Hi 1 1 be hei 

in North Aud 1 tpr ium, New Federal Bldg , Haatt 1 e, WA. i 

DEALE, V.B. Atomic Safety and Licensing Board Banal. 79/10/11, ljj 

791 02604 B2 Forwards subpoena forms to be completed te returned, 

DEALE, V. B. Atomic Safety and Licensing Board Pane). 79/10/13. lj> 


DOCKETED ITEMS 


H. Oenera 1 correspondence 

— T 

791Q2603B2 Interim statement of policy h procedure re neujCPs.LWAa nr 
01* for nuclear power reactors, in light of TMJ-2 accident. 

CHILK. B.J. Docketing b Services Branch. 79/10/04. 3pp. 


3. Inspection reports. IE Bulletins & correspondence 


7910110302 Forwards IE Info Notice 79-22. "Qualification of Control 
By*. " He action required. 

ENQELKEN, R . H. Region 5. San Francisco. Office of the Director. 
79/09/17. Ip. 


U. Congress! onal /Exacut i ve Correspondence 


7910020334 Ack receipt of UBCB 790917 ltr to NRC re proposed facility. 
Requests that NRC require USQS to conduct addl mapping & 
evaluation of site ar ea. u/partleul ar attention to young 
faul ts, before approving LUA. 

SWIFT. A. House of Rop. 79/09/23. Ip. 


7910310149 Informs of unusually large number of complaints re adequacy 
of s e ismolog ical review of units. Urges immediate NRC action 
to determine whether review reflect* views of broad range of 
so i sinolog i cal expertise, in order to minimize costly appeals. 

UDALL, M. K. House of Rap., Interior b Insular Affairs. 79/iO/li, 
lp- 


DOCKET BTN-30-328 PALO VERDE NUCLEAR STATION, UNIT 1 

A. App 1 icatian/construc k i on stage documents & correspondence 


7910100131 Supplements 790911 ltr. Code Case 1491-1 <N-191,dtd 740301, 
was acceptable for use in const of components during period 
in offset. "Code Case 1444-1" in 790711 ltr should read 
"Code Case 1444-4. " 

PARR.O. D. Light Water Reactors Branch 3. 79/09/14. 2pp,. 


7910010223 Forwards "TMI-2 Lessons Learned Implemen ta t ion Rept, " 
VAN BRUNT, E. E. Arizona Public 3ervice Co. 79/09/2S. 2pp, 


7910010224 "TMI-2 Lessons Learned Implementation Rept." 
* Arizona Public Service Co. 79/09/30. 120pp. 


7910230059 Notifies that acceptance review of tended application for CL 
will not take place until Spring 1990. Advises that 
Application will not be docketed until all portions have 
6*en satisfactorily reviewed'. 

PARR.O. D. Light Water Reactors Dranch 3. 79/10/04. 3pp. 


7910160441 Requests authorization to use A5ME Coda cases in const. List 
of ABME Code cases end. 

VAN BRUNT. E. E. Arizona Public Service Co, 79/10/10. 3pp. 


K. utility Final Bafety Analysis Report <FBAH) & amends 


7910050362 Forwards joint application by five utils for facility DL, 
antitrust info required by Reg Quids 9, 3, emergency plan & 
FSAR.Vols 1-10. Environ rept for OL stage will be sent within 
six months. Unit 1 must be operating by B305Q1. 

VAN BRUNT. E. E. Arizona Public Service Co. 79/lO/Oi. 205pp. 


— -79 1 0030364 Application for OL 

* Arizona Public Service Co. 79/10/01. 200pp. 


-7910090366 Emergency p lan, subml t ted as part of F8AR for facility. 
« Arizona Public Service Co. 79/10/01. 100pp. 


—79i 0050367 FBAR.Vol 1. 

• Arizona Public Service Co. 79/10/01. 330pp. 


--791003036B FBAR.Vol 2, 

* Arizona Public Service Co. 79/10/01. 330. 


—79 1 0030369 FBAR. Vol 3. 

* Arizona Public Service Co. 79/10/01, 330pp. 


—7910050370 FBAR.Vol 4. 

» Arizona Public Service Co. 79/10/01. 330pp. 


—7910030371 FBAR.Vol 3. 

* Arizona Public Service Co, 79/10/01, 350pp. 


—7910030372 FSAR. Vol 6. 

* Arizona Public Bervice Co. 79/10/01. 350pp, 


—7910050373 FSAR, Vol 7. 

* At 1 z on a Public Service Co. 79/10/01. 350pp. 


—7910050374 FSAR, Vol 8. 

* Arizona Public Service Co. 79/10/01. 330pp. 

--791 0050370 FSAn.Val 9. 

* Arizona Public Service Co. 79/10/01. 350pp. 

— 7910050309 FSAR. Vnl 10. 

* Arizona Public Service Co. NRC. 79/10/01. 330pp. 

0. Inspection reports. IE Bulletins 5. correspondence 


7910170497 Forwards IE Insp Ropts 50-520/79-02 b 50-529/79-02 on 
790319-23 it notice of violation. 

SPENCER, Q.S. Region 3, San Francisco. Reactor Construction & 

Engineering Support Branch. 79/06/21. 2pp. 


7910220334 Forward* Revision t to ant 
9.3 re 791001 Joint application for 
VAN BRUNTiE. E. Arizona Public Serv: 


trust info required by Reg Outdo 

issuance of OL. 

ca Co. 79/10/15. 2pp. 


— 7910170501 Notice of violation 
* Region 3, San Francisco. 
3pp. 


from insp on 790319-23. 

Office of the Director. 79/06/20. 


—7910220333 Revision 1 to general info section of DL application. 
Complete* response to antitrust info required by Reg Outdo 

* Arizona Public Service Co. 79/10/15. 250pp. 


/910230332 Request* CP amend to permit use of chemical weed control 
methods in certain area* along wastewater conveyance sys. 

VAN BRUNT* E, E. Arizona Public Service Co. 79/10/19. 2pp, 


7910300291 Requests preparation of supplemental EIS to consider environ 
impact of various Class 9 nuclear ac c i don t s. per 10CFR2. 206. 

BALDWIN. W. A. Friend* of the Earth. 79/10/24. 3pp. 


—7910170310 IE Insp Repts 50-328/79-02 8. 50-329/79-02 on 790319-23. 
Nan comp 1 iance noted: foil urn to provide packaging protection 
to diesel generators b failure to document damage to fluid 
lines b valve fittings on emergency diosol engine, 

ECKHARDT. J. H. t NARBUT. P. P. Region 3. San Francisco. Office of 

the Director. DODDB.R.T, Region 3, San Francisco, Reactor 

Construction b Engineering Support Branch. 79/06/20. 11pp. 


7910030563 Responds to IE Bulletin 79-02, Revision 1. "Pipe Support Das 
Plate Design* Using Concrete Expansion Anchor Bolts." Review 
of designs indicates position not changed from previous 
response on 790906. 

VAN BRUNT, E. E. Arizona Public Service Co. 79/00/09. ip. 


D. NRC Draft/Final Environmental Statements, suppls b correspondence 


79101201B9 Notifies that const of waste water conveyance pipeline has 
been completed. Requests exemption to I tern 21 of FES ro use 
of weed killer chemicals along pipeline right-of-way. 

VAN BRUNT, E. E. Arizona Public Bervice Co. 79/10/02, 27pp, 


F. Security, medical, emergency b fire protection plans 


7910030314 Forward's physical security plan. Flan withheld Iref 
I0CFR2. 790), 

VAN BRUNT, E. E. Arizona Pub 1 lc -Bervice Co. 79/10/01. tp. 


7910020897 Amends 790626 response to !E Bulletin 79-09. Reactor trip 
switchgear includes two OE AKR-30 circuit breakers w/samo 
failure problem as Type AK-2. Action recommended for Type 
AK-Z will be used for Type AKR-30. 

VAN BRUNT, E. E. Arizona Public Service Co. 79/00/30. 2 pp, 


7910020203 Forwards IE Info Notice 79-20, Revl s i on 1. "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission b punctuation error which changed 
Intent of statement. Changed statement underlined in text. 

ENOELKEN, R, H. Rogion 3. San Francisco, Office of the Director. 
79/09/07. Ip. 



DOCKETED ITEMS 


7910040332 Act receipt of 790916 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 80-520/79-03. 
30-529/79-03 «< 50-530/79-01. 

SPENCER. 0. 8. Region 5, San Francisco. Reactor Construction 6 

Engineering Support Branch. 79/09/10. 2pp. 


— 7910040335 Responds to NRC 790706 1 tr re violations noted in IE Insp 
Repts 50-528/79-03,50-529/79-03 & 50-530/79-0 1 . Cnrrec 1 1 ve 
ac t ions: leakag e mi n imi z ed , rebar repositioned & rebar 
obstruction removed. 

VAN BRUNT . E. E. Arizona Public Service Co. 79/09/16. 4pp. 


— 7910040339 Forwards IE Insp Repts 50-528/79-03.50-529/79-03 8, 
50-930/79-01 & notice of violation. 

SPENCER, 0. 8. Region 5, San Francisco, Reactor Construction h 

Engineering Support Branch. 79/07/06. 2pp 


— 7910040342 Notice of violation from, insp on 790430-0504. 

* Region 3, San Francisco, Office of the Director. 79/07/06. 
2pp. 


—7910040350 IE Insp Repts 50-528/79-03,50-529/79-03 fe 50-530/79-01 on 
790430-0504. None ompl iance noted : c one re t e placement 
activities in Unit 2 control bldg. 

HERNANDEZ. G. , HAIST, D. P. Region 5, San Francisco. Office of the 
Director. DODDS, R,T. Region 5. San Franc i sc o. Reactor 

Construction t, Engineering Support Branch. 79/07/06, 9pp. 


7910040017 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ing er so 1 1-Rand Pump Impellers." No action required. 

ENOELKEN. R, H. Region 5, San Francisco, Office of the Director. 
79/09/13. Ip. 


7910110299 Forwards IE Info Notice 79-22, "Oual 1 f icat ion of Control 
Sys. " No action required 

ENOELKEN, R. H. Region 5, San Francisco. Office of the Director. 
79/09/17. Ip. 


7910120201 Forwards IE Circular 79-20* "Failure of GTE Bylvania Relay, 
Type PM Bulletin 7303, Catalog SU12-I1-AC ie/120 Volt ac 
Coil. " No action required. 

ENGELKEN, R. H. Region 5, Ban Francisco, Office of the Director. 
79/09/24. ip. 


79101 101 B9 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

ENGELKEN, R. H. Region 5. San Francisco, Office of the Director. 
79/09/26. Ip. 


7910180052 Forwards IE Bulletin 79-24, "Frozen Lines." No action 
required. 

ENGELKEN, R. H. Region 5, 3an Francisco, Office of the Director, 
79/09/27. Ip. 


7910170535 Forwards IE Info Notice 79—29, "Reactor Trips at Turkey 
Point Units 3 & 4. " No action required. 

ENGELKEN, R. H. Region 5. San Francisco, Office of the Director. 
79/iO/Ol. Ip. 


,7910190212 Forwards IE Info Notice 79-24, "Dvor p res sur 1 1 at I on of 
Containment of FWR Plant After Main Steam Line Break. " No 
action required. 

ENGELKEN, R. H. Region 9, 9an Francisco, Office of the Director. 
79/10/01. Ip. 


7910310430 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Bys Piping." No action required. 

ENGELKEN, R.H. Region 5, San Francisco, Office of the Director. 
79/10/17. Ip. 


8. Reportable occurrences, LERs t< related correspondence 


7910180285 PNQ— 79— 432: on 790920, c on P 1 i c t of interest was raised 
because NRC resident inspector was omployod by constructor 
of facility. No action planned. 

HENDERSON, J. B. , REINMUTH, Q. W. , THORNBURG, J. D. Office of Inspection tc 
Enforcement, Office of the Director, 79/09/21. ip, 


DOCKET BTN-50-929 PALO VERDE NUCLEAR STATION, UNIT a' 

A. Application /construction stage document* J< correspondence 


7910100131 Supplements 790911 ltr.Code Case 1401-1 <N-19),dtd 760301, 
was acceptable for use in const of components during period 
in effect. "Code Ce*e 1644-1" in 790711 ltr should read 
"Code Case 1644-4. " 

PARR, 0. D. Light Water Reactors Branch 3. 79/09/14. 2pp, . 


7910010222 Forwards "TMI-2 Lessons Learned Implementation Rept. 11 
VAN BRUNT, E. E. Ar liana Public SeTVice Co. 79/09/28. 2pp. 


— 7910010224 "TMI-2 Lessons Learned Implementation Rept." 
* Arizona Public Service Co. 79/09/30, 120pp. 


7910230059 Notifies that acceptance review of tended application Por 
will not take place until Spring 1980. Ad vies* that 
Application will not be docketed until all portion* have 
been satisfactorily reviewed. 

PARR, □. D, Light WateT Reactors Branch 3. 79/10/04. 3pp. 


7910160461 Requests a o th or 1 1 a t i on to use ABME Code cases in const. Lis 
of ASME Code cases oncl. 

VAN BRUNT, E. E, Arizona Public Service Co. 79/10/10. 3pp. 


7910220334 Forward* Revision 1 to antitrust info requlrod by Reg Ould 
9.3 tb 791001 joint application for issuance of OL. 

VAN BRUNT. E. E. Arizona Public Service Co. 79/10/15. 2pp. 


—7910220335 Revision 1 to general info section of OL application. 
Complete* response to antitrust Info required bu Reg Guide 
9. 3. 

* Arizona Public Service Co. 79/10/15. 2S0pp. 


7910230532 Request* CP amend to permit use of chemical weed control 
methods in certain area* along wastewater conveyance ays. 

VAN BRUNT, E. E. Arizona Public Service Co. 79/10/15, 2pp. 


7910300291 Request* preparation of supplemental EI8 to consider envlr 
impact of various Cl«t* 9 nuclear ac c iden t *, per 10CFR2. 206. 

BALDWIN, W. A. Ft lends of the Earth. 79/10/24. 3pp. 


D, NRC Draft/Final Environmental Statements, supple & correspondence 


79101201(39 Notifies that const of waste water conveyance pipeline ha* 
been completed. Request* exemption to Item 21 of FE8 re use 
of weed killer chemical* along pipeline right-of-way. 

VAN BRUNT, E. E. Arizona Public Service Co. 79/10/02. 27pp, 


F. Security, medical, emergency & fire protection plans 


7910050314 Forwards physical security plan. Plan withheld irflf 
10CFR2. 7901. 

VAN BRUNT, E. E. Arizona Public Service Co. 79/10/01, Ip, 


K. Utility Final Safety Analysis Repnrt fFSAR) & amends 


7910030362 Forwards joint application by five utils Por facility OL, 
antitrust info required by Reg Quide 9, 3, emergency plan h 
FBARiVols 1-10. Environ rept for OL stage will be SBnt within 
* i z months. Unit 1 must be operating by 930501. 

VAN BRUNT, E, E, Arizona Public Service Co. 79/10/Qi. 203pp. 


— 7910030364 Application for OL. 

» Arizona Public Service Co. 79/10/01. 200pp. 


•7910050366 Emergency p lan. submt t t ed as part of FEAR for facility, 
* Arizona Public Service Co, 79/10/01. 100pp. 


—7910050367 FSAR, Vol i. 

* Arizona Public Service Co. 79/10/01. 350pp. 


—7910050368 FSAR, Vol 2. 

* Arizona Public Service Co. 79/10/01. 330. 


■7910050369 FSAR, Vol 3. 

* Arizona Public Service Co. 79/10/01. 350pp. 


—7910050370 FBAR,Vol 4. 

■* Arizona Public Service Co. 79/10/01. 350pp. 


—7910050371 FSAR, Vol 5. 

* Arizona Public Service bo, 79/10/01. 350pp. 


—7910050372 FBAR, Vol 6, 

» Arizona Public Service Co. 79/10/01. 350pp. 


—7910050373 FSAR, Vol 7. 

* Arizona Public Service Co. 79/10/01. 350pp 


■7910030374 FSAR, Vol B. 

* Arizona Public Service Co. 79/10/01. 350pp. 
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-7910030378 FBAR.Vol 9. 

* Ariipna Public Service Co. 


79/10/01. 350pp. 


— 79100S03B5 FBAR.Vol 10 

* Ariiona Public Service Co. NflC. 79/ 10/01. 350pp. 

0. Inspection reports. IE Bulletins £, correspondence 

7910170497 Forwards IE !nap Repts 50-326/79-02 6 30-529/79-02 tin 
790319-23 4 notice of violation. 

SPENCER, G. S. Region 5. San Francisco. Reactor Construction 4 

Engineering Support Branch. 79/06/21. 2pp. 


-791O1705Q1 Notice of violation from insp on 790319-23. 
* Region 3. San Francisco, Office of the Director 
3pp. 


79/06/20. 


79,0,70510 IE Insp Septs 50-528/79-02 ?< 50-529/79-02 on 790319-23. 
Moncomp 1 lane e noted: failure to provide packaging protection 
to diesel generators 4 failure to document damage to fluid 
lines 4 valve fittings on emergency diesel engine. 

ECKHARDT, J. H. . NARBUT. P.P. Region 5, Ban Francisco, Office of 

tha Director. DODDS* ft. T. Region Si Gan Francisco. Reactor 

Construction U Engineering Support Branch. 79/06/20. 1 1 pp. 

7910030365 Responds to IE Bulletin 79-02, Rovi a i on 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts." Review 
of designs indicates position not changed from previous 
response on 790906. 

VAN BRUNT. E. E. Arizona Public Service Co. 79/00/09. Ip. 

7910020597 Amends 790626 response to 1E Bulletin 79-09. Reac tor trip 
switchgear includes two GE AH.H— 30 circuit breakers u/same 
failure problem as Type AK-2. Action rec ommendod for Type 
AK-2 will be used For Type AKR-30. 

VAN BRUNT. E. E. Aritona Public Service Co. 79/08/30. 2pp. 

79100202B5 Pollards IE Info Notice 79-20, R evi s i on 1, "NRC Enforcement 
Policy - NRC Licensed Ind i v i d ua 1 s. " Notice reissued to 
correct word omission & punctuation error which changed 
twnri n c,rrl , i <: ^ s , tate ' n ' e,lt Cf,an9{ " ) statement underlined in text. 

H Region 5, Ban Francisco, Office of the Director 
/v/ u*y/07. lp , 

7910040332 Ack receipt of 790816 I tr informing NRG of steps taken tu 
Correct violations noted in IE Insp Repts 50-528/79-08, 

50-329/79-03 4 50-530/79-01. 

SPENCER, OS Region 5. Ban Francisco. Reactor Construction 4 

Engineering Support Branch. 79/09/10. 2pp. 

—7910040333 Responds to NIK 790706 Ur re violations noted in IE Insp 
Repts 50-32B/79-03, 50-329/79-03 4 50-330/79-01 . Cerrec t ive P 

ac t i ons : 1 eakage minimi led, rebar repositioned 6 rebar 
obstruction removed. 

VAN BRUNT, E. E. Ariiona Public Service Co. 79/08/16. 4pp. 

—7910040339 Forwards IE insp Repts 50-528/79-03,50-529/79-02 4 
50-530/79-01 4 notice of violation, 

SPENCER. 0.8 Region 5, San Francisco, Reactor Construction (, 

Engineering Support Branch. 79/07/06. 2pp. ' 


-7910040342 Notice of violation Prom insp on 790430-0504 
* Region 5, San Francisco, Office of the Director 

2pp. 


79/07/06. 


~~ 7,? 790430 S aBM M n ’ P R8 ? t3 50 - 52e77, >~ 0 3’50-&3 977 *-03 4 50-530/79-01 on 
79 ?? 3 ?^? 301 ' N mpU<,nt ' holed: concrete placement 
activities in Unit 2 control bldg 

Directn^^nnnn^nV P ' RegiD " 5 ' Sfl " ^nctsco, Office of the 
Cornt^i-i DD f DD ?' ,, - T Region 3, San Francisco. Reactor 

Construction 6 Engineering Support Branch. 79/07/06. Bpp. 

7910040017 Forwards IE Circular 79-19, "Loose Locking Devices on 

ENOFLKFU l R R S rl<, Pu r ! ra < 1Bllor5 " «“ action required™ 

79/09/13. “p Resion 5, San Francisco, Office of the Director. 

sts ":.;;.;:: 0 "•«*• v, -= s - .» 

79 / 09 / 17 .’ “p Region 5, San Francisco, Off ico of the Director. 

7910 J 20201 Forwards IE Circular 79-HO, "p.ii,,.. me a , , „ , 

Coil W'W 73o3< Catalog 5U12-U-AC kj/l 20 Volt ac™ VaR * * ^ 

Coil, Wo acti&n required, 

79/09/24.' ^ lp. Reglon 9 ' Sa " Francisco. Office of tho Director. 


79101 1 OiBB Forwards IE Info Notice 79-23, "Emergency Diesel Generate 
Lube Oil Coolors." No action required. Generator 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director- 
79/09/26. lp. **» rec tor. 

7910100052 Furuords IE DuHotln 79-24, "Froien Lines. " No action 
required. 

79 / 09 / 27 ,R 'lp Roflion 5 ’ Kon Francisco, Office of the Director. 

7910170535 Forwards IE Info Notice 79-23, "Reactor Trips at Turkor, 
Point Units 34 4. "No action required. 

79/ 1 0/Oi 1 ' R ' '/p Rf?gl0n 5| Snn Francisco, Office of the Director. 

7910190212 Forwards IE Info Notice 79-24, "Overfires sur i zati on of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

ENOELKEN, R. K. Region 3, Bon Francisco. Office of the Director 

79/ 1 0/0 i . 1 p , 

7910310430 Forwards Revision 2 to IE Bulletin 79-13, "Cracklno in 
Feedwater fly s Piping." No action required. fl ' 

R ? Region 3, San Francisco, Office of the Director 

79/10/ 17. 1 p . 

S. Reportable occurrences, LERs 4 related c orrospondence 

791OJBQ205 PNQ-79-432: on 790920, conflict of interest was raised 
because NRC rosident inspector was employed by constructor 
of facility. No action planned. 

HENDERSON, J. B. , HE INMUTH, 0. W. , THORNBURG, J, D. Office of Inspection f, 
Enforcement, Office of tho Director. 79/09/21. Ip. P 


DOCKET 6TN-S0-530 PALO VERDE NUCLEAR STATION, UNIT 3 
A, Application/construction otago documents 4 correspondence 

7910100131 Supplements 790911 ltr.Codo Case 1461-1 (N-19),dtd 760301, 
was acceptable for uso in const of components during period 
in effect. "Cede Case 1644-1" in 790711 ltr should rend 
"Cod e Case 1644-4, " 

PARR 1 0, D, Light Water Reactors Branch 3. 79/09/14. 2pp.. 

7? iAN 1 nnMWT F m r u ar ' ) ! ''™ 1-a Lesson# l.earnod Implementation Rcpt. " 

VAN BRUNT, E. E, Ariiona Public Bervico Co. 79/09/20. 2pp, 

— 7910010224 " TMI-2 Lessons Learned Implementation Rept. " 

* Ariiona Public Servico Co. 79/09/30. I2()pp 

7910230039 Notifies that acceptance review of tended application for 1)1. 
will not take place until Spring 19B0. Advi Beu that 
Application will not bo docketed until all portiono hove 
been oat t n f oc tor i 1 y reviewed. 

PARR, 0 , I). Light Water Reactors Branch 3. 79/10/04. 3 pp. 

author nation to use ASME Codo cases in const. List 
o+ nUNE Code cases unci. 

VrtN BRUNT# E E. Arizona Public Sorvico Co. 79/10/10. 3pp. 

7910220334 Forwards Revision 1 to antitrust info required by Reg Guide 

uam P° J ° nt application For issuance of OL. 

VAN DRUNT, E. E. Ar i 1 ona Pub 1 i c Service Co. 79/10/15, 2 pp. 

Rcviolon 1 t0 general info section of OL application. 
Completes responso to antitrust info required by Hog Quidn 

* Ariiona Public Service Co. 79/10/13, 290pp, 

77 i™rH^ 3a , RBnU0 ! t f CP ,amt ' nd to permit use of chemical weed control 
uiu area3 along wastewater conveyance oys, 

VAN BRUNT, E. E. Ariiona Public Service Co. 79/10/15, 2pp. 

I Request* preparation of supplemental EI8 to consider environ 
nAt P nwiM u 1 ° rl “ u ? Claes 9 nuclear ace i dent s, per 10CFR3. 206. 

BALDWIN, W. A, Friends of the Earth, 79/10/24. 3pp. 

^iviTonmental Statements, suppls 4 correspondence 

79 bein°^ 89 ? 0 r 1 H i n B that con9t of waste water conveyance pipeline has 
been completed. Requests exemption to Item 21 of FES re use 

VAN nouwr al °"g Pipeline right-of-way. 

VAN BRUNT, E. E. Ariiona Public Service Co. 79/10/02. 27pp, 
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F. Security. medical. emergency & fire protection plans 


7910050314 Forwards physical security plan. Plan withheld (ref 
10CFR2. 790). 

VAN BRUNT, E.E. Ariiona Public Service Co 79710/01. lp. 


— 7910040350 IE rnsp Repts, 50-928/79-03/30-529/79-03 & 50-530/79-01 on 
790430-0504. Mont amp 1 i anc c nuted: concrete placement 
activities In Unit 2 control bldg. 

HERNANDEZ/ 0. , HA 1ST. D. P. Region 5. Ban Francisco, Office of the 
Director. DODDS. R T. Region 5. 3an Francisco. Reactor 

Construction & Engineering Support Branch. 79/07/06. Bpp. 


K. Utility Final Safety Analysis Report (FSAR > 6 amends 


7910050362 Forwards joint application by five utils for facility OL, 
antitrust info required by Reg Quids 9. 3, emergency plan & 
FSAR.Vols 1-10. Environ ropt for OL stage will be sent within 
» 1 i month s. Unit l must be operating by 030501. 

VAN BRUNT. E, E. Ariiona Public Service Co. 79/10/01 20!5pp. 


-—7910050364 Application for OL. 

* Arirona Public Service Co. 79/10/01. 200pp. 


-7910050366 Emergency p 1 an , s u bm i t t e d as part of FSAR for facility. 

* Ariiona Public Service Co. 79/10/01. 100pp. 

-7910050367 FSAR, Vo I 1. 

* Ariiona Public Service Co 79/10/01. 350pp. 


-791005036B FSAR, Vo 1 2. 

* Ariiona Public Service Co. 79/ 10/01 . 350. 


-7910050369 FSAR.Vol 3. 

* Ariiona Public Service Co. 79/10/01. 350pp. 

-7910050370 FSAR, Vo 1 4. 

» Ariiona Public Service Co. 79/10/01. 350pp 

-7910050373 FSAR.Vol 7. 

-» Ariiona Public Service Co. 79/10/01. 330pp,* 

-7910050374 FSAR.Vol O. 

* Ariiona Public Service Cd. 79/iQ/Ol . 350pp. 

-7910050370 FSAR.Vol 9. 

* Ariiona Public Service Co. 79/iO/Ol, 350pp. 


-7910050303 FSAR.Vol SO. 

* Ariiona Public Service Co. NRC. 79/10/01. 350pp. 


7910040017 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol l-Rand Pump Impellers. " No action required' 

ENGELKEN, R H. Region 5, San Francisco, Office of the Director. 
79/09/13. Ip. 


7910110299 Forwards IE Info Notice 79—22. "Gua 1 i f i c at i on of Control 
Sy s . " No action required. 

ENGELKEN, R . H. Region 5, San Francisco, Office of the Director. 

79/09/17. Ip. 


7910120201 Forwards IE Circular 79-20. "Failure of QTE Sylvania Relay, 
Typo PM Bulletin 7305, Catalog 5U12-11-AC ui/120 Volt ac 
Coil," No action required. 

ENGELKEN.R.H Region 5, San Francisco, Office of the Director. 
79/09/24. lp. 


791O1101B8 Forwards IE Info Notice 79-23. "Emorgoncy Diesel Generator 
Lube Oil Coolers. 11 No action required. 

ENOELKEN. R . H. Region 5. San Francisco. Office of the Director. 
79/09/26. lp. 


7910180052 Forwards IE Bulletin 79-24. "Froien Lines. " No action 
required, 

ENGELKEN. R , H. Region 3, San Francisco, Office of the Director. 
79/09/27. lp. 


7910170535 Forwards IE Info Notice 79—25, "Reactor Trips at Turkey 
Point Units 3 ?< 4. 11 No action required. 

ENGELKEN, R. H. Region 5. Ban Franciacn, dffico of the Director 
79/10/01. lp. 


7910190212 Forwards IE Info Notice 79-24, "Over p ress ur 1 1 a t i on of 
Containment of PUR Plant After Main Steam Lino Break. " No 
action required. 

ENGELKEN, R. H. Region 5, San Francisco. Dffico of the Director. 
79/10/01. lp. 


7910310430 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sys Piping. 11 No action required. 

ENGELKEN, R. H. Region 5. Ban Francisco, Office of the Director 
79/10/17. lp. 


G. Inspection reports, IE Bulletins 6 correspondence 


7910030565 Responds to IE Bulletin 79-02, Revi s ion 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts. 11 Review 
of designs indicates position not changed from previous 
response on 790906. 

VAN BRUNT, EG. Ariiona Public Service Co. 79/00/09, lp. 


7910020597 Amends 790626 response to IE Dull chin 79-09. Rose tor tTip 
switchgear includes two GE AKR-30 circuit breakers w/same 
failure problem as Type AK-2 Action recommended for Type 
AK-2 wi 11 be used for Typo AKR-30. 

VAN BRUNT, E. E, Ariiona Public Service Co. 79/00/30. 2pp. 


7910020205 Forwards IE Info Notice 79 -20, Revision 1, "NRC Enforcement 
Policy - NRC Licensed Individuals. " NUtlce reissued to 
correct word omission & punctuation error which changed 
intent of s tat ement. C hang ed statement underlined in text. 

ENGELKEN, R. H. Region 5, San Francisco, Offico of the Director. 
79/09/07. lp. 


7910040332 Ack receipt of 790016 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-52B/79-03. 
30-529/79-03 «, 30-530/79-01. 

SPENCER, 0. B. Region 5. San Francisco, Reactor Construction & 

Engineering Support Branch. 79/09/10, 2pp. 


•7910040333 Responds to NRC 790706 ltr ra violations noted in IE Insp 
Repts 50-520/79-03,30-329/79-03 l< 50-330/79-0 1 . Cnrrec tive 
act ions: leakage min lml i ed, rebar repositioned & rebar 
obstruction removed, 

VAN BRUNT, E. E, Ariiona Public Service Co. 79/00/16. 4pp. 


-7910040339 Forwards IE Insp Repts 30-520/79-03,50-529/79-03 t< 
30-330/79-01 & notice of violation. 

SPENCER, 0. 8. Region 5, San Francisco, Raac tar Construction & 

Engineering Support Branch. 79/07/06. 2pp. 


-7910040342 Notice of violation from insp on 790430-0304. 

* Region 5, Ban Francisco, Offico of the Director. 79/07/06. 

2pp. 


B. Reportable occurrences, LERs & related corresp oindenc e 


7910180205 PN0-79— 432: o n 790220, t enf 1 i c t of interest was raised 
because NRC resident inspector was employed by constructor 
of facility. No action planned. 

HENDERSON, J. D. Office of Inspection U Enforcement, Office of the 
Director. 79/09/21 . 1 p. 


DOCKET 30-537 CLINCH RIVER BREEDER REACTOR 


A. Ap p 1 icat ian/cons t rue 1 1 on stage documents U correspondence 


791030015B Forwards affidavit confirming distribution of Amend 92 to 
P5AR to designated local public officials ?« EPA 
representatives. 

COPELAND, R. L. Enor gy. Oep t. o P, Clinch River Breeder Reactor Plant. 
79/10/26. 2pp. 


B, Utility Preliminary Safety Analysis Report, amends 


7910220100 Forwards FSAR, Amend 53. 

COPELAND. Ft. L. Eno r yy, De p t. o f , Clinch Rlvor Breeder Reactor Plant. 
79/10/19. 4pp, 


— 791022011 1 PSAR, Amend 52. 

* Energy, Dept, of, Clinch River Breeder Reactor Plant. 79/10/19, 
300pp. 


DOCKET 30-538 MEMPHIS STATE UN IV. RESEARCH REACTOR 


A. Application/construction stage documents tt correspondence 


79100S0110 Forwards FR notice of issuance & avallablltiy of amend to 
License R-127, in response to 790323 & 0903 requests for 
power increase for AGN-201 reactor. 

REID, R. W. Operating Reactors Branch 4 IPre 7910301. 79/08/30. 

lp. 
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—7910050113 Notice of issuance »< availability of amend to License H-127 
re power increase for AQN-201 reactor. 

REID.R.W. Operating Reactors Branch 4 <Pre 791030). 79/08/30. 

4pp. 


— 7910250447 Responds to 790015 order confirming suspansion of const. 
NRC should assess U publicly address civil penalties issue 
Requests participation in hearing as interested state. 

BTEPHEN9, R. F. Kentucky. State of, 79/00/23. 2pp. 


SOCKET 8TN-50— 543 RESAR-3S 


B. Utility Preliminary Safety Analysis Report, amends 


7910010007 Environ ropt for fac i I ity. Vols 1-6, 

* National Power Corp. <Phil lpp ines ). 79/09/2B. 3500pp. 


DOCKET 8TN-50-546 MARBLE HILL NUCLEAR STATION, UNIT 1 
A. App 1 icati otv/c ons true 1 1 on stage documents 6 correspondence 


7910030694 FDIA request for all repts made during Apr, May or Juno 1979 
re defects in concrote at facility. 

LAUDJO, B. Affiliation Unknown. 79/07/02. Ip. 


7910050210 Notification of 790015 meeting w/uti) in Qlen Ellyn, IL to 
discuss status of upgrading mgt 6 GA/QC controls at site. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/00/10 
Ip. 


7910040421 Ack receipt of 790626 t< 27 Itrs requesting susponslon or 
revocation of CP. Petition granted by end IE order 
suspending all safety-related const ac tivl t ies. Rights for 
hearing must be established. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/00/15, App. 


7910040345 Discusses consequences of previously reported potentially 
reportable Incident re interaction of nonsafety-grade sys 
ui/staam supply equ i pment. Final rept will bo provided pending 
further investigation. 

SHIELDS, 8. W. Public Service Co. of Indiana, tnc. 79/09/27, 2pp. 


7910160035 Notifies that mailings to sve list may be obtained from 
Frey. Sassafras Audubon Society should notify NRC of Frey 
replacement. 

RUBENSTEIN, L. B, Light Water Reactors Branch 4. 79/09/27. 4pp. 


7910030699 Responds tn FOIA request for any !< all repts made during 
Apr.rtay or June 1979 re defects In concrete at facility. 

Forwards documents. 

FELTON, J. M. Division of Rules and Records. 79/09/20. Ip. 


79IO3JO500 Responds to 790904 Itr requesting Info re concrete placement 
activities. Const lnsp program includes review of licensee t, 
contractor nonconformance repts. NRC will not discontinue 
insps 6 investigations of facility activities, 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/10/01 
3PP. 


--7910250453 Responds to 790015 order confirming suspension of const. 
Licensees will comply w/Part IV of order. Parts II 6 III aro 
not contested. Licensees do not request hearing. 

SHIELDS, S. W, Public Service Co. of Indiana, Inc. 79/08/31. 2pp, 


— 7910250462 Requests hearing on behalf of Sassafras Audubon Society of 
Lawrence, Oreon, Monroe, Brown, Morgan U Owen Conn t i e s, IN, r e 
790013 order confirming suspension of const. 

EYED, J. A. Sassafras Audubon Society. 79/09/01. 16pp. 


--7910250469 Requests hearing on behalf on Knob ft Valley Audubon Society 
of Southern IN based on info in Save the Valley motion to 
reopen safety issues. * 

MOUSED, Q. J. Knob & Valley Audubon Society. 79/09/04. Ip. 


—7910250474 Responds in opposition to Sassafras Audubon Society hearing 
request. Spec i fic Interest has not been identified l< 
necessity for public hearing has not been demonstrated. 

ERA 790S20 final decision re Environ Defense Fund end. 

* LeBoeuf, Lamb. Lelby U MacRae. 79/09/12. 35pp. 


7910230076 Ack receipt of 790904 ltr requesting that matters re siting, 
emergency planning t, need for power bo considered in 
conjunction w/790629 petition. 

DENTON, H. R. Office of Nuclear Reactor Regulation 79/10/11. 4pp. 


7910240169 Responds to petition on behalf of Padd 1 ouihee 1 Alliance 
requesting suspension or revocation of CPs, Petition 
considered request under I0CFR2. 206. Forward s director's 
decision under 10CFR2. 206. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/10/11. 3pp. 


— 7910240177 Director’s decision under 10CFR2. 206, Denies petition due to 
absence of factual basis supporting Paddlewheel Alliance 
motion to suspend or revoke CPs or to reopen safety 
hearings. LB fiubenstein 790723 ltr end. 

DENTON. H R. Office of Nuclear Reactor Regulation. 79/10/11. 3pp. 


7910300154 Strongly opposes const practices & would participate in 
demonstration to halt restart of const. 

WEDER, 0. Affiliation Unknown, 79/10/24. Ip. 


H. General correspondence 


7910110532 Responds to 790627 request that NRC pay legal foes for 
representation of intervenor Saluda Township in proceedings. 

NRC does not fund parties intervening in proceedings. 

Congress is reconsidering decision on funding. 

FITZGERALD, J. A. Office of the General Counsel. 79/07/1 1. Ip. 


— 7910310503 Requests NRC 
Regulation re evidence 
discovered during Apr 
re NRC aid in criminal 
DATTILO, T. M. Dattilo, 


response to Benate Subcommittee on Nuclear 
of breakdown in const supervision 
insp. Also requests response under oath 
investigation of alleged covotup. 

T. M. 79/09/04. 2pp. 


0. Adjudicatory correspondence 


7909200498 Forwards petition calling for revocation of 
RANDALL, K. Paddlewheel A1 1 lance. 79/09/24. Ip, 


facility CP. 


Q. Inspection reports, IE Bulletins 1* correspondence 


7910090200 Forwards IE Dullotin 79-21, "Tamp Effects on Level 
Measurements . 11 No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/00/13 
if- 


7910050424 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals. 11 No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/00/14 
lp. 


—'7909280504 Petition calling for revocation of facility CP 
* Paddlewheel Alliance. 79/09/24. 35pp. 

7910170033 Notice of appearance on bohalf nf NRC. 

MURRAY, J. P . Rulemaking it Enforcement Division. 79/10/04, lp. 


7910050499 Forwards IE Circular 79-17, "Contact Problem in BB-12 
Switches on OE Metalclad Circuit Breakers. " No action 
required. 

KEPPLER. JO. Region 3, Chicago, Office of the Director. 79/00/14 

lp. 


•7910170059 Notice of appearance of behalf of NRC. 

LIEDERMAN, J. Rulemaking 1* Enforcement Division. 79/10/04. ip. 

■7910170061 Notice of appearance on bohalf of NRC. Certificate of Svc 
one 1 . 

BURNS, S. 0. Rulemaking It Enforcement Division. 79/10/04. 2pp. 


79 {0230441 Motion to deny Sassafras Audubon Society 790901 t< Knob ft 
Valley Audubon Society 790904 requests for hearing. Neither 
party entitled to hearing as matter of right on director's 
order. Discretionary hearing not warranted. 

P ' ' 0URNS ' S G - Rulemaking & Enforcement Division. 


7910030660 Forwards IE lnsp Repts 50-546/79-14 fc 50-547/79-14 on 
790015. No noncompl lance noted. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/00/23. 

2pp. 


■7910030675 IE lnsp Repts 30-546/79-14 *i 50-547/79-14 on 790015 No 
noncomp 1 lance noted. Met to discuss content of 790B13 order 
confirming suspension of const. 

HAYEB, 0. W. , WILLIAMB, C. C. , FIORELLI.O. Region 3, Chicago, Office 
of the Director. 79/00/22. 3pp. 


7910050500 Forwards IE lnsp Repts 30-346/79-13 It 50-347/79-13 on 
790013-17. • - 

F10RELLI , 0. Region 3, Chicago, Reactor Construction 1< Englneariiifl 

Support Branch. 79/08/29. 2pp. 



DOCKETED ITEMS 


32S 


— 7910030506 IE Insp Repts 50-346/79-13 !< 50-547/79-13 un 790015-17. No 
noncompliance noted. Major areas inapec ted : sutvb i 1 lance of 
auxiliary bldg. Unit 1 & Unit 2 containments t> storage areas 
UDNESiC.E.r HAWKINB, F. C. . WILLIAMS, C. C. Regions, Chicage, 
Office of the Director. 79/08/24. 3pp. 


7910160324 Forwards IE Insp Repts 50-546/79-13 & 50-547/79-13 on 
790021-24. No noncamp 1 i anc e noted. 

FIORELLI, 0. Region 3, Chicago, Reactor Construction S< Engineering 

Support Branch. 79/09/06. 2pp. 


— 7910160332 IE Insp Repts 30-946/79-15 t< 50-547/79-15 on 790821-24, No 
noncomp liance noted. Major areas inspected: verification 
that activities in progress comply w/order confirming 
suspension Df safety-related area const. 

SCHWE1 B INZ, E. R. , WILLI AMS, C. C . Region 3, Chicago, Reactor 

Construction & Engineering Support Branch, 79/09/06. 3pp. 


7910020218 Forwards IE Info Notice 79-20, Re vi s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals." Notice reissued to 
correct word omission & punctuation error which changed 
Intent of statement. Changed statement underlined in text. 

KEPPLER, J. 0, Region 3, Chicago, Office of the Director. 79/09/07 
ip- 


7910030635 Responds to IE Bulletin 79-13, "Deep Draft Pump 
Deficiencies. " No deep draft pumps of type described are 
used. 

SHIELDS, S. W. Public Service Co. of Indiana, Inc. 79/09/07. Ip. 


7910040346 Responds to IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME 8A-312 Type 304 Stainless Steel Pipe Spools Mfg by 
Youngstown Welding & Engineering Co." No pipe of this 
description used or planned for use In safety related sys. 

8HIELD8, B. W. Public Service Co. of Indiana, Inc. 79/09/07. Ip. 


7910240199 Forwards IE Insp Repts 50-346/79-12 & 50-347/79-12 on 
790807-10. No noncomp 1 lance noted. 

FIORELLI, 0. Region 3, Chicago, Reactor Construction !< Engineering 

Support Branch. 79/09/11. 2pp, 


— 7910240215 IE Insp Repts 50-546/79-12 6 50-547/79-12 un 790807-10. No 
noncomp 1 lance noted. Major areas inspected; Category 1 safety- 
related structures it cessation of safety-related work per 
stop work order. 

JONES, C.E. , WILLIAMB, C. C. Region 3, Chicago, Office of the 
Director. 79/09/10. 3pp. 


7910030276 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol I-Rand Impellers." No action required. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director, 79/09/13, 

Ip- 


7910110141 Forwards IE Circular 79-20, "Failure of QTE Sylvania Relay, 
Type PM Bulletin 7305,Catalog 5U12-11-AC u/120 Volt ac 
Coil." No action required. 

KEPPLER.J. 0. Region 3, Chicago, Office of tho Director. 79/09/24, 
IP- 


7910310411 Forward* Revision 2 tu IE Bulletin 79-13, "Cracking in 
Feedwater Sys Piping." No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of tho Director. 79/10/19 
lp. 


8. Reportable occurrences, LERs {, related correspondence 


7910030626 Ack 790023 interim rept re concrete surrounding fuel 
transfer canal sump. 

FIORELLI, 0, Region 3, Chicago, Reactor Construction 6 Engineering 

Support Branch. 79/09/11. lp. 


7910030631 Ack 790B30 interim rept re prime coating on polar cranes. 
FIORELLI, 0. Region 3, Chicago, Reactor Construction & Engineering 
Support Branch. 79/09/11. lp. 


7910090643 Ack receipt of 790905 intorim rept re nonconforming stud 
attachments to Class 1 embedments, 

FIORELLI, 0, Region 3, Chicago, Reactor Construction 6 Engineering 

Support Branch. 79/09/12. lp, 


7910230370 Ack receipt of 790927 interim deficiency rept re interaction 
of nonsafoty-grade sys w/steam supply equipment. Will review 
final rept upon Tecelpt. 

FIORELLI, 0. Region 3, Chicago, Reactor Construction L Engineering 
Support Branch. 79/10/05. lp. 


7910240693 Interim deficiency rept re installation of concrete 
expansion anchors in Safety Category 1 concrete for support 
of temporary nonsafety-related p ip ing. Installed ui/a approval 
procedure. Structural integrity will be investigated. 

SHIELDS, S. W. Public Service Co. of Indiana, Inc. 79/10/16, 2pp, 


U. Congrossional/Executive Correspondence 


7910020718 Opposes complete work stoppage at plant const site due to 
consequences ra unemployment h const schodule, 

MVER8, J. House of Rep. 79/0B/01, lp 


7910310520 Request addl info re involvement of Newberg Const Co, Sargent 
it Lundy 6 US Testing in const of US commercial nuclear 
reactors. 

MOFFETT, T. House of Rep., Government Operations. 79/09/19. 2pp. 


7910230225 Expresses concern re mgt 6 NRC supervision of const of 
nuclear reactor at Mad i sonvi 11 e , IN. Demand s NRC ensure 
presence of most qualified contractors 6 const workers, that 
Inspector be on site 6 NRC technicians conduct mostly insps. 
HAZZOLI i R, House of Rep, 79/09/20. 2pp. 


7910310473 Responds to 790001 ltr re work stoppage at fac i 1 i ty. Forwards 
chronological list of major actions taken. Continuation of 
const under licensee current organixation S, method of 
operations unacceptable. 

HENDRIE, J, M. Commission. 79/10/11. 0 pp, 


7910040256 Forwards IE Info Notice 79—23, "Emergency Diesel Generator 
Lute Oil Coolers." No action required. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/09/26. 
lp. * 


DOCKET STN-S0-547 MARBLE HILL NUCLEAR STATION, UNIT 2 


A. Appl Icatl on/cons true t Ion stage documents 1< correspondence 


7910040059 Forwards IE Info Notice 79-24, "FrOxen Lines." No action 
required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director, 79/09/27. 
lp. 


7910170257 Forward* IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Unit* 3 It 4. " No action required, 

KEPPLER, J. 0. Region 3, Chicago, Office of tho Director. 79/10/01. 

lp. 


79101B0630 Forwards IE Info Notice 79—24, "Qverpressur i zafc ion of 
Containment of PWR Plant After Main Steam Line Break." No 
action required. 

KEPPLER, J.G. Region 3, Chicago, Office of the Director. 79/10/01. 


7910250233 Forwards IE Insp Repts 30-346/79-16 & 50-547/79-16 on 
790723-27. No nontompliance noted. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/10/02. 

2pp. 


7910030694 FOIA request for all repts made during Apr, May or June 1979 
re defects In concrete at facility. 

LAUD1G, 8. Affiliation Unknown. 79/07/02. lp. 


791005021 B Notification of 790015 meeting w/util in Olen Ellyn, IL to 
discuss status of upgrading mgt & OA/OC controls at site. 

KEPPLER. J. 0. Region 3, Chicago, Office of the Director. 79/00/10 
ip. 


7910040421 Ack receipt of 790626 h 27 Itrs requesting suspension or 
revocation of CP. Petition granted by end IE ardor 
suspending all safety-related const activities. Rights for 
hearing must he established. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/08/15. 4pp. 


7910040345 Discusses consequences of previously reported potentially 
reportable incident re interaction of nonsafety-grade sys 
w/steam supply equipment. Final rept will be provided ponding 
further investigation. 

SHIELDS, 8, W. Public Service Co, of Indiana, Inc. 79/09/27. 2pp. 


— 7910250237 IE Insp Repts 50-546/79-16 & 50-547/79-16 on 790725-27. No 
noncompl lance notBd, Major areas inspected: review of US 
testing lab & field testing procedures for QC measures 
re testing of concrete St concrete rnatls. 

HAYES, D. W. Region 3, Chicago, Office of the Director. 79/09/17, 
&4pp. 


7910160035 Notifies that mailings to sve list may he obtained from 
Frey. Sassafras Audubon Boclety should notify NRC of Frey 
replacement. 

RUBENBTEIN, L. S, Light Water Reactors Branch 4. 79/09/27. 4pp. 
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7910030699 Responds to FQIA request for any 6 all repts niade during 
Apr, May or June 1979 re defects in concrete at facility. 

Forwards documents. 

FELTON, J. M. Division of Rules and Records. 79/09/2B. Ip. 


7910310500 Responds to 790904 ltr requesting info re concrete placement 
ac 1 1 vi t ie s. Cuns t insp program includes review of licensee J, 
contractor nonconformance repts. NRC will not discontinue 
insps J, investigations of facility activities. 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director. 79/10/01. 

2pp. 


--7910310303 Requests NRG response tp Senate Subc ommi t ten on Nuclear 
Regulation re evidence of breakdown In const supervision 
discovered during Apr insp. Also requests response under oath 
re NRC aid in criminal investigation of alleged covorup. 

DATT1L0, T. M. Dattilo, T. M. 79/09/04. 2pp. 


0. Adjudicatory correspondence 


7909260498 Forwards petition calling for revocation of facility CP, 
RANDALL, K. Paddleuheel Alliance. 79/09/24. ip. 


--79092S0504 Petition calling for revocation of facility CP. 
« Padd leuheol Alliance. 79/09/24. 33pp. 


7910170053 Notice of appearance on behalf of NRC. 

MURRAY, J. P. Rulemaking * Enforcement Division. 79/10/04. ip. 


--7910170059 Notice of appearance of behalf of NRC. 

LIEBERMAM, J. Rulemaking !i Enforcement Division. 79/10/04. ip 


--7910170061 Notice of appearance on behalf of NRC. Cert i P icatc of 3vc 
enc 1 . 

BURNS, S. 0. Rulemaking t, Enforcement Division, 79/10/04 2pp. 


7910290441 Motion to deny Sassafras Audubon Society 790901 & Knob & 
Valley Audubon Society 7909Q4 requests for hear ing. Nei ther 
party entitled to hearing as matter of right on director's 
order. Discretionary hearing not warranted. 

MURRAY, J. P. , BURNS, 8.0. Ru 1 emak inq f, Enf ore emont D1 vl s i on. 
79/10/04. 16pp. 


--7910250447 Responds to 790B15 order confirming suspension of const, 
NRC should assess l, publicly address civil penalties issue. 
Requests participation in hearinq as interested state 
STEPHENS, R. F. Kentucky. State of. 79/0B/23 2pp. 


--7910250453 Responds to 7900)5 order confirming suspension of const. 
Licensors mil! comply w/Part IV of order. Parts II 6 II! aru 
not contested. Licensees dD not request hearing. 

SHIELDS, S. H. Public Service Co. of Indiana. Inc. 79/00/31. 2pp 


•7910250462 Requests hearing on behalf of Sassafras Audubon Society of 
Lawrence, Or een, Monroe, Brown, Morgan t< Owen Counties, IN, re 
790015 order confirming suspension of const. 

EYED, J. A. Sassafras Audubon Society. 79/09/01. 16pp. 


■7910250469 Requests hearing on behalf on Knob 8, Valley Audubon Society 
of Southern IN based on info in Save the Valley motion to 
reopen safety issues. 

MDUSER, 0, J. Knob 6 Valley Audubon Society. 79/09/04. Ip. 


— 7910250474 Responds in opposition to Sassafras Audubon Society hearing 
request, Specific interest has not been identified £< 
necessity for public hearing has not been demonstrated. 

EPA 79DB20 final decision ra Environ Defense Fund end. 

« LoGoeufi Lamb, Loiby 6 MacRae. 79/09/12. 33pp. 


7910230D76 Ack receipt of 790904 ltr requesting that matters re siting, 
emergency planning 6 need for power be considered in 
conjunction u/790629 petition. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/10/11. 4pp. 


7910240169 Responds to petition on behalf of Paddlewheel Alliance 
requesting suspension or revocation of CPs. Petition 
considered request under 10CFR2. 206. Forwards director's 
decision under I0CFR2. 206. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/10/11. 8pp. 


•7910240177 Director's decision under 10CFR2. 206. Denies petition duo to 
absence of factual basis supporting Paddleuiheol Alliance 
motion to suspand or revoke CPs or to reopen safety 
hearings. LB Rubenstein 790723 ltr end. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/10/11. Spp. 


7910300154 Strongly opposes const practices & would participate in 
demonstration to halt restart of const. 

WEBER, 0. Affiliation Unknown. 79/10/24 lp. 


H. General correspondence 


7910110532 Responds to 790627 request that NRC pay legal foes for 
representation of intervener Saluda Township in proceedings. 

NRC does not fund parties intervening in proceedings. 

Congress Is reconsidering decision on funding. 

FITZGERALD, J. A. Offico of the Genera! Counsel. 79/07/11. Ip. 


Q. Inspection reports, IE Bulletins 8, correspondence 


7910090200 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. 11 No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/08/13. 
ip. 


7910050424 Forwards IE Info No t i c e ■• 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals, " No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/00/14. 
ip. 


7910050499 Forwards IE Circular 79-17, "Contact Problem in BQ-12 
Switches on OE Metalclad Circuit Breakers. " No action 
required. 

KEPPLER, J. C. Region 3, Chicago, Office of the Director. 79/08/14. 
ip- 


7910030660 Forwards IE Insp Repts 50-546/79-14 ?< 50-547/79-14 on 
790015. No noncomp liancc noted. 

KEPPLER, J. G. Region 3, Chicago, Offico of the Director. 79/08/33. 

2pp. 


■7910030675 IE Insp Repts 50-546/79-14 t< 50-547/79-14 on 790013. No 
noncompliance noted. Met to discuss content of 790B15 order 
confirming suspension of const. 

HAYES, D. W. , WILLIAMS, C. C. , FIORELLI.G. Region 3, Chicago, Offico 
of the Director. 79/00/22. 3pp. 


7910050500 Forwards IE Insp Repts 50-546/79-13 & 50-547/79-13 on 
790013-17. 

FIORELLI.G, Region 3. Chicago, Reactor Construction I, Engineering 

Support Branch. 79/OB/29. 2pp. 


-7910050506 IE Insp Repts 50-546/79-13 «< 50-547/79-13 on 79001 3- 1 7 , No 
noncompliance noted Major areas inspec ted : aurvei 1 lane o of 
auiilierij bldg, Unit 1 b Unit 2 containments f, storage areas. 

JONES, C. E. , HAWKINB, F. C. , WILLIAMS, C. C. Region 3, Chicago, 

Office of the Director. 79/00/24. 3pp. 


7910160324 Forwards IE Insp Repts 50-546/79-15 «, 50-547/79-15 on 
790021-24. No noncompliance noted, 

FIORELLI.G. Region 3, Chicago, Reactor Construction S< Engineering 

Support Branch. 79/09/06 2pp. 


■7910160332 IE Insp Repts 50-546/79-15 t, 50-547/79-15 on 790021-24, No 
non comp 1 lance noted. Major areas Inspected: verification 
that activities in progress comply w/ or dor confirming 
suspension of sa f e ty-r o la t ed area const. 

SCHWEIBINZ, E. R, , WI LL I AMS. C . C. Region 3, Chicago, Reactor 

Construction U Engineering Support Branch. 79/09/06. 3pp. 


7910020218 Farwards IE Info Notice 79-20, Rev i s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals, " Notice reissued to 
correct word omission !< punctuation error which changed 
intent of statement. Changed statement underlined in test. 

KEPPLER. J. G. Region 3, Chicago, Office of the Direc tor. 79/09/07. 
lp. 


7910030635 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies. " No deep draft pumps of type described are 
used. 

SHIELDS, 8. W. Public Service Co. of Indiana, Inc. 79/09/07. ip. 


7910040546 Responds to IE Bulletin 79-03. "Longitudinal Wold Defects In 
ABME 6A-312 Typo 304 Stainless Steel Pipe Spools Mfg bg 
Youngstown Welding fc Engineering Co. " No pipe of this 
description used or planned for use in safety related sys, 

SHIELDS, 0. W. Public Service Co. of Indiana, Inc. 79/09/07. lp. 


7910240199 Forwards IE Insp Kept* 50-346/79-12 ?, 50-547/79-12 on 
790007-10. No noncompl iance noted. 

FIDRELLI, Q. Region 3, Chicago, Reactor Construction !< Engineering 
Support Branch. 79/09/11. 2pp. 
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— 7910340813 IE Insp Repts 50-546/79-12 ?. 50-547/79-12 on 790B07-10. No 
none amp 1 iance noted. Major areas Inspec tod ; Ca tegory 1 safety- 
related structures & cessation of safety-related wofk per 
atop uor k order 

JONES. C. E. , WILLIAMS, C. C. Region 3, Chicago, Office of the 
Director, 79/09/10. 3pp 


7910030276 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ing srso 1 1-Rand Impellers." No action required. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director 79/09/13 
IP- 


7910110141 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PH Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ac 
Coil." No action required. 

HEPPLER , J. G. Region 3, Chicago, Office of the Director 79/09/24 
Ip. 


7910040236 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers." No action required. 

KEPPLERiJ. G. Region 3, Chicago, Office of the Director. 79/09/26 

Ip. 


7910040059 Forwards IE Info Notice 79-24, "Frojen Lines. 11 No action 
requ i red. 

KEPPLER.J. 0. Region 3, Chicago, Office of tho Director. 79/09/27. 
Ip. 


7910170257 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 6 4. "No action required. 

KEPPLER, J. G, Region 3, Chicago, Office of thu Director 79/10/01 
Ip. 


79 1 0 1 BO 630 Forwards IE Info Notice 79-24, "Ovorproa sur i xat i on of 
Containment of PWR Plant After Main Steam Line Dreak. " No 
action required. 

KEPPLER > J. G. Region 3, Chicago, Office of the Director. 79/10/01, 
Ip. 


7910250233 Forwards IE Insp Repts 50-546/79-16 b 50-547/79-16 on 
790725— 37. No none omp 1 i anc o noted. 

KEPPLER, J. G. Region 3, Chicago, Office of thu Director. 79/10/02. 

2pp. 


•7910250337 IE Insp Repts 50-546/79-16 & 50-547/79-16 on 790725-27. No 
none ompl iance noted. Major areas inspoc ted ; review of US 
testing lab 6 field testing procedures for OC measures 
re testing of concrete U concrete matls. 

HAYES, D. W, Region 3, Chicago, Offico of the Director. 79/09/17. 

64p p . 


7910310411 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sys Piping. " No action required. 

KEPPLER , J. G, Region 3, Chicago, OFflce of thu Director. 79/10/19. 
Ip. 


B. Reportable occurrences, LERs S< related correspondence 


7910030626 Ack 790823 interim rept re concrete surrounding fuel 
transfer canal sump. 

FIORELLI.G, Region 3, Chicago, Reactor Cons true tiun S, Engineering 

Support Branch. 79/09/11. Ip. 


7910030631 Ack 790830 interim rept re prime coating on polar cranes. 
FIORELLIiG. Region 3, Chicago, Reactor Construction S< Engineering 

8upport Branch, 79/09/11. ip. 


7910090643 Ack receipt of 790905 interim rept re nonconforming stud 
attachments to Class 1 embedments. 

FIORELLIiG. Region 3, Chicago, Reactor Construction 6 Engineering 

Support Branch. 79/09/12. Ip. 


7910230376 Ack receipt of 790927 interim deficiency ropt re interaction 
of nonsafoty-grade sys w/steam supply equipment. Wi 1 1 review 
final rept upon receipt. 

FIORELLIiG. Region 3, Chicago, Reactor Construction & Engineering 

Support Branch. 79/10/05. Ip. 


7910240693 Interim deficiency rept re installation of concrete 
expansion anchors In Safety Category 1 concrete for support 
op temporary nansaf ety-rc lated p ip ing. Ins ta 1 led w/o approval 
proc erfur e. Struc tura 1 integrity will be Inveati gated. 

SHIELDS,, S. H, Public Service Co. of Indiana, Inc. 79/10/16. 2pp. 


U. Congroa si onal /Executive Correspondence 


7910020710 Opposes complete work stoppage at plant const site due to 
consequences re unemployment 6 const schedule. 

MYERS, J. House of Rep. 79/00/01. Ip. 


7910310520 Request addl info re involvement of Newberg Const Co,6argent 
*< Lundy l, US Testing in const of US commercial nuclear 
renc tors. 

MDFFETT, T. House of Rep , Government Operations. 79/09/19. 2pp. 


7910230225 Expresses concern re mgt fc NRC supervision nf const of 
nucleaT reactor at Mad i sonvl 1 1 e , IN. Demands NRC ensure 
presence of most qualified contractors 6 const workers, that 
inspector be on site J, NRC technicians conduct mostly insps. 
MAZZGLI , R. House of Rep. 79/09/20, 2pp 


7910310473 Responds to 790B01 1 tr re work stoppage at fac i 1 i ty . Forwards 
Chronological list of major actions taken. Continuation of 
const under licensee current organlxation t< method of 
operations unacceptable. 

HENDRIE, J. M Commission. 79/10/11. 0 pp 


DOCKET 30-549 GREENE COUNTY NUCLEAR POWER PLANT 
G, Adjudicatory correspondence 


7910260234 Forwards revised responses to intervonor Friends of the 
Earth 790308 ltr ro effect of WAHH-1400 on EIS. Revised 
response will mention that application for CP has been 
ul thdrawn. 

FITZGERALD, J. A. Office of the General Counsel. 79/08/08. Ip. 


■7910260239 Comments that FEB is inadequate re economic & 
radiobiological effects of Class 9 accident on surrounding 
area J< population. Requests suppl to FES or justification for 
denial of request. 

PARNES, M. Friends of tho Earth. 79/03/08. j>pp 


■7910260241 Forwards four draft responses to intervenor Friends of the 
Earth 790308 ltr ro effect of WASH-1400 on EIS. 

FITZGERALD, J. A. Office of the General Counsel. 79/07/16. 9pp. 


— 7910260244 Responds to 79030B ltr re WASH- 1400. App 1 1 c a t ion foT CP 
wl thdrawn. NRC may study environ considerations of Class 9 
accidents. 

DENTON. H. R. Offico of Nuclear Reactor Regulation. 79/09/13. 0pp. 


■7910260246 Revises draft response to intorvenoT Friends of the Earth 
ro HASH-1400. NRC views not inflexible re possibility of 
occurrence uf Class 9 accident. 

KELLEY, J. L. Office of tho General Counsel, 79/04/25. ip. 


DOCKET STN-50-553 PHIPPS BEND NUCLEAR PLANT, UNIT 1 

A. Appl ication/construction stage documento ?, correspondence 


7910360412 Revises response to noncompliance items in CE Murphy 790531 
ltr. 

MILLS, L. M. Tennessee Valley Authority. 79/0B/24. ip. 


7710020573 Notification of 790928 meeting w/utilo L GE in Bothosda.MD 
to discuss review schedule 6 approval of load combinations 
in licensing review of BWR plants. 

BOURNIA, A. Light Water Reactors Branch 3. 79/09/18. 7pp. 


7910230034 Requests consultation t, assistance to Further purposes of 
1970 Endangered Species Act amends. Requests info bo 
forwarded whether any plants 6 animals are In vicinity of 
proposed transmission lines. 

SELLS, D. E. Environmental Projects Branch 2. 79/10/05. lp. 


7910290234 Summary of 790928 meeting w/GE re schedule for reviewing *< 
approving load combinations in licensing of BWfl plants. 

BOURNIA, A. Light Water Reactors Branch 3. 79/10/11. 20pp. 


7910240602 Responds to 791005 request for infn ro endangered species in 
vicinity of proposed transmission line const. Infe will be 
forwarded after review by Asheville area ofc. 

BLACK, K. E. IhtoriDr, Dop t, of, Fish U Wildlife Service, 79/10/17 
lp. 


7910300135 Confirms 790924 telcon re addl earth faults in area of Unit 
1 pumping station 6 forwards detailed descrip t i on. Three 
color photographs end. 

MILLS, L.M. Tennessee Valley Authority. 79/10/24. 3pp, 


0. Inspection reports, IE Bulletins 8< correspondence 


7910130631 Discusses 790710 meeting w/util in Knoxville, TN re 
activities authorlied for all TVA facilities under const. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction t< Engineering 
Support Branch. 79/08/02. 2pp, 
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— 791015064B Summary of IE mgt meeting w/util re all TVA facilities under 
const. Major areas discussed ; Insp t, enforcement* changes in 
insp policy. OA/OC organ l xat i on effectiveness. 

GOUGE, M. J. Region 2. Atlanta* Off ice of the Director. 79/00/01. 
3pp. 


7910010010 Forwards IE Circular 79-1B, "PropoT Installation of Target 
Rock Safety-Relief Valves." No action required, 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79709/10. 3pp. 

7910020314 Forwards response to IE Bulletin 79-15. “Deep Draft Pump 
Defic iencies. " 

WILLS. L. M. Tennessee Valley Authority. 79/09710. 7pp. 

7910030251 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies. 11 Three deep draft pumps similar to those 
Identified are planned for use in safety-related sys. Pumps 
not gat tested. No deficiencies found in recent insp. 

MILLBrL. M. Tennessee Valley Authority. 79709/10. 7pp, 


7910240320 Forwards IE Insp Repts 50-353/79-13 h 50-554779-12 on 
790929-31. No noncompl lance noted, 

MURPHY. C. E. Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch. 79709/12. 2pp 

— 7910240323 IE Insp Septs 50-333/79-13 & 30-534/79-12 on 790329-31 . No 
none ompl iance noted. Major areas lnspec tad : weld lng 
activities. 

KLEINSOROE. W. P. Region 2. Atlanta. Office of the Director. 
79/09712. 4pp. 


7910020393 Forwards 1E Circular 79-19, ’’Loose Locking Devices on 
Ingersoll-Rand Pump JmpelleTS.. " No action required. 

O'REILLY, J. P, Region 2* Atlanta, Office of the Director. 
79/09/13. Ip. 


7910110270 Forward s IE Info Notice 79-22, "Qualification of Control 
Sys. " No action required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/09/14. Ip. 


7910030427 Ack receipt of 790911 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Fiepts 30-553/79-11 t< 

50-554/79-11. 

MURPHY, C. E. Region 2, Atlanta. Reactor Construction it Engineering 

Support Branch. 79/09/19. Ip. 


— 7910050436 Responds to NRC 790B17 ltr re violations noted in IE Insp 
Repts 30-333/79-11 *, 30-554/79-1 1. Corrective actions: 
punctured it wet cadweld cartridge was removed from unit 
reactor * disposed of. 

MILLS. L.M. Tennessee Volley Authority, 79/09/11. 2pp. 


— 7910030442 Forwards JE Insp Repts 30-553/79-11 lie 30-534/79-11 on 
790731-0003 & nutice of violation. 

MURPHY.C.E. Region 2* Atlanta, Reactor Construction tt 

Engineering Support Branch. 79/00/17. 2pp. 


— 7910050446 Notice of violation from insp on 790731 -0003. 

* Region 2, Atlanta, Office of the Director, 79/03/17. Ip. 


—7910030483 IE Insp Repts 50-353/79-11 J. 50-334/79-11 on 790731-0903. 
Noncamp 1 iance noted : improper handling & sturage of cadweld 
matl*- 

HRIOHT.R.H. Region 2. Atlanta, Office of the Director. 

CANTRELL, F. 9. Region 2, Atlanta, Reactor Construc tion it 
Engineering Support Branch. 79/00/17. 7pp. 


— 7910230313 Responds to NRC 790913 ltr re violation noted in IE Inop 
Rupt SO-353/79-1B. Corrective ac t Ion *: comp 1 e t e review (, 
approval of OA program plan for presorvlco insp will bo 
performed by 791102. 

MILLS, L. H. Tennessee Valley Authority- 79/09/24, 4pp. 


— 7910230522 Forwards IE Insp Rept 30-353/79-12 on 790B07-09 «< notice of 
violation. 

MURPHY.C.E, Region 2, Atlanta, Reactor Construction ft 

Engineering Support Branch. 79/09/31. 2pp. 


— 7910250529 Notice of violation from insp on 790B07-09. 

* Region 2, Atlanta, Office of the Director. 79/08/20. Ip. 


—7910250536 IE Insp Rep t 30-533/79-12 on 790B07-09, None omp 1 i anc e notod; 
Insp plan was net approved, 

KLEINSOROE, M, P. , CROWLEY, B. fl. Region 2. Atlanta, Office of the 
Director. ItERDT, A. R. Region 2. Atlanta, Reactor Construction it 

Engineering Bopport Branch. 79/Q8/2B. 6pp. 


7910230592 Ack receipt of 790924 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-553/79-03 L 
30-534/79-05. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction ?< Engineering 

Support Branch. 79/10/16. Ip. 


9. Reportable occurrences, LERs related correspondence 


7910100120 Forward* interim rnpt on unacceptable bending of welded 
stud anchors on embedded p 1 s to s. Caused by const forces not 
following design d raw i ng s. Tes t lng program being initiated 
to determine effects of bending. 

MILLS), L. M. Tennessee Valley Authority. 79/10/01. 2pp. 


7910100133 Forwards interim rupt on pau 1 ty welding by Lakeside Bridge tt 
Steel on drywall vent structure tt reactor pressure veasel 
pedestal. Caused by unacceptable work 6 copper containment. 

Defective buttering & pedestal cracking will be repaired. 

MILLS, L. M. Tennessee Valley Authority. 79/10/01. 5pp, 


7910190431 Forward# final deficiency rept re faulty welding by Lakeside 
Bridge tt Steel on drywell vent structure & reactor pressure 
vosse 1 ped es ta 1 . 

MILLS, L. M. Tennessee Valley Authority. 79/1(1/01. Ip. 


—7910190438 Final deficiency rept re faulty welding by Lakeside Bridge 
t< Steel on drywell structure t< reactor pressure vessel 
pedestal. Caused by unacceptable nor k as result of 
insufficient nondestructive exam, 
a Tennessee Valley Auth or i t y. 79/1 0/01 . 4pp. 


7910190493 Forwards Interim deficiency rept, 

MILLS, L. M. Tennessee Valley Authority. 79/10/01. Ip. 


—7910190501 Interim deficiency rept re unacceptblo bending of welded 
anchor studs on embedded p la tes. Another rept will bo 
forward e d by 000601 . 

* Tennessee Valley Authority. 79/10/01. Ip. 


7910190443 Forwards Pinal deficiency rept re invalid heat treatment of 
reactor pressure vessel pedestal studs. 

MILLBiL. M. Tennessee Valley Authority. 79/10/11. Ip. 


— 7910100453 Final deficiency rept re invalid heat treatment of reactor 
pressure vessel pedestal studs. Studs fabricated by Acimet 
Mfg Co in lots exceeding A8ME requirements. Caused by error 
□n purchase order in specs for heat treated matl. 

# Tennessee Valley Authority. 79/10/11. 2pp. 


7910040193 Forwards IE InfD Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coalers. " No action required. 

O'REILLY, 3. P. Region 2. Atlanta, Office OF the Director. 

79/09/26. 2pp. 


7910190293 Forwards IE Bulletin 79-24, "Frozen Lines." No action 
required. 

O'REILLY, J. P. Region 2, Atlarta, Office of tbs Director, 
79/09/27. 2pp. 


7910170226 Forwards IE Info Notice 79-2.5, "Reactor Trips at Turkey 
Paint Units 3 & 4. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910230499 Ack receipt bf /90924 ltr informing NRC of steps taken to 
Correct violations noted 'in IE Insp Rept 50-333/79-12. 

MURPHY.C.E, Region 2. Atlanta, Reactor Construction k Engineering 

Bupgart Branch. 79/10/16. Ip. 


DOCKET 0TN-5O-S54 PHIPPS DEND NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 


7910260412 Reviees response to nancomp 1 lance items In CE Murphy 790331 
ltr. 

MILLS, L. M. Tennessee Valley Authority. 79/OB/24. ip. 


7910020573 Notification of 790929 meeting u/util* tt QE in Betheeda,H& 
to discuss review schedule b approval of load combinations 
in licensing review of BUR plants. 

BOURN! A, A. Light Water Reactors Branch 3. 79/09/10. 7pp. 


7910230054 Requests consultation S< assistance to further purposes of 
197B Endangered Species Act amende. Requests Info be 
forwarded whether any plant* «< animals are in vicinity of 
proposed transmission lines. 

SELLS, D. E. Environmental Projects Branch 2. 79/10/03. Ip, 
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79 1 0290234 Summary of 790920 meeting w/GE re schedule for reviewing Si 
approving load combinations in licensing of BWR plants. 

BQURNIA.A. Light Mater Reactors Branch 3. 79/10/11. 20pp. 


79 1 0240602 Responds to 791003 request for info re endangered specios in 
vicinity ef proposed transmission line const. Info will be 
forwarded after review by Asheville area ofc. 

BLACK, K. E. Interior. Dept, of, Fish U Wildlife Service. 79/10/17 

Ip- 


7910300133 Confirms 790924 telcon re addl earth faults in area of Unit 
1 pumping station ft forwards detailed description. Three 
color photographs oncl, 

MILLB, L. H. Tennessee Valley Authority. 79/10/24. 3pp. 


0. Inspection reports, IE Bulletins & correspondence 


7910130631 Discusses 790710 meeting w/util in Knoxville, TN re 
activities authoriied by all TVA facilities under const. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction it Engineering 

Support Branch. 79/08/02, 2pp. 


■7910130640 Summary of IE mgt meeting w/util re all TVA facilities under 
const. Major areas di ices sed : insp t, enforcement, changes in 
insp policy, OA/QC organiiatlon of f oc t 1 vone so. 

GOUGE, M. J. Region 2, Atlanta, Office of the Director. 79/00/01 
3pp. 


7910010010 Forwards IE Circular 79-18, "Proper Installation of Target 
Rock Safety -Re 1 1 e f Valves." No action required. 

□ 'RE ILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/10. 3pp. 


7910020914 Forwards response to IE Bulletin 79-19, "Deep Draft Pump 
Oaf 1 c 1 one ies. 11 

MILLS, L. M. Tonnessee Valley Authority. 79/09/10. 7pp. 


7910030291 Responds to IE Bulletin 79-19, "Deep Draft Pump 
Deficiencies." Throe deep draft pumps similar to these 
identified are planned for use in safety-related sys. Pumps 
not yet tested. No deficiencies found in recent insp, 

MILLB, L. M. Tennessee Valley Authority. 79/09/10. 7pp, 


7910240320 Forwards IE Insp Repts 90-593/79-13 8< 30-994/79-12 on 
790829-31. No none omp 1 i anc e noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch. 79/09/12. 2pp. 


■7910240329 IE Insp Repts 30-993/79-13 8, 90-954/79-12 on 790029-31. No 
noneompl ianco noted. Major areas Inspected: weld lng 
activities. 

KLEIN80HQE, W. P. Region 2, Atlanta, Office of the Director. 
79/09/12. 4pp. 


7910020593 Forwards IE Circular 79-19, "Loose Locking Devices on 
I n gar so 1 1 -Rand Pump Impellers." No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/13. Ip. 


7910110270 Forwards IE Info Notico 79-22, "Oual if Ication of Control 
Bys, " No action required, 

D 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/14. Ip. 


7910090427 Aclt receipt of 790911 ltr Informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-993/79-11 !< 

BO— 534/79- 1 1 . 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch. 79/09/19. Ip. 


-7910050436 Responds to NRC 790017 ltr re violations noted in IE Insp 
Repts 90-333/79-11 it 90-594/79-1 1. Correc t ive actions: 
punctured It wot cadweld cartridge was removed from unit 
reactor & disposed of. 

MILLB, L. M. Tennessee Valley Authority. 79/09/11, 2 pp. 


•7910090442 Forwards IE Insp Repts 90-593/79-11 J, 90-554/79-11 on 
790731-0803 It notice of violation. 

MURPHY/C. E. Region 2, Atlanta, Reactor Construction & 

Eng tnsaring Support Branch. 79/08/17, 2pp. 


•7910050446 Notice of violation from insp on 790731-0003. 

* Region 2, Atlanta, Office of the Director. 79/00/17. Ip. 


•7910050453 IE Insp Repts 30-953/79-U t, 30-394/79-11 on 790731-0803. 
None Dmp 1 ianc e noted: improper handling It storage of cadweld 
mat 1 s. 

WRIGHT, R. W. Region 2, Atlanta, Office of the Director. 

CANTRELL, F. B. Region 2, Atlanta, Reactor Construction Sc 

Engineering Support Branch. 79/00/17. 7pp. 


7910040185 Forwards IE Info Notico 79-23, "Emergency Diesel Generator 
Lube 011 Coalers. " No action required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Dlmctnr. 

79/09/26. 2pp. 


79101902B3 Forwards IE Bulletin 79-24, "Fraion Lines." No action 
required. 

□ 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


7910170226 Forwards IE Info Notice 79-29, "Reactor Trips at Turkey 
Point Units 3 & 4. " No action required. 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/10/01. 2pp. 


7910170795 Forwards IE Info Notice 79-24, "Ov erpre s sur i i a tio n of 
Containment of PWR Plant After Main Steam Line Dreak. " No 
action required, 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/10/01. 3pp. 


7910290592 Ack receipt of 790024 ltr informing NRC of steps taken to 
correct Violations noted in IE Insp Repts 50-593/79-09 t, 

30-534/79-05. 

MURPHY, C. E. Rogien 2, Atlanta, Reactor Construction 5 Engineering 

Support Branch. 79/10/16. Ip. 


S. Reportable occurrences, LERs U related correspondence 


7910100120 Forwards Interim rept on unacceptable bonding of welded 
stud anchors on embedded p la tes . Caused by const forces not 
following design drawings. Testing program being initiated 
to determine effects of bending. 

MILLS, L. M. Tennessee Volley Authority. 79/10/01. 2pp, 


7910100133 Forwards interim rept on faulty molding fay Lakeside Bridge t, 
Steel on drywall vent structure U reactor pressure vessel 
pedestal. Caused by unacceptable work ft capper containment. 

Defective buttering & pedestal cracking will be repaired. 

MILLS, L. M. Tennessee Valley Authority. 79/10/0.1. 5pp. 


7910190431 Forwards final deficiency rept re faulty welding by Lakeside 
Bridge ti Steel on drywall vent structure & reactor pressure 
vessel pedestal. 

MILLS, L. M. Tennessee Vol ley Authority. 79/10/01. Ip, 


■7910190430 Final deficiency rept re faulty welding by Lakosida Bridge 
& Steel on drywell structure 6 reactor pressure vessel 
pedestal. Caused by unacceptable work as result of 
insufficient nondestructive exam. 

* Tennessee Valley Authority. 79/10/01, 4pp. 


7910190493 Forwards interim deficiency rept. 

MILLS, L. M. Tennessee Valley Authority. 79/10/01. Ip. 


■7910190901 Interim deficiency rept ro unacceptble bending of welded 
anchor studs on embedded p lates. Another rept will be 
forwarded by B00A01. 

* Tennessee Valley Authority. 79/10/01. Ip. 


791 01B0443 Forwards final deficiency rept re invalid heat treatment of 
reactor pressure vessel pedestal studs. 

MILLS, L. M. Tennessee Valley Authority. 79/10/11. Ip. 


•7910180433 Final deficiency rept re invalid heat treatment of reactor 
pressure vessel pedestal studs. Studs fabricated by Acimefc 
Mfg Co in lots exceeding A9ME requirements. Caused by error 
on purchase order in specs for heat treated matl. 

« Tennessee Valley Authority. 79/10/11, 2pp. 


DOCKET 90-595 TRICA MARK II! 

Q. Inspection reports, IE Bulletins & correspondence 


7910170753 Forwards IE Info Notice 79-24, "Dverpress-urlxji 1 1 on of 
Containment of PWR Plant After Main Steam Line Break." No 
action required. 

□ 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/10/01. 3pp. 
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DOCKET STN-5Q-556 BLACK FOX STATION. UNIT 1 


A. Application/construction stage documents 6 correspondence 


7910330478 Responds to 791010 lfcr re NRC position re status of TMI 
review efforts to pending CP applications. Commitments to 
NUREG-0573 will be documented by amend to PSAR prior to 
reopening of hearings on radiological health & safety. 

SUING* T. N, Public Service Co. of Oklahoma. 79/10/13. 3pp. 


7910340397 Updates t* confirms conversations re excavation of Unit 3. 
Mass fill of lean concrete will be required to bring entire 
excavation up to design base foundation elevation. Analyses 
will ba provided for NRC prior to taking action. 

EWING, T.N. Public Service Co. of Oklahoma. 79/10/19. 3pp. 


0. Adjudicatory correspondence 


7910050645 Forwards util 790727 Itr to 9A Varga per full disclosure 
stds of ALAB-143. W/a end. 

GALLO, J. Isham* Lincoln fc Beale. 79/07/31. 2pp. 


7910260213 Response by interveners to util 790811 requent for hearing 
6 motion establish hoaring sch edul e. Hear ing s should be held 
after study of TMI repts. Operating data should he available 
Certificate of Svc end. 

FARRIS, J. R. Feldman. Hall. Franden. Reed & Woodward. 79/00/37. 

0pp. 


7910050669 Order granting NRC request for extension until 790906 to 
file response to util 790811 request for hearing. 

WOLFE, B. J. Atomic Safety and Licensing Board Panel. 79/08/20. Ip. 


7910150662 Request for extension until 790917 to file response to util 
request for hearing tt motion to establish hearing schedule 
on effects of TMI accident on facility. Certificate of Svc 
end. 

DAVIS, L. D. Branch 4. 79/09/04. 4pp. 


7910050690 Notice of util 790905 request for A3LB action l< guidance in 
proceeding. Requests adoption of HR Denton 790030 
recommendation that licensing action resume, NRC should 
direct ASLB to grant util motion for further hearings. 

GALLO, J. Isham, Lincoln 6 Beale. 79/09/05. 3pp. 


7910050632 Responds to 790619 6 0726 ltrs. Counsel for util invited MHB 
Technical Associates to discuss deposition fees w/util 
manager of licensing. 

WOLFE. 3. J. Atomic Safety and Licensing Board Panel. 79/08/01. ip. 


7910050090 Responds to J Farris 790716 Itr re Black h Veatch QA program 
on structure of organization NRC testimony on intervenor QA 
contention & Questions 10-1 through 10-4 is not affected by 
NRC review of QA program, 

OALLO, J. Isham, Lincoln !< Beale. 79/00/03. 3pp 


— 7910050096 Forwards revised BVTR-1-0, “QA Program Description. " 
Responses to 790430 request for clarification end. 

BLAISDELL. R. E. Black L Veatch. 79/07/02 36pp. 


* 7910050097 Revised BVTR-l-O, "QA Program Description " 
* Black 8* Veatch. 79/07/02. 73pp. 


7910050759 Petitions for limited appearance to be made during 
re-opening of hearings. Requests disclosure of Reed rept 6 
demands open hearing sessions. Support ing info re decisions 
on rp-opening of hearings requested. 

BARLOU. E. D. Sunbelt Alliance, Oklahoma City. 79/08/06. Ip. 


7910030811 Notice of appearance of LA Uilson-Zalko on behalf of 
State of DK. Cert i f icate of Svc end. 

WILSON- ZALKO. L. Ok lahoma. State of. 79/08/10. 3pp. 


7910090357 Discusses util 790905 motion for Commission action re 
nuclear licensing moratorium. Motion is procedural ly unique 
Requests AL6B order giving NRC 20 days & all other parties 
15 days to resp ond. Cer 1 1 f 1 ca te of Svc end. 

OALLO, J. Isham, Lincoln U Beale. 79/09/il, 3pp. 


7910090167 Responds to 790806 Itr to S Wolfe re reopening of limited 
appearances, pub 1 ic disclosure of Reed rept & reopening of 
hearing. No decisions have been made as to whether hearings 
will be reopened. 

ENQELHARDT, T. F. Office of the Executive Legal Director. 79/09/13 

2pp. 


7910090171 Petitions ASLB to grant limited appearanc es, to ordor public 
disclosure of Reed rept & open hearings to public, 

BARLOW, E. D. Sunbelt Alliance, Oklahoma City. 79/08/06. ip. 


7910030736 Order granting NRC 790904 request for extension until 
790917 to respond to util 790811 request for hearing », 
motion to establish hearing schedule. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. 79/09/17. Ip. 


7910160045 Requests that A6LB grant extension until 791007 for NRC to 
respond to util 790811 request for hearing Ji motion to 
establish hearing schedule re effect of TMI on proposed 
facility. Certificate of Bvc end. 

DAVIS, L. D. Branch 4. 79/09/17. 4pp. 


7910030549 Discusses applicant desire to reopen hearing record to 
explore aspects of TMI pertinent to proceedings. Intervenors 
t Atty General for State of OK are unwilling to go forward 
w/o recommendations of President's Commission on TMI. 

OALLO, J. Isham, Lincoln J. Beale. 79/0B/11. 3pp. 


•7910030554 Requests that ASLB deny State Df OK 790419 motion 
indefinite stay. Seeks reopening of hearings to explore 
aspects of TMI pertinent to proc eed i ng s. ASLB should reopen 
record J< establish hearing schedule. 

OALLO, J. Public Service Co. of Oklahoma. GALLO, J. Isham, 
8, Beale. 79/00/ii. 14pp. 


for 


Lincoln 


7910220292 Responds to 790716 comments re Black & Veatch. Potential 
deficiencies in program have minimal bearing on facility. 

Hat 1 has not been served on ASLB & parties. 

DAVI8, L. D. Branch 4. 79/09/10. 2pp 




----- inuviun ror extension utu r 

to respond to applicant 79QB11 request for hearing t< motion 
to establish hearing schedule. Good cause for extension has 
been shown. 

W0LFE ' B - J- Atomic Bafety and Licensing Board Panel. 79/09/21. 


4pp. 


H. General correspondence 


—7910030559 Discusses util intent re SEH suppl.Util analysis of 
accidents 6 anticipated operational occurences will use Reg 
Guide 1. 70, Revision 2. TMI-re 1 ated commitments will he 
included in FSAR Certificate of Svc encl. 

EWING, T, N. Public Service Co. of Oklahoma. 79/08/08. 4 pp. 

9 to‘itil 3 7 gnmw S a SLB 9rant Blt,!nsion 790907 for respons 

to util 790811 request for h ear ing. 8ta te of OK t> intervenors 
do not object to motion. Certificate of Svc end. 

DAVIS, L. D. Branch 4. 79/08/24. 3 pp. 


7910090143 Forwards Intervenor State of OK 790827 response to util 

ROGERS C nd & e9tabli,lh hearing schedule. 

ROGERS, C. S. Oklahoma, State of. 79/08/27. Ip. 


submitted by intervenor State of DK to util 7901 
request that ASLB reopen record for hearings. Public interest 
requires reopening record for litigation of TMI-related 

auppoxrting documentation & Certificate of Svc end. 

ROGERS, C. S. , THOMAS. J. G. Oklahoma, State of. 79/08/27. iBp p 


□Is statement of policy & procedure re new CPs.LWAs or 

CHILK S , power reactors, in light of TMI-2 accident. 

CHILKj 8 . J, Docketing & Services Branch. 79/10/04, 3pp t 

ro P t,rts ' tE Bulletins S, correspondence 






mRPHV^r auth0 £ ljBd b « undir'con’.r r * 

Sujpor't Branch. 79 X 02 . 2pp RBaCt ° r CDn9trUt 1 lo " *< Engineering 


79 De?idencUs W “ rdS reSptm ’ S to IE Uun#ti " 79-19, "Deep Draft Pump 
MILLS, L. M. Tennessee Valley Authority. 79/09/10. 7pp. 


DOCKET 8TN-50-957 BLACK FOX STATION, UNIT S 
A, ApplU ation/constriJction stag, documents & correspondence 


P T dina ^P^^^ons. Commitment, to 

NUREQ 0978 will be documented by amend to PBAR prior to 
EUIWO t 2 of _ h *fy ln 4* on radiological health «, safety 
EWINOi T. N. Public Service Co, of Oklahoma. 79/10*12 Opp 
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791024039-7 Updates 4 confirms c onve r sot i ons re excavation of Unit 2 
Mass flit of lean concrete util bo roquired to bring entire 
excavation -up to design base foundation elevation. Analyses 
will be provided for NF1C prior to taking action. 

EWtNQj T. N. Public Service Co. of Oklahoma. 79/10/19. 3pp 


0 Adjudicatory correspondence 


7910Q5064 5 Forwards otll 790727 Itr to 9A Varga pot full disclosure 
stds of ALAS— 1 43. W/o end. 

GALLO, J. Isham, Lincoln & Doalo. 79/07/31. 2 pp. 


7910050632 Responds to 790619 4 0726 ltrs, Counsel for util invited MHD 
Technical Associates to discuss deposition fees ui/util 
manager of licensing. 

WOLFE, a. J. Atomic Safety and Licensing Board Panel. 79/OS/Ol. | p 

7910050090 Responds to J Farris 790716 itr ro Black 4 Veatch OA program 
on structure of organi ration, NHC testimony on intervennr OA 
contention 6 Questions 10-1 through 10-4 Is not affected by 
NRC review of QA program. 1 

OALLO, J. Isham. Lincoln t< Beale. 79/0G/O3. 3pp. 


- -79100-5 009 6 Forwards revised BVTR-J-O, "QA Program Description. " 
Responses to 790430 request for clarification end, 
DLAIBDELL. FI. E. Black t< Veatch. 79/07/02. 36pp, 


•7910030-097 Revised BVTR-1-0, "QA Program Description." 
• Black J. Veatch. 79/07/02. 73pp. 


79 1 009D737 Petitions for limited appearance to be made during 
ra-openlng of hear ing s. Roques ta disclosure of Reed rept 6 
demands opon hearing sossl ons. Support ing info re decisions 
on ro-openinj of hearings requested. 

BARLOW. E. D. Sunbelt Alliance. Oklahoma City. 79/QB/06. ip. 


791O030B1 1 Notice of appoaranco of LA Wllson-Zolko on behalf of 
State of OK. Certificate of Svc oncl 

WILS0N-7ALKQ. L. Oklahoma. State of. 79/0B/1Q. 3pp. 


7910030549 Discusses applicant desire to reopen hearing record to 
explore aspects of TMI pertinent to proceedings. Intervonors 
& Atty General for State o-f OK are unwilling to go forward 
hi/o recommendations of President'# Commission on TMI. 

OALLO. J. Isham. Lincoln 4 Doalo. 79/0B/11. 3pp. 


■7910030394 Requests that A8LB deny (State of OK 790419 motion fn-r 
indefinite stay. Seeks reopening of hearings to explore 
aspects of TMI pertinent to proceed ings. ABLB should reopen 
record & establish hearing schedule. 

OALLO. J. Public Service Co, of Oklahoma. OALLO. J. Isham. Lincoln 
4 Beale. 79/OB/ll. 14pp. 


■7910030539 Discusses util Intent re 8ER suppl.lltil onalgsis of 
accidents 4 anticipated operational occurences will use Reg 
Guide 1 . 70. Rovi si on 2. TMl-r e 1 o ted commitmonts will be 
Included in FSAR. Corti f 1 cat o of Svc encl. 

EWING. T. N. Public Service Co. of Oklahoma. 79/OQ/OQ. 4pp. 


7910110423 Requests that ASLB grant oxtonslan until 790907 foT response 
to util 790011 request for hoar log , State of OK 6 Interveners 
do not object to mot i on. Cor 1 1 f 1 ca t <? of Ovc encl. 

DAVIB. L. D. Branch 4. 79/00/24. 3pp. 


7910090143 Forwards Intervener State of OK 790027 response to util 
request fnr hearing 6 motion to establish hearing schedule, 
ROGERS. C. 6. Oklahoma. Bta te of. 79/0B/27. Ip, 


— 7910090149 Response submitted by Intervener State of OK to util 790011 
request that A8LD reopen record for bearings. Pub 1 i c Interest 
requires reopening record for litigation of TMI-related 
issues. Supporting documentation 4 Certificate of 8vc encl. 

ROOERS. C. G. . THOMAS. J. 0. Oklahoma, State of. 79/00/27. lBpp. 


7910260215 Response by Intervenors to util 790B11 request for hearing 
U motion establish hearing schedule. Hearings should be held 
after study of TMI rep ts. Operat Ing data should bo available 
Certificate of Svc encl. 

FARR IB. J. Ft. Feldman, Hall. Franden. Reed 4 Woodward. 79/00/27, 
Bpp. 


7910030669 Order granting NRC request fnr extension until 790906 to 
file response to util 790811 request for hearing. 

WOLFE. B. O. Atomic Safety and Licensing Board Panel. 79/O0/2B. Ip, 


7910130662 Request for extension until 790917 to file response to util 
request for hearing 4 motion to establish hearing schedule 
on effects of TMI accident on f aci 1 i ty. Cert if icate of Svc 
enc 1 . 

DAVIS. L. D. Branch 4, 79/09/04. 4pp 


7910030690 Notice of util 790903 request for A6LB action it guidance i rs 
proceeding. Requests adoption of HR Denton 790820 
recommendation that licensing action resume. NRC should 
direct A9LB to orant util motion for further hearings. 

OALLO, J. Isham. Lincoln & Beale. 79/09/05, 3pp, 


7910090357 Discusses util 790905 motion. Pot Commission action re 
nuclear licensing mora t or i urn. Mo t i on is procedurally unique. 
Requests AL3B order giving NRC 20 days 4 all other parties 
15 days to r espond . Cer t i f i c a te of Svc encl. 

OALLO. J. Isham, Lincoln 4 Baale. 79/09/11. 5pp. 


7910090167 Responds to 790806 Itr to 8 Wolfe re reopening of limited 
appearances.public disclosure of Reed rept 4 reopening of 
hear ing. No decisions have been made os to whether hearings 
wil 1 be reopened. 

ENQELHARDT, T. F. Office of the Executive Legal Director. 79/09/13. 

2pp. 


•7910090171 Petitions ASLB to grant limited appe a ranc e a. to order public 
disclosure of Reed rept & open bearings to public. 

BARLOW. E. D. Sunbelt Alliance. Oklahoma City. 79/00/06 lp. 


7910050756 Order granting NRC 790904 request for extension until 
790917 to respond to util 790811 request for hearing 6 
motion to establish hearing schedule. 

WOLFE, S. 0, Atnmic Safety and Licensing Board Panel. 79/09/17. Ip. 


7910160045 Requests that ASLB grant extension until 791007 for NRC to 
respond to util 790BJ1 request for hearing 4 motion to 
establish hearing schedule re effect of TMI on proposed 
fac ility.Certlficate of 9vc enc 1 . 

DAVIS, L. D. Branch 4. 79/09/17. 4pp. 


7910220292 Responds to 790716 comments re Black 6 Vea tc h . Po tent ia 1 
deficiencies in program have minimal bearing on fac 1 1 i ty. 

Matl has not been served on ASLB 4 parties. 

DAVIB, L. D. Branch 4. 79/09/18. 2 pp. 


7910190314 Order granting NRC 790917 motion for extension util 791007 
to respond to applicant 790011 request for hearing 4 motion 
to establish hearing schedule. Good cause fnr extension has 
been shown. 

WOLFE, 5, J. Atomic Safety and Licensing Board Panel. 79/09/21. 4pp. 


H. General c orrespondenee 


7910260382 Interim statement Df policy 6 procedure re neui CPs.LWAs or 
OLs for nuclear power reactors. In light of TMI-3 accident. 

CHILK.S. J. Docketing 4 Services Branch. 79/10/04. 3pp. 


DOCKET STN— 50-566 VELLOW CREEK NUCLEAR PLANT, UNIT 1 


A, Application/construction stage documents 4 correspondence 


7910040522 Reviews info provided to support decommissioning of 
temporary meteorolog ical tower 4 concludes decommissioning 
is acceptab 1 e. 

BAEH.R. L. Light WatBr Reactors Branch 2. 79/09/19. 2pp. 


791029032S Requests comments within 45 days re repts on TVA const 
effects, transmitted to NRC on 781025 4 790427. 

PATRICK, J. R. Environmental Protection Agency. 79/10/23. lp. 


Q. Inspection reports. IE Bulletins 4 correspondents 


7910150640 Summary of IE mg t meeting w/util re all TVA facilities under 
const. Major areas d i s c us s e d : Ins p & enforcement, changeo In 
insp policy, QA/GC organ! xa t Ion effectiveness. 

ODlfOE, M. J. Region 2, Atlanta, Office of the Director. 79/0B/01, 
3pp. 


7910230048 Forward s IE Insp Repts 50-566/79-12 4 50-567/79-12 on 
790800-10. No noneomp 1 1 ancs noted. 

MURPHY, C. E. Region 2. Atlantar Reactor Construction 4 Engineering • 

Support Branch. 79/09/05. 2pp. 
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—7910230096 IE Insp Repts 50-566/79-13 U 50-567/79-13 on 790B08-10. No 
noncomp lianca noted .Major areas Inspected, foundations & 

*tructural concrete wort ac t i vi t ies, 1 bvbI D storage. concrete 
i, sails lab i const status. 

LENAHAN, J. J. Region 2. Atlanta, Office of the Director. 

CONLONi T. E. Region 2, Atlanta, Reactor Construction t 

Engineering Support Branch. 79/09/04. 4pp. 


7910010010 Forwards IE Circular 79-10. "Proper Installation of Target 
Rock Safety-Relief Valves." No action required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/09/10. 3pp. 


7910030238 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies." Pumps utiliitng deep draft design are planned 
for use. Contracts not get awarded. 

MILLS, L.K. Tennessee Valley Authority. 79/09/10. 7pp. 


7910020593 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingerso 11-Rand Pump Impellers. 11 No action required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/09/13. Ip. 


7910110270 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys. " No action required. 

O'REILLY. J. P, Region 2, Atlanta, Office of the Director. 
79/09/14. Ip. 


7910260130 Forward s IE Tnsp Rapts 50-566/79-13 !< 50-567/79-13 on 
790904-07. No noncompliance noted. 

MURPHY, C. E, Region 2. Atlanta, Reactor Construction & Engineering 

Support Branch. 79/09/10. 2pp. 


— 7910260130 IE Insp Rep ts 50-566/79-13 & 90-367/79-13 on 790904-07. No 
noncomp 1 lance noted. Major areas inspected:GA records t 
audits, containment welding, IE bulletin f ol lowup, t, 
licensee identified items 

GOUQE.M.J. Region 2, Atlanta, Office of the Director. 

CANTRELL, F. B. Region 2, Atlanta, Reactor Construction t. 

Engineering Support Branch. 79/09/10. 6pp, 


7910040185 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. " No action required. 

0 'REILLY, U. P, Region 2. Atlanta, Office of the Director. 
79/09/26. 2pp. 


910190206 Forwards IE Bulletin 79-24, "FroJen Lines." No action 
required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/09/27. 2pp. 


10170226 Forwards IE Info Notice 79-25, "Reactor Trips at Turkey 
Point Units 3 U 4. " No action required 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 

79/10/01. 2pp. 


7910170755 Forwards IE Info Notice 79-24, "Qverpressuriiati on of 
Containment of PUR Plant After Main Steam Line Break." No 
action required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/10/01. 3pp. 


DOCKET BTN-90- 567 YELLOW CREEK. NUCLEAR PLANT, UNIT 2 


A. App 1 i eation/eons true t ion stage documents t< correspondence 


7910040522 Reviews info provided to support decommissioning of 
temporary meteorological tower U concludes decommissioning 
is acceptable. 

BAER, R. L. Light Water Reactors Branch 2. 79/09/19. 2pp. 


7910290325 Requests comments within 45 days re repts on TVA Const 
»f f Bets, transml tte-d to NRC on 701025 & 790427. 

PATRICK, J. R. Environmental Protection Agency. 79/10/23. Ip. 


Q. Inspection reports, IE Bulletins & correspondence 


7910150631 Discusses 790710 meeting w/util in Knoxville, TN re 
activities authorlied by all TVA facilities under const. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch. 79/08/02. 2pp. 


— '7910150648 Summary of IE mgt meeting ui/util re all TVA facilities under 
const. Major areas discussed : insp it enforcement, change* in 
Insp policy, QA/OC organiiatlon effectiveness. 

0QUGE, M. J. Region 2. Atlanta, Office of the Director. 79/00/01. 
3pp. 


7910230040 Forwards IE Insp Rapts 50-566/79-12 & 50-567/79-12 on 
790800-10. No noncompliance noted. 

MURPHY, C. E, Region 2, Atlanta, Reactor Construction &c Engineering 

Support Branch. 79/09/0S. 2pp. 


—7910230056 IE Insp Ropts 50-566/79-12 t, 50-567/79-12 on 790800-10. No 
noncomp 1 ianco noted. Major areas inspected : foundations Si 
structural concrete work ac t i vi t les, 1 evel D storage, concrete 
Si soils lab Si const status. 

LENAHAN, J. J. Region 2, Atlanta, Office of the Director. 

CONLON, T. E. Region 2, Atlanta, Reactor Construction Si 

Engineering Support Branch. 79/09/04, 4pp. 


7910010010 Forwards IE Circular 79-18, "Proper Installation of Target 
Rock 8afety-fiel ief Valves." No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/10. 3pp. 


7910020514 Forwards response to IE Bulletin 79-13, "Deep Draft Pump 
Deficient les. " 

MILLS, L. M. Tennessee Valloy Authority. 79/09/10. 7pp, 


7910030238 Responds to IE Bulletin 79-15, "Deep Draft Pump 
Deficiencies. " Pumps utiliiing deep draft design are planned 
for. use. Contracts not yet awarded. 

MILLS, L, M. Tennessee Valley Authority. 79/09/10. 7pp. 


7910020593 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersol 1-Rand Pump Impellers." No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/13. Ip. 


7910110270 Forwards IE Info Notice 79-22, "Qualification of Control 
Sys. “ No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/ i 4. ip, 


7910260130 Forwards IE Insp Repts 50-566/79-13 h 50-367/79-13 on 
790904-07, No noncompliance noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction t. Engineering 

Bupport Branch. 79/09/18, 2pp. 


— 7910260130 IE Insp Ropts 50-566/79-13 & 30-567/79-13 on 790904-07. No 
noncomp 1 ianco noted. Major areas i nopoc ted : QA records & 
audits, containment welding, IE bulletin followup, t< 
licensee identified i terns. 

QOUQE, M. J, Region 2, Atlanta, Office of tho Director. 

CANTRELL, F. S. Region 2, Atlanta, Reactor Construction !i 

Engineering Support Branch. 79/09/18. d,pp. 


7910040185 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers." No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/09/26, 2pp. 


7910190286 Forwards IE Bulletin 79-24, "Froxon Linos. " No action 
required, 

0 'REILLY, J. P. Region 2, Atlanta, Office of tho Director. 
79/09/27. 2pp. 


7910170755 Forwards IE Info Notice 79-24, “Over pres sur i x ati on of 
Containment of PWR Plant After Main Steam Line Break. 11 No 
action required, 

0 'REILLY, J. P. Region 2, Atlanta, Office of tho Dlroctor, 
79/10/01. 3pp. 


DOCKET BTN-50-56B NEP NUCLEAR, UNIT 1 


A. Application/construction stage documents & correspondence 


7910020417 Forwards "Impact of Const ti Operation of Cooling Water Bys, " 
App 0, Section 316, Type II Demons tro 1 1 on, In support of 770228 
application for const & operation of once-througb cooling 
sys. 

DORET, B, C. New England Power Co. 79/09/24. tp. 


—7910020420 "Environ Impact of Const Si Operation of Cooling Water 8ys, " 
App GiSectlon 316, Typo II demonstration. 

* Yankee Atomic Electric Co. 79/09/30, 417pp. 


E. NRC Safety Evaluation Report (BER), suppls U correspondence 


7910020145 BER Suppl 1 re const of facilities. 

a Office of Nuclear Reactor Regulation. NUREQ-0424. 79/07/20. 

65pp. Available at NTIB. *3.00. 


DOCKETED ITEMS 
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0. Adjudicatory correspondence 


7910120003 Forwards SER,Suppl 1. 

CUTCHIN, J. M. Branch 3. 79/00/03. 2pp. 


791 01 0001 0 Motion to amend 790419 petition to intervene & request for 
hearing. Participation will draw Filipino attention to risks 
*■ hazards created by reac tor. Cer t i f 1 ca to of Svc end. 

ASHER, T. R. , BOGIN, M. B. Movement for a Free Philippines. 79/10/03. 


79101 10204 Opposes intervener Concerned Citizens of Rt 790713 motion 
for reconsideration of CP app licat ion. Mo t ion is deficient on 
jurisdictional grounds 8, on merits. Certificate of Svc end. 
CUTCHIN, J. M. Branch 3. 79/08/06. 0pp, 


-7910100013 Affidavit attesting auth or i la t i on to intervene on behalf of 
Movement of Free Ph i 1 ipp ines. Cer t i f ica te of Svc end. 

ALVAREZ, H. Affiliation Unknown. 79/00/31 4pp 


DOCKET 8TN-30-569 NEP NUCLEAR, UNIT 2 

A, App 1 i cat i on/c ons true t i on stage documents 8, correspondence 


"~ 79 ™^ 0014 Supp iomental memorandum in support of Ctr for Development 
790420 petition to intervene 8. request for hear ing. Alleges 
discoverg of contradicting applicant submittal. 

ASHER, T. R. , DDOIN.M.D. Center for Development Policy. 79/10/03. 


7910020417 Forwards "Impact of Const J, Operation of Coaling Hater Bys, " 
App 0, Section 316, Type II Demons trat 1 on, i n support of 770220 
application for const S< operation of ance-throuoh cooling 
sys. 

DDRETiS. C. New England Power Co. 79/09/24, lp. 


■7910020420 "Environ Impact of Const 8, Operation of Cooling Water Sys, 11 
App 0, Section 316, Type 11 demonstration. 

* Yankee Atomic Electric Co. 79/09/30, 417pp. 


E. NRC Safety Evaluation Report (SEH), suppls 8< correspondence 

7910020143 HER Buppl l re const of facilities. 

a Office of Nuclear Reactor Regulation. NURE0-D424. 79/07/20 

63pp. Available at NTIS. *3.00. 


0, Adjudicatory correspondence 


7910120003 Forwards SER.Suppl t. 

CUTCHIN, J. M. Branch 3. 79/08/03. 2pp. 


7910H02B4 Opposes intervonor Concerned Citizens of RI 790713 motion 
for reconsideration of CP app 11 cat ion. Mot ion is deficient on 
jurisdictional grounds & on merits. Certificate of Svc end 
CUTCHIN, J, M, Branch 3. 79/08/06. 8pp 


DOCKET 8TN-30-374 DAGNAC NUCLEAR POWER PROJECT 

A. App 1 1 c at 1 on /c on str uc t i on stage documents 8, correspondence 


7910110310 Forwards Position Papers 2 U ti first position paper re 
nuclear power 8, safety in Ph 1 1 i pp ines. Roques ts infu on 
f> 1 ants In CA. 

LAZARO, A, Not. Sec. for Seismology 8, Earthquake Eng. of the 
Philippines. 79/08/14. lp. 


■7910110317 Forwards Position Papers 2 8, 3 & first position paper re 
nuclear power 8< safety in Ph i 1 ipp ines. Request s comments. 

LAZARO, A. Nat. Sue. for Seismology & Earthquake Eng. of the 
Philippines. 79/0B/15. 27pp. 


7910160201 Summary of 790918 mooting w/J Guerrero, lawyer for Uetaan Bar 
As sedation, re public hearing on export licenses for 
facility, equipment design 8, possibility of volcanic 
eruptions on plant site. IAEA 1977 mission rept end. 

LAFLEUR. J. D, Office of International Programs. 79/09/19. 199pp. 


7910300011 Notifies of status of Ctr for Development Policg 791005 
request for assignment of investigatory personnel re charge 
that Ebasco Svc had engaged in covorup of technical evidence 
about seismic !< volcanic risks in Philippines. 

SHEA, J. R. Office of I nterna t i onal Programs. 79/10/12. 2pp. 


•7910300014 Forwards request by Ctr for Development Policy for 
assignment of investigatory personnel t< L Mattlson 1 tr to 
JR Shea re charges against Ebasco Svc. W/o end. 

DORIAN, T. F, Office of the Executive Logal Director, 79/10/H. 


■7910300018 Discusses allegations that Ebasco Svc may have engaged in 
improper activities re reactor facility in Philippines & 
requests cooperation In transmitting info to Philippine 
govt, 

SHEAiJ. R, Office of International Programs, 79/10/12. lp. 


0. Adjudicatory correspondence 


7910310131 Supports petition filed on 790419 by PhilUpine Movement for 
Environ Protection ro proposed export of nuclear reactor 8, 
fuel to Philippines by Westinghouso. 

DELEOENCIA, Q. , ERESTAIN, J. , KHO, W. Philippines. 79/06/12. 2pp. 


■7910180015 Affidavit attesting that Ctr for Development Policy conducts 
independent. nonpartisan research of US development programs, 
w/primaTy attention focused on Nanot Point reactor project. 

Requests intervention to presont evidence. 

MATTISQN, L. Center for Development Policy. 79/09/2B. ipp. 


79101801B6 Supplemental answer to Ctr for Development Policy 8, 
Philippine Movement for Environ Protection 790419 petition 
to intervene 8, request for h oar ing. Hear ing should be held 
only on issue of military installations in Philippines. 
DORIAN, T. F. Regulations Division. 79/10/03, 13 pp 


7910170383 Supplemental memorandum in response to NRC supplemental 
answer, PSAR 8, other primary evidence were prepared by 
members of group applying for full participation in 
proceeding. Certificate of Svc 8< affidavits end. 

ASHER, T. R. i DDOIN.M.D. Movement fqr a Free Philippines. 79/10/09. 


7910«.50226 Answer in opposition to Movement for Free Philippines motion 
to amend 791003 petition to intervene 8. request for hearing 
Petition is untimely 8, does not satisfy requirements. 

Separate intervention status should not be granted. 

COWAN, D. Z. , DAUGHERTY, T. M. Westinghouse Electric Corp. COWAN, D Z 
Eckert, Beamans, Cherin 8. Meliett. 79/10/09, 3pp. 


7910290133 Discusses intervonor Ctr for Development Policy alleging of 
improper actions in preparation of PSAR by Ebasco Bvco, Inc. 

Issues raised should be considered re intervention petitions 
on Philippine reactor export. 

SHEA, J. R. Office of International Programs. SECY-79-iOO/J 
79/10/09. 2pp. 


■7910290160 Alleges that Ebasco Svcs, Inc covered up or dismissed 
evidence re seismic 8, volcanic risks at site in preparation 
of PSAR. 

MATTISON. L. Center for Development Policy. 79/10/03. 2pp. 


7910220003 Notice of Friends of Filipino People intention to file 
791016 petition to i ntervono, o 1 ong w/oppoeltion & request 
for participation. States experience gained in representing 
US citizens concerned abeut US-Ph i lipp i nes relations, 

DREW, J. E. Affiliation Unknown. 79/10/10. 2pp. 


7910290332 Answer to ctr for Development Policy 791003 motion 
requesting oral hearing re intervention issue 8. hearing 
scops. Motion was addressed in Commission 791010 meeting. 
Request moot. Cer t i f 1 ca tc of Svc end. 

DORIAN, T. F. Regulations Division, 79/10/11. 3pp. 


T. Hearing transcripts on non-antitrust matters 


Forwards JT Hazak 790816 itr 8< testimony from Republic of 
Philippines Commission on Nuclear Power Plants hearings on 
safety of proposed facility. 

SHEA, J. R. Office of International Programs, 79/08/22. ip. 


■7910260033 Forwards currently available testimony from Republic of 
Philippines Commission on Nucleor Power Plants hearings on 
safety of proposed facility. 

HAZAK, J. T. Ebasco Services, Inc. {subs, of Enserch Corp ) 
79/08/16. 2pp. 


—7910260039 Transcript of Republic of Philippines Commission on Nuclear 
Power Plants 790711-13 hearings in Manl la, Phi lipp ines. 

Transcript divided into sections by stenographer. 

PUN8, R. C. Philippines. 79/07/11. 204pp. 
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DOCKET STN-50-5BQ ERIE NUCLEAR PLANT, UNIT 1 


A. Appl lea tion/constr uc t ion stage documents & c orrespomlcnco 


791D29Q337 Responds to 791010 ltr re Polio wup actions resulting from 
NRC reviews to TNI. Study of scheduled inservice dates 
continues. Lie erasing manpower reduced. Dates cannot now be 
amended to include six items noted in ltr. 

MCWHORTER, R. J. Ohio Edison Co. 79/10/33. Ip. 


7910310310 Responds to 791010 ltr re threatened U endangered 
species in vicinity of proposed Pact 1 i ty. Fedor al law 
requires biological assessment. Lists info Por inclusion in 
ass ossmen t. 

KLETT.W.E. Interior, Dept. of. Fish & Wildlife Service. 79/10/24. 
4pp. 


Q. Inspection reports, IE Bulletins E, correspondence 


791Q09002A Forwards IE Bulletin 79-17, "Pipe Cracks in Stagnant 
Donated Water Sys at PWR Plants." No action required. 

KEPPLER, J. Q. Region 3, Chicago, Office of the Director. 79/07/26. 
Ip. 


791009019B Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. " No action required. 

KEPPLER, •J'. 0. Region 3, Chicago, Office of the Director. 79/08/13. 
IP- 


79100504213 Forwards IE Info Notice 79-30, "NRC Enforcement Policy - 
NRC Licensed Individuals. " No action required. 

KEPPLER, J. G. Region 3. Chicago, Office of the Director. 79/00/14. 
ip. 


7910050495 Forwards IE Circular 79-17, "Contact problem in SB-12 
Switches on OE Metaiclad Circuit Breakers." No action 
required 

KEPPLER. J. 0. Region 3. Chicago, Office nf the Director. 79/00/14. 

Ip 


7910030219 Forwards IE Info Notice 79-20, Rev i s ion 1, "NRC Enforcement 
Policy - NRC Licensed individuals." Netice reissued to 
correct word omission ?, punctuation error which changed 
intent of statement. Changed statement underlined in text. 

KEPPLER. J. 0. Region 3, Chicago, Office of the Director. 79/09/07. 

Ip 


7910030273 Forwards IE Circular 79-19, "Loose Lacking Devices on 
Ingersol J-Rand Pump Impellers. " No action required. 

KEPPLER. J. 0. Region 3, Chicago, tiff lea of the Director. 79/09/13. 
IP- 


7910110139 Forwards IE Circular 79-30, "Failure of OTE Sylvania Relay, 
Type PM Bulletin 7303, Catalog 51M2-H-AC w/120 Volt ac 
Coil, " No action required, 

KEPPLER, J. 0. Region 3, Chicago, Office of thu Director. 79/09/24. 
ip. 


7910040253 Forwards IE Info notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. 11 No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of tho Director. 79/09/26. 
Ip. 


7910040096 Forwards IE Info Notice 79-24, "Frozen Lines. " Nu action 
required, 

KEPPLER, J. 0. Region 3, Chicago, Office of tho Director. 79/09/27. 
ip. 


7910170256 Forwards IE Info Notice 79-25, “Reactor Trips at Turkey . 
Point , Uni ts 3 & 4. " No action required. 

KEPPLER, J.G, Region 3, Chicago, Office of thu Dlrectnr. 79/10/01, 


7910100629 Forwards IE Info Notice 79-24, "Over pros sur 1 zat Ion of 
Containment of PWR Plant After Main Steam Line Break. " No 
action required. 

KEPPLER, J. 0, Region 3, Chicago, Office of tho Director, 79/10/01. 
Ip. 


7910310409 Forwards Revision 2 to IE Bulletin 79—13, "Cracking in 
Feedwater By* Piping." No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of tho Director. 79/10/19. 
Ip. 


DOCKET BTN-30-501 ERIE NUCLEAR PLANT, UNIT 2 


A. App 1 icafcion/construc t ion stage documents & correspondence 


7910290337 Responds to 791010 ltr re followup actions resulting from 
NRC reviews re TNI. Study of schedulnd Inservice dates 
con t inues. Li cons ing manpower reduced. Dates cannot now be 
amended to Include six items noted in Ltr. 

MCWHORTER, R. J. Ohio Edison Co. 79/10/23. Ip. 


7910310310 Responds to 791010 ltr re threatened & endangered 
species in vicinity of proposed faci H ty, Federal law 
requires biological assessment. Lists info for Inclusion in 
assessment. 

KLETT.W.E. Interior. Dept, of, Fish 8< Wildlife Service. 79/10/24. 
4pp. 


Q. Inspection reports, IE Bulletins t, cor rasp ond anc o 


7910090026 Forwards IE Bulletin 79-17, "Pipe Cracks in Stagnant 
□orated Water Bys at PWR Plants." No action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/07/26, 
ip. 


7910090190 Forwards IE Bulletin 79-21, "Temp Effects on Level 
Measurements. " No action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/08/13. 
Ip- 


7910050420 Forwards IE Info Notice 79-20, "NRC Enforcement Policy - 
NRC Licensed Individuals." No action required. 

KEPPLER, J.O, Region 3, Chicago, Office of tho Director. 79/00/14. 
IP- 


7910050493 Forwards IE Circular 79-17, "Contact Problem in 9B-12 
Switches on GE Metaiclad Circuit Breakers. " No action 
required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/0B/14. 
Ip. 


7910020219 Forwards IE Info Notice 79-20, Ravi s i on 1, "NRC Enforcement 
Policy - NRC Licensed Individuals. “ Notice reissued to 
correct word omission It punctuation error which changed 
intent of statement. Changed sta temen t under 11 tied in text. 

KEPPLER, J. Q. Region 3, Chicago, Office of the Director. 79/09/07. 

Ip- 


7910030273 Forwards IE Circular 79-19, "Loose Locking Devices on 
Ingersoli-Rand Pump Impellers." No action required. 

KEPPLER, J, G. Region 3, Chicago, Office of tho Director. 79/09/13, 
lp. 


7910110139 Forwards IE Circular 79-20, "Failure of GTE Sylvania Relay, 
Type PM Bulletin 7305, Catalog 5U12-11-AC w/120 Volt ac 
Coil." No action required. 

KEPPLER, J.O. Region 3, Chicago, Office of tho Director. 79/09/24 
lp. 


7910040253 Forwards IE Info Notice 79-23, "Emergency Diesel Generator 
Lube Oil Coolers. 11 No action required. 

KEPPLER, J.O. Region 3. Chicago, Office of the Director. 79/09/26. 
lp. 


7910040036 Forwards IE Info Notice 79-24, "Frozen Lines." No action 
requlrod, 

KEPPLER, J. Q. Region 3, Chicago, Office of the Director. 79/09/27. 
Ip- 


7910170236 Forwards IE Info Nutice 79-25, "Reactor Trips at Turkey 
Point Units 3 & 4. " No action required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/lO/Oi. 
ip. 


7910180629 Forwards IE Info Notice 79-24, "Ovarpressur i zat ion of 
Containment of PWR Plant After Main 3team Line Break. " No 
action required, 

KEPPLER, J.G. Region 3, Chicago, Office of the Director. 79/10/01. 
lp. 


7910310409 Forwards Revision 2 to IE Bulletin 79-13, "Cracking in 
Feedwater Sys Piping." No action required. 

KEPPLER, J.G, Region 3, Chicago, Office of the Director. 79/10/19. 
lp. 
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ODCKET 8TN-S0-592 PALO VERDE NUCLEAR STATION, UNIT 4 


Q. Adjudicatory correspondence 


7910050649 Orders joint applicants to submit status rept re CP 
application within 10 days of avc of order. 

LAZDi R. M. Atomic Safety and Licensing Hoard Panel. 79/00/08. Ip. 


7910040486 Joint applicant withdrawal of application for CPs ft OLs. 
Certificate of Svc end. 

OEHR, A. C. i BISCHOFF, C. A. Ar i X ona Pub 1 i e Service Co. flEHFl, A. C. 
SneU b Uilmer. 79/00/24. 3pp. 


DOCKET STN-50-593 PALO VERDE NUCLEAR STATION, UNIT 5 


3. Adjudicatory correspondence 


7910050648 Orders joint applicants to submit status rept re CP 
application within 10 days of 6VC of order. 

LAZO, R. M. Atomic Bafety and Licensing Hoard Panel. 79/00/08. Ip. 


7910040456 Joint applicant withdrawal of application for CPs & CILs. 
Certificate of Svc end. 

CEKR, A. C. i DtSCHDFF, C, A. Arizona Public Service Co. OEHR, A. C. 
Snell 6 Wilmer. 79/09/24. 3pp. 


DOCKET BTN-SQ-596 NEW HAVEN, UNIT 1 


A. App lication/construct ion stage documents b correspondence 


7910090712 Forwards response to NRC brief on standing of petitioners *< 
applicant memorandum on legal argument re standing. 

KEEPING, W. , BTRAUS, D. Gardiner, NY. 79/08/02. ip. 


— 7910090716 Town of Gardiner, NY response to NRC & applicant briefs re 
Town of Gardiner 790713 amended petition to intarveno. NflC 
should recommend Town of Gardiner as lntnrvenor l< extend 
intervention limit from 50 to 200 miles. 

KEEPING, W. , BTRAUB, D. Gardiner, NY, 79/08/02. 9pp. 


7910310460 Requests that NY Dept of Public 8vc renew Btate of NY 790B03 
request to dismiss app 1 ica t ion. No viable applicants to build 
proposed plant. Owneraii ip plan set forth In application 
could be altered to meet future conditions. 

ABRAMS, R. . BIALIK, E. I. New York, State of. 79/09/05. 7pp. 


3. Adjudicatory c orro spondenc c 


7910090590 Brief on behalf of Town of Kinderhook recommending that 
application for OL be dismissed for reasons stated by 
Ecology Action of Oswego U NY Btate Public 8vc Commission. 

CURTIN, A. F. Affiliation Unknown. 79/07/23. Ip. 


7910150393 Request , submi ttod by intervonor Town of Kind erhook, that NY 
State Board on Electric Generation Biting & Environ dismiss 
util appl lcatian. Grounds far dismissal thoroughly stated by 
intervonor Ecology Action of Oswego. 

CURTIN, A. F. Kinderhook, Town of, Valatio, NY. 79/07/23. Ip. 


7910110909 Requests dismissal of application by NY State Electric b Gas 
6 LILCD to build generating facility at New Haven/ 

Btuyvesant be dismissed due financial difficulties. 

DRALEVi C. Columbia County Farm Bureau. 79/07/24. Ip. 


7910050015 Forwards response to NRC 6 applicant briefs re amended 
petition to intervene filed 790713. 

KEEPING, W. , STRAUB, D. Gardiner, NY. 79/08/02. 1pp. 


— -TRIOOSOOI? Response to NRC b applicant briefs re 790713 amended 
petition to intervene. NRC response inadequate. Requests ASLD 
expand geographical area under consideration, based on 
radiation measured during actual event. 

KEEPING. W. , STRAUB, D. Gardiner, NY. 79/00/02. Bpp. 


7910090296 Answers NRC response to intervener Ulster County 790511 
suppl to petition to intervene. Contentions re PCQ dispersal 
Into Ulster County environ are unique problems relating to 
siting at Gardiner, NY or Btuyvesant, NY. 

STAPLETON, J. J. Ulster County. NY. 79/08/02. Ip. 


7910110062 Brief submitted by intervener State of NY in response to 
util 790725 brief. Bupports intervener Ecology Action of 
Oswego interlocutory appeal re dismissal of util 7B1122 
application. Certificate of Bvc end. 

ABRAMS, R. , SHEA, J. F. , BIALIK, E. I. New York, Btate of. 79/03/03. 
18pp. 


7910110249 Requests denial of petition to Intervene submitted bg 
petitioners Columbia County. Town of Stuyveeant L Concerned 
Citizens for Safe Ene rgy. Pe 1 1 1 i oner a hove not demonstrated 
interest or in jury. Certifi cate of Bvc encl. 

MOORE. J. E. Branch 2. 79/OB/03. 10pp. 


7910050640 Forwards util 790B06 response to interveners State of NY 
Dapt of Environ Cons ervat i on. C olurab i a County, Town of 
Btuyvesant b Concerned Citizens for Safa Engergy comments re 
State of NY Public Svc Commission 790725 recommendations. 

BCHUTT, R. Huber, Mag ill, Lawronca & Farrell. 79/09/06. Ip. 


•7910090643 Response to State of NV Dept of Environ Conservation, 
Columbia County, Tewn of Btuyvesant b Concerned Citizens for 
9afa Energy comments re Btate of NY Public Svc Commission 
790725 roenmmendat ions. W/Cert if i cate of Svc. 

BARRETT, E. M. Long Island Lighting Co. BARRETT, E. M. Huber, 
Mogid. Lawrence b Farrell. 79/08/06. 15pp. 


7910100678 Answers util 790725 b NY Dept of Environ Conservation 
responses to Public Svc Commission 790710 order re 
intervonor Ecology Action of Oswego motion for dismissal of 
appli cat i on. Ur g es d 1 imi ss a 1 . W/Cert i f i cate of Svc. 

GREY, R. , INDYKE, C. Now York. State of. 79/09/06. 22pp. 


7910090295 Orders oztension until 790917 for filing of revised 
contentions 6 extension until 790929 far filing of replies. 
Extension is needed due to problems w/revlsions of 
intervonor contentions. 

MENNER, B. Atomic Safety and Licensing Board Panel. 79/09/15. Ip. 


7910040503 Opposes briefs of intarvenors State of NY Atty General, 
Public Svc Commission 6 Ecology Action of Oswego submittal 
in response to util brief In opposition to interlocutory 
appeal. Certificate of Svc end. 

8CHUTT , R. Hew York Btate Electric It Gas Corp. SCHUTT, R. Huber. 
Magili, Lawrence b Farrell, BARRETT, E. H. Long Island Lighting Co. 
79/08/16. 13pp. 


7910050732 Forward# util 790823 ltr to 8tate of NY Public Svc 
Commission re NRC order certifying appeal b recommending 
dismissal of application of environ compatibility b public 
need, 

MADISON. B. R. Now York, State of. 79/08/29. 4pp. 


7910050701 OrdeT establishing sc hedu l e. Revised contentions must be 
submitted by 791001. Status repts on stipulations, 
indicating when responses to r ema 1 ning c on ton t Ions 
will be submitted, ora duo 791029. 

HENNER, 3. Atomic Bafety and Licensing Board Panel. 79/09/10. ip. 


7910120243 Forwards announcement of 791012 public meeting in Albany.NY 
to discuss Ecology Action of Oswego motion to dismiss util 
app 1 i cat i on for CP. 

DOBCHUITZ, B. C. New York, State of. 79/09/27. 2pp. 


7910150612 Amends 790509 statement of contentions per NRC request. 
Opposes siting of facilities 1.5 miles west of village 
because of health ef f ec ts, f inanci a 1 risk, climate tc property 
value lot nos. 

GRAY, R. C. Mexico, NY. 79/09/29. 3pp. 


7910180420 Forwards revised contentions per conversations b meetings w/ 
NRC. A3LB attention is drawn to 790727 filing which stated 
that case should be dismissed. 

DALY, H. Ecology Action of Oswego. 79/10/01. Ip. 


— 7910180420 Buppi to petition to intervene submitting Tevised 
contentions. Includen allegation that assessment b other 
related matters re alternative fuel sources, submitted by 
applicant to NRC, arc inadequate. 

WEBER. E,i DALY, H. Ecology Action of Oswego. 79/10/01. 7pp. 


7910190345 Order dismissing application by NY State Electric b Gas 
Corp b LILCD for certificate of environ compabllity 6 public 
need to construct p lant. Applicant s have not demonstrated 
statewide need for facility. 

MADISON. B. H. New York, State of, 79/10/12. 6pp. 


Q. Inspection reports, IE Bulletins b correspondence 


7910160105 Forwards IE Insp Repts 30-596/79-01 b 50-597/79-01 on 
790605-0*. No noncempl lance noted. 

CARLSON. R . T. Region lr Philadelphia, Reactor Construction b 

Engineering Support Branch. 79/03/21. 2pp. 



DOCKETED ITEMS 


— 7910160191 IE Insp Repts 50-596/79-01 b 50-597/79-01 on 790605-06. No 
noncompliance noted. Major areas inspectediQA program 
activities including organ! xat ion, document review & control 
procedure review Si audits. 

NARROW, L. , NAPUDA.Q. Region 1, Philadelphia, Office of the 
Direc tor. MCQAUQHY, R. W. Region 1, Philadelphia, Reactor 

Construction It Engineering Support Dranch. 79/08/20. 6pp. 


DOCKET STN- 50-597 NEW HAVEN, OMIT 2 

A. Application/construction stage documents 6 correspondence 


7910090712 Forwards response to- NRC brief on standing of petitioners St 
applicant memorandum on legal argument re standing.# 

KEEPING, W. , STRAUS, D. Gardiner, NY. 79/0B/02. Ip. 


■7910090716 Town of Gardiner. NY response to NRC S< applicant briefs re 
Tauin of Gardiner 790713 amended petition to intervene. NRC 
should recommend Town of Gardiner as intervenor Si extend 
intervention limit from 50 to 200 miles. 

KEEP I NO, W. i STRAUS, D. Gardiner, NY. 79/OB/02. 9pp. 


7910310460 Requests that NY Dept of Public Svc renew State of NY 79QB03 
request to dismiss application. No viable applicants to build 
proposed p lant. Own ersh ip plan sst forth in application 
could be altered to meet future conditions, 

ABRAMS.fi., BIALIK, E. I. Now York, State of. 79/09/05, 7pp. 


®, Adjudicatory correspondence 


7910090390 Brief on behalf of Town of Kinderhook recommending that 
application for DL be dismissed for reasons stated by 
Ecology Action of Oswego & NY State Public Svc Commission. 
CURTIN, A, F. Affiliation Unknown. 77/07/23. Ip. 


7910150383 Reques t , submi tted by intervenor Town of Kinderhook, that NY 
state Board on Electric Generation Biting b Environ dismiss 
util app 1 1 cation. Grounds for dismissal thoroughly stated by 
intervenor Ecology Action of Oswego. 

CURTIN, A. F. Kinderhook, Town of, Valatio, NY. 79/07/23. Ip. 


7910110509 Requests dismissal of application by NY State Electric Si Gas 
Si L1LC0 to build generating facility at New Haven/ 

Btuyvesant be dismissed due financial difficulties. 

BRALEY, C. Columbia County Farm Bureau. 79/07/24. ip, 


79100S001S Forwards response to NRC 6 applicant briefs re amended 
petition to intervene filed 790713. 

KEEPING, W. , STRAUB, D Gardiner, NY. 79/00/02. 1pp. 


7910030017 Response Cd NRC S< applicant briefs re 790713 amBnded 
petition to intervene. NRC response inadequate. Requests A ELD 
expand geographical area under consideration, based on 
radiation measured during actual event. 

KEEPING, W. i STRAUB, D. Gardinar, NY. 79/08/02. Bpp. 


791C0902B6 Answers NRC response to intervenor Ulster County 790311 
suppl to petition to intervene. Contentions re PCD dispersal 
into Ulster County environ are unique problems relating to 
siting at Gardinar, NY or Btuyvesant, NY. 

STAPLETON, J. J. Ulster County, NY. 79/0B/02. Ip. 


7910110063 Brief submitted by intervenor State of NY In response to 
util 790725 brief, Supports intervenor Ecology Action of 
Oswego interlocutory appeal re dismissal of util 701122 
application. Certificate of Svc end. 

ABRAMS, R. , SHEA, J. F. » BIALIK, E. J , New York, State of 79/0B/03 
10pp. 


7910100678 Answers util 790725 b NY Dopt of Environ Conservation 
responses to Public Svc Commission 790710 order re 
Intervenor Ecology Action of Oswego motion for dismissal of 
app 1 ication. Urges dismissal. W/Certlflcate of Svc. 

GREY, R, , INDYKE, C. New York, Btate of. 79/0B/O6. 22pp. 


7910090255 Orders extension until 790917 for filing of revised 
contentions b extension until 790928 for filing of replies. 
Extension is needed due to problems ui/rovislons of 
intervenor contentions. 

WENNER, S. Atomic Safety and Licensing Board Panel. 79/08/15. Ip. 


79 100405B3 Opposes briefs of intervenor# State of NY Atty General, 
Public Bvc Commission & Ecology Action of Oswego submittal 
in response to util brief in opposition to interlocutory 
appeal. Certificate of Bvc end. 

BCHUTT.n, New York State Electric b Gas Carp. SCHOTT, R. Hubor, 
Magill, Lawrence b Farrell. BARRETT, E. M. Long Island Lighting Co, 
79/00/16. 13pp. 


7910050732 Forwards util 790823 ltr to State of MY Public Svc 
Commission re NRC order certifying appeal 6 roc ommend 1 ng 
dismissal of application of environ compatibility b public 
need. 

MADISON, S R. Now York, State of. 79/00/29. 4pp. 


7910050781 Order establishing schedule. Revised contentions must bo 
submitted by 791001. Status repts on stipulations. 

Indicating whon responses to remaining contentions 
will bo submi tted, are duo 791029. 

WENNER, 8. Atomic Safety and Licensing Board Panel. 79/09/10. Ip. 


7910120243 Forwards announcement of 791012 public meeting in Albany, NY 
to discuss Ecology Action of Oswego motion tu dismiss util 
application for CP. 

BQ5CHW1TZ, B. C. New York, State of. 79/09/07. 2pp. 


7910150612 Amends 790509 statement of contentions per NRC request. 
Opposes siting of facilities 1.5 milos west of village 
because of health ef f ec t s, f 1 nanc i a 1 risk, climate & property 
value losses. 

GRAY, R. C. Mexico, NY. 79/09/2S. 3pp, 


7910100420 Forwards revised contentions per conversations Ik meetings w/ 
NRC. ASLB attention is drawn to 790727 filing which stated 
that case should bo dismissed, 

DALY . H. Ecology Action of Oswego. 79/10/01. Ip. 


■791O1BO420 Suppl to petition to intervene submitting revised 
contentions. Inc 1 udes allegation that assessment 6 othor 
related matters re alternative fuel mure os, submi tted by 
applicant to NRC. are inadequate. 

WEOEfl, S. , DALY. H. Ecology Action of Oswego, 79/10/01. 7pp. 


7910190345 Order dismissing application by NY State Electric 6 Oas 
Corp b LILCO for certificate of environ campability b public 
need to construct plant. Applicants have not demonstrated 
statewide need for facility, 

MADISON, S R. Now York, Btate of. 79/10/12. 6pp. 


0. Inspection reports, IE Bulletins 6 correspondence 


79101 6Q1B3 Forwards IE Insp Repts 50-596/79-01 b 50-397/79-01 on 
790605-06. No noncomp 1 iance noted. 

CARLSON, R. T. Region 1, Ph i i a d o 1 p h i a. Reactor Construction b 

Engineering Support Branch. 79/0S/21. 2pp, 


■7910160191 IE Insp Repts 50-596/79-01 b 50-597/79-01 on 790603-06. No 
noncompliance noted. Major areas inopocted:GA program 
activities including organi xat ion, document review b control 
procedure review b audit#. 

NARROW, L. , NAFUDA, G. Region 1, Philadelphia, Office of the 
Director. MCQAUQHY, R. W. Region 1, Philadelphia, Reactor 

Construction b Engineering Support Branch. 79/0B/20. 6pp 


DOCKET 30-399 CARROLL FACILITY I 


A- Application/construction stage document# b correspondence 


7910230222 Discusses 790917-18 Kite visit. Also discusses 790919 special 
hearing conference in Mt Carroll, IL to determine whether 
specific individuals or groups will be admitted as 
intervenor# In early site proceedings. 

HAUPT.C.A, Environmental Projects Branch 1. 79/10/03. Ip. 



DOCKETED ITEMS 


am 


C. Utility Environmental Report (£R>. amends fa correspondence 


H. General correspondence 


7910100346 Discusses review of Suppl 2 to environ ropt for sis 
archeological sites to be Impacted bg facilitg const. 
Evaluation fa mitigation plan should be coordinated w/IL 
Historic Preservation officer. 

PIERCE# R. L. Interior. Dept. of. 79/10/04. lp. 


0. Adjudicatory correspondence 


7910090183 Order scheduling 790B1S special prehearing conference In 
Savanna, IL. Parti es who have filed petitions to intervene 
must file list of contentions to be litigated bg 790731 Nd 
limited appearance statements allowed at hearing. 

WOLFiJ.F. Atomic Safety and Licensing Hoard Panel. 79/07/10. 3pp. 


7910010364 Discusses reorgan i i at i on of d es i gn, oper at i on s fa licensing 
activities. 

REED i C. ConusoniiJBal th Edison Co. 79/09/21. lp. 

T. Hearing transcripts on non-ant i trust matters 

7910010463 Transcript of prehearing conference un 790919 in Mt Carroll. 

11.. rp. 1-S9. 

WOLF, J. F. Atomic Safetg and Licensing Board Panel. 79/09/19, 90pp. 

DOCKET 50-600 CARROLL FACILITY II 


7909250344 Motion for reconsideration of ASLD 790710 order denying NHC 
790713 motion to defer special prehearing conference 
Continuance through 790914 is requested for negotiations. 

W/Ca r tl f i ca te of Svc,netice of appearance & documentation. 

CHR I8TEN0URY, E. Hearings Division. GODDARD. R, Branch 2 
.79/07/23. llpp. 


7910050527 Order granting NRC motion te defer special prehearing 
conference until at least 790914. Time fa place will bo 
advised in future ardor. 

WOLF. J. F, Atomic Safety and Licensing Board Panel. 79/07/27. lp. 


7910030161 Motion to defer 790919-20 special prehearing conference 
because of conflicting cqmml tmont. Requests postponement or 
changing second dag of conference to 790921. Certi flcate of 
Svc end. 

SCHWAB, J. C. Iowa Public Interest Research Oroup. 79/08/06. 3pp. 


7910040001 Answer to IA PIRG 790806 motion advising of schedule 
conflict u/second dag of special prehearing conference, on 
790920. Urges ASLD to maintain schedule! IA P1HG interests 
can be concluded on first day. Certi ficate of Svc end. 

STEPTOE, P. Commonwealth Edison Co, 79/00/13. 3 pp, 


7910050757 Order denying IA PIRG 790806 motion to postpone 790919-80 
special prehparing conference or to change second dag of 
conference. IA PIRG right to renew motion during first day of 
conference will ba maintained. 

WOLF, J. F. Atomic Safety and Licensing Board Panel. 79/00/16. lp. 


7910150131 List of c ont ent 1 ons. Ap p 1 1 c ant has not sufficiently examined 
environ matters, long-term local economic effects fa has 
failed to provide sufficient data re agricultural concerns fa 
other related mat tors. Cert 1 f lea to of Svc end. 

COXiJ. W. Jo Davies County Ad Hoc Committee on Nuclear Enerau 
Information. 79/09/03. 10pp. 


A. Application/construction stage documents & correspondence 


tug Visit. Also discusses 791 

hear ng conference In Mt Carroll, IL to determine whether 
specific individuals or groups will be admitted as 
intervsnors in early site proceedings. 

HAUPT, C. A. Environmental Projects Branch 1. 79/10/05. 




Ip. 


C, Utility Environmental Report (ER1, amends & correspondence 


77" ----- V u imvirun repi rar 

archeological sites to be impacted by Facility const. 
Evaluation fa mitigation plan should bo coordinated u/IL 
Historic Preservation officer, 

PIERCE, R. L. Interior. Dept. of. 79/10/04. lp. 


G. Adjudicatory correspondence 


C7UU15 special prehearing conference 

Savanna, IL. Parties who have filed petitions to Intervene 
X ^ J 1 ® ll3t Df conten ' ;i < ) ns to bo litigated by 790731. No 
limited appearance statements allowed at hearing. 

WOLF, J, F. Atomic Safety and Licensing Goard Panel. 79/07/10. 


3pp. 


runvin f»r reconsideration of ASLD 790710 order denying NRC 

/90/13 motion to defer special prohearlng conferonce, 
u/n 7909H ls requested for negotiations. 

S * C ' nobi * e of appearance fa documentation, 
teHHitjTbNBURYf E. Hearings Division. CDDDARDi R. Branch 3. 
79/07/23, llpp. 


urair granting NRC motion to defer special prehoarlno 
conference until at least 790914. Time * place will to 


advised in future ardor. 

WOLF, J. F, Atomic Safety and Licensing Board Panel. 


79/07/2 7. ip. 


7910150214 Contentions submitted as suppl to petition to intervene. 
Safety 5. environ issues are not resolved or Investigated 
ful 1 y. Certi ficata op 8ve fa notices of appearance of SN 
Sekuler fa jv Vranken and. 

BENNETT, N. J. , 0C0TT . W. J. Illinois, State of. 79/09/04. 16pp. 


7910030161 Motion to defer 790919-20 special prahearing conferonce 
because of conflicting commitment Roquets postponement or 
changing second day of conferonce to 790921. Cert i ficate of 
Svc end. 

SCHWAD. J, C. Iowa Public Interest Research Group. 79/00/06. 3pp. 


7910220400 Forwards, per D Goddard request, Comm Ed 790627 ltr 
delay until 1990 fa 1991 in fuel load dates. Change in 
schedule is caused by TMI-2 accident procedures fa reflected 
In Aug 1979 Carroll County site suitability repts, 

STEPTOErP. P. Isham, Lincoln fa Beale. 79/09/07. ip. 


announc ing 


7910040001 Answer to IA PIRG 790BO6 motion advising of schedule 
vonani*?, u,/,Bcond da Y 0 F special prehearing conference, on 
7909 ,.0. Urges ASLD to maintain schedule! JA PIRQ interests 
can bo concluded on first day, Certi ficate of Svc end 
STEPTOE, P. Commonwealth Edison Co. 79/08/13. 3pp 


7910150344 8uppl to petition to intervene por ASLD order. App llcant 
failed to meofc environ fa safety aspect requirements, failed 
to consider alternative sources of energy fa other pertinent 
factors fa did not demonstrate financial qualifications. 

» Iowa Bacial 1st Party. 79/09/10. lp, 


7910050757 Order denying IA PIRO 790006 motion to postpone 790919-20 
special prehearing conferonce or to change second day of 
conference, IA PIRO right to renew motion during first day of 
conference wilt be maintained. y 

WOLF, J. F. Atomic Safety and Licensing Board Panel. 79/0B/1A. Ip, 


7910160042 Amended petition to intervene fa request for hearing. 
Applicant did not adequately account for decreased need for 
electricity due to use of alternative energy sources by 
customers. Unsigned affidavits fa Certificate of Svc end. 

GOGOL, E., RUNYON, J. Citiiens Against Nuclear Power. 79/09/10, 

10pp. 


7910130131 List of contentions. Applicant has not sufficiently examined 
environ matters, long-term local economic effects fa has 
failed' to provide sufficient data re agricultural concerns fa 
other related mat tors. CeTti flea to of Svc end 
COX. J. W. Jo Davies County Ad Hoc Committee on Nuclear Energy 
Information. 79/09/03. 10pp. s 


nB, P QnaB to supplemental contentions filed by State of IL, 
IA PIRO, Jo Daviess County Ad Hoe Committee on Nuclear Energy 
In for IA Socialist Par tyi Cathol ic Worker 8< other p&tition&rs. 
Certificate of Bvc end. 

8TEPT0E, P. Commonwealth Edison Co. STEPTOE, P. Isham. Lincoln fa 
Beale. 79/09/10. 30pp. 


7910130214 Contentions submitted as suppl to petition to intervene. 
Safety fa environ issues are not resolved or Investigated 
ful ly. Certi ficate of Svc fa notices of appearance of BN 
Sekuler fa JV Vranken end. 

BENNETT, N. J. , SCOTT. W. J, Illinois, State of. 79/09/04. 16pp. 


7910260260 Memorandum fa order from 790919 prehearing conference. 
Grants petitions to intervene from States of IL fa IA, Jo 
Daviess County Ad Hoc Committee on Nuclear Enorgy Info, IA 
Sm ■is. 1 ,*!*. p * rt ¥' ,A P£R8 & Citiiens Against Nuclear Power. 

HOLTON, R. L. , BRIOHT, 0. 0. , WOLF, J. F. Atomic Safety and Licensing 
Board Panel. 79/10/10. I3pp. 


. . • a a i r 7 ’ ~ '***«“’*• w l B 4“»av< tail mrn Cll / y\JOt£/ 

delay until 1990 fa 1991 in fuel load dates. Change In 
schedule is caused by TMI-2 accident procedures fa reflected 
in Aug 1979 Carroll County site suitability repts, 

STEPTOE, P.P. Isham, Lincoln fa Beale, 79/09/07. ip. 
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7910190344 Suppl to petition to Intervene per ABLO order. Applicant 
tailed to meet environ 6 safety aspect r equivements, fai led 
to consider alternative sources of energy V other pertinent 
factors & did not demons t rate financial qualifications. 

* Iowa Socialist Party. 79/09/10. Sp. 


7910160042 Amended petition to intervene U request fOT hearing. 
Applicant did nnt adequately account for decreased need for 
electricity due to use of altornative energy sources by 
customers. Unsigned affidavits & Certificate of Svc end. 

QOOOL,E. , RUNYON# J. Cit liens Against Nuclear Power. 79/09/10. 
10pp. 


7910170594 Response to supplemental contentions filed by Statu of 1L< 
IA PIRG, Jo Daviess County Ad Hoc Committee on Nuclear Energy 
Info. 1A Socialist Party. Cathal ic Worker h other petitioners. 
Certificate of Svc encl. 

STEPTOE. P. Commonwealth Edison Co. STEPTQE.P, Isham# Lincoln S# 
Beale. 79/09/10. 30pp. 


7910260260 Memorandum & order from 790919 prehearing conference. 
Grants petitions to intervene from States of IL Si IA, Jo 
Daviess County Ad Hoc Committee on Nuclear Energy Info, IA 
Socialist Party, IA PIFIO S< Citliens Against Nuclear Power. 

HOLTON, R. L. , BRIGHT, 0. 0. . WOLF, J. F. Atomic Safety and Licensing 
Board Panel. 79/10/10. 13pp. 


H. General correspondent e 


7910010364 Discusses reorgan i la t ion of des i g n, up e rat i ons 6 licensing 
activities. 

REEDi C. Commonwealth Edison Co. 79/09/21. Ip. 


T. Hearing transcripts en non-anti trus t matters 


7910010463 Transcript of prehearing conference on 790919 in Mt Carroll, 
IL. Pp. 1-89. 

WOLF, J. F. Atomic Safety and Licensing Board Panel. 79/09/19. 90pp. 

DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 7O-000B BATTELLE COLUMBUS LABORATORIES 


7910090535 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwaste 
for Transport 6 Burial.' 1 Action required. 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director. 79/08/10. 
>P. 


7910110191 Forwards IE Insp Repts 30-05728/79-05,30-006/79-01 6 
70-0000/79-04 on 790807-10. No noncompliance noted. 

DAVIS A. B. Region 3, Chicago, Fuel Facility b Materials Safety 

Branch. 79/00/29. 2pp. 


— 7910110190 Notice of deviation from insp on 790807-10. 

* Region 3, Chicago, Office of the Director. 79/08/24. ip. 


— 7910110206 IE Insp Rept 30-05728/79-03.50-006/79-01 & 70-000B/79-04 
on 790B07-10.No noncomp 1 lance noted. Major areas inspected: 
facility changes it mod operations reviewed 5, internal/ 
external exposure review. 

PECK, C. C. i MILLER, D, E. , GREGER, L. R. Region 3, Chicago. Office of 
the Director. 79/08/24. 6pp. 


7910030797 Lists for approval alternate truck routes for shipments of 
irradiated BUR Ik PUR fuel red wastes between Nest. Jefferson, 

OK «< Richland, WA. 

FAUST, H. M. Battelle Memorial Institute. Columbus Laboratories, 
79/08/30. 2pp. 


7910120043 Ack receipt of 790912 1 tr informing WRC of steps taken to 
correct deviation noted in 790829 1 tr *< IE insp repts. 

DAVI9, A. D. Region 3, Chicago, Fuel Facility Ik Materials Safety 

Branch. 79/09/2! Ip. 


—7910120046 Responds to NRC 790B29 1 tr re deviation noted in IE insp on 
790807. Correct ive action»:new stack monitoring <y> installed 
at hot cell. 

TQY.H.L, Battelle Memorial Institute. Columbus Laboratories. 
79/09/17. Ip. 


DOCKET 70-0027 BABCOCK U WILCOX CD. 


7910170049 Forwards IE Insp Kept 70-0027/79-1 i on 790806-09. No 
noncompliance noted. 

KENNA,N.B. Region 2. Atlanta, Safeguards Branch. 79/OB/30. 2pp. 


— 7910170052 IE Insp Rept 70-0027/79-li on 790806-09. No noncomp Uance 
noted. Major areas i n sp ec ted : limi t of error re inventory 
differences f< Independent insp of fundamental nuclear matl 
control plan. Details withheld (ref 10CFR2. 790). 

JONES, D. N. Region 2, Atlanta, Office of the Director. 79/08/29. 
ip. 


7910040225 Responds to 790015 ltr requesting six-month extension of 
expiration date of badges issued per License Condition 
9. 4. He I, Amends Mdtl h Plant Protection Amend MPP-1 
accordingly. Amended section encl. 

MCCORKLEi 0. W. Physical Security Licensing Branch. 79/09/07. 

2pp. 


7910030172 Ack receipt of 790713 ltr forwarding revisions to guard 
qualification & training p 1 an. He vi s i ons ac c ep tab 1 e. Sec t i on 9 
of Metis U Plant Protection Plan MPP-1 to License SNM-42 
amended accordingly. Info withhold (ref 10CFR2. 790). 

MCCORKLE, G. W, Physical Security Licensing Branch. 79/09/11. 

2pp. 


7910190132 Approves 7902D7 request for exemption to store up to 7.5 Ig 
U-239 of 937. enriched sera p . Reques t deemed proprietary 
Cref 10CFRS. 790), 

BURNETT, R. F. Division of Safeguards. 79/09/24. Ip. 


7910250480 Refunds check submitted w/791002 ltr to cover page changes 
for Lie en ee SNM-42. Changes filed under 10CFR70. 32c not 
subject to fee. 

WEISS. D. License Fee Management Branch. 79/10/12. Ip. 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC. 


7910180521 Forwards IE Insp Rept 70-0033/79-09 on 790626-28. No 
none omp 1 lance noted. 

SMITH, 0. H. Region 1, Philadelphia, Fuel Facility fc Materials 

Safety Branch. 79/08/22. 2pp. 


— 7910180525 IE Insp Rept 70-0033/79-09 on 790626-20. No none omp 1 ianc o 
noted, Ma jot areas lnspccted:nuclear safety, radiation 
detection i nstr umen ts . pac kag i ng af radioactive matl For 
transport 6 maint. 

KINNEY, W. W. Region 1, Philadelphia, Office of the Director, 
CROCKER, H. U. Region t, Philadelphia, Fuel Facility Si Materials 

Safety Branch, 79/08/20. 9pp. 


7910110010 Notifies that Amend MPP-1 tu License BNM-23 ie revised to 
allow for exemptions in measurement control plan which 
deviate from requirements of rogul at ions, Amend also delates 
three obsolete license conditions. 

PARTLOW, J. 0. Matorial Control Licensing Branch. 79/09/07. 8pp, 


7910290441 Responds to IE Bullotin 79-19, "Packaging of Loui Level 
Radwaste for Transport & Burial. 1 ' Maintains copies of burial 
contractor 1 i e ensa. Pro jec t manager of nuclear safety N 
manager of nuclear mails responsible for transfer & packing. 
SHERMAN. F. L. Texas Instruments, Inc. 79/09/07. 3pp. 


7910290102 Forwards IE Insp Rept 70-0033/79-07 on 790611-13. No 
nancompl iance no t od . De ta 1 1 s withheld (roP 10CFR2.790). 

MARTIN, W. G. Region 1, Philadelphia, Safeguards Branch. 79/09/13. 

2pp. 


— 7910290105 IE Insp Rept 70-0033/79-07 on 790611-15. No none omp 1 i anc a 
noted. Major areas in sp oc ted : f ac i I i ty organ i i a t i on, fac 1 1 i ty 
op eration, storage & internal contTql of records Ik repts. 

Details withheld (ref 10CFR2. 790). 

ZI8ULSKY, H. , COHEN, I, Region 1, Philadelphia, Office of the 
Director. JOYNER, J. H. Region 1>. Philadelphia, Reactor 

Construction & Engineering Support Branch. 79/08/31. Ip. 


7910120423 Requests registration as user of Model Cotb II fuel, 
SHERMAN, F. L. Texa£ Instruments, Inc. 79/09/17. Ip. 


7910110497 Ack receipt of 790904 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0033/79-08. 

SMITH, G.H. Region 1, Philadelphia, Fuel Facility & Materials 

Safety Branch. 79/09/20. Ip. 


—7910110500 Responds, to MRC 790B14 itr re violations noted in IE Insp 
70-0033/79-08. Corrective acti ons; fixed alpha activity 
measurements now comply with license requirements. 

HOPPER, C. M. Taxas Instruments, Inc. 79/09/04. 2pp. 


— 791QH0SQ2 Forwards IE Insp Rept 70-0033/79-08 en 790619-21 8t notice of 
violation. 

BMITHrG.H. Region 1, Ph i 1 ade 1 p h la, Fuel Facility & Materials 

Safety Branch, 79/08/14, 2pp, 



DOCKETED ITEMS 


339 


— 7910110515 Notice of violation from insp on 790619-21. 

-» Region 1. Philadelphia) Fuel Facility 6 Materials Safety 
Branch. 79/0B/02. Ip. 


—7910110918 IE Insp Rept 70-0033/79-08 on 79061 9-21 . None omp 1 ianc e noted: 
failure to make removable beta-gamma survey & failure to 
make fixed alpha survey. 

CLEMMONS) P. E. Region 1> Philadelphia) Office of the Director. 

CROCKER, H.W. Region 1, Philadelphia. Fuel Facility 6 Materials 

Safety Branch. 79/08/02 8pp. 


DOCKET 70-0036 COMBUSTION ENQ I NEERINC, INC. 


7910010049 Forwards IE Insp Rept 70-0036/79-05 on 790717-20. No 
non comp 1 lance noted. 

DAVI8,A. B. Region 3, Chicago, Fuel Facility S< Materials Safety 

Branch. 79/00/08. 2pp. 


—7910010054 IE Insp Rept 70-0036/79-05 on 790717-20. No noncompliance 
rated. Major areas inspected: emergenc y planning 6 environ 
protection. 

AXELS0N, W. L. , EBSIQi T. H. Region 3, Chicago, Office of the 
Director. 79/08/06. 7pp. 


7910050S52 Forwards IE Bulletin 79-19, "Packaging of Low Level Raduasto 
for Transport It Burial." Action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Diroctor. 79/00710. 
tP- 


7910030672 Forwards IE Insp Rept 70-0036/79-06 on 790716-20. 

No noncompliance noted. 

DAVI8, A. B. Region 3, Chicago, Fuel Facility 6 Materials Safety 

Branch. 79/08/22. 2pp. 


—7910030600 IE Insp Rept 70-0036/79-06 on 790716-20. No noncompliance 
noted. Major areas lnspectd: nuc 1 ear criticality safety, 
radiation protection program t< radioactive waste mgt. 

PECK, C. C. Region 3, Chicago, Office of the Director. 

GREGER.L. R. Region 3, Chicago, Fuel Facility & Materials Safety 

Branch. 79/08/15. 6pp. 


7910260176 Requests addl info to complete review of gamma counter 
call hr procedures. Requests visit to facility to observe 
procedures it practices. 

PARTLOW, J. G. Material Control Licensing Branch. 79/10/12 4pp. 


DOCKET 70-0113 PENNSYLVANIA STATE UNIV. 


7910310079 Forwards IE Insp Repts 50-003/79-02,70-0113/79-02, 
70-0144/79-02 & 70-0242/79-02 on 790500-11. No noncomp 1 i anc o 
noted. 

MARTIN, W. 0. Region 1, Philadelphia, Safeguards Branch. 79/09/07. 

2pp. 


—7910310086 IE Insp Repts 50-005/79-02,70-0113/79-02,70-0144/79-02 & 
70-0242/79-02 on 790508-11. No none omp 1 lane e noted. Major 
areas inspected: nuc 1 ear matl control & accounting. 

ZIBULQKY, H. Region 1, Philadelphia, Office of the Director, 
JOYNER, J. H. Region 1, Philadelphia, Safeguards Branch. 

79/08/20. 0pp. 


DOCKET 70-0134 WISCONSIN, UNIV. OF, MADISON 


7910110316 Forwards IE Insp Repts 50-136/79-02 6 70-0134/79-01 on 
790731-0802. No none omp liance noted. 

DAVIB, A. B. Region 3, Chicago, FubI Facility it Materials Safety 

Branch. 79/08/27. 2pp. 


—7910110320 IE Insp Repts 50-136/79-02 J< 70-0134/79-01 on 790731-0002. 
No noncomp 1 lance noted. Major areas inspec ted: audt ta, 
radiation protection procedures, training, instruments, 
exposure control , survey a, qual if icat ions b effluent control®. 

OREOER, L. R, , DUORY, N. E. Region 3, Chicago, Office of the 
Director. 79/00/24. 8pp. 


DOCKET 70-0135 BABCOCK 8. WILCOX CO. 


7910090730 Forward* corrected Page 9 to IE Xn*p Repts 70-0135/78-20 t 
70-0364/70-25. Insp conducted on 700926-1103. 

* Region 1, Philadelphia, Safeguards Branch. 79/06/22. 2pp. 


7910090787 Forward* IE Insp Rept 70-0135/79-13 on 790604-00. No 
noncompliance noted. 

MARTIN, W. 0. Region 1, Philadelphia, Safeguards Branch. 79/08/30. 

Spp. 


— 7910090709 IE Insp Rept 70-0133/79-13 on 790604-08. No noncompliance 
noted. Major areas i napec ted : sh I p p er/r e c ei vot difference of 
low enriched U hexafluoride receipts ti measurements & 
statistical contrail. Details withheld (ref 10CFR2. 7901. 

2 IBULSKY, H. # JOYNER, J. H. Region 1, Philadelphia, Safeguards 

Branch. 79/08/21. Ip. 


7910050300 Notifies that Amend MPP-i to License BNH-145 was amended on 
790629 to incorporate safeguards contingency p lan. flefund 
will bo sent re overpayment for review it approval of plan. 

MILLER, W. 0. License Fee Management Branch. 79/09/13. Ip. 


7910290109 Ac k receipt of 790921 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0133/79-14. 

GRIER, 0. H. Region 1, Philadelphia, Office of the Director. 
79/10/09. Ip. 


— 7910270114 Forwards responses to NRC 790830 ltr re violations noted in 
IE Insp Rept 70-0135/79-14. Corrective actions: emergency exit 
cleared of all items on 790720 *< security explosives 
detector will be located. 

AUSTIN, H. A. Babcock & Wilcox Co. 79/09/21, lp. 


— 7910290117 Forwards IE Insp Rept 70-0133/79-14 on 790716-20 L notice of 
viol ation. 

SMITH, 0. H. Region 1, Philadelphia, Fuel Facility & Materials 

Safety Branch. 79/08/30. 2pp, 


— 7910290120 Notice of violation from insp on 790716-20. 

* Reg ion i, Philadelphia, Office of the Director. 79/08/28. 
IP- 


— 7910290122 IE Insp Rept 70-0135/79-14 on 7907 16-BO. Noncomp liance noted: 
failure to maintain emergency exit clear of obstructions & 
failure to maintain records of routine determination 
conducted on each shipment package. 

ROTH, J. Region 1, Philadelphia, Office of the Director. 

CROCKER, H.W. Region I, Philadelphia, Fuel Facility 8, Materials 

Safety Branch. 79/00/20. 12pp. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC. 


79092B0070 Ack receipt of 790006 ltr informing NRC of stops taken to 
correct violation noted in IE Insp Ropt 70-0143/79-13 on 
790405-06. 

HENNA, W. 8. Region 2, Atlanta, Safeguards Branch. 79/00/27. Ip. 


— 7909280079 Responds to NRC 790410 ltr re violation noted in IE Insp 
Rept 70-0143/79-13 on 790405-06. Corrective actions: info 
withheld (ref 10CFR2. 790>. 

MANSER, W. C. Nuclear Fuel Services, Inc. <*ubs. of Getty Oil Co. !. 
79/06/25. lp. 


7910180267 Forward* IE Insp Ropt 70-0143/79-26 on 790709-13 It notice of 
violati on. Not ic o of violation withheld (ref 10CFR2. 7901. 

KENNA, W. D. Region 2. Atlanta, Safeguards Branch. 79/00/31. 2pp. 


—7910180276 IE Insp Rept 70-0143/79-26 on 790709-13 tc 0730-0802. 
Noncompliance no to d : f a 1 1 ur o to follow liquid U waste 
disposal procedure for discharge tank. Detail* withhold 
<ref 10CFR2. 7901. 

DATES, J. W. Region 3. Atlanta, Office of tho Director. 

GILLESPIE, F. P, Region 2. Atlanta, Safeguards Branch. 79/08/31. 

Ip. 


7910040035 Ack receipt of IE Insp Ropt 70-143/79-34 on 790721-0607. No 
propri etary info. 

MANSER, W.C. Nuclear Fuel Services, Inc. (subs, of Gotty Oil Co. 1. 
79/09/11. lp. 


—7910040090 Forwards IE Inap Rept 70-0143/79-34 on 790721-0007. No 
none omp 1 lance noted. 

KENNA. W. fl. Region 2, Atlanta, Safeguard a Branc h. 79/00/24, 

2pp. 


—7910040099 IE Insp Rept 70-0143/79-34 on 790721-0807. No noncompUando 
noted. Major areas 1 nsp e c ted : a ir monitoring program, 
contamination control program St malnt of record* of 8NM 
trans f ers. 

TODD, O. A., CLAY, E. L. Region 2, Atlanta, Office of the Director. 
GILLESPIE, F. P. Region 2. Atlanta, Safeguards Branch. 79/08/23. 

10pp. 


7910030720 Responds to 790906 ltr requesting relief from requirement* 
r» 790814 plant physical i nvent or y. Appro ves addition of 
license condition to Amend MPP-1 nf License 8NM-124 granting 
4-day delay for calculating U element ID value. 

PARTLOW, J. 0. Material Control it Accountability Development 

Branch. 79/09/12. lp. 
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7910020816 Ack receipt of IE Insp Rapt 70-0143/79-33 on 790709-0800. No 
proprietary info, 

MANSER, W.C. Nuclear Fuel Services, Inc. (subs, of Qettu Oil Co 1 
79/09/13. lp. 


— 7910080224 Forwards IE tnsp Rapt 70-0143/79-33 on 790709-0000. No 
noncompl lance noted. 

KENNA, W.B. Region 2. Atlanta, Bafeguards Branch. 79/08/30, 

2pp. 


7910020230 IE Insp Rapt 70-0413/79-33 on 790709— 0800. No none omp 1 lane e 
noted. Major areas i nsp ected : wor k assignment control for 
restricted amp log »!9, measuremen t control 8< verification for 
liquid discards ft strike plan implementation, 

GILLESPIE, F . P. Region 2, Atlanta, Safeguards Branch. LEE, T. D. 

Region 2, Atlanta, Office of the Director. 79/08/30. 4pp 


7910030206 Ack receipt of 790911 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-0143/79-35. 

HENNA, U. B. Region 2, Atlanta, Safeguards Branch. 79/09/18. lp. 


-7910030213 Respond s tD NRC 790822 ltr re violation noted in IE Insp 
Rept 70-0143/79-35. Corrective ac 1 1 ons ; eg 1 1 nder moved to 
comply u/surface-to-sur f ace separation space of at least 
12 inches. 

MANSER, W.C. Nuclear Fuel Services, Inc. (subs, uf Qettu oil Cu ) 
79709/11. 2pp. 


7910030219 Forwards IE Insp Ropt 70-0143/79-33 on 790B06-0B & notice 
of violation. 

SUTHERLAND, J. T. Region 2. Atlanta, Fuel Facility L Materials 

Safety Branch. 79/00/22. 2pp. 


— 7910030223 Notice of violation from insp on 790806-00. 

* Region 2, Atlanta, Office of the Director. 79/00/22. lp. 


•7910030232 IE Insp Rept 70-0143/79-35 on 790806-00. None omp 11 anc e noted; 
failure to maintain required spacing for interacting units. 

CORYELL, 0. P. Region 2, Atlanta, Office of the Director. 

PATTER, J. P. Region 2, Atlanta, Fuel Facility tt Materials Safety 

Branch. 79/08/22. 4pp. 


7910220466 PNS-I I-79-102F supplementing 790925 PNS-I I-79-102E: r e 5U 1 ts 
of analysis indicate presence of low enriched U conslstant 
W/typical plant d i scar d s . Resul ts of noil samples essay are 
consistent w/ORNL analysis. 

CORYELL, G. P. < GILLESP IE, F. P. Region 2, Atlanta, Office of the 
Director. 79/09/26. lp. 


7910180410 PNS- 1 1— 79-1020, supplementing 790926 PN3-I I-102F: NMSB 
measurement overcheck team began checking activities on 
790926 re weight & gamma— scan. Environ surveys completed. 

No problems d i sc o vored . Mor e environ samples being analyzed. 

CORYELL, G. P. Region 2, Atlanta, Office of the Director, 79/09/27. 
lp- 


79101B0247 PNB-I I /79- 1 02H supplementing PNS-1020 : mob i 1 e lab is ready to 
begin measurements in safeguard verification samples. IE/NMB8 
inventory measurement ovorchock teams continue activities on 
two shifts. Inventory completion estimated at appro* SOX, 

CORYELL, 0, P. , GILLESP IE, F. P. Region 2, Atlanta, Office of the 
Director. 79/09/20. lp. 


7910100229 PNB-I I/79-102I : on 791 004, H c ens ee began i nvon tory . NRC 
inventory team is observing actions of licensee t< will 
remain onsite until completion of production area inventory 
listing Completion expected on 791005. 

GILLESPIE, F. P. Region 2, Atlanta, Office of the Director 
79/10/04. ip. 


7910180255 Ack receipt of 79091B ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0143/79-26. 

HENNA, U. 0. Region 2, Atlanta, Safeguards Branch. 79/10/05. lp. 


— 7910100262 Responds tu NRC 790831 Ur re violations noted in IE Insp 
Rept 70-0143/79-26. Corroc tlve ac t i ons : d e ta i 1 s withheld 
(ref 10CFR2, 790). 

MANSER, W.C. Nuclear Fuel Services, Inc. (subs, of Qettu Oil Co ) 
79/09/10. lp. 


7910260112 Forwards IE Insp Rept 70-0143/79-43 on 790911-14 Notice of 
violation withheld (ref 10CFR2. 790). 

HENNA, W 0. Regions, Atlanta, Safeguards Branch. 79/10/11. 2pp. 


79 1 0050089 Ack receipt of 790911 ltr informing NRC of steps taken tn 
correct violations noted In IE Insp Rept 70-0143/79-32. 

KENNA. W.B. Region 2, Atlanta, Safeguards Branch. 79/09/18. lp. 


■791 0030093 Responds to NRC 790B22 ltr ro violations noted 
Rept 70-0143/79-32. Corrective actions withheld (ref 
10CFR2. 790). 

MANSER, W.C. Nuclear Fuel Services, Inc. (subs, of Oettu 
79/09/1 1 . lp. J 


in IE Insp 


Oil Co. ), 


•7910050106 Forwards IE Insp Rept 70-0143/79-32 on 790717-20 & notice of 
violation. Notice of vio L at ion wi thheld (ref 10CFR2.790) 

KENNA, W.B. Region 2, Atlanta, Fuel Facility & Materials Safely 

Branch. 79/00/22. 2pp. ‘ 


7910050108 IE Insp Rept 70-0143/79-32 on 79071 7-20. Noncomp 1 land e notod; 
failure to use appropriate statistical methods to evaluate 
measurement errors. Detai 1 s withheld <Tef 10CFR2. 790) 

00NE8.D. W. Region 2, Atlanta, Office of the Director. 

GILLESPIE, F. P. Region 2, Atlanta, Sa f eg uard s Branch , 79/0B/22 

If, 


■7910260114 IE Insp .Rept 70-0143/79-43 on 7909 1 1 — 14. Noncompl lance notod 
detection aids. Details withhold (ref 10CFR2. 790), 

TODIN, W, J, Region 2, Atlanta, Office of the Director. ERVIN, N. 
Region 2, Atlanta, Safeguards Branch. 79/10/10, ip. 


DOCKET 70-0144 PENNSYLVANIA STATE UNIV. 


7910310079 Forwards IE Insp Ropts 50-005/79-02,70-0113/79-02. 
70-0144/79-02 5, 70-0242/79-02 on 790508-11. No noncamp 1 1 anc e 
noted. 

MARTIN, W. G. Region 1, Philadelphia, Safeguards Branch. 79/09/07. 

2pp. 


-7910310086 IE Insp Ropts 90-005/79-02,70-0113/79-02,70-0144/79-02 & 
70-0242/79-02 on 790508-li.No none omp 1 ianc e noted. Major 
areas inspectod;nucloar mail control & accounting. 

Z IDULSKY, M. Region 1, Philadelphia, Office of the Director. 
JOYNER, V, H. Region 1, Ph i I od o 1 p h la. Safeguards Branch. 

79/00/20. 0pp. 


7910190222 Confirms order t< amend orally issued 790917 6 advises of 
rights per 10CFR2. 201 to request hearing on all or part 
of amends lesued within 20 days Df notice date. Request for 
hearing will not defer effective date. 

BURNETT, R. F. Division of Safeguards. 79/09/10, 2 pp 


79 f~S?°? 47 pns " 79-102C supp lamenting 790910 PN3-79- 102, 79091 9 PNB-79- 
102A 8, 790921 PNS-79-102B: cleanup of shut down areas has 
started. No discrepancies have been found by insp team, New 
insp team will start overchecking inventory. 

ufoiTsUor^W^/Bl. 0 ^^" ° F lnspelt ‘°" * E " fl « 


DOCKET 70-0152 PURDUE UNIV. 


7910090502 Forwards IE Bulletin 79-19, "Packaging of Lou Level Radwaoto 
for Transport 6 Burial." Action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/00/10. 


7910090505 Forwards IE Bulletin 79-19, "Packaging of Low Level Raduasto 
for Transport & Burial. " Action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/OQ/tO. 


7910220431 PNS-79-102D supplementing 790921 PNS-79-102C; overf 1 i gh t !< 
ground surveys completed on 790924. Data is being snalyiad U 
physical search in fabricatlnn plant In progress. 

CORYELL.O. p , KENNA, W.B. Region 2- Atlanta, Office of the 
Director. NRC. 79/09/24. Ip. 


7910220439 PNS-I I -79-1 02E supplementing 790924 PN8-1I-79-102D; lab 
results of soil samples confirmed presence of low enriched U 
consistent w/normal effluents. Detai led environ survey is in 
progress. * 

CORYELL, 0. P., TOBIN, W. J. Region 2, Atlanta, Office of the 

Director. 79/09/25. ip. 


DOCKET 70-0242 PENNSYLVANIA STATE UNIV. 


7910310079 Forward* IE Insp Ropts 50-005/79-02,70-0113/79-02, 
70-0144/79-02 fc 70-0242/79-02 on 790308-11, No noncomp 1 lane e 
noted. 

MARTINi W, 0, Region 1* Philadelphia# Safeguard* Branch. 79/09/07 

2pp. 


■79103100 B6 IE Insp Ropts 30-005/79-02,70-0113/79-02,70-0144/79-02 
70-0242/79-02 on 790508-ll.No noncompliance noted. Major 
areas inspected: nucl ear matl control & accounting. 

Region l, Ph ilada lph la. Office of the Director. 

79/08/20. Spp. 


U 
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DOCKET 70-0364 PARKS TOWNSHIP SITE, BABCOCK 6 WILCOX CO. 


corrcct,!i Pa 0 e ’ IE Insp Rept, 70-0135/70-20 
70-0364/78-25. I nap conducted on 780926-1103. 

* Region 1, Ph i led e 1 ph In, Safeguards Branch. 79/0B/22. 2pp 


7910090796 Forwards IE Insp 
none amp 1 lance noted. 
MARTIN, W. G. Region 1, 

2pp. 


I\ e P t 70-0364/79-14 on 790929-0601 . No 
Philadelphia, Safeguards Branch. 79/00/30. 


— 7910090799 IE Insp Rept 70-0364/79-14 on 790929-0601 No 
noted. Major areas i n sp e c t e d : nuc 1 ear matl control h 
accounting. Deta i 1 s withheld <rof 10CFR2 790) 

ZIBUL5KY, H. , JOYNER, J. H. Region 1, Philadelphia, 

Branch. 79/0B/22. ip. 


none omp 1 i ancc 
Sa f oguards 


7910020603 Notification of 790913-14 meoting 
in Pittsburgh, PA to assess risks from flood 
reactors. 

HOUSE,!-. C. Fuel Process. ?< Fab. Branch 

lp- 


u/Armg Corps of Engineers 
damage Dn B8<W 

(Pro 790727). 79/09/11. 


7910310034 Discusses IE 
noncompliance noted. Ma 
protection, security or 
MARTIN, W. 0. Region 
79/09/ i 1. 3pp. 


insp of License 3NM-414 on 790605-00. No 
jur areas lnspoc ted : socuri ty plan.SNN 
ganliatiun ?. detection aids. 

1, Philadelphia, Office of the Director. 


7910010363 Notifies that refund will bo forwarded re overpayment of too 
far revlow of 790627 plant protection mod, Amend MPP-1 to 

License Foo Management Branch. 79/09/13. ip. 


License. 
MILLER, W. 0. 


79 lS?FR?70.3HlHc) nt '‘ 790,7 1 1 tr ' For “ ar<! 0 adml n l strat 1 vo amend fee per 
AUSTIN, M. A, Babcock t, Ullco* Co. 79/09/17. lp. 


7910310000 Responds to 790725 ltr re storage of U at Par 
site. Security controls as descrlbod will adequately 
serve as acceptable search r oqu iromon t s. Onsi to storage 
of U compund acceptable. 

MCCDRKLE, 0. W. Physical Security Licensing Branch. 


ks Township 


79/09/26. 


7910230037 Ack receipt op 790911 ltr 
10CFR70. 51(e)(6) requl r omont s . Minor 
end. 

WE I SB, I). License Fee Management 


requesting rollef Prom 
safeguards amend fee 

Branch. 79/10/02, ip. 


a 


7910260461 Responds to 
level radwasto. Made 
level radwaste, from 
OANLEY, D. E. United 


IE Bulletin 79-19 re packaging & 
23 shipments, containing 0.572 Ci 
Juno 1970-Jone 1979. 

Nuclear Carp., Naval Products Div. 


d 

of 


ispesal of 
low 

79/10/02. 


low 

lp- 


MILLER Vo° ° P *■ Plant Amend °MPP -1 

MILLER, W. 0. License Fee Management Branch. 79/10/03. 


lp, 


/V1U2V0067 Ack receipt of 790914 ltr informing NRC of stees 

Detli) 4 V !fhh t !° n3 noliBd in IE Ins P Rept 70-0371/79-07. 
Details withheld (ref 10CFR2. 790). 

MARTIN, W.O. Region 1, Philadelphia, Safeguards Branch. 


taken to 

79/10/03. 


7910290077 Forwards IE I 
Details withheld (ref 
MARTIN, U. 0. Region 
79/00/23. 2pp. 


l€CFR2 P 7yo°" 037l/79 " 07 790414-20 6 24-26. 

1, Philadelphia, Safeguards Branch. 


7910290070 Notice of violation 
* Region 1, Philadelphia, 
lp. 


from insp 
Office of 


on 790416-20 i, 24-26. 
the Director. 79/0B/20. 


* , *v S .,uwy l i c. ins 


Nontompl ianco notod: Fai luro to report date of receiver*^ 

Form N,,c - 741 ■.‘.n. 

“ r o'f JO 79 /o0/o 6: , p r ’» u " »• Philad * lpt ’ la - 


DOCKET 70-0411 CORNELL COLLEGE - IA 


79 generded Ra9POnd6 *" 16 DuUotln 7*?-l*7. No low level radwasto 
GRADER, H. C, Cornell College. 79/00/21. |p 


DOCKET 70-0416 COLORADO STATE UNIV, 


7909210445 IE 
8NM-3Q0. Insp 
CAIN, C. L. 
lp. 


Insp Findings 6 Licensee Ack dtd 790000 of 
findings: no items of noncomplianca noted 
Region 4, Dallas, Office of the Director. 


License 

79/OH/OB. 


DOCKET 70-0572 MONSANTO RESEARCH CORP. 


7910290321 Forwards Amend 2 to Indemnity Agreement G-l 
AUBTIN, M. A. Babcock f, WiUo* Co. 79/10/24. Ip, 


DOCKET 70-0371 UNITED NUCLEAR COUP. 


Requeots registration at user of Modal NNFD-iO. 
KlflK, W. F, United Nuclear Carp, 79/09/H. ip, 


7910120070 Ack receipt of 790022 Ur Informing NRC steps taken to 
violations noted in IE Insp Rept 70-0371/79-00 


79 c™r 3 ^ C i I? C ° ipt J' 7,0726 ltr forming NRC of steps taken to 
correct violations noted in NRC 790706 ltr 

^ch A a 79/O0/”3 9il> ?p 3 ' Ch,C ‘‘ 30 ’ FUal *■ trials Safety 

Responds to NRC 790706 Ur re notice of violations. 
Corrective act Ions: inc ident added to health physics lap fc 
log format modified to reflect three items needed to rept 
incidents, r 

SCHIMMEL, R. L, Monsanto Research Carp. 79/07/26. 2pp. 


DOCKET 70-0620 ADRIAN COLLEGE 


" 79 R«f?0? 0 5;?/?S^n t r N " C ? ?° 731 ^ violation* noted in Ini 
03/'I/'79-00. Corrective actions: mne marking and work 
nfSi ci°n a ^ ion , 8 , '!’ odlfl ‘ fd 1,1 m oot jone r eqn 1 r omen to. 

2pp EY ' ° E Unltod Nuclear Corp. .Naval Product* Div. 79/00/22, 


7909210406 Responds to IE Bulletin 79-19. No low level radwaoto 
generated, 

YODER, L, L. Adrian College, Michigan. 79/0B/2B. lp. 


■7910120075 Forwards IE Insp 
violation, 

SMITH, G, H. Region 1, 
Safety Branch, 79/07/31. 


Rept 70-0371/79-00 on 790417-20 6 notice of 
Philadelphia, Fuel Facility t< Matorinle 

2pp. 


7910120077 Notice of violation from insp on 790417-20. 

Ip Region 1, Phi lade 1 ph la, Office of the Director. 79/07/30. 


7 *iSJi°2ShlIV Sc**?? 70-0371/79-00 on 7904 17-20. None omp 1 lance noted 
I „ for ">■*> located In three d.marked 

KINNFV i u ,t ’ n S a r° r c ei*ro s i an coupon tost operation. 

CRDCKErVli Rb » 10 " »• Philadelphia, Office of the Director. 

SUsS Branch. 79 /S 7/30 ' ; ° 01 F-eim '« * 


DOCKET 70-0690 WALTZ MILL BITE, WESTINGH0U3E ELECTRIC CORP, 


7910120310 Forwards IE Insp Rept 70-0690/79-01 on 790613-14 Nc 
noncomp 1 lance noted. 

MARTIN, U. 0. 


2pp. 


Region 1, Phi tadelphia. Safeguards Branch. 79/00/24. 


—7910120521 IE Insp Ropt 70-0698/79-01 on 790613-14. No noncomp 1 1 anc e 
noted Major areas Inspected: fac il ity organ! 1 at Ion, operation, 
shipping R recei ving, storag e & control , physl cal inventory, 
records & repts, 4 

SMITH, 0. C. , J0YNER, J. H. Region >, Philadelphia, Safeguards 
Branch. 79/OB/OB. 4pp. 3 


7910310040 Discusses IE insp of License SNM-770 nn 790022. No 
noncompliance noted. Major areas Inspacted: procedures t, 
representative records. 

Region 1, Philadelphia, Office of the Director 

79/09/11. lp. 
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DUCKET 70-0725 WILLIAM !< MARY. COLLEGE OF 


7910220003 Responds to IE Bulletin 79-19 re packaging 6 disposal of low 
level rad waste. Raduaste handled by RAD Svc,Inc.No shipments 
of radwaste made. 

PERDRI8AT, C. F. William & Mary. College of. 79/10/01. 3pp. 


DOCKET 70-0734 GENERAL ATOMIC CO. 


791015070S Forwards IE Insp Rept 70-0734/79-09 on 790904-07. 1 icenaee 
commitments 5. notice of violation. Ends withheld 
Iref 10CFR2. 7901. 

NDRDERHAUG, L. Region 5. San Francisco, Safeguards Branch. 

79/09/21. 3pp. 


DOCKET 70-0754 VALLECITOS NUCLEAR CENTER, GENERAL ELECTRIC CO. 


7910030608 Order extending time until 790017 foT Commission to 
determine whether to review Director of KM SB 790639 
decision. 

CMILK.B. J. Office of the Secretary of the Commission 79/07/37. 
iP- 


7910310007 Ack receipt of 790906 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 70-0820/79-10. 
t ; MARTIN, W. Q. Region 1. Philadelphia, Safeguards Branch. 79/09/37. 

ip. 


— 7910310008 Responds to NRC 790015 ltr ro violations noted IE Insp Rept 
70-0820/79-10. Corrective actions withheld (ref 10CFR3. 790). 

BOWERS. C. E. United Nuclear Corp. , UNC Recovery Systems Dlv. 

79/09/06. Ip. 


— 7910310009 Forwards IE Insp Rapt 70-OB20/79- 10 on 790433-27 & notice of 
violation. 

MARTIN, W. G. Region 1 ■ Philadelphia, Safeguards Branch. 

79/08/15. 3pp. 

— 7910310010 Notice of violation from Insp on 790433-37. 

a Region 1, Philadelphia. Office nf the Director. 79/OB/OB. 

IP- 

7910310012 IE Insp Rept 70-0820/79-10 on 790423-27. None omp 1 lance noted: 

failure to submit required SNM loss rept within 13 days 
Details withheld (ref 10CFR2.790). 

BODY, A. Region 1, Philadelphia, Office of the Director. 

JOYNER, J. H. Region 1, Philadelphia, Safeguards Branch. 

79/08/08. Ip. 


7910190336 Forwards advance route approval info for shipment to 
Hanford , WA mat 1 containing Irradiated reactor fuel. Planned 
food fc fuel stops should be financed upon route approval, 
YOUNG. W. General Electric Co.. Nuclear Energy Products Oiv. 
79/OB/ 1 5. 4pp. 


7910050631 Orders extension until 790831 for NRC to determine whether 
to review NMS9 790629 decision, 

CHILK, S. J. Office of the Secretary of the Commission. 79/08/17. 

Ip- 


7910030198 Order extending time until 
determine whether to review Director 
d bc I s ion 

CHILH, B. J, Office of the Secretary 
lp. 


79092B for Commission to 
of NMSS 790629 

of the Commission. 79/0B/3O. 


DOCKET 70-0824 BABCPCK N WILCOX CO. 


7910150710 Responds to IE Bulletin 79-19 re packaging *. disposal of 
low level rad waste. Bulletin requirements will be imp lemon tod 
by 791115. Bix shipments of low level radwaste totalling 
1229.02 cubic ft were made from Jan 1978-June 1979. 

OLSEN, A. F. Babcock & Wilcox Co. 79/09/24. 2pp. 


7910230277 Requests registration as user of Uestinghouse Model Super 
Tiger. 

OLSEN, A. F. Babcock & Wilcox Co. 79/09/24. Ip. 


DOCKET 70-0925 CIMMARON FACILITY, KERR-MCGEE CORP. 


7910170664 OTder granting extension until 791018 for Commission to 
decide whether director of NMSS 790629 decision should bo 
reviewed. 

CHILK, S. J. Office of the Secretary of the Commission. 79/10/04. 

IP- 

7910220437 Memorandum «, order permitting Congressmen Dellums.P Burton !< 
JL Burton to continue 1 ntervent J on. Plead ings k related 
matters should be signed by congressmen or authoTlied 
attys. 

GROSSMAN. H. Atomic Safety and Licensing Board Panel. 79/10/09. 

12pp. 


910330393 Executed Amend 2 to Indemnity Agreement 0-4, modi fy ing 
prefatory language re transportation, handling S, temporary 
storage of radioactive matt 

SALT 1 MAN. T. Antitrust 6 Indemnity Group. DARM I TZ IL, R, W. General 

Electric Co. 79/10/17. ip. 


DOCKET 70-0007 NASA 


7910190123 Responds to IE Bulletin 79-19 re packaging l disposal of low 
level radwaste. One sh i pment , conta i ning 32.9 Cl Tatfuaste, was 
made during Jan 1978-June 1979. Memo establlhing committee to 
serve audit function end. 

EARLS, J. M. National Aeronautics U Space Admin. 79/09/27, 2pp. 


7910050559 Forwards IE Bulletin 79-19, "Packaging of Low Level Raduaste 
for Transport 6 Byrial. " Action required. 

KEPPLERiJ. O. RBglon 3, Chicago, Office of the Director. 79/OB/lO. 
lp. 


7910020100 Forwards Kerr-McGoe radiological health program. revised 
to Incorporate info requested in NRC 790816 ltr. 

HENNIGAN, G. R. Kerr-McOee Chemical Corp. (subs, of Korr-McOoo Corp. 1. 
79/08/23. Ip. 


—7910020106 Korr-McGeo radiological health program. 

■H Kerr-McGee Chemical Corp. (subs, of Korr-McOee Corp. ). 
79/08/23. I 3pp . 


7910150141 Submits comments re technical procedures at facility In 
response to IL State Atty General 790816 ltr. Comments on air 
monitoring, surface runoff 8, nonrad ioaettve chemicals. 

Inventory of chemicals end. 

HENNIGAN, 0. R. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). 
79/09/04. 3pp. 


7910090773 Submits response to IE Bulletin 79-19, "Packaging of Low 
Level Radioactive Wasto for Transport S, Burial." 

BHELLEY, W, J. Kerr-McGoe Nuclear Corp. 79/07/19. 3pp. 


DOCKET 70-0904 PACIFIC NORTHWEST LAD 


DOCKET 70-0B30 UNITED NUCLEAR CORP. 


7910120010 Forwards IE Insp Rept 70-0820/79-12 on 790521-25. No 
none amp liaises noted. 

MARTIN, W. 0. Region 1, Philadelphia, Safeguards Branch. 79/0B/34. 

2pp. 


— 7910120015 IE Insp Rept 70-0820/79-12 Dn 790521-25. No noncompllance 
noted. Mad or areas inspected: nuclear mat! control accounting 
in measurement 6 verification oP statistical controls & 
exports. 

ZIBULSKY, H. . OGDY. A. , JAYNER, J. H, Region 1, Philadelphia, 

Safeguards Branch. 79/08/23. lp. 


7910260349 Notifies of recolpt L docketing of application for renewal 
of License 8NM-942. 

CR0W,W. T. Division of Fuel Cycle & Material Safety. 79/09/21. Ip. 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC. 


7910100041 Responds to 790807 ltr ro licensing changes 6 fees. Foe not 
required. Change in date* for taking Inventories will not be 
valid unless NRC receives mod to Page 5.1 of fundamental 
nuclear matl control plan. 

FARTLOWi J. 0. Moterlal Control Licensing Branch. 79/09/07. 2pp. 


7910110469 Ack receipt of 790834 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1100/79-04. 

SMITH, O. H. Region 1, Philadelphia, Fuel Facility fc Materials 

Safety Branch. 79/09/13. lp. 
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—79101 10475 Responds ko NRC 790809 ltr re violations noted in IE 
Rept 70-1100/79-04. Corrective ac t i ons : i ns ta 1 1 ed addl alpha 
survey instruments 6 revised procedures on pre-dry airflow t, 
fuel handling. 

LI CHTENBERQER, H Combustion Engineering! Inc. 79/08/34. 3 p p 


In s p 


•79101 10480 Forwards IE Imp Rapt 70-1100/79-04 on 79O605-0Q U notice of 
violation. 

SMITH. C. H. Region 1. Philadelphia. Fuel Facility & Materials 

Safety Branch. 79/08/09. 2pp. 


•791031° 07 4 r E Insp Rept 70-1143/79-04 on 790326-29. Nunc omp t lane e noted; 
failure to limit -storage of scrap BNM flieaauTed w/unc erta 1 ntig 
greater than 1 OX to- less than six mont hs. De t ai 1 3 withheld 
<ref 10CFK2. 790). 

SUMMERS, ft. , QDDY,A. Region l. Philadelphia, Office of the 
Director. JOYNER. J. H. Regfon 1. Ph i lade 1 pti la , Safeguards 

Branch. 79/08/00. ip. " 


DOCKET 70-1151 UE8TINOHOUSE ELECTRIC CORP. 


— 79101104S1 Notice of violation 
* Region 1. Philadelphia, 
IP 


from insp on 790605-00. 

Office of the Director. 79/0B/O2. 


7910190146 Application by Westinghouse fcD amend License SNM-1107 re 
const te use of waste storage bldg. 

DIPIAZZA, R. P. Westinghouse Electric Carp. 79/09/03. 0pp. 


— 79101 10405 IE Insp Rept 70-1100/79-04 on 790605-00. None amp 1 i anc e noted 
failure to wear gloves when handling unclad U fuel, failure 
to establish radiological safety controls 6 instructions & 
failure to examine 23 of 25 safety procedures. 

ROTH. J. Region 1, Philadelphia, Office of the Director. 

CROCKER, H. W. Region 1, Ph i lad e 1 p h i a, Fuel Facility 6 Materials 

Safety Branch. 79/00/02. 15pp. 


7910310107 Forwards Amend MPP-1 to License SNM-U07. 

PARTLOW. J. 0. Material Control Licensing Branc h. 79/10/09. 1 p. 

—7910310109 Sections 1 . 0-8. O of Natl f, Plant Protection Amend MPP-1 to 
License SNM-H07. 

* Material Control Licensing Branch. 79/10/05. 7pp. 


DOCKET 70-1 li3 GENERAL ELECTRIC CO. 


DOCKET 70-1193 CIMARRON FACILITY, KERR-MCGEE CDRR. 


7910310304 Responds to IE Bulletin 79-19 re packaging «, disposal of low 
level radwasto. Made 37 s h 1 pmen ts, c on ta i n 1 ng 0.848 Ci 
radwaste. from Jan 1978-June 1979. 

KAPLAN, A. L. General Electric Co., Nuclear Enerqy Products Div 
79/09/36. 8pp. 


7910090773 Submits response to IE Bulletin 79-19, "Packaging of 
Level Radioactive Haste for Transport L Burial." 

SHELLEY* H J. Kerr-McGee Nuclear Corp. 79/09/19. 3 pp. 


Low 


7910180208 Informs that, ef fee t ive 791001, GE will report all element fc 
isotope values on NRC /DOE 741 form to nearest gram. 

PAHTLOWi J. 0. Material Control Licensing Branch. 79/09/27. Ip. 


7910260401 Forwards comments on proposed reg gui de : ever 1 ook s guidelines 
* examples appropriate for 1 arg e-s ca 1 e, h i g h -vo 1 , 1 ow 
enrichment fuel fabrication fac i li t i esj def i ni t i on requirod 
of objectives for security requirements for SNM. 

KAPLAN, A. L. General Electric Co. 79/10/03, 11pp. 


7910240660 Ack receipt of 790921 ltr informing NRC of stepa taken to 
correct violation noted in IE Insp Rept 70-1113/79-15, 

KENNA, W. D. Region 2, Atlanta, Safeguards Branch. 79/10/10. Ip 


•7910240603 Responds to NRC 79O02B ltr re violation noted in 
Rept 70-11 13/79-15. Forwards response to item of 
noncomp 1 iance. Response withhold (ref 10CFR2. 790). 

KAPLAN, A. L. General Electric Cd. , Nuclear Energy Products 


IE Insp 


Div. 


■-7910240696 Forwards IE Ins 
violation withheld (ref 
KENNA, W.B. Region 2, 

2PP. 


p Rept 70-1113/79-15 on 79071 8-19. Not i co of 
10CFR2. 790). 

Atlanta, Safeguards Branch. 79/OB/20. 


-7910240691 IE Insp Rept 70-1113/79-15 on 7907 10-20. Noncomp 1 i anc e notec 
failure to conduct Insp of offsite storage location at 
required frequency. Detail s withheld (ref I0CFR2 790) 

FINLEY, A. G. , PATTERSON. J. P. , KENNA, W. B. Region 2, Atlanta, 

Safeguards Branch. 79/00/20. Ip 


DOCKET 70-1201 UF 6 CONVERSION FACILITY, BABCOCK 6 WILCOX CO. 


7910090632 Submits response to IE Bulletin 79-19 requesting info re 
plan of actions h schedule for Implementing packaging of 1 otu 
level radwaste for transport 6 burial. 

ZEFF, D, W Babcock fc Wilcox Co. 79/09/21. 3pp 


7910240320 Ack receipt of 791002 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1201/79-13. 

KENNA, W, B. Region 2, Atlanta, Safeguards Branch. 79/10/13. tp, 


■7910240344 Responds to NRC 790919 ltr r« violations noted 
Rept 70-1201/79-13. Correc tive act i ons; d etai 1 s withhold 
(ref 10CFR2. 790). 

ZEFF, 0. W. Babcock & Wilcox Co. 79/10/03. Ip. 


in IE Insp 


— 7910240351 Forwards IE Insp Rept 70-1201/79-13 
withheld (ref 10CFR2.790), 

KENNA, W. D. Region 2, Atlanta, Safeguards 

2pp. 


on 790814-16. Details 
Branch. 79/09/19. 




samp a i IXIIU U HUVBU 


■ ' ^ r ' - - - - — - - ' ' iu. MUHLUinfJi 1^1 

maintained scrap on inventory over 1-yr ui/no rept Prom coTp 
U. plant mg t for licensoe annual aud i t, Deta i Is withheld 
(ref 10CFR2, 790). 

FINLEY, A. Q. Region 3, Chicago, Office of the Director. 

KENNA, W. 0. Region 3, Chicago, 0afeguards Branch. 79/09/tfl 

lp. 


DOCKET 70-1220 GENERAL ELECTRIC CD. 


DOCKET 70-1143 WESTINGHOUSE ELECTRIC CORP. 


7910220166 Responds to IE Bulletin 79-19, "Packaging of Low Level 
Radioactive Waste for Transport fc Burial." Forwards list 
oP waste shipments. 

MODRE, J. Q. Wea t inghouse Electric Corp, 79/00/20. 6pp. 


7910310064 Ack receipt of 790910 ltr informing NRC of stops taken te 
correct violation noted In IE Insp Rapt 70-1143/79-O4. 

MARTIN, W. G. Region 1, Philadelphia, Safeguards Branch. 79/09/26. 


7910050556 Forwards 1E Bulletin 79-19, "Packaging of 
for Transport 6 Burial. " Action required. 

KEPPLERpJ. G. Region 3, Chicago, Office of the D 
ip. 


Low Level Raduantf? 
tractor, 79/03/10, 


7910230693 Forwards biography of JE Van Hoomissen who will replace 
LL Zehn as manager of Spent Fuel Svc o Opera t Jon, Nuc 1 ear 
Fuel Svcs Div on 791001. 

DAWSON, D, M, General Electric Co., Nuclear Energy Products Div. 


■7910310067 RespondB to NRC 790024 ltr re violations noted 
Rept 70-1143/79-04. Corrective actions withheld (ref 
10CFR2. 790). 

MOORE, J. 8. Westinghouse Electric Corp. 79/09/iO. Ip. 


in IE Insp 


7910310070 Forwards IE Insp Rept 70-1143/79-04 on 790326-29 k notice of 
violation. Notice of violation withheld (ref 10CFR2.790). 

MARTIN, H.Q. Region 1, Philadelphia, Safeguards Branch, 

79/0B/24. 2pp. 


DOCKET 70-1236 KALAMAZOO COLLEQE 


7910190434 Responds to IE Bulletin 79-19 re packaging J, disposal 
level radwaste. One shipment containing less than one Ci 
radwaste was made during Jan 1970-June 1979. 

PICCARDiR. D. Kalamajoo College. 79/10/02. 2pp. 


of low 


DOCKET 70 1237 AIR FORCE, DEPT. OF, AERO0 QUID, fc METRO. , NEWARK, OH 


7909240732 Responds to IE Bulletin 79-19. Low level 
generated under License SNh-1104. 

MCKNIGHT, B. W, Army , Dep t. of . 79/00/23. Ip. 


radwaste not 
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DOCKET 70-1357 MIXED OXIDE FABRICATION PLANT, EXXON NUCLEAR CO., INC. 


7910100691 Responds to 790013 Itr.Ruvised security guard training & 
qualification plan ace op table. Amends Sac t i on 9. 0 of Mat 1 s & 

Plant Protection Amend WPP-2 to license by modifying 
Condition 9. l.C, effective in 60 days. W/o encl. 

MCCORKLE, 0. W. Physical Security Licensing Branch. 79/00/27. Ip. 


DOCKET 70-1309 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 


7910030556 Forwards IE Bulletin 79-19, "Packaging of Lou Level Radwaste 
for Transport U Burial. " Action required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/00/10. 
Ip- 


7910030067 Notice of special prehearing conference to be held in 
Morris, IL at time !< place to be set in near future. 

Intervention petitions, specif it issues tt schedule for 
further actions will tie considered. 

GOODHOPE, A. C. Atomic Safety and Licensing Board Panel. 79/00/13. 
3pp. 


7910030715 Order allowing State of IL to intervene as interested party 
tt interested state. Also grants intervenors BL Reran, ft Rorem, 

K Storey L E Ouingley petitions to intervene. Applesectl 
petition is d enled. 

GDODHOPE, A. C. Atomic Safety and Licensing Board Panel. 79/00/13. 
4pp. 


7910100095 Response in support of State of IL 790521 petition t< 

BL Rorem, R Rorem, K Storey , E Quigley J« Appleseed 790525 joint 
petition to intervene. NRC 790601 J< 19 responses tg petitions 
adequately state OE pos i t i on. W/Cor tl f t ca te of Svc. 

* General Electric Co. * May or, Broun tt Platt. 79/00/15, 3pp. 

7910220060 Requests info on licensing prohearing conference L 
evident iary hearings. 

WALSH. E. Aff i 1 lotion Unknown. 79/00/29. Ip. 


7910220102 Objects to ojpansion of nuclear waste p 1 an t . lie q uoa t guidance 
as to how objections should be filed in proceeding. 

HILLiL. Save Energy Now to Save the Environment. 79/00/31, lp. 


7910220455 Requests to participate at hearings re continued operation 
of fac 1 1 i ty. 

JOYCE, J. J. Affiliation Unknown. 79/00/31. Ip. 


7910220102 Forwards recipient contentions reflecting changes suggested 
during 790828 men ting. Sta t emeu t of contentions will assist 
in forth or discussions but is subj to change. 

ULMAN, M, B. Operations Administrative Division. 79/09/IB. Ip. 


7909270227 Responds to FOIA request for matl re -NRC findings or current 
investigations concerning violations by GE of any law Dr 
regulation administered by NRC. Documents in PDI1. Forwards 
r el evant documents. 

FELTON, J. M. Division of Rules and Racords 79/09/20. 3pp. 


7910230234 Submits followup to 790B21 ltr. Parties should have 
opportunity for second round of meetings on 791010 *, 19 
prior to prehearing conference, 

ULMAN, M.&. Operations tt Admin 1 strativa Division. 79/09/20. lp, 


7910290310 Notification of 791004 meeting u/GE In Silver Spring, MD to 
discuss proposed addl wot k at facility. 

EMPSONiF.M. Assistant Director for Fuel Cycle Safety tt Licensing. 
79/09/23. lp. 


7910220434 Responds to 790B31 ltr. Submits info re AS LB 790B13 notico of 
hearing tt methods of pur t i c 1 pa t i on in NRC pr oc e fl d ing s. Name 
will be added to distribution list re notices of conference 
& hearing, 

6KAPAR.H.K, Office of the Executive Legal Director. 79/09/26. 3pp. 


7910-310083 Approves change to site physical security plan as stated in 
790831 ltr. Enel to 790B31 ltr will be withheld (ref 
10CFR2. 790>. 

MCCORKLE. 0. W. Physical Becurity Licensing Branch. 79/09/26. Ip. 


7910230693 Forwards biography of JE Van Hoomissen who will replace 
LL Zahn as manager of Spent Fuel Svcs Operation, Nuc 1 oar 
Fuel Byes Div on 791001. 

DAMSON, D. M. General Electric Co., Nuclear Energy Products Div. 
79/09/27. 3pp. 


7910220370 Requests to moke limited appearance statement at hearing on 
renewal of license for spent fuel storage facility, 

SHINEFLUO, M. Illinois Safe Energy Alliance. 79/10/03. lp. 


7910250532 Bummary of 791004 meeting w/GE in Silver Spring, MD re plans 
For work at facility. 

EMPSONiF.M. Division of Fuel Cycle tt Material Safety. 79/10/17. 

2pp. 


DOCKET 70-1309 MORRIS OPERATIONS, SOURCES h STANDARDS, GENERAL 


7910050396 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwaste 
fnr Transport 8< Burial,'' Action required. 

KEPPLER, J, 0. Region 3, Chicago, Office of the Director. 79/0B/10. 
»P- 


DOCKET 70-1319 U. S. NUCLEAR, INC. 


7910040163 Forwards IE Insp Rept 70-1319/79-02 on 790016. No 
non comp liance noted. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility *< Materials 

Safety Branch. 79/00/24. 2pp. 


— 79100-40160 IE lnsp Rept 70-1319/79-02 on 790B16. No none omp 1 ionc e noted. 
Msjot areas in sp ec ted : survey activities by Oak Ridge 
Associated Un i vs . onvl r on tt smear samples tt followup on 
noncomp 1 ionce. 

KAHLE. J. B. Region 2, Atlanta, Office of the Director. 

POTTER., J. S. Region 2, Atlanta, Fuel Facility *< Materials Safety 

Branch. 79/08/24. 3pp. 


DOCKET 70-1443 VET. ADMIN. HOSP. 9D 


7910100486 Requests ltr forwarding license renewal application be sent 
to licensing branch. Insp on 790423 confirmed that License 
SNM-1425 had onpirod tt renewal application had not been 
submitted. 

BOOK, H. E. Region 5, San Francisco, Fuel Facility l< Matcriala 

Safety Branch. 79/05/09. lp. 


—7910100490 Forwards IE Insp Rept 70-1443/79-01 on 790423, In-ofc inquiry 
L special insp conducted on 790322-0420 un License SNM-1425. 

BOOK, H E. Region 5, Ban Francisco. Fuel Facility t, Material*, 

Safety Branch 79/09/29. ip. 


— 7910100493 IE Insp Rept 70-1443/79-01 on 790322-0423. No license 
conditions hod been violated since previous insp. Now 
1 ic ons d, 5NM-1S59, issued on 790318, regulat ing same motl 
as old license. No action required. 

ZURAKOUBKI, P. R. Region 3, San Francisco. Office of the Director. 

DDOK.H, E. Region 3, San Francisco, Fuel Facility t, Materials 

Safety Branch. 79/09/20. lp. 


DOCKET 70-1489 GOODYEAR AEROSPACE CHRP. 


7910090358 Forwards IE Bulletin 79-19, "Packaging of Low Level Radwaste 
for Transport & Burial. " Action required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/00/10. 
lp. 


7910050-559 Forwards IE Dullotin 79-19, "Packaging of Low Lovol Radwaste 
for Transport tt Burial," Action required. 

KEPPLER, J.G. Region 3, Chicago, Office of the Director. 79/0B/10. 
Ip. 


DOCKET 70-1621 CONDVER *< ASSOCIATES, INC. 


7910170277 Forwards Endorsement 36. 

BARNETT, J. E. Duquesne Light Co. 79/10/09. 3pp. 


DOCKET 70-1010 WESTINGHDUSE ELECTRIC 


7910020697 Requests NRC interpretation of 10CFR71 re DOE shipments of 
Pu. 

DIPIAZZA. R. P. General Electric Co. 79/07/07. lp. 


7910090631 Responds to 790907 request for Info re DOE shipment of 
licensed matl from facility. DDE shipments must meet NRC 
approval stds. Use of DDT Spec 6M packaging unacceptable for 
aver 20 Ci of Pu powder. 

MACDONALD, C. E. Trans p or tatio n Branch. 79/09/14. 2pp. 
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DOCKET 70-1021 PLOT. PROD. FACIL. , ALLIED GENERAL NUCLEAR BERVICEB CORP. 


7910170075 Responds to 790206 & 0410 ltra re refund of application 
foe paid in Jan 1975. App 1 lea 1 1 on Foo paid bg A1 1 1 od-Qenera 1 
Nuclear Svcs la not refundable. 

DONAQHUE, D. J. Offico of Administration. 79/09/24. Ip. 


DOCKET 70-2219 EXXON NUCLEAR CO, , INC. 


7910040022 Forwards Revision 2 to application for SNM license, to 
facilitate future revision changes. 

NtLSON, R, E««on Nuclear Co. < Inc. (subs, of Euan Corp ). 79/09/30 

IP- 


--7910040024 Application for SNM license author! jing possession! use, 
import t< export of 30 kg U-233 in exporimunt test facility. 

» Exxon Nuclear Co. ( Inc. (subs, of Exxon Corp. ). 79/00/31. 

S75pp. 


DOCKET 70-2296 WEST I NO HOUSE ELECTRIC CORP. 


7910300076 Responds to FOIA request for Info re nuclear exports to 
Brail 1. Forsiards documents, Cer to in documents entirely 
withheld (ref FOIA Exemption 9) t, others partially 
withheld (ref FOIA Exemption 11. 

RELTONi J. H. Division of Rules and Records. 79/10/32. 4pp. 


7910300133 Submits editorial change to 760409 Westinghouse application 
for license X8NM-0909iin order to include use of Model RCC-3 
type container, 

KRT8E, D, L. West inflhouse Electric Corp. 77/00/09. ip. 


DOCKET 70-2301 QREENW1CH HOSP. ASSOCIATION OREENWICH.CT 


7909240705 Discusses IE insp of Licenses 06-09532-01 , 06-09522-02i 
06-09522-03 tt SNM-1644 on 790620. No noncomp 1 ianco noted. 

Mejar areas 1 nsp ec ted : rad 1 a t i on safety procedures 6 records. 
MCCLINTOCKi R. 0. Region l , Ph 1 ladel ph ia, Offico of the Director. 
79707/10. 2pp. 


DDCKET 70-2623 MCGUIRE SPENT FUEL POOL, DUKE POWER CO. 


7910110069 Forwards RH Btarostocki 700712 Itr w/encl t> LC Rouse 790112 
ItT w/encl re amend to License BNM-l/73 concerning spent 
fuel transportalon tt sterage. 

KETCHEN, E.G. Branch 4. 79/07/09. Ip, 


— 7910110069 Approves design proposed in 6WEC0-7601i "Interim Bpent Fuel 
Btnrage Facility," Evaluation of rept end, 

BTAROBTECKI, R, W Fuel Roprocoss. 6 Recycle Branch (Pro 790727). 
70/07/12. Ip. 


-7910110073 Evaluation of BWECCI-7601 , "Interim Bpent Fuel Storage 
Facility." Rapt acceptable, 

* Fuel Reprocess, t, Recycle Branch (Pro 790727). 7B/07/12. 

23pp. 


7910010092 "Proposed Transportation Routes" re shipment of Oconee 
spent fuel to McGuire, Info partially withheld (ref FOIA 
Exemption 4). 

» Duke Power Co. 79/07/30, 14pp, 


7910020821 Advises that NRC proposed addl testimony has been reviewed. 
Urges ASLB tn reject testimony as redundant & untimely. 

RQI8MAN.A. Z. Natural Resources Defense Council. 79/00/03. 2pp. 


7910110063 Requests that NRC assist Mecklenburg CountyiNG in evaluating 
adequacy of Civil Defense emergency response capability. 

NRC has expressed concern re chain of authority 6 
respunslbl i I ity for public health J, safety. 

BLAI8DELL, 0. C. Mecklenburg County, NC. 79/0B/13. Ip. 


7910050923 Notice of further resumption of evidentiary hearings on 
790910-14 In Bethesda, MD. 

MILLER, M.E, Atomic Safety and Licensing Board Panel. 79/08/17, lp. 


7910030165 Request for subpoena to be Issued to W Bateman, Deputy 
Undersecretary, DOE. Proceed ing revealed that plans 6 
attitudes of DOE re interim storage of spent fuel ore 
relevant to litigated issues. Certl flcate of Svc end. 

RQI8MAN, A. 7, Natural Resources Defense Council. 79/00/22. 4pp. 


79 102200 IB Forwards NRC supplemental rept, "Spent Fuel Storage of 
Oconee Spent Fuel at McQuire Nuclear Station - Unit 1" >, 
draft ASLB protective order on security measures re transit 
6 storage of spent fuel. Affidavit end. 

KETCHEN, E. G. Branch 4. 79/00/31. 14pp. 


7910110229 Response to opposition to NR DC 790813 motion to strike NRC 
testimony. Testimony is not conclusory nr argumentative nor 
comprise legal c one 1 us i ons, th erefore, te st imony is reliable & 
should be admitted. Certificate of 8vc end. 

KETCHEN, E. G. Branch 4. 79/09/04. 21pp, 


7910190699 Motion for directed certification of ASLB ruling denying NRC 
request for in camera hearings It protective order re 
safeguards info. Requests interim protective order pending 
ruling on mot ion. Cert i f 1 cate of Svc end. 

KETCHEN, E.G, Branch 4. 79/09/04, 11pp. 


7910190121 Forwards, per 790007 discussions between ASLB !< parties, 
supplemental testimony of L Lewis, L Hamilton, RW Bostian, 

JM Elliot h BJ Garrick. 

MCGARRY. J. M. Dabevoiso tcLleberman. 79/09/04. Ip. 


-7910190124 Supplemental tes t imony . Cone 1 us i ons previously reached re 
proposed reute are applicable to approved routes. Total risks 
6 risks to individuals are very small. 

HAMILTON, L. Affiliation Unknown. 79/09/04. 2pp. 


— 7910190127 Supplemental testimony. Proposed route, ref 1 ec ted in initial 
testimony, has not been approved as consequence of new NRC 
r egu lat i ons. Appea 1 being pursued to obtain approval foT 
proposed route. 

BOSTIAN, R. W, Affiliation Unknown, 79/09/04. 3pp. 


—7910190132 Supplemental testimony. Proposed route, re f 1 ec ted in Initial 
testimony, has not been approved as consequence of new NRC 
regulations. Radiation doses associated w/approved routes era 
not different from those associated w/proposed route. 

LEWIS, L. Affiliation Unknown. 79/09/04. 2pp. 


—7910190150 Supplemental te s t imony. Proposed route makes max use of 
interstate roads whereas approved routes mats min use of 
same roads, Li kel ihood of successful sabotage is greater on 
non-interstate roads. 

ELLIOTT, J. M. Affiliation Unknown. 79/09/04. 3pp. 


— 7910190155 Supplemental tes t Imony , Cone 1 us i ons reached in initial 
testimony are not changed. Proposes route specified in NRC 
EIA, Page 9, Figure 2-6. PI c kard , Lowe 6 OarTick 790903 rept re 
transportation risk analysis end, 

GAHRICK, B J. Affiliation Unknown. 79/09/04. U3pp. 


7910220491 Testimony in response to anonymous allegation re cask drop. 
Gives technical Pacts re fuel cask rotation in tipping 
acc ident. Cone ludes that safeguards against cask drop Into 
pool are necessary. 

RILEY, J. L. Carolina Environmental Study Group. 79/09/04. 5pp. 


7910090107 Forwards negative declaration re proposed amend to License 
SNM- 1773. 

KETCHEN.E. G. Branch 4. 79/09/05. 3pp. 


79101 3024 S Suppl to 790904 motion for certification of ABLB ruling 
denying NRC request for in camera hearings & protective 
order re safeguards info. Transcrip t Pages 3021-49,3125-29, 
3237-40 t, 3815-22 are of f Bred . W/Cert 1 fl cate of Svc. 

KETCHEN, E.G. Branch 4. 79/09/05. 3pp. 


7910340053 Submit* corrections to NRC 790904 response In opposition to 
NR DC motion to strike testimony. App re specific responses to 
particulars of NRDC motion should be corrected to include 
more Info. 

KETCHEN, E.O. Branch 4. 79/09/05. Ip. 


7910030226 Memorandum 6 order denying NRC request for interim 
protective order re certain info pertaining to approved 
routes for spent fuel shipment between Oconee & McGuire. 

BISHOP, C. J, Atomic Safety and Licensing Appeal Panel. 79/09/06. 
3pp. 


7910040465 Opposition to NRC motion for interim protective order re 
routes for sh ipments. Grant ing of motion would reward NRC for 
unconscionable conduct affecting scheduling for hearing. 

ROI8MAN, A. 7, Natural Resources Defense Council. 79/09/07. 3pp. 


—7910040475 Response to ABLB request in 790809 transcript, Pag* 3715. 
Discusses options of util reprocessing of spent fuel. 

Certificate of Svc end. 

RCU8MAN, A. Z. Natural Resources Defense Council. 79/09/07. Bpp. 
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7910090172 Order implying that info identifying spent fuel shipments 
alternative routes not be distlosed except per 
10CFR2 790(d ). A5LB 790007 ruling is s tayed . Commi s si on will 
meet on 790910 to hear parties re NRC petition for review. 
CHILKpS.vI. Office of the Secretary of the Commission. 79/09/07. 

3pp. 


7910130216 Motion to defer consideration of matters requiring specific 
route identification. Deferral is requested pending 
resolution of NRC 790907 petition seeking review of ASLB 
790906 memorandum !c order. Certificate of Svc end. 

KETCHEN, E.Q. Branch 4. 79/09/07. 4pp. 


7910150654 Petition for review of A5LAB 790906 order which denied NRC 
790904 motion seeking in camera hearing re fuel shipment 
route exempt from d i sc Insure Pro t ec t i ve interim order is 
requested. W/notice of appearance 6 svc list. 

CHRISTENBURY, E. Hearings Division. KETCHEN-E. 0. Branch 4. 
79/09/07. 13pp. 

7910180674 Notice of appearance on behalf of NRC. Certificate of 9vc of 
end. 

OLMSTEAD, U. J. Branch 4. 79/09/10. 3pp. 


— 7910010033 "Spent Fuel Route Survey, " fiept contents withheld (ref 
FOIA Exemption 4). 

* Commission. 79/07/30. Bpp. 


— 7910010046 Forwards "Proposed Transportation Routes" for shipment of 
Oconee spent fuel to McGuire 6 info re communications 
network far shipment of spent fuel to McQuire. Info partially 
withheld (ref FOIA Exemption 4). 

PARKER. WO. Duke Power Co. 79/07/13. Ip. 


7910260475 Order extending time, until further order. for Commission to 
consider NRC petition for review, 

CHILK, 8. J. Office of the Secretary of the Commission. 79/09/27. 

Ip- 


7910290326 Response In opposition to Carolina Environ Study Group 
791002 petition to compel discovery responses ro Case 3 
cask drop, Pet iti on purpose is to prolong proceeding rather 
than solving issues already e x p 1 ored . M/Ccr 1 1 f i ca te of Svc. 
MCQAHflV, J. M. i PORTER, W. L. Duk o Power Co 79/10/17. 7pp. 


DOCKET 70-2B3B CINCINNATI GAS U ELECTRIC CO. 


7910150223 Further response in opposition to NRC motions for protective 
order re spent fuel shipment routes. Reasonab 1 e assurance of 
adequate protection of clearly marked spent fuel shipments 
cannot be guaranteed Cer tlficate of Svc end. 

ROISMAN, A. Z. Natural Resources Defense Council, 79/09/12. Spp, 


79101 100B8 Requests amend of 79030B license application on behalf of 
util t, as agent for Columbus *< Southern QH Electric ti Dayton 
Power & Light. App 1 ica tion requests storage only of 
unirradlated reactor fuel t< radioactive matl. 

FLVNN, J. D. Cincinnati Gas Si Electric Co. 79/07/30. Ip. 


7910220440 Draws attention of parties to tbTee matters, per 790910 oral 
argument. Views on spent fuel truck routes should be 
submitted along w/comments on end draft of protective 
agreement. Requests proposed schedule of shipment. 

BICKW1T, L. Office of the General Counsel. 79/09/12. 4pp. 


7910180222 Response te Commissioners request for inf o. Keep 1 ng routes of 
spent fuel shipments secret is not useful since routes will 
be known after hearing Proposed agreement is not acceptable 
unless certain principles are excluded W/Cert i f i cate of Svc. 

ROISMAN, A. 2. Natural Resources Defense Council. 79/09/13. 6pp. 


791015022B Responds to Commission 790912 inquiry. Protecting route info 
not logical when 1 arge, wel 1-mar ked trucks make 300 shipments 
per yr. Suggests mod of proposed protective agreement. 

W/Cortiftcate of five. 

HOEFLING. R. K. , OLMSTEAO. U. J. Branch 4. 79/09/14. 10pp, 


7910050339 Memorandum t< order denying Miami Valley Power Project 790S07 
motion to delay delivery of fuel to facility. Also denies 
D Fankhauser 790807 motion seeking similar relief. 

HOOPER, E. F. , BRIGHT, 0. O. , BECHHOEFER, C. Atomic Safety and Licensing 
Board Panel, 79/OB/ 15. 12pp. 


DOCKET 70-2871 PHILLIPS PUERTD RICO CORE, INC. 


7910010475 IE Insp Findings !< License Ac k dtd 790731 of License 
SNM-1824, Insp f i nd i ng s : Form NRC-3 not properly posted. 

« Region 2, Atlanta, Office of tho Director. 79/07/31. Ip 


DOCKET 70-2873 PUERTD RICO, UNIV. OF 


/91 0230220 Responds to 790912 Hr. No active position has been taken by 
applicant re disclosure of fuel shipment rout es. App 1 leant is 
willing to sign protective agreement & proposes to ship 
spent fuel upon approval of application. 

MCOARRYi J. M. Douglass t« Barham. 79/09/14. Kpp. 


7910010466 IE ln3p Findings 8, License Ac k dtd 790803 of Licenee 
BNM-1B36. Insp findings: Form NRC-3 not properly posted. 

HODDRUFF, R, Region 2, Atlanta, Office of the Director. 79/08/03. 
Ip. 


7910240721 Responds to 790912 1 tr. Protec tion of fuol shipment routes 
will not serve any matl purpose. Expresses no objection re 
proposed protective agreement on confidential session. Info 
re schedule of shipment is not presently available. 

WILSON, R. P. South Carolina, State of. 79/09/17. 2pp. 


7910220355 Forwards, per ASLB instruc tion, CA Environ Study Group Exhibit 
31 tA Schwencer 790910 ltr to util w/Amend 32 to DPH-38, Amend 
32 to DPR-47, Amend 29 to DPR-55, sa fety eva 1 uat i on, El A 6 FR 
notice. 

KETCHEN, EG. Branch 4- 79/09/19. Ip. 


7910220395 Submits chronological facts re CA Environ Study Group 
Exhibit 31 t< cask drop matter. Exhibi t 31 is provided bo 
ABLB, parties ?< court reporter. Cas k drop matter was raised 
fc addressed in FSAR, Revisions 3,6 S< 36-39. 

KETCHEN, E. 0. Branch 4. 79/09/19. Ip. 


7910020939 Forwards specific portions of util transcripts. W/o onel. 
SPITALNY, B. Division of Fuel Cycle i Material Safety, 79/09/20. 
lP- 


7910220435 Forwards NRC 790920 response to OC Blaisdolt 790813 ltr. 
KETCHEN, E.O. Branch 4, 79/09/24, lp. 


7910010016 Responds to FOIA request far documents ro transport routes 
for Irradiated reactor fuel. Forwards requested info. Info 
partially withheld {ref FOIA Exemption 4). 

FELTON, J. M. Division of RuIbs and Records. 79/09/26. 4pp. 


— -7910010027 Forwards "Spent Fuel Route Survey" containing info re local 
law enforcement response capabilities, safe havens, food fc. 
fuel stops U pertinent route Info. Info withheld (ref FOIA 
Exemption 4). 

MCCORKLE, 0. W. Physical Security Licensing Branch. 79/00/13. 

Ip. 


DOCKET 70-2913 TENNESSEE VALLEY AUTHORITY 


7910110452 Forwards application for SNM license for facility. Requests 
license by 790924. 

MILLS, L. M Tennessee Valley Authority. 79/07/23. lp. 


— 7910110461 Application for 6NM license for authority to receive & 
possess facility fuel assemblies it up to 100 loose fuel rods 
for Initial core of reoctor. 

* Tennessee Valley Authority. 79/07/23. 16pp. 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 


DOCKET 71-0001 ANEFCO, INC. 


7910260231 Responds to request For addl Info re qualifications of CA 
manager 8, safety-related structures, sys J< components 
controlled by GA program. 

MURPHY, J. D. Ancfco, Inc . 79/09/26. 3pp. 


7910260045 Forwards GA program approval for radioactive matl package. 
MACDONALD, C. E. Transportation Branch. 79/10/15. lp. 


—7910260030 CA program approval for radioactive matl package: 0001, 
Revision 0. 

MACDDNALD, C. E. Transportation Branch. 79/10/15. lp. 


DOCKET 71-0004 GENERAL ELECTRIC CO. 


7910240213 Forwards OA program approval for radioactive matl package. 
MACDONALD, C. E. Transportation Branch. 79/10/03. ip. 
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•7910340230 GA program approval for radioactive matl package 0004, 
Revision 0. a 

MACDONALD, C. E. Transportati on Branch. 79/10/05. l p . 


DDCKET 71-0007 AMERICAN SHIP BUILDING CO. 


7910260010 Forwards GA program. 

MARTINiJ.fi. American Ship Building Co. 79/09/10. Ip 


•7910360012 GA program re arga n i : a t i on , d oc union t control, insp 
audits t< hand 1 ing, s torsgo St shipping of radioactivu matl 
* American Ship Building Co 79/09/ 10, Bpp. 


testing, 


79102500QB Forwards GA program approval for 
MACDONALD, C. E. Transportation Branch 


radioactive matl 
79/10/13. Ip. 


package. 


"7910010449 GA 
Revision O. 
MACDONALD, C. 


program approval for radioactive matl packag e: 0040, 
El Transporta t ion Branch. 79/0B/03. Ip. 


7910260200 
del i ver 
fai 1 ure 
accepted 
HAIR , A. 


Responds to 790914 directive 
licensed matl to carrier for 
to file GA program. GA program 
on 790629. Confusion due to c 
Pullman, Inc. . Pullman Power 


terminating author! la tion 
transport, duo to 
was filed 7B0609 & 
ompang name change. 

Products Div. 79/09/26, 


to 


lpp. 


■"*7910260217 Forwards 
OAIfl, A. Pull man. 


GA program. W/o oncl. 

Inc , Pullman Power Products 


Div, 


78/06/09. lp. 


791026021B Forwards rad 
MUNRO, J,J. Pullman, 
lp. 


iographlc GA program manual, W/o e 
Inc. i Pullman Power Products Div. 


nc 1. 

78/06/ 17, 


—7910290010 GA 
Revision 0. 
MACDONALD, C 


program approval for radioactive matl package: 0007, 
E. Transportation Branch. 79/10/12. lp 


DOCKET 71-0021 UNIV. TECH. TESTING LABS., INC. 


77 i^nnN^n F r r F 3rdS pr ° flr, ''T ? pproval f "r radioactive matl package. 
MACDONALD, C. E. Transportation Branch. 79/09/17. ]p 


—7910100730 GA 
Revision 0. 
MACDONALD, C. 


program approval for radioactive matl pac kage: 0021 , 
E. Transportation Branch. 79/09/17. lp. 


Ke lion n 1 V i. Z Z Z J'-vauea-ui for Pullman Inc, 

Kellogg iw Amend ?3 *° Cha " 9<! M " e *° Pullffla " 

76/06 / 1 EL lp Ra,,io lsotopes Licensing Branch (Pre 790501). 


" 79 Kenegfo?v t i 1 s ,3 amended t t‘' iC h n ^ 37 - 080 42 " 01 PollMn Iik.PuIIm. 

Power^Produc ts oZZlniSt!'™ 9 ' "**“ ‘ 0 ^ «"'• Pullman 

77/03/26 lp Ra ‘ ilols ‘>topos Licensing Branch (Pro 79OS0I ). 


DOCKET 71-0046 TELEDYNE ENERGY SYSTEMS 


DOCKET 71-0023 TENNESSEE OAS PIPELINE 


7910190209 Responds to 790813 
organ 1 id t Ion chart. 
CULBERTSON, D. L. Tenneco, Inc 
79/00/29. 3pp. 


1 1 r re GA program. Forwards current 
. , Tennessee Gas Pipeline Co. Div. 


79 1002031 4 Forwards 
program. 

MACDONALD, C. E. 


request for addl info to complete review of OA 
Transportation Branch. 79/09/17. 2 pp. 


DOCKET 71-0040 INTERMOUMTAIN PIPE 4< WELDING 


7910020957 Forwards GA program approval for 
MACDONALD, C. E. Transportation Branch 


radioactive matl 
79/09/17. Ip. 


package. 


791009009B Requests 
MACDDNALD. C. E. 


response to NfiC 790427 1 tr. 
Transportation Branch. 79/09/14. 


lp- 


?9 Rev^slon Q A P^0IJ^a ' , ’ a PP r °val for radioactive matl pac kage: 0023, 
MACDDNALD, C. E. Transp ortat i on Branch, 79 / 09 / 17 . i p . 

DOCKET 71-0024 HITTMAN NUCLEAR tt DEVELOPMENT CORP. 

^program 0 ForU ' flrds ro 1 UG8t for addl Info to complete review of QA 
MACDONALD, C.E. Transportation Branch. 79/09/ lO, 8pp 

* 

DOCKET 71-0029 MSI NUCLEAR 


DOCKET 71-0049 NAVY, DEPT. OF 


7910020769 Forwards UBS 
transfer of special f 
HARD, C. E. Navg.Dopt. 


Dido QA program for 
orm radioactive matl 
of. 79/09/13. lp 


receipt, hand 1 ing 


S, 


—7910020770 QA program for reco i p t , hand 1 1 no 
radioactive matl under Ma 1 l/Byp T oduc t Li 
» Nnvg, Dept. of. 79/09/13. !2pp 


f< transfer of special 
cense OB-Q003a-43. 


form 


7910150009 Forwards 
program, 

MACDDNALD, C. E. 


request for addl info to complete review of QA 
Transportation Branch. 79/09/27. 2 p p> 


7910030147 Forwards vendor GA program. 

GRIFFITHS, W, 6, MSI Nuclear. 79/09/17. lp. 


DOCKET 71-0052 NAVY, DEPT. OF 


•7910050149 GA program for administration 
* MSI Nuclear. 79/09/17, 5pp. 


of radiotherapy program, 


7910290452 Forwards Revision 2 
GRIFFITHS, W. S. MSI Nuc luar. 


to QA program. 
79/10/02. lp. 


—7910290455 Revision 2 to GA program re packaging t> 
radioactive matl. “ a 

M0CKL1,B. Affiliation Unknown, GRIFFI7H0,W B 
79/10/02. 6pp, 


transport of 
MSI Nuclear. 


DOCKET 71-0035 ROCKWELL INTERNATIONAL 


79 ;™Ug* 7 fiB * p0nd5 tD 7,0803 Ur. Forwards revised QA plan fer shipping 
COREY. D A. Navy. Dep t. o f , Naval Nuclear Power Unit. 79/09/19. |p 

—7910040649 QA program plan for shipping packages, 

Navy, Dept, of. Naval Nuclear Powet Unit, 79/09/19. 7pp. 


7910240202 Forwards 
MACDDNALD, C. E, 


QA program approval for 
Transportation Branch. 


radioactive matl 
79/10/05. lp. 


package, 


™v’Z “ proara* approval for radioactive matl pac k age : O0S2. 

Transportation Branch. 79/10/05. lp. 


Revision O, 
MACDDNALD, C. E. 


7910220234 Forwards request for addl info to 
program. 

MACDONALD, C, E. Transportation Branch. 


complete review 
79/10/09. 9pp. 


of BA 


DOCKET 71-0040 TECHNICAL OPERATIONS, INC. 


DOCKET 71-0053 DDE ING SERVICES INTERNATIONAL, INC. 


7910020299 Forwards QA program approval for 
MACDONALD, C. E. Transpor tati on Branch. 


radioactive mat! 
79/09/17. lp. 


package. 


7910010446 Forwards GA 
MACDONALD. C. E. Tr 


program approval for 
anspnrtation Branch. 


radioactive matl 
79/00/03. lp 


package. 


—7910020303 OA 
Revision 0, 
MACDDNALD, C, 


program approval for radioactive natl package: 0053, 
E. Transportation Branch. 79/09/t7. lp. 



DOCKETED ITEMS 


JCKET 71-0034 OKLAHOMA TESTING LABORATORIES 


?1©240647 Forward revised QA program for shipping b receiving 
radioactive matl. 

WITTE. M. A. Oi lahpma Testing Labs. 79/10/04. Ip. 


■7910240649 QA program for shipping ft receiving radioactive matl. 
* Oklahoma Testing Labs. 79/10/04. iSpp. 


3CKET 71-0050 NAVY, DEPT. OF 


710020307 Forwards OA program approval for radioactive matl package. 
MACDONALD. C. E. Transportation Branch. 79/09/17. Ip. 


•7910020309 OA program approval for radioactive matl package: 0050. 
Revision O. 

MACDONALD. C. E. Transportation OTanch. 79/09/17. Ip. 


XKET 71-0060 MORRISON- KNUDS EM CO. , INC. 


110260005 Forwards QA program for industrial radiography. 
INITEftSDNi 0 . H. Morrison Knudson Company. Inc. 79/10/OB, Ip. 


•791026000B OA program for industrial radiography. 

» Morrison Knudsen Company, Inc. 79/10/0B. 3pp. 


(CHET 71-0063 H. P. b ASSOCIATES. INC. 


>10050477 Requests response to NRC 790427 ltr, 

MACDONALD. C, E, Transportation Branch, 79/09/14. ip. 


MKET 71-0070 TOWNSEND b BOTTOM, INC. 


•PODiOftl 4 Forwards revised QC plan for shipping containers. 
BLDER. 0. R. Townsend Si Bottum, Inc. 79/09/27, lp. 


7910260017 Revised QC plan for shipping containers. 
* Townsend U Qnttum. Inc. 79/09/27. 3pp 


‘10300373 Forwards OA program for industrial radiography licenses 
ELDER. Q. R, Townsend b Bottum, Inc. 79/10/11, lp. 


791030037B OA program for Industrial radiography licenses. 
« Townsend b Dottum. Inc. 79/10/11. Opp. 


DOCKET 71-0097 NONDESTRUCTIVE TESTING SERVICE 


7910150663 Responds to 790003 ltr re OA program. Requests 60-day 
extension to prepare more detailed rept. 

HAULDREN, H. M. Nondestructive Inspection Sorvice. 79/09/04. lp, 


DOCKET 71-0090 NEWPORT NEWS SHIPBUILDING & DRY DOCK 


7910040044 Forwards QA Program for industrial radiography. Requests 
revision of 7S0627 submittal to include rept.Ack use Df 
790013 outline to clarify program description requirements. 
CLARK, ft, T. Newport News Shipbuilding b Dry Dock Co. <subs. of 
TENNECO Corp. ). 79/09/10, . lp. 


— 7910040030 QA program for industrial radiography. 

* Newport News Shipbuilding 6 Dry Deck Co, <subs. of TENNECO 
Corp, I. 79/09/10, 3pp. 

79101500B3 Forwards request for add! info to complete review of QA 
program. 

MACDONALD, C. E. Transportation Branch. 79/09/26. 2pp. 


DOCKET 71-0109 UNION CARBIDE CDRP. 


79101500B1 Forwards request for addl Info to complete review of QA 
program. 

MACDONALD, C. E. Transportation Branch, 79/09/23. 2pp. 


DOCKET 71-0112 NAVY, DEPT, OF 


7910030003 Forwards revised QA program plan For Navy yard radioisotope 
thermoelectric generators in response to NRC 790013 ltr, 

HENDRIX. Q..W. Navy, Dept. of. 79/09/14. lp. 


— 7910Q300B7 "QA Program Plan for Navy Radioisotope Thermoelectric 
Generators, " revised to reflect changes suggested by NRC 
790013 ltr. 

* Navy. Dept. of. 79/09/14. Bpp. 


7910150115 Forwards QA program approval for radioactive matl package. 
MACDONALD, C. E. Transportation Branch, 79/09/27. lp. 


— 7910150122 OA program approval for radioactive matl pac kage: 01 12, 
Revision 0. 

MACDONALD. C. E. Transportation Branch. 79/09/27. lp. 


DOCKET 71-0117 ADEX CDRP. 


CKET 71-0079 BABCOCK ?< WILCOX CD. 


10300440 Responds to NRC request for addl info re responsible persons 
for radiographer certification b document control. HC Oraber 
is responsible individual for entire radiation safety 
program. 

ORABER, H. C, Babcock b Wilcox Co. 79/10/10, 4pp. 


7910300446 Operating Procedure 7, Revision 2. "Procedure for Receipt b 
Opening of Packages Containing Licensed Mat 1 • H emnva l & 

Exchange of Sealed Sources b Preparation of Licensed Matl 
for 8h 1 pmen t. '■ 

ORABER, M. C. Babcoc k b HI 1 cox Co. 79/02/27. 3pp. 


7910300450 Operating Procedure 6, "Maint of Records." 
ORABER, H, C. Babcock b Wilcox Co. 7B/03/O2. 12pp. 


CKET 71-0092 EASTMAN KODAK CO. 


1001061B Forwards QA program approval for radioactive matl package. 
MACDONALD, C. E. Transportation Branch. 79/09/04. lp. 


7910010619 QA program approval for radioactive matl pac kage: 0092, 
Revision 0. 

MACDONALD, C. E. Transportation Branch. 79/09/04. lp. 


7910120310 Forwards revised QA program for shipping packages for 
transportation of radioactive matls. 

REQ I NA, A. F. AbexCorp 79/00/27, lp. 


— 7910120322 Revised QA program for shipping packages for transportation 
of radioactive matls. 

DEFERRAR I, K, M. Abe x Cpr p. 79/08/24. 6pp. 


7910020329 Forwards request for addl info to complete review of QA 
program. 

MACDONALD, C. E. Transportation Branch. 79/09/17. 2pp. 


DOCKET 71-01 IB KABT METALS CDRP. 


7910050606 Responds to NRC 790003 ltr. Forwards rewritten QA program as 
original, not revision. 

WD0DRUFF. H. T. Kost Metals Corp. 79/00/31. lp. 


— 7910050609 "Technical 8vs s - Radiographic Div. " 

ROSENTHAL, B. Affiliation Unknown, 79/0B/24, 30pp. 


7910020332 Forwards request for addl info to complete review of QA 
program. 

MACDONALD, C. E, Transportation Branch. 79/09/17, 2pp. 


7910310080 Forwards revised OA program w/addl info requested by NRC 
790917 ltr. 

WOODRUFFr H. T. Hast Metals Corp, 79/10/03. lp. 


DOCKETED ITEMS 


-7910310093 HA program for technical oven, red 1 ographi c dlv 
* Kast Metals Corp, 79/00/24. Bpp. 


DOCKET 71-0122 J. L. SHEPHERD St ASSOCIATES 

79 iroBram 3 F0 ™ ar ' h, request •>•«» info to complete revl™ of 0 A 

MACDONALD, C. E. Transportation Branch. 79/10/01. 13pp. 

DOCKET 71-0129 NAVY, DEPT. OF 

7 , =K.?r^;r:;:;; i .;'' rr"" *• mc ” M03 ,i '-' 

'■ 79 : 03 ii°;”o“t':;" r “,::; 7 =;'“* 5 ;j*‘ “ten...,. 

DOCKET 71-0136 PARKER IND. X-RAY LAB. CORP. 


79 MACDDNALD F C r E artl ' Pr0flr0 " a PP roval for radioactive matl package 
MACDONALD, C. E. Transportation Branch. 79/09/04. tp. 8 


7910110222 QA pragrain approval for 
Revision 0. 

MACDONALD, C. E. 


radioactive matl pac kago: 0136, 
Transportation Branch. 79/09/04. Ip. 


DOCKET 71-0141 ROCKWELL INTERNATIONAL 

79 MACDaNALD F c r r r<IS °i prt,ara ? approval for radioactive matl package 
nrtCDQNALDi C, E. Transportation Dranch. 79/09/04. Ip. V H 

"‘^ReWdon a Pr °° ram approval fpr rad loac t ive mat! pac kagai 0141, 
MACDONALD, C. E. Transportation Branch, 79/09/04. Ip. 

DOCKET 71-0142 CHICAGO ORIDOE 6 IRON CO. 

7910300349 Forwards OA program revised to include terms "Hhki.h „ 
S-Petg Officer” « "Assisted Radiation Safetg Officer" 
CHRI8T0FFERS0N Chicago Bridge ?, Iron Co, 79/10/02. Ip. 

~~ 79 CHR?B?nFFPnRnw° 9 ^? f ° r Pad *' n * r ° p h « 00,n » »«!■< sources. 
CHR1STQFFERE0N Chicago Drldgo t< Iron Cn. 79/0B/2Q. 4pp. 

DOCKET 71-0144 NAVY, DEPT. OF 

8EEEH0LTZ, J. R. Nav g , De p t. o f , Forces Afloat, 79/10/10. 6pp. 

DOCKET 71-0160 OMAHA TEST I NO LABS, , INC. 


7910090S36 Respond * to 790013 Hr. DC DavU no longer emplogod at 
aaeravil 1 0r * subffl,ttctt bg Davis on 790626, r equos 1 1 ng 

JSSlwL * * program, cannot he located. Roque, t return of 
application for correction. 

MERTZ, L. R. Omaha Testing Laboratories. Inc. 79/09/05. tp. 

79102 600Q3 Forwards QA program. 

79/10/02 R ' Ip" 311 " Nonil “ ,ltruct: i VB * Metallurgical Testing, Inc, 

"~ 79 matu° 04 ° A proBr< * m re receipt, handling t, shipment of radioactive 
9 pp° mah * Non ' ,# * tt ’vctWo i, Metal lurg leal Testing,. Inc. 79/10/02, 


DOCKET 71-0163 CLARK INSP. SERVICE, INC. 

79 r®?S«tV791002*telci n . lnfD r '° ° A pr ° 9ram r egw 1 remen ts per 790705 
CLARK, R.L. Clark Inspection Bervlco, Inc, 79/10/04. Ip. 


—7910300338 QA program for industrial radiography licensees 

* Clark Inspection Service, Inc. 79/10/04 Bpp 

DOCKET 71-0176 NAVY, DEPT. OF 

”issK F,, s^rs.j;ri;- i;—* *• n, 

"7910310106 OA program. 

* Navg.Dept. of. 79/09/25. 4 pp 

DOCKET 71-0170 ENERGY PRODUCTS GROUP 

"E»i PB 

WAMBLE, R.B. Gulf U Western Industries, Inc. 79/09/07. ip. 

-"ssjkb. ml Pr Mrr. , E.sa-aaiJKL-;sr- 
"asaftT'" ww r - 

~” 79 Rb vl s t on 0 A Pr ° Bram aPPr0Val for padto « fc ‘v e matl pac kage: 0176, 
MACDONALD, C. E. Transp ortatien Dranch. 79/10/09, ip, 

^KET 7 1-0179 NUCLEAR CONTAINERS, INC. 

79 pro gra^ 7 F ° T “ flrd ’ r - C£ >*"’ 9t '«"■ •«> to complete review of OA 

MACDONALD. C. E. Transportation Branch. 79/10/09. I 5 p p . 

DOCKET 71-0103 COMBUSTION ENGINEERING CO., INC. 

79 HODVER 6 q J* otl,a rds OA program mgt audit requirements. 

HOOVER, R. L. Combustion Engineering, Inc, 79/09/12. Ip. 

7910020763 QA program mg t audit requirements 

Combustion Engineering, Inc. 79 / 09 / 12 . ip, 

79 MACD™ALD F c r F fl ’’ <J ‘ Pr " Sra! " ^PP^oval for radioactive matl package 
MACDONALD, C. E. Transportation Dranch. 79/09/26. Ip. 8 

“" 7<? RovlsI2n 0 A pr ° 9ran ' for radioactive matl pac kage: 0102. 

MACDONALD, -C . E. Transportation Dranch. 79 / 09 / 26 , lp 


DOCKET 71-0104 PULLMAN POWER PRODUCTS 

79 d eHver^l i censed * it, 7 ? 0 ™ <l ‘ rec * ive ^rminating authorization to 
deliver licensed matl to carrier for transport, due to 

failure to Pile HA program. QA program was filed 7006 09 «< 

BAIR P A*^ an ,”0629 Confusion due to compang name change 

BAIR, A. Pullman, Inc,, Pullman Power Products Dlv. 79/09/26. ipp, 

—7910260217 Forwards QA program. W/o end. 

BAIR, A. Pullman, Inc.. Pullman Power Products Div, 78/06/09. Ip, 

~~ 79 mNM 2i ? f ar T r ^ S radiographic BA program manual. W/o and. 

^NROfJ. J. Pullman, Inc., Pullman Power Products Div. 70/06/17. 

” 79 K-??^ 3 n. Mfl I ;1/B '' l>r w <, !; C ! 37-00042-01 for Pullman Inc, MW 

5li!S« wv.im“d n i5? sc namfl tD PuUman 


BAQSINi N. 
76/06/15. 


Ip, 


Radioisotopes Licensing Branch <Pre 790501). 


’ 79 idtnnfn'i , * t } /D,,prO 5^ t . L “ :0nfie 37-0B042-0 1 for Pullman Inc, Pullman 
Pawer^Produc t s t0 


DAS8IN, N. 
77/05/26. 


Ip 


Radioisotopes Licensing Branch CPre 790501). 



380 


DOCKETED ITEMS 


DOCKET 71-0190 TEXAS INSTRUMENTS, INC. 

7910020325 Forwards request for addl Info to complete review of GA 
program. 

MACDONALD, C. E. Transportation Branch. 79/09/17, 3pp. 

7910260044 Requests extension until 791112 to file addl info re HFIR 
project QA program. 

SHERMAN, F. L Texas instruments, Inc. 79/10/04. Ip, 


— -79101 50170 Revised GA program re basic policies t, procedures used to 
establish OA requirements for all activities affecting 
safety-related functions of ays t, components. 

* Chem-Nuc tear Systems, Inc. 79/09/04. 53pp. 


DOCKET 71-0236 AMERICAN AIRLINES 


7909290540 Forwards GA program approval for radioactive mail package. 
MACDONALD, C. €. Transportation Branch. 79/09/07. Ip. 


DOCKET 71-0196 SOONER X-RAV tc MAO., INC. 

7910040511 Forwards revised OA program in response to NRC 79QB03 1 tr. 
MCCOY, H. Sooner X-Ray 6 Mag., Inc. 79/09/29. Ip. 

7910040514 GA program for Ma t l /By p rodue t License 39-17259-01. 

MCCOY, H. A. Sooner X-Ray & Mag., Inc. 79/00/39. 3pp. 


7910120509 Forwards GA program approval for radioactive matl package. 
MACDONALD, C. E. Transportation Branch. 79/09/26. Ip. 


— 7910190570 OA program approva 
Revision 0 

MACDONALD, C. E. Transpor 


I for radioactive matl pac kago: 0236, 
tatian Branch. 79/09/07. Ip 


DOCKET 71-0239 AGRICULTURE, DEPT. OF 


7910040220 Informs that proposed audit portion of GA program does nut 
meet requirements of 10CFR7l,App E. Program does not specify 
that audit team members should have no responsibility for 
activity being aud i to d . Annua 1 audit required, 

MACDONALD, C . E. Transportation Branch. 79/09/07, ip. 


—7910120506 OA program approval for 
Revision 0. 

MACDONALD, C. E. Transportation 


radioactive matl packag e: 0196, 
□ranch. 79/09/26. Ip. 


DOCKET 71-0241 UNITED NUCLEAR CORP. 


DOCKET 71-0199 NUCLEAR FUEL SERVICES, INC. 

7910150622 Forwards modified OA program re transport of radioactive 

CLARK, J, R. Nuclear Fuel Services. Inc. Csubs. of Getty Oil Co ). 
79/09/04. Ip. 

— 7910190629 Modified GA program for operations. 

x Nuclear Fuel Services, Inc. isubs. of Getty Oil Co. ). 79/09/30 

31pp. 


DOCKET 71-0210 GULF OIL CDRP. 


7910110440 Notifies that 790914 Itr deleting vendor aa user of NIIC 
approved package designs was sent In error. 

MACDONALD. C. E. * Transportation Branch. 79/09/26. ip. 


DOCKET 71-0225 NAVY, DEPI . OF 


7910050692 Requests amend to GA program approval fnr radioactive 
matl package 0225. Revl sion □. to include approval for 
shipment of any type B or large quantity of radioactive 
matl In normal or special form in specified packaging. 

HENI FIN, E. E. Navy, Dept of, Naval Research Laboratory. 79/09/09. 
Ip- 


7910020849 Forwards request for addl Info to complete review of GA 
program. 

MACDONALD, C. E. Transportation Branch. 79/09/10. 2pp. 


DOCKET 71-0246 INSPECTION SERVICES CORP 


7910050290 Forwards GA program approval for radioactive matl package. 
MACDONALD, C. E. Transportation Branch. 79/09/04. ip. 

—7910050232 GA program approval for radioactive matl pac kage: 0244, 
Revision 0. 

MACDONALD, C. E. Transportation Branch. 79/09/04 Ip. 


DOCKET 71-0248 MONSANTO RESEARCH CORP. 


7910150616 Forwards revised OA Program Manual r« Type D shipping 
packages. 

TAYLOR. R. R. Monsanto Research Cor p. 79/08/31 2pp. 

— 79 1 01 5061 B GA Program Manual ro mfg of nucloar equipment. 

* Monsanto Research Corp. 79/08/31. 74pp, 

7910020310 Forwards request for addl info to complete revlaw of CIA 
pTogrom. 

MACDONALD. C. E. Transportation Branch. 79/09/17. 2pp. 


7910130070 Forwards request fur addl info to complete review of GA 
program. 

MACDONALD, C. E. Transpor ta 1 1 on Branch 79/10/01. 12pp, 


DOCKET 71-022B CAPITAL X-RAY SERVICE 


7910110145 Forwards revision of Paragraph 6.0 of QA manual application 
re audits .Sample audit checklist deleted, 

JOHNSON, G. W Capital X-Ray Service. 79/08/20. ip. 

— 7910110153 Revision to GA manual application Paragraph 6.0 tb audits. 
* Capital X-Ray Service, 79/00/20. Ip. 


DOCKET 71-0249 NUCLEAR FUEL SERVICES, INC. 


7910220239 Forwards request for addl info to complete review of OA 
program. 

MACDONALD, C, E, Transportation Branch. 79/ 10/09. 9pp. 


DOCKET 71-0290 TRANSNUCLEAR, INC. 


79101B02B2 Forwards request for addl info to complete review pf QA 
program, 

MACDONALD, C. E. Transportation Branch. 79/10/09. 7pp, 


79I0020B53 Forwards OA program approval for radioactive matl package. 
MACDONALD, C. E. Transportation Branch. 79/09/10. Ip. 


— 791QQ2QB-55 OA program approval for radioactive matl pac kage: 0228. 
Revision 0. 

MACDONALD, C. E. Tran t porta t Ion Dranc h. 79/09/10. Ip. 


DOCKET 71-0231 C HEM-NUCLEAR SYSTEMS, INC. 


79101 S0169 Forwards revised GA program. 

REYNOLDS, L. E. Ch em-Nuc 1 ear By stems, Inc. 79/09/06. Ip. 


DOCKET 71-0231 WESTINGHOUSE ELECTRIC CORP. 


7910020705 Forwards GA program, Revi s Ion 1 In response to NRC questions 
DIPIAZ7A, R. P. Westlnghouse Electric Corp. 79/09/21. lp. 

— 7910020786 QA prngram, Revision 1 for License 8NM-I460. 

* Westlnghouse Electric Corp. 79/09/21. 9pp. 

7910220247 Forwards request for addl info to complete review of QA 
program. 

MACDONALD, C. e. Transportation Branch, 79/10/09. 12pp. 



DOCKETED ITEMS 


DOCKET 71-0258 NUCLEAR ENGINEER I NO CO. , INC. 


DOCKET 71-0339 WISCONSIN CENTRIFUOrtL. INC. 


7910260170 Requests extension until 791015 
description. 

EASON* C. F. Nuclear Engineering Co./ Inc 
79/10/02. Ip. 


to revise QA program 
(subs. of Toledyno. 


Inc. 3. 


7910290419 Forwards QA program In response to NRC 790903 1 tr. 

79/10/15 ^ uc,oar Engineering Co., Inc., isubs. of Teledyne, tnc.l, 


•7910290419 OA program for order ana 1 g s i s, p l fln n i ng t, design Control, 
document con tr o 1 , proc uremen t control, process control, insp {, 
tost con trol , cal 1 br of measuring h test equipment. 

* Nuclear Engineering Co., Inc., (subs, of Toledyno, Inc ! 
79/10/05. 35pp. 


7910030634 Forwards QA program for Licnuse 49-11641-Q1, 
PENDER. T.L. Wisconsin Centrifugal, Inc. 79/07/12. Ip. 

7910050635 OA program for License 49-11641-01. 

PENOER.T.L. Wisconsin Centrifugal, tnc. 79/07/13. 4pp. 


DOCKET 71-0341 ARKANSAS POWER t, LIGHT CD. 


7910040520 Discusses QA rapt APL-TDP-1A U revisions comprising QA 
program document util intends to use to must I0CFR71 31 
requirements. 

TRIMBLE, D C, Arkansas Power t< Light Co. 79/00/27. 2pp. 


DOCKET 71-0259 UESTINOHDUSE ELECTRIC CORP, 


7910220247 Forwards request for addl info to complete review of QA 
program. 

MACDONALD, C. E. Transportation Branch. 79/10/09. 12pp. 


Qrt P T “S ram approval For radioactive matl package. 
M A-t* DONALD p C. E. Tran s-p or t at k on Uranch. 77/09/17. ip, 


7910040402 QA program approval Pot radioactive matl package: 0341, 
Revision 0. r 

MACDONALD. C. E. Transportation Branch. 79/09/17. Ip. 


DOCKET 71-0260 ASTRQTECH, INC. 


DOCKET 71-0346 PUBLIC SERVICE CO. OF COLORADO 


79 J 0020360 QA Program for shipping packages of radioactive matl 
MYKVTA, L. Astro tech, Inc. 79/09/ 10. ISpp . 


7910050088 Forwards <1A program approval for radioactive 
MAC DONALD, C. £ Trans p or ta 1 1 on Branch. 79/09/17. 


matl 

»P. 


package. 


7910120503 Forwards QA program approval for radioactive matl 
MACDONALD, C. E, Transportation Branch. 79/09/26. Ip. 


package. 


■7910120504 QA program approval for radioactive matl pac k ago ■ 0260, 
Revision 0. 

MACDONALD, C. E, Transportation Branch. 79/09/26. Ip. 


7910050140 QA program approval for radioactive matl packag e ■ 0346, 
Revision 0, 

MACDONALD, C. E. Transportation Branch. 79/09/17, Ip. 


QA P rogr am approval for radioactive matl package. 
MACDONALD, C, E. Transportation Drench. 79/09/24. Ip. 


DUCKET 71-0264 AUTOMATON INDUS. , INC. 


7910090762 Forwards QA program. 

BANTORQ, M. P. Automation Indus trios, Inc. 79/09/17, ip. 


— 7910090764 QA program covering do o 1 gn, fa br 1 ca 1 1 on, tea 1 1 n g , ma in t & usd 
of shipping packages for radioactive matl. 

SANTORO, M. P. Automation Industrie!!, Inc 79/09/17. 24pp. 


7910240224 Forwards QA program approval for radioactive matl 
MACDONALD, C. E. Transportation Branch. 79/10/09, lp. 


package. 


79 i 00, ° 755 program approval for radioactive matl pac kage : 0346, 
Revision l, 

MACDONALD, C. E, Transportation Branch, 79 / 09 / 24 . lp. 


DOCKET 71-0347 STONE & WEBSTER ENGINEERING CORP. 


791012030B Responds to 790914 Itr, Forwards radioactive matl QA progra. 
Requests prompt Teview {, an t hor i > a 1 1 on to deliver licensed 
matl to carrier for transport back to manufacturer after 
decay to unusable strongth. 

Q 1 BOON, J. D. 9 tone & Webster Engineering Corp. 79/09/20, tp . 


—7910240226 QA program approval for radioactive matl p ac kan 0 - 0264, 
Revision 0 , 

MACDONALD, C. E. Transportation Branch. 79/10/09. Ip. 

DOCKET 71-0277 ALLIED CHEMICAL CORP. 


—79 1 012031 2 Radioactive matl QA program. 

OIBSON, J. D. Stone {, Webster Engineering C-orp. 79/01/01. 12pp. 

7910250005 Forwards request fo T addl Info to complete review of QA 
program. 

MACDONALD, C. E. Transportation Branch, 79/10/09. 2 pp. 


7910020852 Forwards request for addl info to complete review of QA 
program. 

MACDONALD, C. E. Transportation Dranch. 79/09/10. 2 pp, 

DOCKET 71-0331 NORTH CAROLINA STATE UNIVERSITY AT RALEIGH 


DOCKET 71-0348 MICHIGAN, UNIV. OF 


7910250050 Forwards QA program submitted to director of Qfe of Nuclear 
Reactor Regulat i on. 1 ntend a to make spent fuel shipment In 
Nov.iubj to NRC approval. 

CUDK.Q. M. Michigan. Unlv, of. 79/09/21. tp. 


79k02201 7 6 Forwards QA program approval for radioactive matl 
MACDONALD, C. E. Transportation Branch. 79/10/09. ip. 


package. 


DOCKET 71-0349 CATERPILLAR TRACTOR CO. 


7910220179 QA program approval for radioactive mat! package OQSl. 
Revision 0. " ■ ' 

MACDDNALD, C. E. Transportation Branch, 79/10/09. lp. 

r • / 

DOCKET 71-0337 CALUMET TESTING SVC, INC. 


791Q2&OOQ1 Forwards OA program. 

VOQEL. R. J. Caterpillar Tractor Co. 79/09/36. lp. 


•7910260002 QA program for Industrial radiography licensees 
* Caterpillar Tractor Co. 79/09/26. 4 pp. 


7910020739 Forwards QA program approval i 
MACDONALD, C. E. Transpor tati on Brani 


radioactive matl 
79/09/10. ip. 


package. 


DOCKET 71-0330 PICKER CORP. 


-7910020761 QA program approval for radioactive matl package: 033 
Revision 0. ’ 

MACDONALD, C. E, Transportation Branch. 79/09/10. lp. 


7910290233 Forwards QA program In response to NRC 790910 
registration as user of Models 181361. 181371 & 
E-HEH-00-00004. 

PENQOV.C, A. Picker Cotp. 79/10/03. lp. 


1 tr. Requests 
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DOCKETED ITEMS 


DOCKET 71-0190 TEXAS INSTRUMENTS. INC, 

7910020325 Forwards request far addl info to complete review of QA 
MACDONALD. C. E, Transportation Branch. 79/09/17- 3pp. 


7910260064 Requests extension until 
pr-ojBct OA program. 

SHERMAN, F. L. Texas Instruments, 


791 112 to file add I 
Inc. 79/10/04. Ip. 


info re HFIR 


— 791015017B Revised <TA program re basic policies t< procedures used to 
establish QA requirements foT all activities affecting 
safety-related functions of sys & components 
* Ch em-Nuc lear Sy stems, Inc. 79/09/06. 55pp. 


DOCKET 71-0236 AMERICAN AIRLINES 


7909290540 Forwards QA program approval for radioactive mat! package. 
MACDONALD, C. E. Transportation Branch. 79/09/07. Ip. 


DOCKET 71-0196 SOONER X-RAY U MAG. , INC. 


7910040511 Forwards revised OA program in response to NRC 790B03 Itr. 
MCCDYiH. Sooner X-Ray t< Mag « Inc, 79/08/2?, Ip. 


— 7910040514 OA program for Ma 1 1 /By prod uc t License 35-17259 01 
MCCOY, H. A. Sooner X-Ray t < Mag,. Inc. 79/03/29. 3pp. 


7910120505 Forwards OA program approval for radioactive matl packag, 
MACDONALD, C. E. Transp or tat 1 on Drench. 79/09/26, lp. 


— 7910130570 QA program approval 
Revision 0. 

MACDONALD, C. E. Transporta 


fur radioactive matl pac kage; 0236, 
tion Branch. 79/09/07. lp. 


DOCKET 71—0230 AGRICULTURE, DEPT. OF 


7910040220 Informs that proposed audit portion of QA program does not 
meet requirements of 10CFR71.App E. Program does not specify 
that audit team members should have no responsibility for 
activity being audited Annual audit required. 

MACDONALD, C. E. Transportation Branch. 79/09/07. lp. 


— 7910120506 OA program approval far rad ioac t 
Revision 0. 

MACDONALD. C . E. Transportation Dranch. 


ive matl pac koge: 0196, 
79/09/26. lp 


DOCKET 71-0241 UNITED NUCLEAR CORP. 


DOCKET 71-0198 NUCLEAR FUEL SERVICES. INC. 


791Q020B49 Forwards request for addl info to complete review of QA 
program. 

MACDONALD, C. E. Transportation Branch. 79/09/10. 2pp. 


7910150622 Forwards modified QA program re transport of radioactive 

CLARK, J. R Nuclear Fuel Services, Inc. (subs, of Dotty Oil Co. >. 
79/09/04. lp 


— 7910190625 Modified QA program far operations. 

* Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. f. 
31pp. 


79/09/30. 


DOCKET 71-0210 QULF OIL CORP. 


DOCKET 71-0246 INSPECTION SERVICES CORP. 


7910050250 Forwards QA program approval for radioactive matl package. 
MACDONALD, C. E. Transportation Branch. 79/09/04. lp. 

— 7910050252 OA program approval for radioactive matl packag e: 0246, 
Revision O, 

MACDONALD. C. E, Transportation Dranch. 79/09/04. lp. 


7910110440 Notifies that 790914 ktr deleting vendor os user of NRC- 
approved package designs was sent In error. 

MACDONALD. C. E. Transportation Branch. 79/09/26, lp. 


DOCKET 71-0225 NAVY, DEPT. OF 


7910050662 Requests amend to OA program approval for radioactive 
mat! package 0225, Ravi s i on 0, to include approval for 
shipment of any type B or large quantity of radioactive 
matl in normal or special form in specified packaging. 

HENIFIN. E. E. Navy, Dept of, Naval Research Laboratory. 79/09/05, 

*P- 


DOCKET 71-0248 MONSANTO RESEARCH CORP. 

7910150616 Forwards revised QA Program Manual re Type B shipping 
packages. 

TAYLOR, fl. R. Monsanto Research Corp, 79/00/31. 2pp. 

— 7910150610 OA Program Manual rn mfg of nuclear equipment, 
e Monsanto Research Corp. 79/ OB/3 1 . 74 pp. 

7910020310 Forwards request for addl info to complete review of BA 
program. 

MACDONALD. C. E. Transportation Branch. 79/09/17. 2pp. 


7910150078 Forwards request for addl info to complete review uf OA 
program, 

MACDONALD. C. E. Tra nspOT tati on Branch. 79/10/01. 12pp. 

DOCKET 71-0223 CAPITAL X-RAY SERVICE 


DOCKET 71-0249 NUCLEAR FUEL BERVI CEB, INC. 


7910220239 Forwards request for addl Info to complete review of OA 
program, 

MACDONALD. C, E. Transportation Branch. 79/10/09. 9pp. 


7910110143 Forwards revision of Paragraph 6.0 of QA manual application 
re audits. Samp le audit checklist deleted, 

JOHNSON. 0. U. Capital X-Ray Service, 79/00/20 lp. 

— 7910110153 Revision to QA manual application Paragraph 6,0 re audits. 
* Capital X-Ray Service. 79/03/20. lp. 


DOCKET 71-0250 TRANBNUCLEAR, INC. 


7910180202 Forwards request for addl info to complete review of OA 
program, 

MACDONALD. C. E. Transportation Dranch. 79/10/09. 7pp, 


7910020BS3 Forward* QA program approval for radioactive matl package. 
MACDONALD. C. E. Transp or tat i o n Bra nc h. 79/09/10. lp- 


•7910020B55 OA program approval for radioactive matl pac kag o: Q22B. 
Revision O. 

MACDONALD. C. E. Transportation Branch. 79/09/10. Ip, 


DOCKET 71-0231 C HEM-NUCLEAR SYSTEMS, INC. 


7910190160 Forwards revised QA program. 

REYNOLDS, L. E. Chem-Nuc 1 ear Systems. Inc. 79/09/06. ip. 


DBCKET 71-0251 WE6TINGH0USE ELECTRIC CORP. 

79100207SS Forwards QA program, Re vl s Ion 1 in response to NRC question*. 
DIPIAZZA. F. F. Wes t Inghouso Electric Corp. 79/09/21. lp. 

— 7910020706 CIA pr ogT am, Rev 1 s i on 1 for License SNM-1460, 
a West lnghouae Electric Corp. 79/09/21. 3pp. 

7910220247 Forward* request for addl info to complete review of QA 
program. 

MACDONALD. C. E. Transportation Branch. 79/10/09. 12pP- 



DOCKETED ITEMS 


DOCKET 71-Q25B NUCLEAR ENGINEER I NO CO. . INC. 


7910260170 Requests extension until 791013 to revise QA program 
description. 

EA60N.C.F. Nuclear Engineering Co. , Inc. (subs. of Teledune, Inc 1 


7910290415 Forwards QA program in response to NF1C 790903 ltr. 

79/^0/13 Nuclear Engineering Co. , Inc. , (subs, of Teledyne, Tnc. ). 


—7910290419 QA program for order ana 1 y s i s , p lann ing h design control, 
document control, procurement control, process control, lnsp *. 
test c ontrol , ca 1 i h r of measuring it test equipment. 

* Nuclear Engineering Co., Inc., (subs, of Telodune, Inc > 
79/10/03. 33pp. 


DOCKET 71-0339 WISCONSIN CENTRIFUGAL, INC. 


7910050634 Forwards QA program for Licnese 48-11641-01. 
PENDER, T.L. Wisconsin Centrifugal, Inc. 79/07/12. Ip. 


— 7910050635 QA program Par License 4B-11641-01. 

PENDER. T.L. Wisconsin Centrifugal, Inc. 79/07/13. 4pp. 


DOCKET 71-0341 ARKANSAS POWER t LIGHT CO. 


7910040320 Discusses OA rapt APL-TDP-1A N revisions comprising QA 
program document util Intends to use to moot 1QCFR7I. 3i 
requirements. 

TRIMBLE, D. C. Arkansas Power 6 Light Co. 79/00/27. 2pp. 


DOCKET 71-0259 WESTINGHOUSE ELECTRIC CORP. 


7910040399 Forwards QA program approval For Tadloactlve matl 
MACDONALD. C. E. Transportation Branch. 79/09/17. Ip, 


package, 


7910220247 Forwards request far addl info to complete review of QA 
program. 

MACDONALD, C. E. Transportation Branch. 79/10/09. 12pp. 


7910040402 QA program approval for radioactive matl pac Icage: 0341 , 
Revision 0. 

MACDONALD, C. E. Transportation Branch. 79/09/17. Ip. 


DOCKET 71-0260 ASTROTECH, INC. 


DOCKET 71-0346 PUBLIC SERVICE CO, OF COLORADO 


7910020300 QA Program for shipping packages of radioactive matl 
MYKVTA.L. Astrotech, Inc. 79/09/10. 12pp 


7910030008 Forwards OA program approval for radioactive matl 
MACDONALD, C E. Transportation Branch. 79/09/17, lp. 


pac logo . 


7910120503 Forwards QA program approval for radioactive matl 
MACDONALD, C. E. Transportation Branch. 79/09/26, lp. 


package. 


-7910120304 OA program approval For radioactive matl pac kag e 1 0260, 
Revision 0, 

MACDONALD, C. E. Transportation Branch. 79/09/26. Ip. 


7910030140- QA program approval For radioactive matl package; 0346, 
Revision 0. 

MACDONALO, C. E, Transportation Branch. 79/09/17. Ip, 


79 1 0090733 For war d s 
MACDONALD, C . E. 


QA program approval for radioactive matl package 
Transportation Branch. 79/09/24. lp. 


DOCKET 71-0264 AUTOMATON INDUS. , INC. 


7910090762 Forward s QA program. 

SANTORO, M. P. Automation Industries, Inc. 79/09/ 17. Ip. 


7910090764 OA program covering d cs 1 g n, f abr 1 c a t i on, te o tl ng , ma in t S, use 
of shipping packages for radioactive matl. 

SANTORO, M. P. Automation Industries, Inc. 79/09/17. 24 pp. 


7910240224 Forwards QA program approval for radioactive matl 
MACDONALD, C. E. Transportation Dranch. 79/10/09, lp. 


package. 


7910090753 QA program approval For radioactive matl eackag e ; 0346, 
Revision l. 

MACDONALD, C. E, Transportation Branch. 79/09/24. Ip. 


DOCKET 71-0347 STONE & WEBSTER ENGINEERING COUP. 


7910120308 Responds to 790914 1 1 r. Fa-rwar (I s Tadloactlve matl OA program 
Requests prompt review t, au t h or 1 1 a ti on to deliver licensed 
matl to carrier for transport back to manufacturer after 
decay to unusable strength. 

GIDSON, J.D. Stone 6 WebstoT Engineering Corp. 79/09/20. Ip, 


7910240228 QA program approval for radioactive matt package 0264, 
ftevis ion 0. 

MACBDNALD. C. E. Transportation Dranch. 79/10/09. lp. 

DOCKET 71-0277 ALLIED CHEMICAL CORP. 


--7910120312 Radioactive mat! OA program. 

GIBBON, J. D. Stone 6 Webster Engineering Corp. 79/01/01. 12pp. 


7910230005 Forwards request for addl info to complete review of QA 
program. 

MACDONALD, C. E. Tran s p or ta 1 1 on Branch. 79/10/09. 2pp. 


7910020052 Forwards roquest for addl info to complete review of QA 
program. 

MACDONALD, C. E. Transportation Dranch. 79/09/10. 2 pp. 


DOCKET 71-0331 NORTH CAROLINA STATE UNIVERSITY AT RALEIGH 


DOCKET 71-0348 MICHIGAN, UN IV. OF 


79102S0050 Forwards QA program submitted to director of Of* of Nuclear 
Reactor negulat i on. i n tends to make spent fuel shipment in 
Nnv,subj to NRC approval. 

CODK.G. M. Michigan, Univ. of. 79/09/21. Ip. 


7910220176 Forwards QA program approval for radioactive mat! 
MACDONALO, C. E, Transportation Branch. 79/10/09. lp. 


package. 


DOCKET 71-0349 CATERPILLAR TRACTOR CO. 


— 79IQ220179 QA program approval for radioactive matl package; 03fll , 
Revision 0. - 

MACDONALD, C. E. Transportation Branch, 79/10/09 lp 

/ 

DOCKET 71-0337 CALUMET TESTING SVC, INC. 


7910260001 Forwards QA program, 

VOQEL, R. 0. Caterp i 1 lar Tractor Co. 79/09/26. £p. 


•7910260002 OA program for industrial radiography licensees 
* Caterpillar Tractor Co. 79/09/26. 4pp. 


7910020759 Forwards QA program approval for radioactive 
MACDONALD, C , E. Transportation Branch. 79/09/10. 


matl 

lp. 


pac kaga. 


DOCKET 71-0350 PICKER CORP. 


—7910020761 OA program approval for radioaetivo matl package 0337, 
Revision O. 

MACDONALD, C. E. Transportation Branch. 79/09/10. lp. 


7910290235 Forwards -QA program in response to NRC 790910 
registration as user of Models 101361,101371 
E-MEH-0 0-00004. 

PENOOV.C.A. Picker Corp, 79/1O/-0-3, lp. 


ltr. Requests 
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DOCKETED ITEMS 


—7910290238 QA program re shipping b receiving rad io isotop as. 

» Picker Corp. QA8-1199 79/09/28. 4pp. 

7910250006 Forwards QA program approval for radioactive matl package. 
MACDOMALD.C E Transportation Branch. 79/10/10. Ip. 


—7910250007 QA program approval for radioactive matl pac kage: 0350, 


Revision 0. 
MACDONALD, C. E. 


Transportation Branch. 79/10/10. ip. 


DOCKET 71-0331 TELEDYNE OHIOCAST 


DOCKET 71-3098 MODEL: D34710-1, U S. NUCLEAR, INC. 


7910030791 Notifies of termination of NRC au th or i I at i on to transport 
licensed ma 1 1 . Amend ed 10CFR71. 12 on 771018 to require that 
licensee have approved QA p rogr am. Ap pro ved QA program is 
necessary prior to registration as package user. 

MACDONALD, C. E. Transportation Branch. 79/09/14. Ip. 


7910030799 Notifies of termination of NRC authorisation to transport 
licensed ma 1 1 . Amend edf 1GCFR71. 12 on 771018 to require that 
licensee have approved QA p r dg ram. Ap pro ved QA program is 
necessary prior to registration as package user. 

MACDONALD, C. E. Transportation Branch. 79/09/14. Ip. 


7910230982 Forwards QA program. 

JQRDAK, J. Teledyne Ohio Cast. 79/09/27. Ip. 


— 79I02505B7 QA program for License 34-00412-03. Cover page to Certificate 
of Compliance 9006 end. 

* Teledyne Ohio Cast. 79/09/27. 12pp 


— 79102S0589 Notifies that authori cation to deliver licensed matl to 
carrier for transport is terminated. No QA program filed. 
MACDONALD, C. E. Transportation Dranch. 79/09/14. Lp. 


DOCKET 71-0352 NILES STEEL TANK CO. 


7910260230 Forwards QA program, 

HOOD.J.C. Niles Steel Tank. 79/10/04. lp. 


—7910260232 QA program. 

* Niles Steal Tank. 79/10/04. 11pp. 


DOCKET 71-0353 TR1CO INDUSTRIES, INC., SUPERIOR DIV. 


7910300278 Forwards Gamma Industries 791003 1 tr re TR1C0 lndustrias 
10CFR71 QA program. 

ELLIOTT, G. D. . TRICO Industries, Inc., Superior Div. 79/10/05. lp. 


•79103O02S0 Forwards TRICO Industries QA program for License 2141-70, 
Amend 10. 

ELLIOTT, 0. 0. Nuclear Systems, Inc., Gamma Industries, Inc. Div, 
79/10/03 Ip 


— 7910300318 QA Program for License 21 4 1-70- Amend 10, 

» TRICO Industries, Ine. , Superior Div. 79/10/03. 3pp. 


DOCKET 71-4949 MODEL: UNC-1494, COMBUSTION ENGINEER I WO £0. , INC. 


7910240445 Forwards application for renewal of Certificate of 
Compliance 4949, Revi s ion 1, for Model UNC-1404 shipping 
container. 

GREGG, R. 0. United Nuclear Corp., UNC Recovery Systems Div. 
79/10/04. Ip. 


—7910240450 Application for renewal of Certificate of Compliance 4949, 
Revision l.for Model UNC-1484 radioactive shipping 
container. 

* United Nuclear Corp. > UNC Recovery Systems Div, 79/10/05, 

IBpp. 


DOCKET 71-3026 MODEL; BC-4B-220, ATCOR, INC. 


7910020009 Forwards Revision 3 to Certificate of Compliance 5026 for 
shipping package (Indel BC-4S-220, 

MACDONALD, C. E. Transportation Dranch. 79/09/03. 2pp. 


— 7910020010 Certificate of Compliance 5026, Revisi on 5 for radioactive 
matl shipping package Model BC-40-220. 

MACDONALD, C. E. Transportation Branch. 79/09/05. 3pp. 


7910310416 Requests registration as user of Models CNS 0-4, 1-0,3-36, 
4-45,4-63,6-75,6-00-2,6-101,7-100,0-120,14-190 b 14-19DH. 

EMBMILER, T. fl. Battel le Memorial Institute, Columbus Laboratories. 

79/09/24, 12pp. 


DOCKET 71-514.9 MODEL: 814A. DADCOCK 8. WILCOX CO. 


7910220010 Forwards renewal of Certificate of Compliance 5149 for 
shipping container Model B14A, container description, 
evaluation !< drawings referenced in container description 
text. Enel withheld (ref 10CFR2, 790). 

CORDANI, R. A. Babcock 6 Wilcox Co. 79/09/20. 2pp. 


DOCKET 71-5341 MODEL: NFP-55, BABCOCK & WILCOX CO. 


7910010403 Requests renewal of registration as user of Models NFP-53. 
66 OB U 660C, NNFD-8A-2. 9&1A b NNFD-10. 

CORDANI. R. A. Babcock b Wilcox Co, 79/00/27. lp. 

7910240257 Forwards Revision 3 to Certificate of Compliance 5341 Por 
shipping package Model NFP-55. 

MACDONALD, C, E. Transportation Branch. 79/10/09. 3pp, 

— 7910240264 Certificate of Compliance 534 1 , Re v i s l on 3, for radioactive 
matl shipping package Model NFP-55. 

MACDONALD, C. E. Transportation Branch. 79/10/09. 2pp. 


DOCKET 71-3402 MODEL: LA-36, BABCOCK b WILCOX CQ. 


791 0030794 Notifies of termination of NRC authorliation tn transport 
licensed matl. Amended 10CFR71. 12 on 771010 to require that 
licensee have approved QA program. Ap pro ved QA program is 
necessary prior to registration os package user. 

MACDONALD, C. E. Transportation Branch. 79/09/14. lp. 


7910030001 Notifies of termination of NRC authorliation to transport 
licensed matl. Amended 10CFH71. 12 on 771010 to require that 
licensee have approved QA program. Approved QA program Is 
necessary prior to registration ao package user. 

MACDONALD. C, E. Transportation Branch. 79/09/14. lp. 


7910030010 Notifies of termination of NRC authorliation to transport 
licensed matl. Amended 10CFR71.12 on 771018 to require that 
licensee have approved QA program. Approved QA program Is 
necessary prior to registration as package user. 

MACDONALD, C. E. Tran s par tot 1 on Branch. 79/09/14. lp, 


DOCKET 71-5563 MODEL: 660C, BABCOCK 6 WILCOX CO. 


7910030280 Requests registration as user of Model 660C. 
ODDIS, C.E. Energy, Dept, of, 79/00/24. lp. 


791001Q4B7 Requests renewal of registration as user of Models NFP-55, 
6608 6 660C, NNFD-BA-2, 961A t< NNFD-10. 

CORDANI, R. A, Babcock b Wilcox Co. 79/08/27. lp. 


7910150353 Notification of registration as user of Models 660C b 660B. 
MACDONALD. C. E. Transportation Branch. 79/09/21. lp. 


7910260265 Forwards Revision 3 to Certificate of Compliance 5563 for 
shipping package Model* 660C b 660B. 

MACDONALD, C. E. Transportation Branch. 79/10/15, 2pp. 


— 79i0260273 Certificate of Compliance 5563, Revi a 1 on 3, for radioactive 
matl shipping package Models 660C & &60B. 

MACDONALD, C. E. Transportation Branch. 79/10/15, 2pp. 


DOCKETED ITEMS 


DOCKET 71-3734 MODEL: RMQ-l 72, NUCLEAR FUEL SERVICES, INC. 


7910030571 Forwards Revision 2 to Certificate of Compliance 5754 Per 
shipping package Model RMQ-172. 

MACDONALD, C. E. Transportation Branch. 79/09/11. Ip. 


—7910030372 Certifiate of Compliance 3754, Revis ion 2, for radioactive 
matl shipping package Model RMO-172. 

MACDONALD, C. E. Transportation Branch. 79/09/11. 2pp. 


DOCKET 71-5760 MODEL: IfH-250-2, COMBUSTION ENGINEERING CO. , INC. 


7910030975 Notifies of expiration of Certificate of Compliance 5768 
for Model BB-250-2, To continue using pa c kog e, shoul d 
submit consolidated application for renewal. 

MACDONALD, C. E. Trans p or ta 1 1 on Dranc h. 79/09/07. !p. 


7910120507 Notification of registration as user of Model BD-250-2. 
MACDONALD, C. E. Transportation Branch. 79/09/20. Ip. 


DOCKET 71-5796 MODEL: iB1361, PICKER CORPORATION 


DOCKET 71-5910 MODEL: NNF0-5A-2, BABCOCK fc WILCOX CO. 


7910030290 Requests registration as user of Models NFP-55, 660B, 660C, 
NNFD- BA-2, 961 A It NNFD-10. 

CORDANI , R. A. Babcock & Wilcox Co. 79/08/27. Ip. 


7910300338 Forwards Revision 2 to Certificate of Compliance 5910 For 
shipping package Model HNFD-SA-2. 

MACDONALD, C. E. Transportation Branch. 79/10/15. 2pp. 


— 7910300346 Certificate of Compliance 5910, Revision 2, f ot radioactive 
matl shipping package Model NNFD-SA-2. 

MACDONALD, C. E. Transportation Branch. 79/10/15. 2pp. 


DOCKET 71-5939 MODEL: GE-190O, GENERAL ELECTRIC CO. 


7910040384 Requests registration as user of Model OE-1300. 
FITZSIMMONS, T. R Energy, Dep t. n f . 79/08/31. Ip. 


7910040429 Requests registration as user of Model GE-15Q0, 
HART, £. J. Consumers Power Co. 79/09/06, Ip. 


7910030813 Forwards Revision 1 to Certificate of Compliance 5796 for 
shipping package Models 181375 It 181361. 

MACDONALD, C. E. Transportation Branch. 79/09/10. 1 p . 


— 7910030018 Certificate of Compliance 3796, Revl s i on 1, for radioactive 
matl shipping package Models 181373 U 181361. 

MACDONALD, C. E. Transportation Dranch. 79/09/10. 3pp. 


DOCKET 71-3942 MODEL: QE-700, GENERAL ELECTRIC CO. 


7910030799 Notifies of termination of NRC author 1 1 a t ion 
licensed matl . Amended 10CFR7I. 12 on 771018 to require 
licensee have approved QA program. Approved QA program 
necessary prior to registration as package user. 
MACDONALD, C. E. Transportation Dranch. 79/09/14. 


to transport 

that 

is 

if. 


DOCKET 71-5797 MODEL: HFIR. ENERGY DEPT OF 


7910110312 Requosts addl InfD re 700214 application seoking approval to 
deliver Modedl HFIR unlrrad la tod packaging. to carrier for 
transport. Needs demonstration that packaging will wi th stand 
accidents at low temp. 

MACDONALD, C. E. Transportation Branch, 79/09/ 11. 2pp. 


7910030708 Notifies of termination of NRC aut horl la 1 1 en 
licensed matl. Amended 10CFR71. 12 on 77101B to require 
licensee have approved QA program. Approved QA program 
necessary prior to registration as package user. 
MACDONALD, C, E. Transportation Dranch. 79/09/14. 


to transport 

that 

Is 

ip- 


DOCKET 71-5957 MODEL: BMl-1, ENERGY. DEPT. OF 


7910100664 Forwards ORNL engineering drawings for Inner t, outer HFIR 
un irradiated fuel element shipping containers per 790914 
telcon. Containers will be shipped when ambient temp is above 
32 F or in Insulated trailers. 

TRAVIS, W. H. Energy, Dept, of. 79/09/17. Ip. 


7910030799 Notifies of termination of NRC aut hor i la 1 1 on 
licensed matl. Amended 10CFR71. 12 on 771018 to require 
licensee have approved OA program. Ap proved QA program 
necessary prior to registration as package user. 
MACDONALD, C. E. Transportation Branch. 79/09/14. 


to transport 

that 

Is 

ip. 


— 7910100667 "Bhipplng Container for Unlrrad i a ted Inner HFIR Element, 11 
DUGGAN, H. G, Union Carbide Corp. 65/06/23. ip. 

7910120423 Roquests registration as' user of Model Core II fuel. 
SHERMAN, F. L. Texas Instrumental Inc. 79/09/17. Ip. 


7910030796 Notifies of termination of NRC authorl jat ion 
licensed matl . Amended 10CFR71. 12 on 77101B to require 
licensee have approved OA program. Approved QA program 
necessary prior to registration as package user. 
MACDONALD. C. E. Transportation Dranch. 79/09/14. 


to transport 

that 

Is 

Ip- 


7910120042 Forwards Revision 0 to Certificate of Compliance 5797 for 
shipping package MedolHFlR. 

MACDONALD, C. E. Transportation Dranch, 79/09/20. Ip. 


7910030798 Notifies of termination of NRC author! la t ion to transport 
licensed matl. 10CFH71. 12 was amended 771010 to require that 
licensee have approved QA p r ogram. Approved QA program is 
necessary prlnr to registration as package user. 

MACDONALD, C. E. Transpor tat 1 on Dranch. 79/09/14. ip. 


— 7910120043 Certificate of Compliance 5797, Revi sion 0, for radioactive 
matl shipping package Model HFIR. 

MACDONALD, C. E. .Transportation Branch. 79/09/20. 7pp. 


DOCKET 71-3030 MODEL: CNS. 3-551 LL-37-65 ) , CHEM-NUCLEAR SYSTEMS 


7910030803 Notifies Df termination of NRC author! jat ion 
licensed matl. Amended 10CFR71. 12 on 77101B to require 
licensee have approved QA program. Approved QA program 
necessary prior to registration as package user. 
MACDONALD, C. E. Transportation Branch. 79/09/14. 


to transpor t 

that 

is 

Ip- 


7910310416 Requests registration as User of Models CNB 0-4, 1-0, 3-35, 
4-43,4-83,6-73,6-80-2,6-101,7-100,8-120,14-190 I, 14-195H. 

EMSHILER, T. R. Battello Memorial Institute, Columbus Laboratories. 
79/09/24. 12pp. 


DOCKET 71-5B94 MODEL: 2. 7 NEW FUEL, ENERGY, DEPT. OF 


7910020022 Forward* Revision 1 to Certificate of Compliance 3894 for 
new fuel shipping package Model 2.7. 

MACDONALD, C. E, Transportation Dranch. 79/09/03, lp. 


— 7910020023 Certificate of Compliance 3894, Revision 1, for radioactive 
matl new fuel shipping package Model 2.7. 

MACDONALD, C. E. Transportation Dranch. 79/09/05. 3pp. 


DOCKET 71-5984 M3DEL: 3984, J. L. SHEPHERD t, ASSOCIATES 


7910110440 Notifies that 790914 1 tr deleting vendor as user of NRC- 
approved package designs was sent in error. 

MACDONALD, C. E. Transportation Dranch. 79/09/26. Ip. 


DOCKET 71-6009 MODEL: D3-1, NUCLEAR ENGINEERING CQ. 


79 1003 03 B3 Requests registration as user of Models 03-1 it 6144. 
CRANE, P. A. Pacific Gas !< Electric Co. 79/OB/IB. lp. 


7910030098 Notifies of expiration of Certificates of Compliance 6050 l< 
6144 for Models B3-1 tc 6144. To continue using pac kage, shou Id 
submit consolidated application for renewal. 

MACDONALD, C. E. Transpor tati on Branch. 79/09/13. lp. 
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DOCKET 71-6144 MODEL: 6144, NUCLEAR ENQINEERINO CD. 


7910030393 Requests registration as user of Models B3-1 t< 6144. 
CRANE, P. A. Pacific Oas h Electric Co. 79/09/15, lp. 


7910040499 Requests registration as user of Model 6144. 
* Gettysburg College. 79/09/30. lp. 


7910030999 Notifies of expiration of Certificates of Compliance 605a {< 
6144 for Models B3-1 L 6144. To continue using pac kage. ah oul d 
submit consolidated application for renewal. 

MACDONALD, C. E. Transp or tat i on Branch. 79/09/13. lp. 


7910030801 Notifies of termination of NRC authorisation to transport 
licensed matl. Amended 10CFR71. 12 on 771019 to require that 
licensee have approved OA program. Approved QA program is 
necessary prior to registration as package user. 

MACDONALD, C. E. Transportation Branch. 79/09/14. lp 


7910150373 Notification of registration as user of Model 6144. 
MACDONALD, C. E. Transp ortat 1 on Branch. 79/09/20. lp. 


7910150395 Notification of registration as user of Model 6144. 
MACDONALD, C. E. Transportation Branch. 79/09/20. Ip. 


7910150401 Notification of registration as user of Model 6144. 
MACDONALD, C. E. Transportation Branch. 79/09/20. lp. 


7910240065 Requests registration as user of Model 6400, Type B overpack 
fc Model Super Tiger. 

TAYLOR, R. R, Monsanto Cd. 79/09/20. lp. 


DOCKET 71-6172 MODEL: 961A, BABCOCK L WILCOX CO. 


7910010491 Requests renewal of registration as user of Models NFP-55, 
660D L 660C, NNFD-SA-2, 961A h NHFD-10. 

COROANIi R. A. Babcock t, Wilcai Co. 79/09/37. lp. 


7910360291 Forwards Revision 2 to Certificate of Compliance 6172 for 
shipping package Model 961A. 

MACDONALD, C. E. Transportation Branch. 79/10/15. 2pp. 


—7910260296 Certificate of Compliance 6172, Re vi s i on 2, for radioactive 
matl shipping package Model 961A. 

MACDONALD, C. E, Transportation Branch. 79/10/15. 3pp. 


DOCKET 71-6244 MODEL: 6244, CHEM-NUCLEAR SYSTEMS, INC. 


7910110029 Requests all correspondence re Model 6244 shipping package 
he directed to WP Stewart. 

STEWART, W.P. Florida Power Corp. 79/09/17. Ip. 


7910310416 Requests registration as user of Models CNS 0-4, l-B, 3-55, 
4-43, 4-B5, 6-75,6-90-2, 6-101, 7-100,8-120, 14-190 ?< 14-19DH. 

EM3WILER, T. R. Battelle Memorial Institute, Columbus Laboratories. 
79/09/24. 12pp. 


DOCKET 71-6375 MODEL: LL-20-4, CHEM-NUCLEAR SYSTEMS, INC. 


7910020007 Forwards Revision 5 to Certificate of Compliance 6275 for 
shipping package Model LL-29-4. 

MACDONALD, C. E. Transportation Oranch. 79/09/05. 2pp. 


■7910020000 Certificate of Compliance 6275, Revls ion 5, for radioactive 
matl shipping package Model LL-29-4. 

MACDONALD, C. E. Transportation Branch. 79/09/05. 3pp. 


7910310416 Requests registration as user of Models CNS 0-4,1-0,3-55, 
4-43, 4-93, 6-73,6-90-2, 6-101,7-100,8-120, 14-190 !< 14-195H. 

EM9WILER, T. R. Battelle Memorial Institute, Columbus Laboratories. 
79/09/24. 12pp. 


—7910110429 Certificate of Compliance 62B0 for radioactive matl shipp 
package Model A-0109. 

MACDONALD. C E. Transportation Branch, 79/03/29. 77pp. 


7910110440 Notifies that 790914 Hr deleting vendor as user of NRC- 
approved package designs was sent in error. 

MACDONALD, C. E. Trans p or ta t i on Branch. 79/09/26. Ip. 


DOCKET 71-6291 MODEL: 400 


7910110529 Forwards Revision 2 to Certificate of Compliance 6291 for 
shipping package Model 400. 

MACDONALD, C. E. Transportat ion Branch. 79/09/11. lp 


— 7910110340 Certificate of Compliance 6291 , Re v 1 s i on 2, for radioactive 
matl shipping package Model 400. 

MACDONALD, C. E, Transportation Branch. 79/09/11. 2pp. 


DOCKET 71-6346 MODEL: FSV-i, GENERAL ATOMIC CO. 


7910030663 Forwards Addendum 1, novision C to “Final Design Rept for 
Fort St Vrain Fuel Shipping Cask," 8, requests issuance of 
revised certificate allowing use of alternate lid closure 
sys. 

HOWRY, H. R . General Atomic Co. (subs, of Gulf Oil Corp.). 79/09/06. 
4pp. 


— 7910050664 "Final Design Rept for Fort St Vrain Fuel Shipping Cask," 
Addendum 1, Revision C. 

M0DRE, R. L. General Atomic Co. (subs, of Gulf Oil Corp. ). GADR-53, 
79/08/21 20pp 


7910260032 Forwards Revision 3 to Certificate of Compliance 6346 for 
shipping package Model FBV-1. 

MACDONALD, C. E, Transportation Drench. 79/10/15. lp. 


—7910260040 Certificate of Compliance 6346, Revls i on 3 for radioactive 
matl shipping package Model FSV-1. 

MACDONALD, C. E. Transportation Branch. 79/10/23. 3pp, 


DOCKET 71-6337 MODEL : NNFD- 10, BABCOCK l< WILCOX 


7910030270 Requests registration as user of Models NFP-55, 660B t, 660c, 
NNFD-SA-2, 96IA *, NNFD- 10. 

C0RDAN1 , R. A Babcock J. Wilcox Co. 79/00/27, lp. 


7910150364 Requests registration as user of Model NNFD-IO. 
KIRK, W. F. United Nuclear Corp. 79/09/11. lp. 


7910220103 Forwards Revision 2 to Certificate of Compliance 6357 for 
shipping package Model NNFD-IO. 

MACDONALD, C. E. Transportation Branch. 79/10/10. 2pp. 


—7910220186 Certificate of Compliance 6387, Re vi » i on 2, for radioactive 
matl shipping package Model NNFD-IO. 

MACDONALD, C, E. Transportation Branch. 79/10/10. lp. 


DOCKET 71-6373 M0DEL:PB-l, CHEM-NUCLEAR SYSTEMS, INC. 


7910010369 Requests extension of Certificate Df Compliance 6373 to 
791231. Extension fee end. 

CORBETT, J. 8. Chem-Nuc lear Systems, Inc. 79/00/25. lp. 


7910030B73 Forwards Revision 6 to Certificate of Compliance 6379 for 
shipping package Model PG-1, 

MACDONALD, C. E, Transportation Branch. 79/09/10. 3pp. 


— -7910030076 Certificate of Compliance 6373, Revision 6, for radioactive 
matl shipping package Model PB-1. 

MACDDNALD, C, E. Transportation Dranch, 79/09/10. 3pp. 


7910310416 Requests registration as user of Models CNS 0-4,1-0,3-59, 
4-45,4-83,6-73,6-80-2.6-101,7-100,8-120,14-190 & 14-193H. 

DOCKET 71-6280 MODEL: A-0109 EM3WILERiT.fi. Battelle Memorial Institute, Columbus Laboratories. 

79/09/24. 12pp. 


7910110428 Requests renewal at Certificate of Compliance 6280 for Model 
A-0109. 

SHEPHERD, J. L. J. L. Shepard S< Associates. 79/09/05, 2pp. 


7910260337 Requests payment of amend fee for Revision 6 to certificate 
of comp 1 ianc o. 

WEIBS, D. License Foe Management Branch. 79/10/03. Ip. 
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3S5 


DOCKET 71-MOO MODEL: SUPER TIGER, WESTINGHOUSE ELECTRIC CORP. 


7910030059 Requests amond to Certificate of Compliance MOO for 
shipment of waste matl in Supertiger shipping container. 
Forwards "Info for Pu Waste Shipments" & photo Fee sont 
under separate cover, Photo not encl. 

AUSTIN, M. A, Babcock ?< Wilcox Co. 79/09/M. Ip. 


— 7910030063 "Info for Pu Waste Shipments, " 
* Babcock & Wilcox Co. 79/09/14. 6pp. 


— 7910050066 Supplements 790914 1 tr. Forwards admini strati vc amend fee per 
10CFR170. 31 { 1) <c 1. 

AUSTIN, M. A. Babcock h, Wilcox Co. 79/09/17. Ip. 


— 7910050070 "ATMX-600 Railcars for Radioactive Waste Shipments." 

ADCOCK, F. E. Dow Chemical Co. AT (29-11-1106. 79/01/07. 37pp. 


7910230277 Requests registration as user of Westinghouse Model Super 
T 1 ger. 

OLSEN. A. F. Babcock «< Wilcox Co. 79/09/24 lp. 


7910290170 Requests registration as user of Model Super Tiger. 
CUNNINGHAM, Q. E, General Electric Co. 79/09/26. Ip. 


7910240069 Requests registration as user of Model 6400, Type B overpack 
It Model Super Tiger. 

TAYLOR, R. R, Monsanto Co. 79/09/2B. lp. 


DOCKET 71-6406 MODEL: NONE, ENERGY, DEPT. OF 


7910020035 Forwards Revision 2 to Certificate of Compliance 6406 for 
shipping package Model 6406, 

MACDONALD, C. E. Transportat ion Branch. 79/09/14. lp. 


— 7910020041 Certificate Df Compliance 6406, Revis i on 2, for radioactive 
matl shipping package Model 6406. 

MACDONALD, C. E. Transportation Branch. 79/09/14. 4pp. . 


DOCKET 71-6473 MODEL: HN-200 


7910250379 Requests 6-month extension for certificate of compliance in 
order to prepare revised BAR. Forwards overs i z e Drawing 
CODl-5-9200. Revl s i on l.drawtngs of cask lid lifting device 1< 
analysis of shipping cask tie downs 

KGH, 0. Hittman Nuclear !< Development Corp, (subs, of Hittman Corp. ). 
79/10/10. 24pp. 


DOCKET 71-6960 MODEL: LL— 60-190, TVA 


7910260167 Requests rovlslon to Certificate of Compliance 6560 to 
permit shipment of radioactive matl in shipping casks 
w/smaller d i sposable, look- 1 i gh t steel liners. 

CALHOUN, J. R, Tennessee Valley Authority. 79/10/05. 2pp. 


DOCKET 71-6574 MODEL: HN-200, HITTMAN NUCLEAR «i DEVELOPMENT CORP. 


7910100004 Requests renewal S< extension of current Certificate of 
Compliance 6374 to permit review of updated BAR. Revised 
BAR withheld (ref 10CFR2. 790) Affi davit encl. 

TR IBIL ID, 0. U. Hittman Nuclear 6 Development Corp. (subs, nf Hittman 
Corp.). 79/09/11. 3pp. 


7910120420 Notification of registration as usor of Model HN-200. 
MACDONALD. C. E. Transportation Branch. 79/09/20. lp. 


7910090017 Requests Inclusion of vendor drawings C001-5-9200, Revision 
H, Sheets 1-3 in extension to curront certificate of 
compliance, in lieu of specified drawings currently listed. 

All encl withheld (ref 10CFR2. 7901. 

TRIGILIO, 0. J. Hittman Nuclear 6 Development Carp. (subs, of Hittman 
Corp. ). 79/09/24. 2pp. 


7910260129 Forwards Revision 3 to Certificate of Compliance 6974 for 
shipping package Model HN-200. 

MACDONALD, C. E. Transportation Dranch. 79/10/li. 2pp. 


— 7910260120 Certificate of Compliance 6974, Revi si on 3, for radioactivo 
matl shipping package Model HN-200. 

MACDONALD, C. E. Transportation Branch. 79/10/li. 3pp. 


DOCKET 71-6501 MODEL: 51032-1 t< 1A, EXXON NUCLEAR CO. , INC. 


7910100022 Forwards cover ltr for 790615 application re renewal 6 
revision of Certificate of Compliance 6501. 

NECHODQM, M. S. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 
79/09/05. lp. 


— 7910100026 Forwards consolidated application for renewal t, revision of 
Certificate of Compliance 6501 in response to MRC 790125 
ltr. Requests that certificate of compliance be extended 
ponding completion of NRC review, 

NECHODQM. W. 8. Exxon Nuc 1 eaT Co., Inc. (subs, of Exxon Carp, ). 
79/06/15. 2pp. 


7910300204 Ack receipt of 790615 application for renewal ft amend of 
license to allow delivery of Models 31032-1 6 31032-1A 
packaging to carrier for transport. Requires add 1 info re 
drawings & design changes. 

MACDONALD, C, E. Transportation Dranch. 79/10/10. 2pp. 


DOCKET 71-6601 MODEL: LL-50-100. CHEM-NUCLEAR SYSTEMS, INC, 


7910310416 Requests registration as user of Models CNS 0-4,1-0,3-53, 
4-43,4-05,6-75,6-00-2,6-101,7-100,8-120,14-190 Si 14-193H. 

EMSWILER, T, R. Battello Memorial Institute, Columbus Laboratories. 
79/09/24, 12pp. 


DOCKET 71-6690 MODEL: NFS-4, NUCLEAR FUEL SERVICES. INC. 


7910 18051 B Discusses QA Program Insp Rep t 99900331/79-01 an 790731 at 
Excelco Development Inc in Silver Creek, NY. Responds ta 
notification of deviation. Forwards AEC rept of insp at 
Excelco on 740612 U 1015-17. 

DONNELL, J. R. Nuclear Assurance Corp. 79/09/24. 6pp. 


7910300023 Discusses two NF8-4 spent fuel shipping casks t< requests 
Certificate of Compliance 669B be renewed far addl five 
years w/understandlng that until conditions of NRC 790406 
order aro mot, use of two NF8-4 casks is prohibited. 

CLARK, J, R. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. >. 
79/10/03. Ip. 


DOCKET 71-900) MODEL: IF-30D, GENERAL ELECTRIC CO. 


7910230693 Forwards biography of JE Van Hoomissen who will replace 
LL Zahn as manager of Spent Fuel Bvcs Opera t ion, Nuc 1 ear 
Fuel Svcs DW on 791001, 

DAWSON. D. M. General Electric Co., Nuclear Energy Products Div. 
79/09/27. 3pp. 


7910250113 Requests renewal of Certificate of Compliance 9001 . Forward s 
NEDD-i 0004-2* "IF-300 Shipping Cask Consolidated SAR, " 

Vols 1 ti 2, NEDQ-100B4-2 consolidation guido U application 
feu. 

DAWSON. D. M. General Electric Co., Nuclear Energy Products Div. 
79/10/00. 10pp. 


— 7910250116 "IF-300 Shipping Cask Consolidated SAR," Vol 1. Available In 
PDR. 

* General Electric Co., Nuclear Energy Products Div. NEDD-100B4-2 
VI. 79/10/31. 400p p , 


— 7910230119 "IF-300 Shipping Cask Consolidated BAR," Vol 2. Available in 
PDR. 

* General Electric Co. , Nuclear Energy Products Div. NEDO-1OO04-2 
V2. 79/10/31. 400pp, 


DOCKET 71-9005 MDDEL: MAL-1 


7910090606 Informs that author! zation to deliver llcensod matl te 
carrier for transport & to use NRC approved pockage designs 
are terminated because of failure to file QA program by 
790101. Approval of QA program necessary for reinstatement. 
MACDONALD, C. E. Transportation Branch. 79/09/07. lp. 


DOCKET 71-9006 MDDEL: 500 BU, ARQONNE NATIONAL LABORATORY 


79 100307 IB Notifies of termination of NRC author! ration to transport 
licensed matl. Amended 10CFR71. 12 on 771018 to require that 
licensee have approved QA program. Approved QA program is 
necessary prior to registration as package user. 

MACDONALD, C. E. Transportation Branch. 79/09/14. lp. 
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791O28Q502 Forwards GA program. 

JQRDAK, 0. Teledyne Dhlo Cast. 79/09/27. Ip. 


--7910250587 QA program for License 34-004 12-03. Covrr page to Certificate 
of Compliance 9006 end. 

* Teledyne Ohio Cast. 79/09/27. 12pp. 


— 79102305B9 Notifies that author i la t i on to deliver licensed matl to 
carrier for transport Is tBrmi na ted. No QA program filed. 
MACDONALD* C. E. Transportation Branch. 79/09/14. Ip. 


— 7910020032 Certificate of Compliance 9022. He vl s i on 2, f or radioactive 
motl shipping package Model CE-250-2. 

MACDONALD, C. E, Transportation Branch. 79/09/14. 3pp. 


7910120316 Requests 90-day extension of Certificate of Compliance 9022 
to alloui preparation of consolidated renewal application. 

SAKEVICH, Q. J. Combustion Engineering. Inc. 79/09/20. Ip. 


DOCKET 71-9023 MODEL: NL1-10/24. NL INDUSTR I ES. INC. 


DOCKET 71-9009 MODEL; FL 10-1, GENERAL ELECTRIC CO. 


7910040425 Requests official NRC interpretation of 10CFR71 re DOE 
shipments of Pu. 

DIPIAZZA, R. P. Hestinghouse Electric Corp. 79/09/07. Ip. 


7910290414 Requests amend to Certificate of Compliance 9009 authorising 
inner container mentioned in Item 9 to be constructed of 300 
series stainless steel pipe w/outside diameter of 4.5 inches 
1. 0. 12 inch wall thickness. 

DIPIAZZA, R. P. Hestinghouse Electric Corp. 79/10/03. Ip. 


DOCKET 71-9010 MODEL: NL1-1/2, NL INDUSTR )E9, INC. 


7910290403 Requests registration as user nf NL Industries NL1-1/2 
radioactive shipping cask. 

UTLEV.E.E. Carolina Power & Light Co. 79/09/19. ip. 


7910290139 Requests registration as user of Model NLI-t/2. 
SILLYMAN, D. Hi t tman Corp. 79/09/25. ip. 


7910290164 Requests registration as user of Model NLI-1/2. 
KAL1VIANAK1S, N, Commonwealth Edison Co. 79/09/20. Ip. 


DOCKET 71-9011 MODEL: E-MEH-00-00004, TRANSPORTATION, DEPT. OF 


7910030013 Forwards Revision 1 tn Certificate of Compliance 5796 for 
shipping package Models IB1375 J. 101361. 

MACDONALD, C. E, Transportation Branch. 79/09/10, Ip. 


——7910030013 Certificate of Compliance 5796, Revi s 1 on l.fur radioactive 
matl shipping package Models 101373 t> 1B1361. 

MACDONALD, C, E, Transportation Branch. 79/09/10. 3 pp. 


DOCKET 71-9019 MODEL: BU-7, GENERAL ELECTRIC CO, 


7910310430 Forwards Revision 1 to Certificate of Compliance 9023 for 
shipping package Model NH-10/24. 

MACDONALD, C. E. Transportation Branch. 79/10/12. ip. 


—7910310461 Certificate of Compliance 9023. Revi s i on l, for radioactive 
matl shipping package Model NLI-10/24, 

MACDONALD, C. E. Transportation Branch. 79/10/13. 3pp. 


DOCKET 71-9028 MODEL: 604, TECHNICAL OPERATIONS, INC, 


7910250195 Requests renewal of Certificate of Compliance 902B Issued 
for Models 604 li 604E Type B Pac k ag e s. Pac k a g e description of 
models {, ltr to DOT requesting IAEA certificate of competent 
authority and. 

MUNRO, J. J, Tech/Ops (Technical Operations, Inc.). 79/09/27. 6pp. 


7910290167 Requests registration as user of Models 660,650,604,600,715 
& 771. 

YEOMAN, W. Huntington Testing. 79/09/27, 5 PP . 


DOCKET 71-9029 MODEL: 676, TECHNICAL OPERATIONS, INC. 


7910100670 Responds to 790723 ltr. Requests renewal of Certificate 
of Compliance 9029. Forward s consolidated application for 
Technical Operations Models 676 S, 676E Typo B packages. Fee S, 
copy of application to DOT oncl. 

MUNRO, J. J. Tech/Dps (Technical Operations, Inc.). 79/09/10. 2pp. 


— 7910100672 "Package Doscr ip t ion: Techni Ca 1 Operations Model 676, 
UBA/ 9029/D. » 

MARZ ILL I , D. Tech/Ops (Technical Operations, Inc.). 79/09/11. 
73pp. 


7910300027 Confirms 791001 telcon re application Per renewal & forwards 
revised drawings of Models 676 t, 676E Type D packaging 
(Certificate 9029). 

MUNRO. J. J. Tech/Ops (Technical Operations, Inc.). 79/10/04, 6pp, 


791O1BO040 Requests registration as user of Model DU-7. 

CREGO, R.J. United Nuclear Corp., UNC Recovery Systems Div. 
79/07/10. Ip. 


DOCKET 71-9021 MODEL: 780, TECHNICAL OPERATIONS, INC. 


DOCKET 71-9032 MODEL: 650, TECHNICAL DPERATIDN8, INC. 


7910030718 Notifies of termination of NRC author 1 latlon 
licensed ma 1 1 . Amended 10CFR71. 12 on 771010 to require 
licensee have approved QA program. Approved GA program 
necessary prior to registration as package user. 
MACDONALD, C. E. Transpor tatl on Branch. 79/09/14. 


to transport 
that . 

1 s 

Ip, 


791003056B Forwards Revision S to Certificate of Compliance 9021 for 
shipping package Model 750. 

MACDONALD, C. E. Transportation Branch, 79/09/07, lp. 


— 7910030369 Certificate of Compliance 9021 , Revi s i on 3, for radioactive 
matl shipping package Model 750. 

MACDONALD, C. E. Transp or ta 1 1 on Branch. 79/09/07. 3pp. 


7910030622 Advises of completion of review of Tech Ops Corp 790725 
application requesting renewal of Certificate of Compliance 
9021 fer Model 730 package. Package meets IAEA requirements. 
MACDONALD, C. E. Transportation Branch. 79/09/14. lp. 


DOCKET 71-9022 MODEL; CE-250-2. COMBUSTION ENGINEERING CO., INC. 


7910130340 Request* registration as user of Model CE-230-2. 
NECHQDOM, W. S. Exxon Nuclear Co., Inc, (subs, of Exxon Corp I 
79/09/10. lp, r 


7910020047 Forwards Revision 2 to Certificate of Compliance 9022 for 
shipping package Model CE-230-2. 

MACDONALD, C. E. Transportation Branch. 79 / 09 / 14 , 2pp. 


7910030730 Notifies of termination of NRC au th or 1 1 a t i on to transport 
licensed mat 1. Amended 10CFR71. 12 on 771018 to require 
that licensee have approved OA program. Approved GA program 
is necessary prior to registration as package user. 

MACDONALD, C. E. Transportation Branch. 79/09/14. lp. 


7910030733 Notifies of termination of NRC authorisation to transport 
licensed matl. Amended 10CFR71. 12 on 771018 to require 
that licensee havo approved GA program. Approved GA program 
is necessary prior to registration as package user. 

MACDONALD, C. E. Transportation Branch. 79/09/14. Ip, 


7910030737 Notifies of termination of NRC authhri sati on to transport 
licensed matl. Amended 10CFR71. 12 on 77101B to require 
that licensee havo approved QA program. Approvod QA program 
is necessary prior to registration as package user. 

MACDONALD, C. E. Transportation Draneh. 79 / 09 / 14 . lp. 


7910030740 Notifies of termination of NRC authorisation to transport 
licensed ma tl . Amended 10CFR71. 12 on 771010 to require 
that licensee have approved QA program, Approved GA program 
is necessary prior to registration as package user. 

MACDONALD, C. E. Transportation Branch, 79/09/14. lp. 
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7910030793 Notifies of termination of NRC auth or i la t i on to transport 
licensed mat 1. Amended 10CFR71.12 on 771018 to require 
that licensee have approved QA program. Approved Q A program 
is necessary prior to registration as package user. 

MACDONALD, C. E. Transportation Branch. 79/09/14. Ip. 


791O030B12 Notifies of termination of NRC a uthor i Ja t i on 
licensed matl. Amended 10CFR71. 12 on 771018 to requiro 
licensee have approved QA program. Approved QA program 
ri 0 ’’ ta ‘^ration as package user. 
MACDONALD. C. E. Transp ortat i on Branch. 79/0-9/14. 


to transp art 
that 

is 

Ip- 


7910030802 Notifies of termination of NRC author i ia t i on to transport 
licensed matl. Amended 10CFR71. 12 on 771018 to require that 
licensee have approved OA pr ogram. Ap proved QA program is 
necessary prior to registration as package user. 

MACDONALD/ C. E. Transportation Branch. 79/09/14. ip, 


7910030837 Notifies of termination, 
licensed matl. Approved QA program 
registration as package user. 
MACDONALD. C. E. Transportation 


of NRC au thor 1 1 at ion to 
is necessary prior to 

Branch. 79/09/14. Ip. 


transport 


7910030823 Notifies of termination of NRC authoriiatlon to transp or t 
licensed matl. Amended 10CFR71.12 on 771018 to require that 
licensee have approved QA program. Ap proved OA program is 
necessary prior to registration as package usor, 

MACDONALD* C. E. Transportation Branch. 79/09/14. ip. 


7910030B30 Notifies of termination of NRC auth or i la t ion to transport 
licensed ma t 1 . Appro vod QA program is necessary prior to 
registration as package user 

MACDONALD, C. E. Transportation Branch. 79/09/14. ip. 


7910020542 Forwards Revision 2 to Certificate of Compliance 9032 for 
shipping package Modol 650, 

MACDONALD. C. E. Transportation Branch. 79/09/17. 6pp. 


— 7910020940 Certificate of Compliance 9032, Rev 1 s i un 2 for radioactive 
matl shipping package Model 630. 

MACDONALD, C. E. Transportation Branch. 79/09/17. 2 pp. 


79(0290450 Ack receipt of Certificate of Compliance 9032, Re v i s t on 2 re 
Model 650. Requests that future c orrosptmdonco bo transmitted 
to RL Rogers, Wilmington, NC facility, 

Q1B8DN, D. L. Babcock 6 illlcoi Co, 79/09/24. Ip, 


7910150106 Forwards Revision 2 to Certificate of Compliance 9032 For 
shipping package Model 690. 

MACDONALD, C. E. Transportation Branch. 79/09/27. Ip, 


•7910190111 Certificate nf Compliance 9032. Rovisi on 2, for radiooctivo 
matl shipping package Modol 630. 

MACDONALD. C. E. Transportation Branch, 79/09/17. 2pp. 


7910290167 Requests registration as usor of Models 660.630,684,600,719 
& 11 1 . 

YEOMAN* W, Hunting t on Testing, 79/07/(27. 3pp. 


DOCKET 71-9033 MODEL: 660 «, 660E, TECHNICAL OPERATIONS, INC, 

7910040668 Requests registration as user of Model 660 
HELMS. R. E, Navy, Dept, of, Forcos Afloat. 79/00/20. Ip. 


7910290167 Requests registration as user of Models 660,650,684,680,715 
YEOMAN, W, Huntington Testing 79/09/27. 5pp. 


”i22°2°i2nS eS r ° CBlpt ° f NnC 790725 Hr re continued use ef Models 
& T,lUe,ts standing on Hot ef users 
€1 t 1 6 t* 771231 deadline 

PETERSON, B H. Morrison snutsen Comn„n„. li., 79/10/03 Ip 


Morrison Knudson Company, Jhc. 


?9 MAfn™«| 3 n N ? t r f nation of registration as user of Models 660 6 660E. 
MACDONALD, C. E. Transportation Branch. 79/10/05. Ip. 

7<? iBer°nf 0 at Briggs Engineering Sr Testing Co as 

user of all NRC approved package des i gns. Requ a *ts approved 
nO talned prior to registration as package user 

MAcnnwi^^r licensed matl to carrier for transport. 

MACDONALD# C. E. Transportation Branch. 79/lO/H>. ip. 


79 6&OE° 039 h ' 0tlfiBB v * ni,or registration as user of Models 660 S 
MACDONALD, C. E. Transportation Branch. 79/tO/lB, lp. 


DOCKET 71-9034 MODEL: TRIQA-l, GENERAL ATOMIC CO, 


uunmits registration for shipment of TRIOA fuel 
shipping container typos TRIQA-l & TR I OA- II, Certificate; 
Comp 1 lance 9034 6 9037 dtd 700324, 1 ssued to OA Co. 
WILSON, W. E. Washington State Univ. 79/08/21. lp. 


ro-ds using 
of 


DOCKET 71-9033 MODEL: 680. TECHNICAL OPERATIONS, INC, 


79 1 0030030 Notifies af termination of NRC authoriiatlon to t 
licensed mat 1 . Approved OA program is necessary prior to 
registration as package user, 

MACDONALD, C. E. Transportation Branch. 79/09/14. ip. 


ranspor t 


79 &°771 167 re 9 1 s tra t ion as user of Models 660, 650, 6B4, 600, 71 9 

YEOMAN, W. Huntington Testing. 79/09/27. 5pp. 


7910030371 Requests registration an 
JACKSON, C. CUTtiss-Wrigfit Corp. 


usor of Models 660 6 660E. 
79/00/31. ip. 


DOCKET 71-9037 MODEL: TRIQA-2, QENERAL ATOMIC CO. 


-7910030376 Notifies of aspiration of Certificate of Compliance 9033 for 
Models 660 S, 660E. To continue using pac kago, shnul d request 
continuation by 791231. 4 

MACDONALD, C. E. Transportation Draneh. 79/07/23. lp. 


7910020193 Submits registration for shipment of 7HIQA fuel rods 
shipping container types TRIOA-i 6 TR I OA- II, Certificates of 
Compliance 9034 6 9037 dtd 780324, issued to OA Co, 

WILSON, 1*J. E, Washington State Univ. 79/0B/2I, ip. 


using 


rB 9 1 strati on as user of Models 660 t< 660E. 

OLBKEt D. R, Pullman# Inc,# Pullman Pouior Products Dlv. 79/09/05 
f p. 

Certificate of Compliance 9033, Revi s Ion 3, for 

noasii Afro « 660E, 

HACDQNALDj C, E t Transfiorfcoti »n Branch, 79/07/25. ip, 

-- 7 910010476 Certificate of Compliance 9033, Revl s ion 3 for radioactH 
natl shipping package Models 660 5t 660E. 

H AC DONALD, C> E, Transportation Drench. 79/07/29, Spp. 

79 !ic^ld ° f Nf,C ^thori iation to transport 

icenstd matl. Amended I0CFR71. 12 on 771010 to require that 
licensee have approved QA prbgram, Approved OA program is 
E r £° r *“ "filtration as package user. 

MACDONALD, C. E. Transportation Draneh. 79/09/14. lp, 


7910D30792 Notifies of termination of NRC author i iation to transport 
licensed matl. Amended I0CFR71. 12 on 771018 to require that P 
licensee have approved QA program. Approved OA program is 

Sic™)? ? r i° r t0 ;°»‘« tr «tion MU.,, use?: “ 

MACDONALD, C. E. Transportation Branch. 79/09/14. lp. 


RPCKET 71-9039 MODEL: 713, TECHNICAL OPERATIONS, INC. 


7910030737 Notifies of termination of NRC authoriiotlon to transport 
licensed matl. Amended 10CFR71, 12 on 771018 to require 
that licensee have approved QA program. Approved OA program 
is necessary prior to registration as pac lags uaoT, 

H AC DONALD, C. E. Transportation Branch. 79/09/14. lp. 


7910030036 Notifies of termination of NRC author l rat 1 on to transport 
licensed matl. Approved OA program Is necessary prior to 
registration as package user. 

MACDONALD, C, E. Transportation Branch. 79/09/14. ip, 


7910290167 Requests registration 
& 771. 

YEOMAN, W. Huntington Testing. 


as user of Models 660,650,604.680,715 
79/Q9/27. 5pp. 


DOCKET 71-9044 MODEL: QE-1600, GENERAL ELECTRIC CP. 


7910030806 Notifies of termination of NRC aothor 1 lati un 
licensed matl. Amended IOCFR71. 12 on 771010 to require 
licensee have approved QA program. Approved OA program 
necessary prior to registration as package user. 
MACDONALD, C. E. Transports tt on Branch, 79/09/14. 


to transport 

that 

is 

»P- 
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7910230158 Notifies of delation of 
approved package desi gns. Request s 
obtained prior to registration as 
Df 1 icesened matl to carrier for 
MACDONALD. C. E Transportation 


Dow Chemical Co as user of all NRC 
approved QA program be 
package user or delivery 
transport. 

Branch. 79/10/10. Ip. 


DOCKET 71-9097 MODEL: CNSI - 1 4-199L, CHEM-NUCLEAR SYSTEMS. INC. 


7910030620 Forwards info request re 770002 application for approval to 
deliver Model CNSI-14-195L packaging to carrier for 
transport. Info should be in form of consolidated SAfl, 

MACDONALD. C, E. Transp or tat I on Branch. 79/09/10. 2pp. 


DOCKET 71-9070 MODEL: N-55. ENERGY, DEPT. DF 


7910310416 Requests registration as user of Models CNS 0-4. 1-0. 3 33, 
4-45, 4-03. 6-73. 6-00-2. 6-101. 7-100, B-120. 14-190 t> 14-195H. 

EMSWILER. T, R. Battelle Memorial Institute. Columbus Lab orator i e s. 
79/09/24 12pp. 


DOCKET 71-9105 MODEL: RAD-WASTE CR. I. CHEM-NUCLEAR 9Y0TEMS, INC, 


7910310416 Requests registration as usor of Models CNS 0-4,1-0,3-55. 
4-43. 4-05.6-75,6-00-2.6-101,7-100,0-120,14-190 li 14-195H. 

EM6W ILER, T. R, Battelle Memorial Institute, Columbus Laborator i e s, 
79/09/24. 12pp. 


DOCKET 71-9079 MODEL: HN-iOO SERIES 2. HITTMAN NUCLEAR t DEVELOPMENT 

7910290100 Requests registration as user of Model HN- 1 00. Ser ies 2. 
ANDQ0NIN1 , 0. C. Boston Edison Co. 79/09/27. Ip. 

DOCKET 71-9001 MODEL: CNSI- 1600, CHEM-NUCLEAR SYSTEMS, INC. 


DOCKET 71-9107 MODEL: 771. TECHNICAL OPERATIONS, INC. 


7910290167 Requests registration as usor of Models 660,630,604.600,713 
t, 771. 

YEOMAN, W. Huntington Testing. 79/09/27, 5pp. 


7910050473 Requests registration as user of Model CNSI-1600, 
VOIGT, A. F. Ames Laboratory. Energy U Mineral Resources 
Rea. Insti tube. 79/09/03. Ip. 


7910030790 Notifies of termination of NRC auth or i la t i on to transport 
licensed mat 1 . Amend ed 1QCFR71. 12 on 771010 to require that 
licensee have approved QA program. Approved BA program Is 
necessary prior to registration os package user. 

MACDONALD, C. E. Transportation Branch. 77/09/14. Ip 


DOCKET 71-9100 MODEL: At -33-90. ATCOR, INC. 


7910030379 Requests registration as user of Model CN 6—73 Spec 7A 
transportation cask, 

KALIVI ANAK1S. N. Commonwealth Edison Ca. 79/00/29. Ip. 


7910090749 Notification of registration as user of Model AL-33-90. 
MACDONALD. C. E. Transportation Dranch. 79/09/20. Ip, 


7910090751 Requests registration as user of Model CNSI-1600, 
ENGLISH, R. A. Consumers Power Co. 79/09/14, Ip. 


7910120410 Notification of registration as user of Model AL-33-90. 
MAC DCNALD, C. E, Transportation Dranch 79/09/20. Ip. 


7910150382 Notification of registration as user of Model CNS-1600. 
MACDONALD, C. E. Transportation Branch. 79/09/20. Ip. 


7910150330 Notification of registration as user of Model CNS-1600. 
MACDONALD. C. E. Transportation Dranch. 79/09/21. ip. 


7910260355 Requests addl inFo re 790717 amended application for amend 
to Model CNSI-1600 package. 

MACDONALD, C. E. Transportation Branch, 79/10/02. 4pp, 


DOCKET 71-9086 MODEL: KN-1QO SERIES 1, HITTMAN NUCLEAR 6 DEVELOPMENT 


79102901B5 Requests registration as user of Model HN-IOO. Ser i es 1. 
ANDOGNINI.O. C. Boston Edison Co. 79/09/24. ip, 


7910310416 Roquests registration as user of Models CNB 0-4,1-0,3-35. 
4-45, 4-05,6-75.6-80-2,6-101,7-100,8-120,14-190 J. 14-195H. 

EMSWILER, T.R Battelle Memorial Institute, Columbus Laboratories. 
79/09/24. 12pp. 


DOCKET 71-9111 MODEL: CN6-80A, CHEM-NUCLEAR, INC. 


7910310416 Requests registration as user of Models CNS 0-4, i-B, 3-35, 
4-45, 4-05,6-75,6-80-2,6-101,7-100,8-120.14-190 8< 14-195H. 

EMBW ILER, T. R. Battelle Memorial Institute, Columbus Laboratories. 
79/09/24. 12pp. 


7910310014 Requests registration as user of Model CN6-0OA. 
UOODiE.C. Maine Yankee Atomic Power Co. 79/10/09. Ip. 


DOCKET 71-90B9 MODEL: NH-10Q S, HITTMAN NUCLEAR 8< DEVELOPMENT CORP. 


7910290176 Requests registration as user of Model HN-10DB. 

BTARK. M. 0. General Public Utilities - GPU Service Corp. 79/09/24. 
If- 


DOCKET 71-9094 MODEL: CNSI- 14-195-H, CHEM-NUCLEAR SYSTEMS, INC. 


7910120508 Notification of registration as user of Modal CNSI-14- 195-H. 
MACDONALD, C. E. Transportation Branch. 79/09/20. Ip. 


DOCKET 71-9113 MODEL: 7-100, CHEM-NUCLEAR SYSTEMB, INC. 


7910120427 Notification of registration as user of Model 7-100. 
MACDONALD, C. E. Transportation Branch. 79/09/20. Ip. 


7910130308 Notification of registration as user of Model 7-100. 
MACDONALD, C. E. Transportation Dranch. 79/09/20. Ip, 


7910310416 Requests registration as user of Models CN0 0-4,1-0.3-95, 
4-43,4-83,6-75,6-00-2,6-101,7-100,8-120,14-190 t, 14-193H. 

EMSWILER, T. R. Battelle Memorial Institute, Columbus Lahore tor las, 
79/09/24. 12pp. 


7910120425 Notification of registration as user of Model CNBI-14-193-H. 
MACDONALD, C. E. Transportation Branch. 79/09/21. Ip. 


7910310416 Requests registration as user of Models CNB 0-4,1-0,3-35, 
4-45, 4-05, 6-75, 6-BO-2, 6-101, 7-100, 0-120, 14-190 fc 14-195H. 

EMSWILER, T. R. Battelle Memorial Institute, Columbus Laboratories. 
79/09/24. 12pp. 


DOCKET 71-9096 MODEL: CNBI-21-300, CHEM-NUCLEAR SYSTEMB, INC. 


7910290173 Requests registration as user of Model CN3I 21-300. 

MAYER. L.Q. Northern States Power Co. 79/09/25. Ip, 

7910290160 Requests registration as user of Model CN3I 21-300. 

EMSWILER, T. R. Battelle Memorial Institute, Columbus Laboratories. 
79/09/28. Ip. 


DOCKET 71-9116 MODEL: CN6-80D, NUCLEAR PACKAGING, INC. 


7910170134 Forwards requests for addl info ro 780320 application to 
deliver Model CN6-BOB packaging to carrier for transport. 
MACDONALD, C. E. Transportation Branch, 79/09/27. 4pp. 


DOCKET 71-9110 MODEL: 4 INCH LEAD, PROTECTIVE PACKAGING, INC. 


7910030193 Requests reconsideration oP application denied In NRC 790709 
1 tr. Submittal of addl Info delayed. Describee, standard 1 jation 
of linor design mode 1, drop, penetration & hydrostatic tests 6 
hydrostatic tests f, const of analytic model. 

HALLiW. C. Teledyne Energy Systems. 79/09/18. Ip. 
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79(0110028 Notifies that new application mag be submitted in light of 
denial of 700332 request for approval to deliver disposable 
liners S< two shielded packages to carrier for transport. 

MACDONALD. C. E. Transportation Branch. 79/10/01. Ip. 


‘7910300374 "Test Kept for Low Specific Shipping Containers. 11 
ZIDAK, J. A. General Electric Co. 79/09/00. I9pp 


SOCKET 71-9120 MODEL: TN-12, TF1 ANSNUCl.EAfl CORP. 


7910030233 Supplements approach in 790406 1 tr for demonstrating 
suitability of TN-12 containment vessel steels from fracture 
toughness aspec t. I»i scussos mat! acceptance criteria & 
toughness demons tratlon tests. 

GOLDMAN. K. Transnuc 1 uar. Inc. 79/09/11. Spp 


DOCKET 71-9121 MDDEL : 1. 28 INCH LEAD, PROTECTIVE PACKAGING, INC. 


7910050193 Requests reconsideration uf application denied in NRC 790709 
Itr. Submittal of addl info delayed. Describes s tandard i tat ion 
of liner design model . drop, pone fcra t ion & hydrostatic tests & 
hydrostatic tests & const of analytic model. 

HALL. W. C. Teledyne Energy Systems. 79/09/IB. ip. 


7910110028 Notifies that new application may be submitted in light of 
denial of 700322 request for approval to deliver disposable 
liners *< two shielded packages to carrier for transport. 

MACDONALD. C.E. Transportation Branch. 79/ 10/01. ip. 


DOCKET 71-9129 MODEL: UNI LA-30, NORTHEAST UT1LITIEB 


7910040579 Discusses 700020 application for approval to deliver Model 
UNI L4-SO packaging to carrier for transpor t. App li cat 1 on 
deni ed. s inco applicant has failed to furnish info requested 
in NRC 701207 Itr. 

CUNNINQHAM, R. G. Office of Nuclear Material Safety 5 , Safeguards 
79/09/17. lp. 


DOCKET 71-9132 MODEL: T-3, NUCLEAR PACKAGING, tNC. 


7910030201 Revision 2 to "SAR for FFT-F Fuel Pin Shipping Cask 
Mot!el-T3. " 

* Nuclear Packaging, Inc. 79/00/15. 90pp. 


DOCKET 71-9053 MODEL: ORNL - BNL - NDS UN FUEL CONTAINER, ENERGY, 


7910050124 Forwards Certificate of Compliance 9853, ORNL/ENG/TM-1 9, 
DRNL/C6D/TM-77 ti Union Carbide 790910 internal rept, 

'"Re-Eva 1 ua t Ion of ORR Shipping Package. " Requests high 
priority review of shipping container. 

□LALDCK. L. Oak Ridge National Laboratory. 79/09/01 4pp. 


— 7910050133 "Re-Evaluation of ERR Shipping Package." 

THOMAS. U. T. Oak Rldgo National Laboratory. 79/09/10. 3pp. 


—7910050142 Certificate of Compliance 9B53 for ORNL unirradiated fuel 
shipping container. 

TRAVIS, W.R Energy, Dept. of. 79/06/04. 3pp. 


7910050154 Nue 1 car Criticality Safety Assessment of ORR, NDS U 
High-Flui Beam Reactor Fuel Element Shipping Package." 

THOMAS, J. T. Dak Ridge National Laboratory. ORNL/CSD/TM-77 
79/09/14. 14pp. 


—7910050166 "Review of Rept QRNL /ENQ/Tfl- 1 5, BAR for Packaging: 
Unirradiated Fuel Element Shipping Container. 

HARRIS, n. A. I PRYOR, H. A. Oak Ridge National Laboratory. 79/09/14 
4pp. 


/Tiuuduioi ror 


EVANS, J. A. 
Cabora tory . 


. „ .. „c»y , vj.i i rrao t ateo 
SHIPLEY, W. D. . MOURINQ, R. W 
QfiNL/ENQ/TM-15. 79/09/01 




» Plfil'y “ U IIH b l I I LI, 


Oak Ridge National 
75pp. 


7910160044 Forwards si* ORNL engineering drawings for design S, 
fabrication of new shipping containers for unlrradiatod fuel 
elements per Certificate of Compliance 9093, per telcon 
between R ddegaardon 8. HA Pryor. 

TRAVIS, W, H. Energy , Dep t. of . 79/09/10. lp. 


■7910160049 "Uni read late d Fuel Element Shipping Container Assembly," 
prepared for DRNL. 

EVAN9, J. A. , MDURINQ.R,, ORIDGES.R.E. Un i on Car b i d * Cor p 
79/01/24. lp. v 


DOCKET 71-9133 MODEL: C-IO, GAMMA INDUSTRIES 


7910090269 Forwards request for addl Info re 790325 application for 
approval to deliver Model C— 10 packaging to carrier For 
transport. Drawings must be revised & justification of 
hypothetical accident provided. 

MACDONALD. C. E. Transportation Branch. 79/09/11. ip, 


■7910160055 "Un i prad i a ted Fuel Element Shipping Con t a 1 ner* De tal 1 s. 11 
prepared for DRNL. 

M0URING,R., BR IDGES. R. E. , EVANS, J. A. Union Carbide Core 
79/01/24. Ip. 


■7910160061 "Unlrradiatod Fuel Elements Shipping Con ta inor, As&emb ly, " 
prepared for ORNL. 

MDURINO. R,, BRIDGES, RE. , EVAM3, J. A, Union Carbide Coro 
79/01/24. lp. 


DOCKET 71-9134 MODEL : ETR FUEL ELEMENT SHIPPING CONTAINER, 


7910030291 Requests registration as user of Model ETR shipping 
container. 

CUNNINQHAM, G. E. General Electric Co., Nuclear Energy Products Div, 
79/08/24. lp. 


7910090749 Notification of registration as user of Model ETR. 
MACDONALD. C. E, Transportation Branch. 79/09/20. lp. 


DOCKET 71-9136 GENERAL ELECTRIC 


7910300373 Requests certification of wooden shipping container designed 
for transport Df low specific activity matl-Test results & 
oversije drawings of container forwarded. 

CUNNI NOHAM, 0. E. General Electric Co., Nuclear Energy Products Div. 
79/09/27. 3pp. 


■7910160066 "UniTradiated Fuel Element Shipping Conta iner, Do tai t s, " 
prepared for DRNL. 

MDURINO, fi. , BR 1 BGEG, R. E , i EVANS, J, A, Union Carbide Corp. 
79/01/24. lp. * 


7910160072 "Unirradated Fuel Element Shipping Container. Assembly. " 
prepared for OR ML 

MDUR I NO, R. , BRIDGES, R. E, , EVANS, J. A. Union CaTbidi Corp 
79/01/24, lp, 


—7910160075 "'Unirrad ia ted Fuel Element Shipping Container, Deta i la, " 
prepared for DRNL. 

MDURINO. R. , ORIDGES.R.E,, EVANS, J. A, Union Carbide Corp 
79/01/24. lp. 


7910180210 Requests addl info re 790914 application to deliver Model 
ORNL-BNL-NDS un I rr a d la t e d fuel shipping container. 

MACDONALD, C. E. Transportation Branch, 79/10/01. 2pp. 
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10CFR COMMISSION MEETING RECORDS 


7910020223 Transcript of Affirmation Session 79-25 on 790905 in 
Washington. DC re BECY-79-406 on reappointment of ACR8 member 
b BECY-79-3Q1 , on approval of employment per Section 14Sb.Pp 
1-4. 

HENDRIE, J. M. < BRADFORD. P. A. , AHEARNE, J. F. Commission 79709/OS 
3pp. 


— 7910020596 "Qf c 
COLLINS, H. E. , 

20pp. 


of State Pr 
SANDERS, M 


o grams Emergency Planning Action Plan, ” 
Office of State Programs. 79/0B/06. 


^~ 79 C0«ELLA B p " 0P JAM(jnrmlu D M V ? 1OPmBT,t ^ mBr B ®ncy Planning Action Plan.' 1 
79/00/00^' " T< 9L ‘*> Designat 1 on Standards Branch. 


7910020241 Transcript of 790913 public mooting in Wash ington, DC re 
SECY-79-330E b 8ECY-79-30F, on requirements b guidance to 
licensees for qualification of reactor oporators, Pp 1-65 
QILINSKY, V. Commission. ENQELHARDT, T. F. Office of the' Executive 
Legal Director. CASE, E. 0. Office of Nuclear Reactor Regulation 
79/09/13. 66pp. 


—7910020236 8ECY-79-330E 

Summer i IB* results of review of operator licensing program b 
presents recommendations for consideration. Review of 
operator licensing program ropt b Operator Licensing 
Branch manpower requirements encl. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/07/30 
?4pp. 


-/vioi)H0d,09 Executive Director for Operations Task Fori 
PI annl ng, NRC Briefing Agenda. " 

■» Office of the Executive Director for Operations. 


e on Emergency 
79/09/13. Ip. 


7910040330 Transcript of 790914 public 
hearing board rapt on clearance rule 
Supporting documentation encl. 

HENDRIE, J. M. . BRADFORD, P. A. , AHEARNE, 
B9pp, 


meeting in Wash ing ton, DC ro 
proceeding. Pp 1-32. 

J. Commission. 79/09/14. 


7910160435 Transcript of Affirmation Session 79-23 on 790009 in 
wafthlngtoni DC, 

HENDRIE, J. M. Commission, 79/00/09. 6p. 


—7910020279 BECY-79-330E 

Supplements 0ECY-79-33OE re recommendations to Improve 
operator licensing program in rosponse to BJ Chill 790430 
request to LV Oosslck. Implementation b rulemaking decisions 
for all recommendations discussed. 

DENT0N»H. R. Office of Nuclear Reactor Regulation, 79/09/11 
23pp. 


7910160S41 Transcript of Affirmation Session 79-24 on 790014 in 
Washing tan, DC. Pp 1-6. 

HENDRIE. 0. M. Commission, 79/08/14. 3pp. 

791 01 60551 Tran.cr ip t of Affirmation Session 79-29 on 791004 In 
Washington, DC. Pp 1-17, 

HENDRIE, J, M. Commission. 79/10/04. 17pp. 


7910020496 Draft memo requesting definition of Class 9 b design basis 
accidents within 30 days. 

CHH.K.,8. J. Office of the Secretary of the Commission. 79/09/04 
»P- 


7910020503 Transcript of public meeting in Wash ing ton. DC ro 
8ECY-79-499. Task Force Rept on Emergency Planning. Pp 1-77. 
HENDRIE, J. M. , QILINSKY, V., BRADFORD, P. A. Commission. 79/09/13 
7Bpp. 


—7910020929 SECY— 79-499 

Bummarixae status of recommendations of Task Force on 
Emergency Planning. Proposes NRC consider recommendations 
as eson as possible. Pago 2, revised on 790904 b issued for 
consideration in rulemak ing, one 1. 

0080 1 CK, L. V. Office of the Executive Director for Operatinns 
79/09/10, 27pp. 


— 7910020949 Final rapt of Task Force on Emergency Planning. Li st of 
members, description b critique of NRC current emergency 
preparednoss process, comprehensive action plan b draft 
proposed amends to 10CFR50 encl. 

CARTER, T. F. Division of Fuel Cycle b Material Safety. 79/OB/09 
23pp. 


-”7910020959 "NRC Action Plan for Emergency Preparedness." 

DURBTi J. Division of Safeguards, Fuel Cycle b Environmental 
Research. 79/os/OB. lSpp. 


—7910020364 "Cfc of Nuclear Reactor Regulation Action Flan." 

ORIMEBi B. H- Assistant Director for Systems Engineering CPre 
791030). 79/00/02. 0pp. 


**”7910020301 "NMBS Action Plan for Emergency Preparedness. 11 

FISHEFLF. , KL I OF I ELD, G. , LOMAX, F. Technology Assessment Branch. 

79/OB/OB. 21pp. 


--7910020392 "IE Emergency Planning Action Plan." 

THOMPSON, D. , 8NIEZEK. J. , HEGNER, J. Office of Inspection b 
Enforcement, Office qf the Director. 79/00/03. 17pp. 


“”7910160583 SECY-79-479 

Recommends changes to 10CFR71. requiring shipments of 
radioactive matl be in accordance u/ DDT regulat i on*. 
nTorlo 0 ! 1 .’ , tD lt>CFR7t *« Statement of considerations encl. 
79/m/io' J 12pp f<C “ Df Nuclear Safety b Safeguards 


79101701 13 Transcript of Affirmation Session 79-30 on 791004 in 
Wash ing ton, DC. Pp 1-6. 

HENDRIE, J. M. Commission. 79/10/04. 7pp, 


7910170426 Transcript of 791010 public meeting in Wash ing ton, DC. 
Pp 1-40. BECY-79-357 & 8ECY-79-100 encl. 

HENDRIE, J, M. , GILIW0KY.V, , KENNEDY, R. T. Commission. 79/10/10 
4200 . 


7910190466 Transcript qf 790927 public 
BECY-79-473. CEQ-NEPA Regulations. Pp 
QIUNSKY, V, Commission. 79/09/27. 


meet Ing 
1 - 61 . 
61pp. 


in Wash ington, DC re 


7910190471 Transcript of 790920 public meeting in Wash ington, DC 
radioactively contaminated water at TMI b related sub is 
Pp 1-39. * . 

QILINSKY, V. Commissi on. 79/09/20. 60pp. 


r o 


7910190477 Transcript of Affirmation Session 79-2B on 790927 in 
Wash Ington, DC. Pp |-B. 

0ILIN9KY, V. Commission, 79/09/2 7. 4pp. 


7910190404 BECY-79-46B 

flummariiat proposed changes in 10CFR2 b SO re required 
antitrust inf o. Recommends approval of final rule. 

DENTON, H, R. Office of Nuclear Reactor Regulation. 79/08/02. 20pp. 


7 ‘ ? o2iu 0 ^ 4 J ran * cr,pt of 7,90,37 public meeting in Washing ton, DC ro 
SECY- 79-397 b of proceeding to assess Commission confidence 
in safe disposal of nuclear wastes. Pp 1-64. 

QILINSKY. V. Commission. 79/09/27. 65pp. 
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NONDOCKETED ITEMS 


7910190507 SECY-79-397A 

Submits proposed procedures called fnT by atate of MN vs NR 
re Commission confidence in waste disposal methods. 

Recommends use of hybrid hearing procedures as outlined in 

draft FR notice attached. cliabao h k Office of 

B1CKUIT. L. Office of the General Counsel. 5HAPAR, H. K. U + flce or 

the Executive Legal Director. 79/09/29. 28pp. 


7910220109 Notice of Commission determination that of 790910 

personnel matter discussion should be withheld from public 


disclosure per Sunshine Act. 

CHILK,S.J Office of the Secretary of the Commission. 
Ip- 


79/09/23. 


7910220365 Transcript of 790314 work 
cite rul emaking Pp 1-267. 

ERNST. M. L. Mitre Corp. 79/03/14. 


shop in 
26Bpp. 


McLean. VA 


re 


alternative 


—7910220372 Transcript of 790315 workshop in McLean, VA re alternative 
site rulemaking. Pp 268 - 610 , 

ERNST, M. L. Mitre Corp. 79/03/15, 343pp. 


7910020667 Discusses problems associated u/pr op are t i on of LER. Cannot 
assure that DWR reactor shutdown sys would protect against 
transient caused by dropped rod during startup. 

EPLERiE.D. Elbert P. Eplor. 79/07/09. 9pp 


7910020672 Forwards tables for submittal to LER subcommittee for 
consideration as addition to ACHB LER ropt re setpoint drift 
LERs for PWRs.Hill perform comparison of NStC files used to 
prepare tables to Identify cause for differences. 

LIP INSKI , H. C, Argonne National Laboratory. 79/07/10. 7pp. 


7910030963 Comments on 790613 memo from F Arsenault re waste mgt 
research program, Program summary fails to note factors of 
mg t» evaluat ion, t lming. coord inat ion w/neads 6 establishment 
of prior i tl es. Waste burial ground care requires study. 

BTENDLER. M. J. Argonne National Laboratory. 79/06/20. Ip. 


— 791003OB67 Forwards outline of Ofc of Research waste mgt research 
pTogam showing changes occurring since 781011-12 ACRS 
briefing. 

ARSENAULT, F. J. Division of Safeguards, Fuel Cycle 8< Environmental 
Research. 79/06/13. 3pp. 


—7910220374 Transcript of 790316 workshop in McLean, VA re alternative 
site rulemaking. Pp 611-741. 

ERNST, M. L. Mitre Corp. 79/03/16. 131pp. 

7910220651 Transcript of 791015 public hearing In Wash lng ton. DC re 
siting policy task force rept.Pp 1-56, Vicugraphs end. 

HENDHIE, J. M Commission. 79/10/15. 65pp. 


7910260141 Transcript of 790914 werkshop (plenary session) Ln Columbia. 
SC for state review of NRC decommissioning policy. Pp 1-50. 

SCHWARTZ, 8. Office of State Programs. 79/09/14. 51pp. 


7910300040 Transcript of 791015 public hearing in Wash ing ton, DC. re 
improving Commission procedures U full access provision. 

HENORIE. J.M., KENNEDY, J. T. , BRADFORD. P. A. Commission. 79/10/15. 
50pp. 


7910300296 Transcript of 791004 meeting in Wash ingtnn, DC. Pp 1-60. 
» Commission. 79/10/04. 6Bpp. 


—7910300304 Discusses 
Commission license 
of NRC adjudicatory 
effectiveness rule. 
B1CKWIT.L, Office 


790914 meeting in Beth es da, HD re options 
issuance, including various interim mods 
6 appellate sys b immediate 

of the General Counsel. 79/09/26. 6pp. 


involving 


7910300313 Forwards proposed interim statement on licensing. 
Stipulations ensure no new licenses will be issued w/o 
Commission action & that no decisions will be made 
authoriling license issuance. 

BICKWIT, L. Dffics of the General Counsel. 79/09/24. 4pp. 


7910310090 Transcript of 791016 public meeting in Washing ton, DC to 
discuss Commission decisionmaking role In emergency 
responses. Pp 1-34. 

* Commission. 79/10/16. 53pp. 


— 7910310148 Responds to request for examination of Cnmmlssion role in 
nuclear emergencies. Comml salon should net directly 
participate in decisionmaking for emergency responses. 

KENNERE, A. Office of Policy Evaluations. 79/0-9/14. 7pp. 


7910030019 Forwards detailed comments on Ofc of Nuclear Research 
summary of nuclear waste mgt research program, w/indicated 
changes. Includes comments on high level waste research, 
waste/rock Interactions & hydrological characteristics. 

PARKER, F. L. Vanderbil t Univ. 79/06/26. 0pp. 


7910050022 Responds to 790610 ltr re NRC waste mgt research program. 
Incongruity exists between types of generic questions asked 
b pToblem-specif lc composition of overall research program. 

URENN, M. E. Utah, Univ. of. 79/07/02. Ip. 


79100 50026 Comments on LLL Jan 1979 presentation in Las Vegas, NV. 
Future mootings should focus on technical details w/omphasla 
on why 6 how, 

TRIFUNAC, M. D. Southern California, Univ. of. 79/07/16. Ip. 


7910050030 Summer 1 les comments re DaUly site v i s 1 1, presan ted at ACRS 
790712 meeting. Satisfactory load-bearing sys can be 
developed w/pilos bearing in intorbedded glacial lacustrine 
deposit. 

RICHARTiF. E, , 6CQTT, R. F. ACRS - Advisory Committee on Reactor 
Safeguards. 79/07/19. 4pp. 


7910050037 Forwards JW Mealy comments on NRC waste mgt research 
program. Overal 1 program covers most areas of interest. Effort 
should be devoted to developing criteria for waste disposal. 
MULLER, R. ACRS - Advisory Committee on Reactor Safeguards. 
79/06/27. 5pp. 


7910050041 Comments on reactor coolant sys conditions in conjunction 
w/steam generator secondary b 1 owdown. NRC should be requested 
to present ECC9 analysis which will form basis for emergency 
instructions. 

MICHELSDN.C. ACRB - Advisory Committee on Reactor Safeguards. 
79/06/28. 2pp. 


7910050043 Comments on 790710 ACRB subcommittee meeting on matal 
components. Much info needed in corrosion-related areas Is 
already available. NRC should sponsor research In areas where 
needed Info is not available. 

BERRY, W. ACRS - Advisory Committee on Reactor Safeguards. 79/07/12. 
2pp. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


7910020637 Discusses In detail problem of separation of control rod 
from drive. LER summary would be inadequate. 

EPLER.E.P. Elbert P. Epler. 79/07/02. 11pp. 


7910020644 Notifies that safety goals project has been assigned to ACRS 
Subcommittee on Reliability U Proballstic Assessment. 

Recommendations may take approx one yr to develop. 

CARBON, M. W. ACR8 - Advisory Committee an Reactor Safeguards. 

79/08/14. Ip. 

7910020663 Requests review of 10CFR20 re radiation exposure levels to 
organs. 

HEALYjJ. W. Los Alamos Scientif ic Laboratory. 79/08/01. Ip. 


7910020664 Summary of U recommendations of ECCS subcommittee meeting nn 
790619-20 re Bfckl small break analysis St NRC water reactor 
LOCA/ECCS research. 

GARUD, K. L. Washington, Univ. of. 79/06/29- 5pp. 


7910050031 Comments on Inti Structural Engineers Mar 1979 final rept 
re buckling criteria k application to design of steel 
containment shell. Use of different factors for different 
stress yield* meaningless prabuckling data, 

ZUDAN8, Z. Franklin Institute/Franklin Research Center. 79/06/10. 
3pp. 


7910050037 Responds to request for comments following 790531-0601 
meeting or TM1-2 accident imp 1 lcat Ions, Safety deficiencies 
primarily responsible for TMI accidBnt should be Identified 
In mere generic fashion. 

THEOFANDUS, T. Q. Purdue Univ. 79/06/00. 3pp, 


7910050228 Discusses 790420 tb REBAR-414 integrated protection sye 6 
submits addl recommendations NRC should review design of 
H-IPB, obtain Westlnghause Interd lvlsiona 1 Review Group IPS 
documents ti ensure IPS reliability analysis. 

L IP INSKI , W. C. Argonne National Laboratory. 79/07/31. 2pp. 


7910050245 Responds to 79061B ltr requesting comments on NRC research 
program in nuclear waste mgt. Program contains same 
fundamental weakness noted in ACRS Dct 1970 briefing re 
geologic Si subsurface conditions affecting waste storage. 

PHILBR ICK, 8. 0. Affiliation Unknown. 79/06/19. 2pp. 



NONDOCKETED ITEMS 


3K 


7910030727 Forwards partially corrected draft of section of LER 
Subcommittee rapt. "Results of Statistical Analyses. " 

BURNS. R. D. Los Alamos Scientific Laboratory. 79/07/10. 6pp. 


7910160139 OUcoases rod drop problem fo T referral to appropriate 
subcommittee For action, 

EPLER,E. P. Affiliation Unknown, 79/07/02. 10pp. 


7910090010 Rept on "Statistical Analysis of LER s : Tr i a 1 
SAUNDERS. B. C. Affiliation Unknown. 79/09/04. 2pp. 


Study 


7910100031 Comments on 790710-11 joint meeting in Hash ing ton, DC of 
ACRS Subcommittees on Metal Components St Extreme Externa! 
Phenomena. Lack of prosentation on DDE research programs re 
LWR safety questions was serious omission. 

HECHSLER. M. S, 1 aua Bta t a Unlv. 79/07/ 13. 3 pp. 


7910100034 Discusses joint meetings of Subcommittees on Metal 
Components, Combination of Dynamic Loads 6 Ectremo External 
Phenomena. Overal 1 needs of reactor safety research being 
met. Coordination & step funding need attention 
PENSE, A. W. Lehigh Unlv. 79/07/18. 3pp. 


7910100050 Suppls 790627 & 0710 ltrs re LERs Involving setpoint drift 
Cause of discrepancy in total LERs for 1970-1970 identified 
& corrected by using RECDM sys to eliminate duplicates 
Revised tables enel. 

LIP INSKI, W. C. Argonne National Laboratory. 79 / 07 / 17 , 6 pp . 


79101 00060 Forwards tables re setpoint drift LERs for PWRs !. BWRs far 
submittal to LER Subcommittee as possible addition to LER 
rept. Tables indicate some LERs not identified u/speciflc 
plants.Hill Investigate. 

LIP IN5KI , W. C. Argonne National Laboratory. 79/07/10. 7pp. 


.neiouioo comments on piping iron criiorie, dyneolc Pipe wh i 
program, d tosec t ion of Surry steam generator U buckling 
criteria development program. 

ACRS - Advisory Committee on Reactor Safeguards. 
79/07/10. Ip 


7910160166 Comments on piping break cr 1 ter la. d y nami c pipe whip 
program, d 1 net t Ion of Surry steam generator 6 buckling 
criteria d evul opmen t program, 

79 /n 7 /in ACRS “ Advisory Committee on Reactor Safeguards. 


analy o 1 s 


79101601B2 Discusses rept on LERs from 790718-19 ACRS meeting S, 
connection between filed LERs & TM! inc idont. Experienc e 
contained in LERs must be fed back to plant operators, 
??" l, ^ actu, ' Brs ' dB * 1 ! ,n » TS *> license application reviewers. 

SEALE, R.L. Ariiona, Univ. of. 79/07/2$. 2 pp, 


79101*0403 
Pp 1 — 1 24 . 
CARBON, M. 
79/10/04. 


Transcript of 234th ACRS meeting on 791004 in Hash ington, DC. 

ACRS - Advisory Comml ttee on Reactor Safeguards 
125pp. 


7910170363 Forwards summary of 790619-20 meeting of ACRS ECCS 
9ubc ommi t toe in Wa-a h t nfl t on* DC . 

HU.T.Y. California Institute of Technology. 79/07/27. Ip. 


791010006S Comments on waste mgt research program Priority sya 
lu/continuous updating method requ 1 rad. Hr i ting should be 
underway. Human Affairs Research Center studies suggest 
consideration of public comments. 

ORTH, 0. A. Affiliation Uninown. 79/06/23, 3pp. 


7 r‘™ 3 ” Su ™J ar y of 790619-20 meeting of ACRS ECCS Subcommittee in 
Washington. DC re BlcW small break analysis 6 HflC water 
reactor L0CA/ECC8 research. 

Si-JiV- ACRB ~ Advisory Committee on Reactor Safeguards 
79/07/23. 3pp. 


79 1 01 00086 Responds to 790618 1 tr. Common ts on NRC nuclear waste 
mgt research pr ogram. C 1 tes need for time schedule f, 
assignment of pr tor i ties. Recommend s pressure on EPA for 
definition of acceptable dose or t 1st criteria. 

FOSTER, R.F. Affiliation Unknown. 79/06/26, 4pp, 


7910100567 Notifies of topice for 790711 TMI-2 Implications 
Subcommittee moe t ing : resu J ts of task force stud ies , upgrading 
of instrumentation for accident use, modern control room 
computer sya !< RHR sys design requirements. 

CATTON, 1. ACRB - Advisory Committee on Reactor Safeguards 
79/06/29. 2pp. 


79IO1OQ660 Comments on advancod reactor research review on 790807. US 
program Is strong determinant in issues addressed in 
European program, spec If leal 1 y Karlsruhe k CEA labs at 
Cadaracho te Valduc. 

BEALE. R. L. Af fU iati on Unknown. 79/00/20. 2pp. 


7910100673 Discusses 790724-25 Seismic Safety Margins Research Program 
meeting In MD. Topics 1 nc 1 uded : Pro jec t 1 - plant/slte 
selec ti on, data co 1 1 ee t i on, Pro jec t 7 - sys analysis, 
computational procedures. Pro jec t 4 - seismic input. 

HUOANS. Z. Franklin Institute/Franklin Research Center. 79PD8/06. 


7918190172 Notice of 
CHILK. 3. U. Office 
Bpp. 


ACRS 790510-12 meeti ng . Prop o sed agenda outlined, 
of the Secretary of the Comm.! ssiori. 79/00/28, 


7910190325 Notice of 
HOYLE. -J. C. ACRE - 
79/08/28. Bpp. 


ACRS 790614-16 meeting. P ropes ed agenda outlined. 
Advisory Committee on Reactor Safeguards. 


Assessment 790602 meeting to discuss 1979 review 6 
evaluation of NRC safety research program. 

79/0S/tt) C ACRB " Advisory Committee an Reactor Safeguards 


L4 : : r.T: . or rn.ua out(D»lUpe o 

M i ? ■TnHHH.fcle Assessment 790602 meeting. 

ACR8 - Advisory Committee on Reactor Safeguards, 
f 7/0 J/ 22. Ip. 


_ --saw uii Had cto-r ruei 

meeting to discuss current «< proposed NRC research prngrams 
in fuel behavior. 

C " ACBB - Advisory Committee on Reactor Safeguards 
79/03/21, 2pp. 


7910100706 Summariies UH Uarren con 
prog ram: nee d to quantify acceptab 
types & depth of info required to 
mgt of rad was to U establish prior 
* ACRB - Advisory Committee on Ri 


iultant ropt on waste management 
is risk, analyte & list 
establish criteria for 
i ty listing for info. 

(actor Safeguards. 79/07/20, lp. 


7910190334 Notlco of ACRS Bub 
meeting to discuss proposed 
HOYLE. J. C. ACRB - Advisory 
79/05/23, 3pp. 


: ora m 1 1 1 e a on Regulatory Activities 79Q613 
reg guides 6 revisions. 

Committee on Reactor Safeguards 


7910120364 Submits minutes of 790619-20 meeting of ACRS ECCS 
Subcommittee in Wash ing ton, DC re BH small break analysis $ 
WRC water reactor WCA/ECCa research. 

CATTOM, I. ACRB - Advisory Committee on Reader Safeguards 
79/06/87. 6pp. 


7910180311 Comment* on ACRB subcommittee 790807 meeting. Recommends 
termination of gas-cooled reactor safety research in favor 
Of increased research re TMI & LMFBR as long-term effort. 

8 1 EQEC, 8, Advanced Energy Systems, 79/OB/IB. 8pp. 


7910130717 Forwards summary table re diesel generator LER review. Table 
indicate* areas which have caused diesel generator problems 
at specific plants. 

COLCLASER. R. 0. Pittsburgh, Univ. of. 79/07/24, 18pp. 


7910160139 Discusses rod drop problem for referral to appropriate 
subcommittee for action. 

EPLER. E. P. Affiliation Unknown. 79/07/02. 10pp. 




Jnvrc Vl .*r a ^» n d B 1 B for * mi,n b ceaks In B6H reactor sys 




HDYLErvJ, C 
79/05/29 


ACRB 

2pp. 


Advisory Committee on Reactor Safeguards. 


* r • 7 niGBUi 


wr riwi^o Buocofnmj uesfii 


/ T4WiTug3 - 1 wotuB or proposed 

working groups & full committee. 

79/06/22° 4pp RS ~ Advt * or V Committee on Reactor Safeguards. 


7910190356 Notice 
meeting. 

HDYLE, J. C. ACRB 
79/06/04. 2pp. 


of ACRS Improved Safety By* Subcommittee 790626 
~ Advisory Committee on Reactor Safeguards. 


7918190339 Notice of ACRB Subcojnmi te e on Radiological Effects A si 
Evaluation 790627 meeting to discus, changes in NRC research 
program budget. 

„ ACRB " Advisory Committee on Reactor Safeguards.. 
/r/Oa/05. 2pp. 
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NONDOCKETED ITEMS 


7910190368 Notice of ACRB Subcommittee on ECCS 790904 open 
discuss NRC research plans for assessment of advanced 
LQCA/ECCS computer codas. .. „ . , 

CH1LK.S. J. Office of the Secretary of the Commission. 
8pp. 


meeting 

79/04/11. 


to 


7910190420 Notice of ACRE Subcommittee on Evaluation of LER s 790628 29 

HOYLE, J. C. ACRS - Advisory Committee on Reactor Safeguards. 

79/06/00. 2pp- 


7910190421 Notice of ACRS Subcommittee 
open meeting. 

CH1LK.8.J. Office of the Secretary 
2pp. 


on Regulatory Activities 790909 
of the Commit sal on. 79/04/10. 


7910190428 Notice of ACRS Subcommittee on Reactor Fuel 790508 open 
meeting to discuss NRC activities on fuel-related J S5UE % 0 ... .. _ 
CHILKfB. J. Office of the Secretary of the Commi s s i on. 79/04/17. 

2pp. 


7910190409 Notice of ACRS Subcommittee on Regulatory Activities 
790808 open meeting. 

HOYLEi J. C. ACRS - Advisory Committee on Reactor Safeguards. 
79/07/18. 2pp. 

7910190486 Notice of location change for ACRS Subcommittee on Extreme 
External Phenomena 790711 open meeting. 

HOYLE. J.C. ACRS - Advisory Committee on Reactor Safeguards. 
79/06/20. Ip. 


7910190480 Notice of 
open meeting. 

HOYLE. J.C. ACRS - 
79/06/19. 2pp. 


ACRB Reactor Safety Resoarch Subcommittee 790719 
Advisory Committee on Reactor Safeguards. 


7910190490 Notice of ACRS Subcommittee on Advanced Reactors 790B07 open 
meeting to- review matters related to NRC-epons or od research 
on safety of advanced reactor designs, 

HOYLE. J.C. ACRB - Advisory Committee on Reactor Safeguards. 

79/07/16. 2pp. 


7910190432 Notice of changes in 790424 FR notice re ACRS Subcommittee 
on Combination of Dynamic Loads 790909 meeting to discuss 
shutdown of five nuclear power plants due to seismic 
structural inadequae ie*- 

HOYLE, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
79/04/26. Ip. 


7910190492 Notice of 700710-11 joint mooting of ACRS Subcommittees on 
Metal Components 6 Combination of Dynamic Loads to discuss 
NRC safetg research program on metallurgy t. minerals 6 
basis for combination loads on sy s. components 6 structures. 

HOYLE, J.C. ACRS - Advisory Committee on Reactor Safeguards. 
79/06/19. 2pp. 


7910190445 Notice of ACRS Subcommittee on Combination of Dynamic Load 
790809 opBn meeting to review methodology for combining 

CHILKiS. J. Office of the Secretary of the Commission. 79/O4/i0. 
Spp. 

7910190448 Not Ice of proposed 1979 meetings of ACRS subcommittees, 
working group* 6 full commi ttee. 

HOYLE. J. C. ACRS - Advisory Committee on Reactor Safeguards. 
79/05/21. 6pp. 


7910190496 Notice of ACRB Subcommittee on ECCS 790327-28 open meeting 
to review NRC research programs. 

CHILK. 3. J. Office of the Secretary of the Commission. 79/09/06. 
2pp. 


7910190498 Notice of ACRB Subcommittee 
790711 meeting to review NRC-sponsore 
extreme external phenomena 6 proposed 
I0CFR1O0, App A, 

HOYLEi J.C. ACRS - Advisory Committee 
79/06/21. Ip. 


on Extreme External Phcnomo 
d resoarch in areas of 
revisions to 

on Reactor Safeguards. 


na 


7910190452 Notice of rescheduling of ACRB Subcommittee on Combination 
of Dynamic Loads 790509 meeting to 790530 to discuss basis 
for shutting down five nuclear plants duo to seismic 
inadequacies. . _ . 

HOYLE. J.C, ACRB - Advisory Committee on Reactor Safeguards. 

79/05/10. lp. 


7910190500 Notice of ACRB Ad Hoc Subcommittee on Combination of 
Dynamic Loads 790B22 open meeting to review combination of 
dynamic loads on struc turcs, component & nys. 

CHILRiB. J. Office of the Secretary of the Commission. 79/07/31. 

2pp. 


10190462 Notice of ACRB Subcommittee on Evaluation of LEfH 
790334-25 open meeting. 

HOYLEi J.C. ACRB - Advisory Committee on RcactdT Safeguards. 
79/05/00. 2pp. 


7910190504 Notice of ACRB Bubcommittoe on Advanced Reactors 790711 
open meeting to review matters related to NRC-sponsorod 
research on advanced reactor designs. 

HOYLE, J.C. ACRB - Advisory Committee on Reactor Safeguards, 
79/06/21. 2pp. 


7910190464 Notice of ACRS Subcommittee on Safeguards 6 Security 79D5..3 
meeting to discuss safeguards event*. consul tant advice & 

1979 review St evaluation of NRC safety research program. 

HOYLE. J. C. ACRS - Advisory Committee on Reactor Safeguards. 

79/03/08. Spp . 


791OZ2O201 Transcript of 234th general meeting of ACRB on 791005 In 
Nash ing ton. DC. Pp 123-275. 

CARBON, M. ACRB - Advisory Committee on Reactor Safeguards. 
79/10/19. 131pp. 


7910190468 Notice of ACRS Bubcommittoe on Evaluation of LERo 790717 
open meeting. 

HOYLE. J. C. ACRS - Advisory Committee on Reactor Safeguards, 
79/06/27. 2pp. 


>tice of extension of ACRS Subcommittee 
meeting to include 79G71B. 

;R8 - Advisory Committee on Reactor 


on Evaluation 
Safeguards. 


of 


AOREEMENT STATE AGREEMENTS AND PROGRAMS 


7910020428 Requests draft repta t< memos developed to date by Task force 
on Emergency Planning. Draft ropts scheduled to be completed 
In Jul 1979 6 final ropt 6* outline to bo completed 790003. 

Agenda for 790831 committee meeting end. 

BURT, L. Massachusetts, Btate of. 79/0B/27. »pp. 


proposed 1979 meetings of ACRS Subcommittees, 
1 1 commi ttee. 

Advisory Committee on Reactor Safeguards. 


79100402D3 Responds to 790B13 request for all NRC branch technical 
p oa 1 1 1 ons , regu la tor y positions 6 formal actions of NRC 
Regulatory Requirements Review Commi ttoo. SRP available from 
NT I Si minutes of Review Committee available from PDR. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/14. Ip. 


proposed agenda for ACRB full committee 790712-14 

.uKS - Advisory Committee on Reactor Safeguards. 

5pp. 


— 7910040290 Request* NRC branch technical posit ions, al 1 other NRC 
positions excluding rog guides It all formal actions of 
Regulatory Requirements Review Committee, 

HEARNE, T. J. Mlssotirl, State of. 79/08/13. 2pp. 


.402 Notice of ACRE Subcommittee on Reliability & Probabilistic 
. ssment 790911-12 open meeting. 

/LE.J.C, ACRS - Advisory Committee on Reactor Safeguards. 
/9/08/20. 2pp. 

«• 


/910190483 Notice of ACRS Subcommittee on Waste Mat 790918-19 open 
meeting. 

HOYLE, J.C. ACRB - Advisory Committee on Reactor Safeguards. 
79/00/27. 2pp. 


COMMISSION NRC COMMISSIONERS 


09210154 Responds to end Waldtnger ltr to Commissioner Qilinsfcy re 
vulnerability of nuclear power reactors to sabotage. 

Discusses Fob 1977 revision to 10CFR73. 33 establishing 
onsite security against industrial sabotage. 


— 7909210138 Expresses concern re nuclear power plants as strategic 
target! of sabotage. 

WALBINQEfi, J. Affiliation Unknown, 79/09/11. lp. 
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7909370182 Forwards statement re actions taken by NRC In response to 
US Comptroller General rept, "Higher Penalties Could Deter 
Violations of Nuclear Regula t 1 ons. " w/o end. 

HENDRIEiJ. M. Commission. 79/08/14. Ip. 


— 7909270190 Forwards statement re actions taken by NRC in rospanse to 
UB Comptroller General rept. "Higher Penalties Could Deter 
Violations of Nuclear Regulations." W/o end. 

HENDRIEiJ. M. Commission. 79 /OS/ 14, Ip. 


— 7909270193 Forwards statement re actions taken by NRC In response to 
UB Comptroller General rept. "Higher Penalties Could Deter 
Violations of Nuclear Regulation." W/o end. 

HENDHIE.J. M. Commission, 79/00/14. 1 p . 


— 7909270196 Forwards statement re actions taken bg NRC in response to 
UB Comptroller General rept. "Higher Penalties Could Deter 
Violations of Nuclear Regulations.'*' W/o end. 

HENDRIE, J.M. Commission. 79/00/14. Ip. 


— 7909270199 Forwards statement re actions taken bg NRC in response to 
Ua Comptroller General rept, "Higher Penalties Could Deter 
Violations of Nuclear Regulations." W/o oncl. 

HENDRIE, J. M. Commission. 79/00/14. Ip. 


—7909270205 Forwards statement rs actions taken by NRC in response to 
US Comptroller General rept, "Higher Penalties Could Deter 
Violations of Nuclear Regulations." W/o end. 

HENDRIE, J. M. Commission. 79/08/14. Ip. 


—7909270211 Forwards statement re actions taken bg NRC in response to 
US Comptroller General rept, "Higher Penalties Could Deter 
Violations of Nuclear Regulations." Continuing items of 
none amp 1 lane e it each example are treated separately. 

HENDRIE. J. M. Commission. 79/00/14. 3pp. 


79092BO461 Forwards info ro kite anemometer developed bg Approach Fish, 
Inc. Requests comment. W/o end. 

DANIEL. D. House of Rep. 79/07/10. Ip. 


7909280319 Supplements 7908^16 response to 790724 1 tr re nuclear energy. 
Thermal efficiencies of c'oal-flrod i< nuclear power plants 
are equivalent. Small amount of electricity is needed to 
Implement proposed radwaste disposal method. 

008SICK.L. V. Office of the Executive Director fur Operations. 
79/08/24. 2pp. 


— 79092B0330 Forwards M P'Connell 790724 1 tr re nuclear energy. Requests 
comment. 

LAGOMARBIND, fi. J House of Rep, 79/07/24. 4pp. 


79092B0445 Discusses application of kite anemometer developed bg 
Approach Fish, Inc, NRC task force Is evaluating need for 
independent NRC micrometeorol og 1 cal data from each power 
p 1 ant site. 

G096ICK, L. V. Office of the Executive Director for Operations. 
79/00/13. 2pp. 


—7909200463 Forwards info re kite anemometer developed bg Approach Fish, 
Inc. Requests comment. W/o end. 

DANIEL, D. House of Rep. 79/07/10. Ip. 


•79092S0466 Forwards info ro kite anemometer developed bg Approach Fish, 
Inc. Requests comment. W/o end. 

DANIEL, D. House of Rep. 79/07/10. Ip. 


— 7909200469 Forwards info re kite anemometer developed by Approach Fish, 
Inc. Requests comment. W/o end. 

DANIEL, D, House of Rep. 79/07/10. Ip. 


7910020119 Weekly info rept for week ending 790914. 

REHM, T. A. Office of the Executive Director for Operations. 
79/09/19. 26pp. 


7910020631 Weekly info rept for week ending 790831. 

REHNrT. A. Office of the Executive Director for Operations. 
79/09/07. 30pp. 


7910030339 Weekly info rept for week ending 790907. 

REHM, T. A. Office of tha Executive Director for Operations. 
79/09/12. 26pp. 


7910090703 Ack receipt nf 790030 ltr to Chairman Hendri e, Agrees 
w/Matteon ltr. No plans exist to reactivate ORaQRT. Role of 
educational institutions in education of nuclear engineers 
continues. 

DENTON* H. R. Office of NucleaT Reactor Regulation. 79/09/17. ip. 


-7910050713 Advises that reactivation by NRC of OR SORT is not warranted. 
Many nuclear engineering educational programs can meet new 
training requirements. 

LVKQUDIBr P. S. Purdue Unlv. 79/00/30. Ip. 


7910090741 Weekly info rept fur week ending 790921. 

REHM, T. A. Office of the Executive Director for Operations. 
79/09/25. 27pp. 


7910150013 Concurs ui/V Atiyeh 790629 appraisal of M Or ain e y . Una b 1 0 to 
extend assignment for another yr, due to strain on NRC 
manpower resources. 

HENDRIE, J. M. Commission. 79/09/26. Ip. 


•7910150016 Requests extension of I nterg o vernni nta 1 Personnel Act 
assignment of M Orainey for third gr. 

ATIVEH. V. Oregon, State of. 79/06/29. Ip. 


7910100214 Ack receipt of 790904 ltr re NRC licensing schedules for 
Surry i & North Anna 2. License approval will not be issued 
for several wee ks. Informs that correspondence will be placed 
in P DR L will be served on parties In proceeding. 

DILI NGKY, V. Commission. 79/09/23. Ip. 


■7910180440 Requests resumption of licensing of North Anna 2. 
DALTON, J. N. Virginia. State of. 79/09/25. Ip. 


7910220364 Offers reappointment to ACRB for 4-yr term to begin 791101. 
Mod extending ltr of appointment will be sent upon 
acceptance. 

HENDRIEiJ. M. Commission. 79/09/26. Ip. 


7910220376 Responds to 790705 telegram re shipment of Tadwaste from 
CPC to burial situ. CPC agreed to have 12 containers examined 
for liquid contents, but unable to locate licensed contractor 
to perform tests. 

HENDRIE. J. M. Commiss ion. 79/09/21. Ip. 


■7910220379 Requests NRC to analyxe CPC shipment to ascertain whether 
liquid ii also In non I Baking c ontainers. 

LI8T.R, Nevada, State of. 79/07/03. Ip. 


7910230207 Weekly Info rept for week ending 791003. 

REHM. T. A. Office of the Executive Director for Operations 
79/10/1 1. 27pp. 


7910250425 Weakly info rept for week ending 791012. 

REHM, T. A. Office of the Executive Director for Operations. 
79/10/10, 26pp, 


7910260162 Responds to 791015 Ur to TMI-related NRC ac t 1 ons, Pr omp t 
decontamination of Intermediate level waste water by use of 
EPIC8R-II sys is necessary to control immediate Impacts of 
emergency situation. 

0PETH. 0, Council on Environmental Quality. 79/10/16. 1 p. 


— 7910260164 Responds to 791010 request for meeting re TMI cleanup 
operations. Public health ti safety best served by processing 
TMI intermediate level waste water through EPICDR-II sys 
prior to preparation of environ assessments, 

HENDR IE, J. M. Commission. 79/ 10/13, 3pp , 


7910300364 Forward* weekly info rept for woek ending 790920. Summary of 
key events enc 1 . 

REHM, T. A. Office of the Executive Director for Operations. 

79/10/03. 2pp. 


— 7910300367 Weekly Info rept for week ending 790928. 

REHM, T. A. Office of the Executive Director for Operations. 
79/10/03. 32pp. 


7910310329 Ack receipt of petition requesting public hearings on 
General Public Utils proposal to release radioactive gas 
from TMI-2. Off it ia 1 proposal will be made within six wks. 

Proposal will be published for public comment at that time. 

CHILK. B. J. Office of the Secretary of the Commission. 79/10/12, 
Ip. 


— 7910310340 Responds to 790906 ltr requesting issuance of EIB before 
radioactive gases released from TMI-2. UtU will submit 
proposal re methods for disposing of radioactive gases. 

Proposal will be published for public comment. 

CHILKrfl.J. Office of the Secretary of the Commission. 79/10/12. 

Ip. 


— 7910310340 Requests public hearings re General Public Utils proposal 
to vent radioactive gases into atmosphere from TMI. 

POLLOCK, R. P. Critical Maas Energy Project, 79/00/22. 2pp. 
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7910310360 Declines participation in Gatllnhurg, TN workshop due to 
prior commitments. 

HENDRIE. J. M. Commission. 79/10/17. Ip. 


—7910310362 Extends invitation to participate in 791210-12 workshop on 
acceptable nuclear energy sys in Gat 1 i nburg, TN. 

WEINBERG/ A. M, Oak Ridge Univs. 79/09/28. 4pp. 


7910310377 Responds to Subcommittee on Envi ron> Energy & Natural 
Resources 790907 request for info re NRC proposal for 
incresed civil monetary penalty authori ty. Forwards listing 
of util w/more than one civil penalty. 

HENDRIE/ J. M. Commission. 79/10/12. 5pp. 


—7910310392 Forwards, to all 1 i censees, mod i f i ed criteria for determining 
enforcement action 6 categories of nancompl iancce w/AEC 
regulatory requirements. 

KNUTHi D. F. Atomic Energy Commission/ Directorate of Regulatory 
Operations, 74/12/31. 14pp, 


— 7910310410 Requests info re NRC 790320 proposal to Congress for 
increased civil monetary penalties. 

MOFFETT/ T. House of Rep. ( Government Operations. 79/09/07. 2pp. 


7910310420 Responds to Subcommittee on Environ/ Energy 6 Natural 
Resources 790919 request for info re companies u/reactors 
operating or under const. 

HENDRIE/ J. M. Commission. 79/10/12, 15pp. 


—7910310444 Requests submittal on bohalf of Subcommittee on Environ/ 
Energy 1/ Natural Resources for info re companies w/reactDrs 
operating or under const. 

MOFFETT/ T. House of Rep., Government Operations. 79/09/19. 2pp, 


7910310446 Responds to 79D821 request for criteria re exclusion of 
Charleston, SC from list of heavily populated areas for 
raduaste transport purpose s. Forward s 790615 FR notice !< 
NURE0-0561.FR notice only end. 

HENDRIE/ J. M. Commission. 79/10/11. 6pp. 


•7910310450 Requests criteria used to classify heavily populated areas 
for raduaste transport purposes. 

JENRETTEi J W. House of Rep./ Appropriations. 79/00/21. Ip, 


7910310454 Declines comment on H. R. 4766, amend to Federal Tort Claims 
Act re atomic testing. PropeT party to comment is ODE. 

HENDRIE. J. M. Commission. 79/10/i2. Ip. 


7910310437 Forwards H. R. 4766. Roque sts comment. 

RODINO. P. W. House of Rep., Judiciary Committee. 79/09/04. 5pp. 


7910310459 Responds to 791010 request for transcript of 791010 meeting 
re legal aspects of use of EPIC0R-1I at TMI. No transcript 
per Sunshine Act. Minutes prepared from meeting notes will be 
available for Congressional review. 

HENDRIE, J. M. Commission. 79/10/19. Ip. 


— 7910310464 Requests complete transcript of 791010 meeting re legal 
aspects of use of EPICDR-1I at TMI. 

MOFFETT, T. House of Rep. , Government Operations. 79/10/10. Ip. 

7910310465 Responds to 790612 request for info ra British gas cooled 
reactor desi gns. Uniform reactor designs would be more 
efficient re licensing process. Forwards NUREQ-0438. Cover 
sheet only encl. 

HENDRIE, J. M. Commission. 79/10/12, 9pp, 


7910310467 Requests info on British gas— cooled reactors. 

DURENBERGER, D. Senate, Governmental Affairs. 79/06/12. Ip. 


— 7910310472 Urges all NRC employees to util lie reduced-fare 
transportation op 1 1 ons. Per iod 1 c chocks should bo made to 
audit improvements St savings. 

GLICKMAN, D. House of Rop. 79/09/05. 2pp. 


7910310476 Responds to 790731 Itr re public availability of NUREQ/ 
CR-0181, "Barrier Penetration Database." Document not exempt 
per FQIA. NRC seeking amend to Atomic Energy Act to keep 
document from public disclosure. 

HENDRIE, J. M. Commission. 79/10/03. Ip. 


— 7910310477 Responds to 790724 ltr re public availability of NUREG/ 
CR-01B1, "Barrier Penetration Database. " Documont not eiDmpt 
per FOIA. NRC seeking amend to Atomic Energy Act to koop 
document from public disclosure. 

HENDRIE, J. M. Commission. 79/10/05. Ip. 


— 7910310479 Responds to 790709 ltr re public availability of NUREG/ 
CR-0181, "Barrier Penetration Database. " Document not 
exempt per FOIA. NRC seeking amend to Atomic Energy Act to 
keep document from public disclosure. 

HENDRIE, J. M. Commission, 79/10/05. Ip. 


— 79103104B3 Responds to 790726 ltr re public availability of NUREG/ 
CR-0181, "Harrier Penetration Database. " Document not exempt 
per FQIA. NRC seeking amend to Atomic Energy Act to keep 
document from public disclosure. 

HENDRIEiJ.M. Commission. 79/10/05. 2pp. 


— 7910310495 Requests removal of "Barrier Penetration Database" from 
public access. 

CQELHOi T. House of Rop. 79/07/09. Ip, 


—79103104BQ Requests rocons 1 d era 1 1 on of decision to glvo "Barrier 
Penetration Database" publicly disclose t< review of 
procedures loading to document release, 

HARKIN.T. House of Rep. 79/07/31. Ip, 


■7910310492 Opposes public availability of "Barrier Penetration 
Database, " Chicago Sun-Times 790724 article encl. 

O'CONNER, J. J, Commonwealth Edison Co. 79/07/26. 3pp, 


— 7910310497 Opposes public availability of "Barrier Penetration 
Database. " WA Post 790724 article encl. 

PRICE, M. House of Rep., Armed Services. 79/07/24. 3pp. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


7910010045 Notification of contract execution, Mod 3 to "Study of 
Regional Tectonics and Seismicity for NE. " 

HAGEY.H. Research Contracts Branch. FIN B-5774. NRC-04-76-315 

79/07/01. Ip, 


•7910010048 Mod 3. increasing funds for renewal of fourth yr of flve-yr 
contract to "Study of Regional Tectonics & Bnimicltij for 
NE". Contrac tor : Univ of NE-Llncoln. 

MORTON, K. V. Research Contracts Branch. FIN B-5774 

NRC-04-76-315. 79/07/01. 4pp. 


7910010100 Notification of contract execution: "Microflcbo Bvcs-Oak 
Ridge, TN," awarded to Mlcrotech Industr i eo, Inc. 

HAGAN, T. Administrative Contracts Branch. FIN 31X0200-409 

NRC -10-77-6 50. 79/09/05, lp. 


•7910010115 Contract: "Microfiche Bvcs-Oak Ridge, TN" awarded to 
Micretech Industries, Inc. 

MATTIA, M. J. Administrative Contracts Branch. FIN 31X0200-409 
NRC— 10-79-658. 79/09/05. 64pp. 


7910310469 Responds to 790905 ltr re utlliiation of reduced-fare air 
travel options. NRC applies consistent efforts to take 
advantage of travel cost reduction opportunities. 

HENDRIEiJ.M. Commission. 79/iO/ll. lp. 


-7910310470 Announcement 32 re official travel. Reservations must be mo, 
through travel sves branch. Prior approval required for first 
class air travel. 

0m<:, a{ the Executive Director for Operations. 

YY/03/S0t 2pp. 


—7910310471 Announcement 122 re official air travel, Travelers must 
sves of travel sve* branch. Early reservation ensures 
discount {< off-peak fares. 

79/10/06 U V lp DfMt * of th * E * ,cut iVB Director for Operations. 


USD 


7910010210 Notification of contract execution, Mod 2 to "Development of 
Sfcrainrange Partitioning for Croep-Fa t igu« Ass ■ * srntfnt in 
Nuclear Components Operating at Elevated Temps. "Contractor- 
Case Western Reserve Univ. 

JACQBBi A. Research Contracts Branch. FIN B-6232. NRC-04-77-132. 

79/08/30. lp, 


—7910010252 Mod 2,extending period of performance and increasing fundls, 
to 'Development of Strainrange Partitioning for Creop- 
Fatlgue Assessment In Nuclear Components Operating at 
Elevated Temps. "Contrac tor : Case Western Reserve Univ. 

„ Research Contracts Branch- B-6232. NRC-04-77-132. 

77/00/30, 4pp. 


riooirxcaeion of contract execution, Mod 3 
Study of Nothern Extent of New Madrid Seismic Zone 
Contractor: Bt Louis Univ. 

HAOEY, H. Research Contracts Branch. FIN B-896' 
79/07/01, lp. 


"Selsmolog leal 
NRC-04— 76-282, 
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—7910010273 Mod 3, adding funds l< extending period of p or f oTmanc e, to 
"Seismologi cal Study of Northern Extent of New 
Madrid Seismic Zone. 11 Contractor: St Louis l/niv. 

HORTDN, K. V. Research Contracts Branch. FIN B-5964. 

HRC-04-76-202. 79/07/Oi. 11pp. 


7910010333 Notification of contract execution: "State Transportation 
Surveillance Program* " awarded to State of WA Health Svc 
Div< Dept of Social 8< Health Svc. 

W1GQ INSr E, Administrative Con trac t s Branch. FIN D-1612. 

NRC- 06-79-303. 79/09/07. 1 p . 


—7910010335 Contract: "State Transportation Surveillance Sys, " awarded 
to State of WA Health Svc Div, Dopt of Social & Health Svc. 

MATTIA, M.J. Administrative Contracts Branch. FIN B-1612. 

NRC-05-79-305. 79/09/20. 47pp. 


7910010660 Notification of contract exec tut ion* Mod 3 to "Study of New 
England Seismic itg W/Emphasis on HA i, NH. " Contractor: 

MIT. 

HAGEY, H, Research Contracts Branch. FIN A-4038. NRC-04-76-207. 

79/03/01. Ip. 


— 7910010664 Mod 3. extending perind of performance from 790430 to S00430 
l* increasing funding, to "Btudy of Neu) England Seismicity 
W/EmphasU on MA J. NH. " 

HORTON. K. V. Research Contracts Branch. FIN A-4058. 

NRC-04- 76-209. 79/03/01. 4pp. 


7910010676 Notification of contract exec ution. Mod 3 to "Sei smlc i tg t> 
Tectonic Relationship for Upper Great Lakes Precambrian 
Shield Province.” Contractor: Univ of MN. 

HAGEY, H. Research Contracts Branch. FIN B-3932. NHC-04-76-2S9, 

79/07/01. lp. 


— 7910010605 Mod 3. extending period of performance from 790630 to 000630 
t. increasing funding, to "Seismicity I. Tectonic Relationships 
for Upper Great Lakes Precambrian Shield Province. ” 

NORTON, K. V. Research Contracts Branch. FIN B-5952. 

NRC-04-76-289. 79/07/01. 4pp. 


7910010691 Notification of contract execution: "Evaluation of Harblc 
Hill Concrete Testing Lab," awarded to US Army Engineer 
Waterways Experiment Station. 

HOYLE, A. Division of Contracts. FIN D-IOOB. NRC 03-60-267. 
79/00/14, lp. 


—7910010697 Contract: "Evaluation of Marble Hill Concrete Testing Lab," 
awarded to US Army Englnoor Waterways Experiment Station, 

MATTIA, M. J. Administrative Contracts Branch. FIN B— 100B. NRC 

05-79-267. 79/00/14. 7pp. 


7910020033 Notification of contract execution: "42 Subscriptions to 
Inside NRC," awarded to McGrow Hill, Inc. 

GILDENHORNi A. J. Admin i s tro 1 1 ve Con trac ts Branch. NRC-10-79-663. 

79/08/27. lp 


— 791002003B Contract: "42 Sohscr ip tions to Inside NRC, 11 awarded to 
HcGraw Hill, Inc. 

MATTIA, M.J. Division of Contracts. NRC -10-7 9-6 6 3. 79/00/20. 

16pp. 


7910020040 Notification of contract exec uti on. Mod 9 to "Assessment of 
Nuclear Industrial Impact on Environ." Contrac tor : Un i v of 
WA, Seattle, WA. 

HAGEY, H. Research Contracts Branch. FIN H-5679. NRC-04-75-222. 

79/09/17. lp. 


— 7910020046 Mod 9 to contract: "Assessment of Nuclear Industrial Impact 
on Environ." Contractor; Univ of WA. Seat tie, WA. 

HAGEY. H. Research Contracts Branch, FIN B-3679. 

NRC-04-7S-222. 79/09/17. 2pp. 


79100200S3 Notification of contract execution: "ABC Stenoscript 
Shorthand," awarded to Montgomery CountyrMD Public Schools, 

Sept of Adult Ed. 

MCNULTY, A, Purchas lng Beet ion. NRC-1 0-79-666. 79/09/12. ip. 


—7910020057 Contract: "ABC Btenoscript Shorthand. " awarded to Montgomery 
County, MD Public Schools, Dept of Adult Ed. 

HARGETT, D. J. Administrative Contrac to Branch. NRC- 10-79-666. 

79/09/13. 4pp. 


7910020061 Notification of contract execution: “Advisory Committee For 
Const During Adjudication," awarded to Butzel St Kan*. 

TRAOESER, C. M. Purchasing Section. FIN B-1560. NRC-1 7-79-701, 
79/09/13. lp. 


— 7910020063 Contract: "Advisory Committee for Const During 
Adjudication," awarded to Butxel L Mass. 

HARGETT, D. J. Division of Contracts. FINB-1360. NRC-17-79-701. 

79/07/16. 4pp. 


79100200GB Notification of contract execution: "Career Counseling." 
awarded to 0 1 nder , El s t er , Men de 1 s o n b Wheeler. Inc. 

WIGGINS, E. Administrative Contracts Branch- NRC- 10-79-307. 

79/09/14. lp. 


— 7910020091 Contract: “Career Caurvse 1 i ng, 11 awarded to Bi nder, Elstur. 
Mendalson U WheDler, 

MATTIA, M. J. Administrative Contracts Branch. NRC-1Q-79-3S7. 

79/09/17. 60pp. 


7910020110 Notification of contract elocution: "Review Oroup on Man- 
Machine Considerations," awarded to Aerospace Corp. 

PERLMAN, J. Purchasing Section. NRC- 10-790-667. 79/09/17. lp. 


— 7910020115 Contract: "Review Qroup on Man-Machine Considerations." 
awarded to Aerospace CoTp. 

HARGETT, D. J. Purchasing Section. NRC-10-79-667. 79/09/17. 

5pp. 


7910020630 Notification of contract execution; "Mar Simulation of 
First 190 Minutes of TMI Transient." awarded to Battelle 
Columbus Labs. Neon Task Agreement 11. 

MYNATT , A. Research Contracts Branch. FIND-6800. NRC-04-76-296. 

79/09/14. lp. 


—7910020648 Contract: "Mar Simulation of First 190 Minutes of TMI 
Transient," awarded to Battel le Columbus Labs. Neon Task 
Agreement 11. 

MORTON, H. V, Research Contracts Branch. FIN D-6BOO. 

NRC-0 4-76-293. 79/09/14. 3pp. 


7910020634 Notification of contract execution: " Aoromagne ti c Survey of 
Farts of Northeast AR, " awarded to Alt Geological Commission. 

MYNATT, A. Research Contracts Drench. FIN B-6790, NRC-04-79-2I3, 

79/09/14. lp. 


— 7910020639 Contract: 11 Aer omagne t i c Survey of Parts of Northeast AR, 
awarded to AR Geological Commission. 

MORTON, K . V. Research Contracts Branch. FIN D-6790. 

NRC-D4-79-213. 79/09/15. 4pp. 


7910020668 Notification of contract e x ecut i o n, Mod 3 to "Manual of 
Energy Analysis Methodology for Program Plan 81 ting : Eneroy 
Value of Land." C ontra c tor : Un i v of FL, 

HAGEY,!!. Research Contracts Branch, FIN B615S, NRC-G477-123, 

77/09/19. lp. 


— 7910020675 Mod 3, extending period of performance h Increasing funds, to 
"Manual of Energy Analysis Methodology for Program Plant 
81 ting: Energy Value of Land." 

MORTON, K.V. Research Contracts Branch. FIND-6155. 

NRC— 04— 77-123. 79/09/19. 4pp. 


7910030146 Notification of contract e x ecut i on, Mo d 5 to "Develop 
Certification Criteria for Industrial Radiographers," 

Contrac toT : Univ of Lowell, 

GUSTAVE, Fl.P. Research Contracts Branch. FIN D-10276. 

NRC-OI -76-337. 79/09/10. lp. 


— 7910030152 Mod 5. extending period of performance t, increasing funds, to 
"Develop Certification Criteria for Industrial 
Radiographers. * 

MORTON, K. V, Research Contracts Branch. FINB-10276. 

NRC- 01 -76-337. 79/09/ IB. 6pp. 


7910030163 Notification of contract « xocut ion. Mod 3 to "Recant Vertical 
Crustal Movement »: Eas tern U3, " Con trac tor : Cornel 1 Univ. 

HAGEY, H. Research Contracts Branch. FIN 3-3999. NRC -04- 76-367. 

79/09/iS. lp. 


— 7910030171 Mod 3, extending period of performance tt Increasing funds, to 
"Recent Vertical Crustal Movements: Eastern U3, " 

MORTON, K.V. Research Contract* Branch. FIN H-5999, 

NRC-04-7 6-367. 79/09/18. 3pp, 


7910030179 Notification of contract execution, Mod 6 to "Hydrodynamic U 
Meteorological Measurements of High Winds Over Shallow Water 
Along East Coast of FL. " Contractor: Univ of FL. 

HAGEY, H. Research Contracts Branch. FIN B-5065. NftC-04-06~l75. 

79/09/18. lp. 



368 


NONDOCKETED ITEMS 


Mod 6, extending period of performance fc increasing funds, to 
Hydrodynamic !< Meteorological Measurements of Higli Minds 
Over Shallow Hater Along East Coast of FL. *' 

MORTON. K.V. Research Contracts Branch. FIN B-5B65 
NRC-Q4-76-173. 79/07/01, 4pp. 


•7910040603 Mod 1, adding addl man-days Si increasing funds, to 
"Implementation of Executive Development Program. 1 ' 

HARGETT. D. J. Purchasing Section. NRC-10-79-368 79/09/06 

2pp. 


7910040243 Notification of contract execution, Mod 3 to "Continuation of 
Study of Near Surface Geology of Reelfoot Late District 
of New Madrid Earthquake Region." Con tractor: Vanderbi It 
Uni v. 

HAGEY, H Research Contracts Branch. FIN B-5960 NRC-04-76-299 

79/09/17. tp. 


—7910040232 Mod 3, extending period of performance tt increasing funds, to 
"Continuation of Study of Near Surface Geology of Reelfoot 
District of New Madrid Earthquake Region." Contractor- 
Vanderbilt Univ. 

MDRTON, K.V. Research Contracts Branch. FIN B-5960 
NRC-04-76-299. 79/09/17. 4pp. 


7910040389 Notification of contract execution, Mod 3 to "Testing of 
Reinforced Concrete Containments Under Combined Membrane 
Tension !< Tangential Shear." Contractor: Portland Cement 
Assoc Ution. 

WQLLETT, B. Research Contracts Branch. FIN B-6203 

NRC-OA-77-110. 79/09/05. Ip. 


•7910040395 Mod 3. increasing funds, to "Testing of Reinforced Concrete 
Containments Under Cnmbined Membrane Tension fc Tangential 
Shear." Contractor: Portland Cement Association. 

MDRTON, K. V. Research Contracts Branch. FIN B-6203 
NRC-04-77-11B. 79/09/03. Ip. 


7910040407 Notification of contract execution: "NRC Monitor for 
He i i s damp freak tor Seismic Tests," awarded to ANCO Engineers, 
Inc. 

HOLCETT. S. Research Contracts Branch. FIN B-6758 
NRC-04-79-203. 79/09/ 17. 1 p. 


-7910040410 Contract: "NRC Monitor for Heissdampfreaktor Seismic Tests," 
awarded to ANCO Eng ineers, I nc . 

MORTON, K.V Research Contracts Branch, FIN B-6758 

NRC-04-79-203. 79/09/17. 2pp. 


7910040575 Notification of contract execution: "West Valley Wasto 
Burial & Storage Facilities," awarded to State Univ of NY 

Research Contracts Branch. FIN B-6350. NRC-04-79-203 

79/08/01. Ip. 


■7910040581 Contract: "West Valley Waste Burial & Storage Faciliti 
awarded to State Univ of NY. ~ 

MORTON, K.V. Research Contracts Branch. FIN B-6350 
NRC-04-79-205. 79/08/01. 9pp. 


es, 


1910040593 Notification of contract execution: "Courses 
Design «< Operation," awarded to C-E. 

BAI8DEN, L. Research Contracts Branch. FIN X-1180. 


in C-E Facility 
79/07/09. 


7910040605 Notification of contract e x ec ut i on, Mod 2 to "Assessin 
Capability of Existing Pu Facilities to Withstand Natural 
Phenomena." Con tractor: NM Newmark. 


QLAQQLA, A, F. Technical 

D-6150-9. NRC-03-78-150. 


Assistance Contracts Branch. 
79/09/ 1 1 . Ip. 


FFIN 


9 


Mod a ’ extending period of performance, to "Assessing 
Capability of Existing Pu Facilities to Withstand Natural 
Phenomena. " 

DOUGHERTY, D. J. Technical Assistance Contracts Branch FIN 

0-6150-9. NRC-03-78-150. 79/09/11. ip. 


7910040607 Notification of contract execution, Mod 3 to "State 
Transportation Surveillance Program." Contrac tor: State of 
MI, Dept of Public Health. 

FLYNN. M. Administrative Contracts Branch. FIN B-1612 

NRC-06-77-051. 79/09/20. Ip, 


—7910040610 Mod 3, extending period of performance h increasing funds, to 
'State Transportation Surveillance Program." 

MATTIA, M. J. Administrative Contracts Branch, FIN D-16i2 

NRC-06-77-051. 79/09/20. 3pp. 


7910040614 Notification of contract e x ec ut i on, Mod 15 to "Steam Water 
Mixing t, Bys Hydrodynamics." Contrac tor : Ba tte 1 1 e Columbus 
Labe. 

Research Contracts Branch. FIN A-4048. NRC-04-76-293. 

7t/ 07/1B, lp. 


—7910040613 Mod 15, extending period of performance, increasl 
revising work scope, tD "Steam Water Mixing ti Bys 
Hydrodynamics. " 


MORTON, K. V. 
NRC-04-76-293. 


Research Contracts Branch. FIN A-4048 
79/09/ IB, 2pp. 


ng 


funds it 


7910050278 Notification of contract u x ec ut i on, Mod 7 to "Insp of Nuclear 
Reactor Welding of Acoustic Emission." Contrac tor : GARD, I nc . 

WQLLETT, S. A. Research Contracts Branch. FIN A-4032 

NRC-04-74-187. 79/09/11. Ip. 


79 100902B3 Mod 7, extending period of performance & increasing 
"Insp of Nuclear Reactor Welding of Acoustic Emission." 
MDRTON, K.V. Research Contracts Branch. FIN A-4Q52 

NRC-04-74-187. 79/09/11. lp. 


funds, to 


7910090429 Notification of contract a x ec ut i on, Mod 5 to "Critical 
Experiments, Measurements t, Analysis to Establish Crack 
Arrest Methodology for Nuclear Pressure Vessel Bteels " 

Contrac tor: Battel lo Columbus Labs. 

MYNATT, A. Research Contracts Branch. FIN A-4046. NRC-04-76-293 

79/09/19. lp. 


•7910040389 Contract: "Courses in C-E Facill 
awarded to C-E. 

MORTON, K.V. Research Contracts Branch 

NRC-05-79-251. 79/07/09. 16pp. 


Design & Operation, 1 ’ 
FIN X-liBO. 


7910090434 Med 5, revising work scope & increasing funds, to "Critical 
Experiments, Measurements t, Analysis to Establish Crack 
Arrest Methodology for Nuclear Pressure Vessel Steels. " 

MORTON, K.V. Research Contracts Branch. FIN A-4046 

NRC-04-76-293. 79/09/19. ip. 


7910040590 Notification of contract execution: "Reproduction of 
Copies, " awarded to Northern CA Power Agency. 

PERLMAN, J. Purchasing Section. NRC- 10-79-391. 79/09/21. 


lp. 


•7910040393 Contract: "Reproduction of Copies, “ awarded 
Power Agency, 

HARGETT, D. J. Purchasing Section. NRC-1 0-79-391. 


to Northern CA 
79/09/14. 


79 Gen?rfrcor^r/n^ i r n of , cont ; act ««*cut i on, Mod 3 to "Maint of Data 
General Corp C/330 Computer* & Associated Peripheral*. u 
Contrac tor: Data Coh»ul tents, me. 

79/09720 K ' i p Adn>inl * trj tiv» Contracts Branch. NRC- 10-77- 196. 


~ 79 i2°n?f 9 V' 0 ' 5 Pi-U*ng schedule t, increasing funds, to “Main 

Of Data General Corp C/330 Computers !< Associated 

Peripherals. " 

79/09/20 J ’a P p R,saarch Contracts Branch. NRC-1 0-77- 196. 


7910090738 Notification of contract execution: "Review of Proposed Pile 
Foundations for Bailly Nuclear Generating Station, » awarded 
to MT Davisson. 

PERLMAN, J. Purchasing Section, FIN B-6Q15. NRC-03-79-1 37 

79/09/23. lp. 


• —7910090760 Contract: "Review 
Nuclear Generating Station, 
HARGETT, D. J. Purchasing 

79/09/23. 4pp. 


of Proposed Pile Foundations for Bailly 
" awarded to MT Davisson. 

Sect ion. FIN B-6B1 3. NRC-03-79-1 57. 


7910090781 Notification of contract execution: "Transportation 
Surveillance Program," awarded to State of FL, Dept of Health 
fk Rehabilitative Bvcs. 

WIGGINS, E. J. Administrative Contracts Branch. FIN B-1612 

NRC-06-79-307. 79/09/20, lp. 


— 79100907B2 Contract: "Transportation Surveillance Program," awarded to 
State of FL, Dept of Health ti Rehabilitative 8vcs. 


MATTIA, M. J 
NRC-06-79-307. 


Administrative Contracts Branch. 
79/09/20. 99pp. 


FIN B-1612. 


7910040601 Notification of contract 
of Executive Development Program, 1 
Associate*, Inc. 

PERLMAN, 0. Purchasing Section. 


execution, Mod I to "Implementation 
Contractor; Project 

NRC-10-79-368, 79/09/19, Ip. 


7910090783 Notification of central 
Project, Unit 1, NRC Docket P-564- 
Riverside, CA. 

HDYLE, A. Purchasing Section. 


:t execution: “Stanislaus Nuclear 
■A, " awarded to City of 

NRC-10-79-397. 79/09/19. lp. 
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—7910090784 Contract: "Stanislaus Nuclear Project. Unit 1.NF1C Docket 
P-564-A, " awarded to City of Riverside, CA. 

HARGETT , D. d, Pure ha si no Section. NRC-10-79-397. 79/04/15 

4pp. 


7910090797 Notification of contract execution: "Thermoluminescent 
Dosimeters (TLD Badges)," awarded to Radiation Mgt Carp. 

MEDRQW, L. K. Administrative Contracts Branch FIN 0-101 1 

NRC-05-79-269. 79/09/25. Ip. 


7910090798 Contract: "Thermoluminescent Dosimeters (TLD Dodges)," 
awarded to Radiation Mgt Corp. 

MATTIA, M.d. Administrative Contracts Branch FIN 0-1011 

NRC-05- 79-269. 79/09/25. 30pp. 


7910090000 Notification of contract execution: "Technical Assistance in 
Development of Regulatory Framework for Nuclear Waste Mgt," 
awarded to Burns It Roe Industrial 8vc Corp. 

HENCZER, W. B. Technical Assistance Contracts Branch 

NRC-02-77-20 1 -49. 79/09/24. Ip. 


--7910090801 Contract: "Technical Assistance in Development of Regulatory 
Framework for Nuclear Waste Mgt," awarded to Burns !t Roe 
Industrial Svc Corp. 

DOUGHERTY, D. J. Technical Assistance Contracts Branch. 

NRC-02-77-201 -49. 79/09/24 12pp. 


7910100061 Notification of contract execution: " ACRB Presentation on 
Soil Btructure Interaction," awarded to D'Appolonla 
Consulting Engineers. 

PEARLMAN, d. Purchasing Section. FIN B-6BQ0, NRC-03-79-152 

79/09/27. ip. 


—7910100071 Contract: "ACRS Presentation on Boil Structure 

Interaction, " awarded to D'Appolonla Connsulting Engineers. 
HARGETT, D. d, Purchasing Section. FIN D-6B0B. NRC-03-79-152 

79/09/11. 5pp. 


7910100699 Notification of contract e x ec u 1 1 on, Hod 1 to "State 
Transportation Surveillance Program," awarded to 
Commonweal th of KY, 

WIOOlNBiE.d. Administrative Contracts Branch. NRC-06-7B-359. 

79/06/08. Ip. 


•-791Q100697 Mod 1, extending period of performance for three addl months, 
to "State Transportation Surveillance Program. " 

MATTIA, M. d. Administrative Contracts Branch, NRC-06-70-359. 

79/0B/08. 2pp. 


7910100699 Notification of contract execution, Mod 1 to "State 
Transportation Burveillance Program," awarded to State of 
OA, Rad 1 olog 1 cal Health Svcs. 

FLYNN, M. Administrative Contracts Branch,- FIN B-1612. 

NRC-06-7B-362. 79/09/26. ip, 


— 7910100701 Mod l, extending period of performance for one yr, to "State 
Transportation Surveillance Program," 

MATTIA, M. T. Administrative Contracts Branch. FIN B-1612 

NRC-06-70-362. 79/09/26. 3pp. 


7910110054 Notification of contract execution, Hod 1 to "State 
Transportation Burveillance Program," awarded to State of 
SC Dept of Health 8t Environ Control. 

FLYNN, M. Administrative Contracts Branch. FIN B-1612. 

NRC-06-70-397. 79/09/26. ip, 


—7910110061 Mod 1, extending period of performance for one yr, to "Btato 
Transportation Surveillance Program. 

MATTIA, M. d. Administrative Contracts Branch. FIN B-1612. NRC 

06-78-397. 79/09/26. 10pp. 


7910110097 Notification of contract execution: "Mechanical Engineering 
Case Review," awarded to Naval Research Lab. 

HENCZER, W. B. Technical Assistance Contracts Branch. FIN B-6B29. 

NRC-032— 79- 1 66. 79/09/25. ip. 


— 7910110113 Contract: "Mechanical Engineering Case Reviews, 1 ' awarded to 
Naval Research Lab. 

DOUGHERTY, D. J. Technical Assistance Contracts Branch. 

ROdAS, R. R. Navy, Dept, of , Naval Research Laboratory. FIN B-6B29. 
NRC-03-79-1 66. 79/09/29. 31pp. 


7910110731 Notification of contract ex eeution, Mod 4 to "Audit 
Calculation of Exxon & BltW Critical Heat Flux Correlation," 
awarded to OA Inst of Technology. 

HENCZER, W. B, Technical Assistance Contract* Branch, FIN B-6539. 

NRC-03-70-67 1 . 79/09/24. Ip. 


■7910110733 Med 4, Firmly fixing price mod for delivery of final rept by 
791201, to "Audit Calculation of Exxon & OttW Critical Heat 
Flux Correlation. " 

DOUGHERTY, D. H. Technical Assistance Contracts Branch. FIN 
B-6555. NRC-03-70-67 1 , 79/09/24. 2pp. 


7910110732 Notification of contract execution, Mod 7 to "Investigation 
of Post-Critical Heat Flux Heat Transfer For Water-Cooled 
Reactor Application." Con trac tor : Leh i gh Univ. 

HAOEY, H. Research Contracts Branch. FIN A-4D55. NRC-04-74-1B0 

79/09/01. Ip. 


■7910110734 Mod 7, extending period of performance to "investigation of 
Post-Critical Heat Flux Heat Transfer For Water-Cooled 
Reactor Application." 

MORTON, K. V. Research Contracts Branch. LIBSCH, d. F. Lehigh 
Univ. FIN A-4059. NRC-04-74-1BO. 79/09/01. 2 pp. 


7910110735 Notification of contract e x ec ut i on. Mod 4 to "Commercial 
LMFDR Safety Btudy. " Contrac tor : UCLA. 

MYNATT, A. W. Research Contracts Branch. FIN D-3019, 

NRC-04-76-246. 79/09/ li. Ip. 


■7910110737 Mod 4, changing principle investigates to "Commercial LMFBR 
Safety Study. " 

MORTON, K.V, Research Contracts Branch. HILLON.HD. 

California. Univ. of, Los Angeles, FIN B-3019. NRC-04-76-246. 

79/09/11. 2pp. 


7910120035 Notification of contract execution, Mud 3 to "Effects of 
Nuclear Power Plant Operations on Papulations of Boring it 
Fouling Invertebrates. " Contrac tor : Leh igh Univ. 

dACOBB, A. Research Contracts Branch. FIN B-5744. NRC-04-76-347. 

79/09/01. Ip. 


—7910120040 Mod S, extending period of performance through 790930, to 
"Effects of Nuclear Power Plant Operations on Populations 
of Boring it Fouling Invertebrates." 

MDRTONt K. V. Research Contracts Branch, LIBBCHi d. F. Lehigh 
Univ. FIN D-5744. NRC-04-76-347. 79/09/01. 2pp. 


7910120103 Notification of contract execution! Mod 2 to "Programming in 
Support of Payroll Bys Development." Contrac tor : Smal 1 
Bus iness Administration. Subcontractor: Tech naesoc latest Inc. 
OILDENHORN, A. d. Administrative Contracts Branch. NRC-10-79-373. 
79/09/21. ip, 


—7910120109 Mod 2. extending period of performance it increasing estimated 
level of effort it ceiling price, to "Programming in Support 
of Payroll Bys Development." 

OILDENHORN. A. J. Administrative Contracts Branch, 

NRC-0 1-79-373. 79/09/21. 3pp. 


7910120116 Notification of contract execution. Mod 10 te "Stenographic 
Reporting Svcs." Contractor: Ace Federal Reporters, Inc. 

WIGGINBiE. Administrative Contracts Branch, FIN B-I311. 

NRC-17-77-1 17. 79/09/2B. Ip, 


— 7910120123 Mod 10, extending period of performance 6 increasing amount 
obligated, to "Stenogrphlc Reporting Svcs." 

MATTIA, M.J. Administrative Contracts Branch. FIN B-1311. 
NRC-17-77-1 17. 79/09/20. Ip. 


7910120129 Notification of contract execution, Mod 6 to "Document 
Control Sys. " Contractor: TERA Advanced Svcs Corp. 

LEDB, C, D. Administrative Contracts Branch. NRC-10-70-500. 
79/09/2S. Ip. 


—7910120135 Mod 6, Increasing incremental funding, to "Document Control 
Bys. " 

MATTIA, M. d. Administrative Contracts Branch. NHC-10-7B-5B0. 
79/09/28. Ip. 


7910120138 Notification of contract execution: "Geotechnical 
Engineering Case Reviews," awarded to U9 Army Corps of 
Engineers. 

MENCZER-W. B, Technical Assistance Contracts Branch. FIN B-6B26. 
NRC-03-79- 1 67. 79/09/25. Ip. 


—7910120142 Contract: "Geotechnical Engineering Case Reviews," awarded 
to UB Army Corps of Engineers. 

DOUOHERTY, D. J. Technical Assistance Contracts Branch. 

ROBERTSON, G, R. Army , Dep t. of , Carps of Engineers. FIN B-6B26. 
NRC-03-79- 167. 79/09/21. 7pp. 


7910120153 Notification of contract execution. Mod 5 to "Qeotechni cal 
Engineering svcs." Contractor: Corps of Engineers. 

MENCZER, W. B. Technical Assistance Contract* Branch. FIN D-1134. 
NRC-03— 77-002, 79/09/27, ip. 



370 


NONDOCKETED ITEMS 


-7910130136 Mod 5, sitending period of performance through BQ0930. to 
"Os o t echni cal Engineering Svcs. " 

DOUGHERTY. T. A Technical Assistance Contracts Branch. FIN 

0— 1 134. NRC-03-77-002. 79/09/27. 5pp. 


7910170149 Corrected copy of notification of contract execution. Mod 1 
to "State Transportation Surveillance Program." Contractor: 

SC Dept of Health & Environ Control. 

FLYNN, n. Administrative Contracts Branch. 79/09/20. ip. 


7910120247 Notification of contract execution: "Mobile Lab. 11 auarded to 
Mobi Is Sy s. 

WIG01NB.E. Administrative Contracts Branch. NRC-05-79-257. 
79/09/23. Ip. 


7910170166 Notification of contract e x e c ut i on. Mod 4 to "Assessment of 
Tornado Risks 6 Analysis of Near-Qround Ui nd f i e 1 d s . " 

Contractor: TX Tech Unlv. 

HAYCRAFT, I. Research Contracts Branch. FIN B-5990 

NRC-04-76-343. 79/09/13. Ip. 


"---7910120253 Contract: "Mobile Lab. ” auarded to Mobile Sys. 

MATTIA, M. J. Administrative Contracts Branch. NRC-05-79-257. 

79/09/2B. 60pp. 


791016025B Notification of contract e x ecut i on, Mod 5 to "Geotechnical 
Engineering Svcs. " Contractor: Corps of Engineers. 

MENCZER.W. B. Technical Assistance Contracts Branch. FIN B-H34. 

NRC-03-77-002. 79/09/27. lp 


' 79101A026B Mod 3, extending period of performance, to "Geotechnical 
Engineering Svcs. " 

DOUGHERTY. D. J. Technical Assistance Contracts Branch. 

ROBERTSON. G. fl. Army , Dept, of . Corps of Engineers. FIN B-1134. 
NRC-03-77-002. 79/09/27. 3pp. 


7910160335 Notification of contract e x ec ut 1 on. Mod 6 to "Technical 
Assistance on Resistance Ductility of Tun-Hay Blabs Under 
Biaxial Tension. Bending & Shear. " Contractor: SKI Inti. 

MENCZER.W. B. Technical Assistance Contracts Branch. FIN 0-1156 

NRC- 03-77— 1 6 1 . 79/10/05. Ip. 


•7910160342 Mod 6. setting firm fixed pTice for delivery of final ropt. 
to “Technical Assistance on Resistance Ductility of Tuo-Uay 
Slabs Under Biaxial Tension, Bending 6 Shear." 

DAUOHERTY.N. Technical Assistance Contracts Branch. FIN 
B-1156. NRC-03-77-161 . 79/10/03. Ip. 


7910170062 Notification of contract execution, Mod 2 to "Structural 
Framework of MS Embayment of Southern 1L. 11 Contractor' 

Uni v of IL. 

JACOBS, A. Research Contracts Branch. FIN fl-6231. NRC-04-77-139 

79/09/27. Ip. 


— 7910170070 Mod 3 increasing funds 6 scope, to "Structural Framework of 
MS Embayment of Southern IL. " 

MDRTON, K. V. Research Contracts Branch. FIN 0-6251 
NRC-04-77-139. 79/09/27. 4pp. 


791Q170D7B Notification of contract execution: "Eastern TN/Western NC 
Regional Seismic Network," auarded to Memphis State Univ. 

HAQEYrH. Research Contracts Branch. FIN B-6673. NRC-04-79-214 

79/09/27. Ip. 


7910170003 Contract: "Eastern TN/Western NC Regional Seismic Network," 
awarded to Memphis State Unlv. 

MQRTDN, K. V. Research Contracts Branch. FIN B-6673 
NRC-04-79-214. 79/09/27. 7pp. 


— 7910170173 Mod 4, adding funds, tu "Assessment of Tornado Risks 6 
Analysis of Near-Ground Windfields." 

MORTON, K. V. Research Contracts Branch. FIN B-S99B. 

NRC -04-76-34 9. 79/09/13. 4pp. 


7910170323 Notification of contract e < oc o t i on, Mod 4 to "8e i smo tec toni c 
Study of New England 6 Adjacent Areas. " Contrac tor : Bos ton 
College. 

HAGEYrH. Research Contracts Branch. FIN B-5961. NRC-04-76-291 

79/07/01. Ip. Available at NRC. b-79. 


— 7910170346 Mod 4, extending period of performance St adding funds, to 
“Seismotectonic Study of New England 6 Adjacent Areas." 

MORTON. K. V. Research Contracts Branch. SMITH, 0. P. Boston 

College, FIN B-3961. NRC-04-76-291. 79/07/01. 9pp. 


7910100012 Notification of contract execution: "Steam Generator Tube 
Rupture I Transport Mechanisms," auarded to BatteUe 
Columbus Labs. 

WOLLETT, B. Research Contracts Branch. FIN B-670A 

NRC-04-76-293. 79/09/2B, Ip. 


— 7910180017 Contract: "8team Generator Tube Rupture I Transport 
Mechanisms," awarded to Battelle Columbus Labs. 

LUKZiF.J. Research Contracts Branch. OWENS, D. H. Battelle 

Memorial Institute, Columbus Laboratories. FIN D-6706, 
NRC-04-76-293. 79/09/2B. 32pp. 


7910180021 Notification of contract execution, Mod 1 to "Study to 
Determine Feasibility of Conducting Epidemiologic 
Investigation of Health Effects of Low Level lonltlng 
Radiation. " Con trac tor : Sy e t emod i c s, Inc. 

GUSTAVE, R. P. Rosearch Contracts Branch, FIN 0-10909 

NRC-01 -79-010, 79/10/02. ip. 


— 7910100023 Mod 1, increasing funds, to "Study to Determine Feasibility 
of Conducting Epidemiologic Investigation of Health Effects 
of Lou Level lonltlng Radiation. " 

MORTON. K. V. Research Contracts Branch. BOWERS, J. 

Systemsdlcs, Inc. FIN B-10909. NRC-01 -79-01 0. 79/10/02. 2pp. 


7910180023 Notification of contract e x ec u 1 1 on, Mod 4 to 
Earthquake Haiards In NY State 6 Adjacent Areas. " 
Contractor; NY State Energy R&D Authority. 

MYNATT.A. Rosearch Contracts Branch, FIN B-6046. 
79/09/24. Ip, 


"Study of 

NRC -04—76-369, 


910170089 Notification of contract execution, Mod 2 te "Coordination 
of Cooperative Seismotectonlc Study in New Madrid Area " 

Contractor: Bt Louis Univ. 

79/09/24 I fiBS ' arCh Contra ‘ : t5 Branch. FIN B-6335. NRC-04-78-251 . 


•7910180027 Mod 4, extending period of performance, to "Study 
Earthquake Haxards in NY State 6 Adjacent Areas. " 

MORTON, K. V. Research Contracts Branch. PRINE,W J 

State of. FIN D-6046, NRC-04-7 6-369. 79/09/24. 2pp, 


of 

New York, 


70 5" Mod 2 ‘ emending contract for one year 8, increasing 
Coordination of Cooperative Seismotectonlc Study in 
New Madrid Area. " 

MORTON, K. V. Research Contracts Branch. FIN fl-6333 
NRC-04 -7B-251. 79/09/24. 4pp. 


funds, to 


7910170111 Notification of contract execution: "Historical Seismicity 6 
Late Canoioic Faulting in AZ.Part 1," auarded te State of 
AZ. 

MYNATT, A. 


79/09/20, lp 


Research Contracts Branch. FIN B-679B. NRC-04-79-212. 


7910100063 Notification of contract e x ec u 1 1 on, Mod 6 to "Study of 
Pattern 6 Ages of Pos t-Mn tamorph ism Faults in Part of 
Northern Piedmont of VA & NC. " Contrac tor : VA Tech 

H ' Research Contracts Branch, FIN A-9027. NRG-04-73-237 

79/05/16, lp, 


" 79 J2! 0 ?° 69 Mod 6 '***™*i*9 Period of performance u/addl fund* to 
Study of Pattern U, Ages of Post-rtetamorphi sm Faults in Part 
of Northern Piedmont of VA t, NC. " 

MORTON, K. V. Research Contracts Branch. KREBS, A H. 

Tech. FIN A-9027, NRC-04-73-237. 79/03/16, 3 pp. 


Virginia 


-7910170142 Contract: "Historical Seismicity 6 Late Canoiic Faulting in 
AZ, " awarded to Btate of AZ. u 

MORTON, K. V. Research Contracts Branch. FIN 8-679B 
NRC-04-79-212. 79/09/20. 4pp. 


/viuihuu/j Notification of contract exeeut ion, Mod 


u co -ui itri button 


Coefficients for Transuranlc Elements in Aquatic Environ 
Contrac tor ; Univ of WA. 

Research Contracts Branch. FIN B-3749. NflC-04-76-332 

/t/Ot/ 27, lp, 


® C “ rr,cted nf notification of contract execution. Mod 1 

* St 1 • Transportation Surveillance Program." Contractor: 

Btate of GA, Radiological Health Svcs. 

NRC— 06-7B-362^ IB 79/O9/26. 1 VB 1 jj on * rac FIN 0-1612. 


r v iu inuu/o nog 


rt n 4 « i h i» 4 . i n A QV P«rrorm«ic* *< increasing fund** fro 

Distribution Coefficients for Tranturanie Elements In 


Aquatic Environ. 

MORTON, K. V. Research Contracts Branch. TRIEBEL, W C 
Washington, Unlv. of. FIND-3749. NRC-04-76-332. 79/09/27. 


9pp. 


7910180232 Notification of contract execution, Mod 1 to "Survey 
1 *' Contractor: Eberli no Instrument Coro. 

79/10/03 Administrative Contracts Branch. NRC-09-79-262. 
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— 791Q1B0234 Mod 1. increasing quantity Df supplies t, svcs at no change in 
estimated amount of contract. to "Survey Instruments. ” 

MATTIA, M.J, Administrative Contracts Branch. NRC-05-79-262 

79/10/05. Spp. 


7910180233 Notification of contract e x ec u t i on, Mod 5 to "Manpower Sys 
Maint Info Sys Maint Support." Contrac tor : Sma 1 1 Business 
Administration, subcontracted to Logical Technical Svcs. 

HAGAN. T.F. Administrative Contracts Branch. NRC-07-77-17B. 

79/09/2B. ip. 


-“*7910100260 Mod 5, Increasing funds & extending period of p er f ormanc e, to 
"Manpower Sys Maint Info Sys Maint Support. " 

MATTIA. M.J. Administrative Contracts Branch. NIIC-07-77-178 

79/09/20. ip. 


79 1 0100265 Notification of contract execution: "Sys Analysis of Bhallow 
Land Burial." awarded to Science Ap p 1 i c a t i o ns . Inc . 

MENCZER. W, B. Technical Assistance Contracts Branch. FIN 

D -6428-9. NRC -02-79-032. 79/09/26, Ip. 


--791O10O260 Contract: "Sys Analysis of Shallow Land Burial," awarded to 
Science App 1 i cat i ons, Inc. 

DOUGHERTY, D. J. Technical Assistance Contracts Branch. FIN 

B-642S-9. NRC-02— 79-032. 79/09/26. 10pp. 


7910190444 Notification of contract execu t ion, Mod 2 to "Sys Maint 
Programming." Contrac tor: Int 1 Business Svcs, Inc. 

QILDENHQRN, A. J. Administrative Cnntracts Branch. NRC-10-79-372. 

79/09/20. Ip. 


--791O1BO440 Mod 2, increasing ceiling amount & level of effort by 
corresponding amount, to "Bys Maint Programming." 

MATTIS.M.J, Administrative Contracts Branch. NRC-10-79-372. 

79/09/20, 3pp. 


791O10O4B6 Notification of contract e x ecut i on . Mod 6 to "Keypunch Svcs." 
Contractor; Federal Prison Industries. 

QILDENHQRN. A. J. Administrative Contracts Branch. NRC-10-76-334. 

79/09/27. Ip. 


— 79101B0490 Mod 6, extending period of performance Si increasing total 
estimated cost Si obligation of funds, to "Keypunch Bvcs." 

MATTIA, M. J. Administrative Contracts Branch. HANDLE, W. 

Federal Prisons Industries. NRC-10-76-334. 79/09/27, 2pp. 


7910100491 Notification of contract execu t ion, Mod 5 to "Document 
Control Bys." C ontrac tor : TERA Advanced Svcs Corp. 

LEDQi C. 0. Administrative Contracts Branch. NRC- 10— 70-300. 

79/09/20. Ip. 


•7910180493 Mod 5, increasing incremental funding, to "Document Control 
By s. " 

MATTIA. M, J. Administrative Contracts Branch. NRC- 10-70-500. 

79/09/20. Ip. 


7910100494 Notification of contract execution. Mod 2 to "Bys Maint 
Programming. 11 Contractor: Rehab Group. Inc. 

QILDENHQRN, A. J. Administrative Contracts Branch. NRC-10-79-375. 

79/09/27. 2pp. 


— 79KMB0496 Mod 2, increasing estimated level of e f f or t , c e i 1 i tig price Si 
max amount withheld, to "3ys Maint Programming." 

MATTIA, M. J. Administrative Contracts Branch. NRC- 10-79-373. 

79/09/30. 2pp. 


7910100302 Notification of contract execution: "Better English Usage, 
awarded to Montgomery County MD Schools, Dopt of Adult Ed. 

MCNULTY, A. Administrative Contracts Branch. NRC- 1 0-79-672. 

79/09/27. ip. 


— 7910180307 Contract: "Better English Usage." awarded to Montgomery 
County MD Public Schools, Dep t of Adult Ed. 

HARGETT, D.J. Administrative Contrac ts Branch. NRC-10-79-672. 

79/09/27. 4pp. 


7910100303 Notification of contract execution: "Technical Assistance in 
Pump Operation Testing Si Reliability," awarded to Franklin 
Research Ctr. 

JPERLMAN, J. Purchasing Section. FIN B-6819. NRC-03-79-161. 

79/09/27. Ip. 


--791O10O592 Contract: "Technical Assistance in Pump Operation Testing Si 
Reliability," awarded to Franklin Research Ctr. 

HAROETT , D. J. Administrative Contracts Branch. FIN B-6019. 

NRC-03-79-161, 79/09/27. 4pp. 


7910180602 Notification of contract execution: "Nuclear Reactor 
Concepts Course." awarded to ML Roush. 

MCNULTY. A. Purchasing Section. NRC- 10-79-676. 79/09/20. Ip. 


— 7910100606 Contract: "Nuclear Reactor Concepts Course." awarded to 
ML Roush. 

HARGETT, D. J. Admin i strat ive Contracts Branch. NHC-10-79-676. 

79/09/20. 4pp. 


79101B0612 Notification of contract execution: "Behavioral Observation 
Program to Assure Continued Reliability of Employees," 
awarded to Personnel Dec i s ion s , I nc . 

GUSTAVE, R. P. Research Contracts Branch. FIN B-10B29. 

NRC-0 1—79-003. 79/09/25. Ip. 


— 7910100617 Contract: "Behavioral Observation Program to Assure 
Continued Reliability of Employees," awarded to Personnel 
Dec i s i ons, Inc . 

MARTON, K. V. Research Contracts Branch. FIN B-10B29. 

NRC-0 1-79-003. 79/09/25. 4pp. 


7910190015 Notification of contract e xecu t Ion, Mod 2 to "Economic Study 
of Industrial 6 Consumer Product Areas of Radionuclides 
Industry," Contractor: Centaur Assoc la tes . Inc. 

MEDROW, L. K. Administrative Contracts Branch. NRC-07-79-431. 
79/09/27. Ip, 


—7910190016 Mod 2, changing time of delivery & extending period of 
performance w/no change in cost, to "Economic Study of 
Industrial 6 Consumer Product Areas of Radionuclides 
Industry . " 

MATTIA.M. J. Administrative Contracts Branch. NRC-07-78-431. 

79/09/27. 4pp. 


7910190075 Notification of contract execution: "Nuclear Rad iat ion. How 
Dangerous Is It." awarded to Natl Academy of Sciences. 

PERLMAN, J. Purchasing Section. FIN B-6931-9. NRC-02-79-057. 

79/09/27. Ip. 


— 7910190002 Contract: "Nuclear R ad ia t i on. How Dangerous Is It," awarded 
ta Natl Academy of Bciences. 

HARGETT, D.J. Administrative Contracts Branch. FIN D-6931-9. 

NRC-02— 77-037 . 79/09/27. Spp. 


791 01900B7 Notification of contract execution: "Method for Modifying 
Seismic Response of Nuclear Power Plant Bites." awarded to 
Regents of Univ of CA. 

JACOBS, A. Research Contracts Branch. FIN B-6677. NRC-04 -79-202. 

79/09/16. lp. 


— 79101900B9 Contract: "Method for Modifying Seismic Response of Nuclear 
Power Plant Sites." awarded to Regents of Univ of CA. 

MORTON. K. V. Research Contracts Branch. FIN B-6677. 

NRC-04— 7 9-202. 79/09/16. Spp. 


7910190092 Notification of contract execution: "Independent Assessment: 
Destructive Testing ic Analysis," awarded to Franklin Inst. 

BAISDEN, L. Research Contracts Dranch. FIN B-1212. 79/09/27. 

lp. 


—7910190097 Contract: "Independent Assessment: Des true tive Testing & 
Analysis," awarded to Franklin Inst. 

MORTON, K. V. Research Contracts Branch. FIN B-1212. 

NRC-05— 79-253. 79/09/27. 1 1pp. 


7910190103 Notification af contract ex ecut ion. Mod 4 to "Two-Phase Flow 
Phenomena in Nuclear Reactor Technology. “ Contractor: 

Rensselaer Polytechnic Inst. 

JACOBS, A, Research Contract* Dranch. FIN B-0B73. NRC-04-76-30 1. 

79/09/20. lp. 


—791019010S Mod 4, extending funding *< date for final rapt, to "Two-Phase 
Flow Phenomena in Nuclear Reactor Technology." 

MORTON, K. V. Research Contracts Branch. LQORIDICE. J. M. 

Rensselaer Polytechnic Inst. FIN B-3B73. NRC-04-76-3O1 . 

79/09/20. 3pp. 


7910190112 Notification of contract a x ecut ion, Med i to "Kinetic* of 
Nuclear Wa s te/Reposi t erg Interface Reactions." Contractor: 

Qan Jose State Un.lv Foundation. 

HAQEY, H. Research Contracts Branch. FIN B-6625. NRC-O4-7B-2S0. 

79/10/02. Ip. 


—7910190116 Mod 1, e x tend ing ■ per i o d of performance to 790930, to "Kinetics 
of NucledT Waste/Reposi tory Interface Reactions." 

MORTON, K. V. . Research Contract* Branch. FIN B-6625. 

NRC-0 4-7B-23B. 79/10/02. 2pp. 
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7910190119 Notification of contract o x ecut 1 on. Mod 1 to "Coordination of 
Cooperative Seismotectoni c Study of New Madrid Area. " 

Contractor: State of AL. 

MYNATT, A. Research Contracts Branch. FtNB-6617. NRC-04-78-262. 

79/09/23, Ip. 


7910190122 Mod !■ increasing work b funding b altering terms, to 
"Coordination of Cooperative Se 1 smotec ton i c Study Df Netu 
Madric Area. “ 

MQRTONi K. V. Research Contracts Branch FIN B-6617. 

NRC-04-73-262. 79/09/23. 3pp. 


7910190123 Notification of contract e x ec ut i oni Mod 2 to "Word Processing 
Svcs. " Contractor : Automated Correspondence Sysi Inc. 

WIGGINS, E, J. Administrative Contracts Branch. NRC- 1O-70-59B. 

79/09/27. Ip. 


•791019012B Mod 2, extending period of performance. 1 ncreas ing ceiling 
amount b changing spec, to "Word Processing Svcs," 

MATT1A.M. J. Administrative Contracts Branch. NRC-1O-70-59B. 

79/09/27. 2pp. 


7910190126 Notification of contract execution. Mod 4 to "Electrostatic 
Copying Svcs.” Contrac tor: Li terature Research Co. 

WIGGINS, E. Administrative Contracts Branch, NRC-IO-79-361 . 

79/10/01. tp. 


”7910190129 Mod 4. Increasing amount obligated by govt b exorcising 
option to extend period of perf ormanc e. to "Electrostatic 
Copying Svcs “ 

MATTIAi M. J. Administrative Contracts Branch. NRC-10-79-361 

79/10/01. Ip. 


7910190134 Notification of contract exec ut i on, Mod 1 to "Evaluation of 
Buckling Stress Criteria for Steel Containment of Watts 
Bar." Contractor: Inti Structural Engineers. 

PERLMAN, J, Administrative Contracts Branch. FIN B-6SB1 

NRC-03-79- 124. 79/09/24. ip. 


7910220399 Notification of contract execution: "Implementation of 
5up p 1 y & Maint Subsys of Property b Supply Sys, " awarded to 
Small Business Admin i s tret i on. Sub c on trac ted to 
Technassoc iates, Inc. 

HAQAN, T. F. Administrative Contracts Branch. NRC 10-79-660. 

79/09/23. Ip. 


— 791022040B Contract; "Implementation of Supply Si Maint Subsys of 
Property b Supply Sys" awarded to Small Business 
Adminis trat ion. Subcontrac ted to Te c hnas soc i a tes , Inc . 

CHISHOLM, J. R. Division of Contracts. YTHIER, P. TERA Cnrp, 
NRC- 10-79-660. 79/09/20. 107pp. 


7910230033 Notification of contract execution: "NRC/TM1 Special Inquiry 
Rept Svcs," awarded to JF Holman b Co. Inc. 

HAGAN, T. F. Administrative Contracts Branch. NRC- 10-79-660. 

79/09/27. Ip. 


— 7910230038 Contract: "NRC/TMI Special Inquiry Rept Svcs." awarded to 
JF Holman b Co, Inc. 

MATTIA, M.J. Administrative Contracts Branch. NRC- 10-79-660. 

79/09/27. 72pp. 


7910240702 Notification of contract execution, Mod 4 to "Keypunching & 
Verification. " Contractor: 6ma 11 Business Administration, 
Subcontractor: Inti Business Svcs Inc. 

WIOOINS.E, J, Administrative Contracts Branch. NRC-I0-77-071. 

79/00/20. Ip, 


— 7910240705 Mod 4, increasing funding. to "Keypunching & Verl flea t ion. " 
MATTIA. M.J. Administrative Contracts Branch, NRC-I0-77-071. 

79/00/20, lp. 


7910240706 Notification of contract o x ec ut 1 an, Mod 2 to "Addl Logistical 
Support for Stanislaus Nuclear Project, Uni t 1. Antitrust 
Hearings. " Contrac tor : Pac i f i c Gas b Electric Co. 

WIGGINS, E. J. Administrative Contracts Branch. NRC-10-70-604. 

79/10/11. lp. 


--791O190244 Mod 1, extending period of performance b authorizing partial 
payment, to "Evaluation of Buckling Stress Criteria for Steel 
Containment of Watts Bar. " 

HARGETT. 0. J. Administrative Contracts Branch. * International 

Structural Engineers, Inc. FIN U-6591. NRC-03-79-124 79/09/24 

Ip- 


7910190136 Notification of contract ex ec ut i on, Mod 7 to "Performance 
Testing for Personnel Dosimetry." Contrac tor : Uni v of MI. 

GUSTAVE, R.P. Rasearch Contracts Branch. FIN B-10499 
NRC-OI-77-ISO. 79/09/27. lp. 


•7910240711 Mod 2, extending period of p er f ormanc a, t o “Addl Logistical 
Support for Stanislaus Nuclear Project, Unit 1, Antitrust 
Hear ings, " 

MATTIA, M. J. Administrative Contracts Branch. BERTA, R. P. 

Pacific Gas b Electric Co. NRC-10-78-604. 79/10/11. Ip. 


7910240712 Notification of contract ox ecut ion, Mod 1 to "Nucloar 
Radiation: How Dangerous Is It." Contrac tor : Nat 1 Academy 
of Sciences, 

PERLMAN, J. Purchasing Section. FIN B-693I-9, NRC-02-79-007 

79/10/02. Ip. 


—7910190137 Mod 7. extending date for submittal of final rept, to 
"Performance Testing for Personnel Dosimetry. " 

MORTON, K V. Research Contracts Branch. FIN B -10499 
NRC-0 1-77-1 BO. 79/09/27. lp. 

710190130 Notification of contract execution, Mod 0 to "BWR-BIowdown 
Heat Transfer Research." Contrac tor: GE. 

MYNATT, A, Research Contracts Branch. FIN B-3014. NRC-04-76-219 

79/10/03. lp. 


-7910190142 Mod 0, extending funding, to "DWR-Bloudown Heat Transfer 
Research. " 

MORTON, K. V. Research Contracts Branch. FIN B-3014 
NRC-04-76-215. 79/10/03. 2pp. 


7910190145 Notification of contract execution: "Stony Brook Seismic 
Natwork on Long I s 1 and , NY; Dp erat i on b Maint," awarded to 
Research Foundation of State Univ of NY, 

Research Contracts Branch. FIN B-6616. NRC-04-79-200. 

7t/D9/io. lp. 


-7910190149 Contract: "Stony Brook Seismic Network on Long Island. N1 
Uni v of NY* " a,l,ard ® d to Research Foundation of State 

MORTON, K. V. Research Contracts Branch. FIN B-6616 
NRC-04-79-20B. 79/09/20. 6pp. 


-7910240715 Mod I, deleting Clause 33 of goneral provisions b changing 
period of performance, to "Nuclear Rad lotion: How Dangerous 
Is It. " 

HARGETT, 0, J. Administrative Contracts Branch. FIN B-693I-9 

NRC-02-79-097. 79/10/02. ip. 


7910240720 Notification of contract execution: "Statistical Review c 
Documents b Statistical Methods in Risk Assessment," awarded 
to Smo 11 Business Adminls tra t i on. Sub c on tro c tor : Automated 
Sciences Group Inc. 

GILDENHDRN, A. Administrative Contracts Branch. NRC-07-79-312 

79/09/27. lp. 


—7910240723 Contract: "Statistical Review of Documents b Dtatistical 
Methods in Risk Assessment, " awarded to Small Business 
Administration. Subcontractor: Automated Sciences Group 
Inc. 

MATTIA, M. J, Administrative Contracts Branch. BECHET, L. J. 

Bmall Business Administration. NRC-07-79-312. 79/09/27, 9pp. 


/viwjuavi nod 


, Entenou 


« „ » perxoo or performance, vu 

of Error Inventory Difference Calculations at Specific 


«naxy si » or Limi C 


Nuclear Facility. 

HARGETT, D. J. Administrative Contract# Branch. FINDLEY, D E 

Science Applications, Ine. FIN B-6432-9. NRC-02-79-044 79/06/13 

Ip- 


7910190173 Notification of contract execution: "Past-Licensing Studii 
of Socioeconomic Impacts of Nuclear Power Station Biting, 11 
awarded to Mountain West Research, Inc. 

WOLLETT, 6. Research Contracts Branch. FIN B-626B 
’'>-192. 79/09/21. lp. 


7910260223 Notification of contract execution, Mod 1 
IFMIS. 11 Contractor; Sma 1 1 Business Administration 
Subcontractor: Technassoc la tes, Ine. 

HAGAN, T. F. Administrative Contracts Branch 
NRC-09-79-349. 79/09/20. lp. 


to "Design 


FIN D-3131. 


of 


ract: “Post-Licensing Studies of Socioeconomic 
war Station Siting." awarded to Mountain West 


Impacts 


Research Contracts Branch. FIN B-626S 
9/09/21. 4pp. 


7910260226 Mod 1, revising delivery 
"Design of IFMIS. " 

MATTIA, M. J. Administrative C 

Technassociatos, Inc. BECHET, L. 
FIN 0—3131. 79/09/20. 3pp. 


schedule b increasing funding, to 

ontracts Branch. YTHIER, P. 

J. Small Business Administration. 



NONDOCKETED ITEMS 


373 


7910290370 Notification of contract execu t Ion. Mod 1 to "Workshops For 
Btato Review of NRC Policy on Decommissioning of Nuclear 
Facilities." Contrac tor : Small Business Administration. 

Bubc antrac tor : Peer Consultants/ Inc. 

WIGGINS, E. J. Administrative Contracts Branch. NnC-06-79-304. 

79/09/20. Ip, 


—7910290301 Hod 1< adding fourth rapporteur Jr Increasing funding, to 
"Workshops for State Review of NRC Policy on Decommissioning 
of Nuclear Facilities." 

MATTIA,M.J. Administrative Contracts Branch. ABRON, L. A. Peer 

Consultants. Inc. BECHET. L. J. Small Business Administration. 
NRC-06-79-304. 79/09/20. 3pp. 


7910290306 Notification of contract elocution: "GE Test Reactors: ACRS 
fc Hearing Appearance. " awarded to DB Slemmona. 

PERLMAN.J. Purchasing Section. FIN B-&829. NRC-03-79- 170. 

79/09/2B. Ip. 


— 7910290309 Contract: "QE Test Reac tors : ACRB 8, Hearing Appearance/ 11 
awarded to DB Slommons. 

HARQETT.D. J. Administrative Contracts Branch. GLEMM0N8, D. 0. 

Slommons, D. B. FIN B-6829. NRC-03-79-1 70. 79/09/20. 3pp. 


7910290392 Notification of contract elocution . Mod 3 to "Subscription 
to Nucleonics Week." Contrac tor : McQraw-Hi 1 1 . Inc. 

MEDRDW, L. Adminl strativo Contracts Branch. NRC-10-78-408. 

79/10/09. Ip. 


— 7910270394 Mod 3, increasing number of subscriptions fc funding, to 
"Subscription to Nucleonics Week. " 

MATTIA/M.J. Admini strat 1 vo Contracts Branch. COLLINS, P. 

Nucleonics Weeks, pub. Df McGraui Hill. Inc, NRC-1 0-70-400. 
79/10/09, 2pp. 


7910290436 Progress Rept 24 for Sept 1979 re pilot a tudy . proc adures 
manual. Interagency policy committee meeting . resul ts of doses 
from processors in Aug t. planH for Health Physics Society 
working group 791016-17 meetings. 

PLATO. P. Michigan, Unlv. of. NRC-01 -77-180. 79/10/01. 2pp, 


7910300071 Notification of contract oiocut ion, Mod 3 to "Gap Conductance 
I, Temp Profile In MPD it Median Lethal Dose Experiments. n 
Can tractor : Uni v of MD, 

JACOBS, A. Research Contracts Branch. FIN 0-6274. NRC -04-70-201. 

79/10/10. ip. 


— 7910300077 Mod 3, extending period of performance at no cost to "Gap 
Conductance it Tomp Profile in MPD It Median Lothal Dose 
Experiments. ” 

MORTON, K.V. Research Contracts Branch. FIN B-6274. 

NRC-04-78-201. 79/10/10 2pp. 


7910300080 Notification of contract execution, Mod 4 to "Properties of 
Reactor Matls at Constant True Stain Rates. " Contractor: 

Uni v of FL. 

HAQEY, H. Research Contracts Branch. FIN B-594B. NRC-04-77-039 . 

79/ 1 0/1 1 . ip. 


— 7910300001 Mod 4, extending period of performance at no cost, to 
"Properties of Reactor Matls at Constant True Stain Rates." 

MORTON, K. V. Research Contracts Branch. BCHMIDT, P. L. Florida, 

Univ. of, Gainesville. FIN B-5940. NRC-04-77-039. 79/10/11. 

2pp. 


7910300087 Notification of contract execution, Mod 6 to "Critical 
Experiments, Measurements t, Analysis to Establish Crack 
Arrest Methodology for Nuclear Pressure Vessel Steels." 

Contrac tor : Battel 1 e Columbus Labs. 

HYNATTj A. Research Contracts Branch. FIN A-4046. NRC-04-76-293. 

79/10/01. Ip. 


--7910300091 Mod 6, extending poriod of performance at no cost, to 
"Critical Experiments, Measurements & Analysis to Establish 
Crack Arrest Methodology for Nuclear Pressure Vessel 
Steels. >■ 

MORTON, K.V, Research Contracts Branch. LUKZ. F. J. Bafctelle 

Memorial Institute, Columbus Laboratories. FIN A-4046. 
NRC-04-76-293. 79/10/01. Ip. 


7910300093 Notification of contract execution, Mod 2 to "Kinetics of • 
Chlorine-Ammonia in Sea Watnr, " Contrac tor: Unlv of NC. 

HAOEY, H. Research Contracts Branch. FIN 11-6248. NRC-Q4-77-I19. 

79/06/01. Ip. 


— 7910300096 Mod 2, extending period of performance at no cost to 
"Kinetic* of Chlorine-Ammonia in Bna Water." 

MORTON, K.V. Research Contracts Branch. HOLCOMB, C. R. North 

Carolina, Univ. of. FIN B-624B. NRC-04-77-1 i9. 79/06/Oi. 2pp. 


7910300100 Notification of contract e x ecuti on. Mod 4 to "Evaluation ef 
Thorium Content of Human Tissues from Qrand June t ion, CO. " 

Contrac tor : NY Univ Medical Ctr. 

HAOEY, H. Research Contracts Branch. FIN B-3736. NRC-04-76-358. 

79/10/11. Ip. 


— 7910300102 Mod 4, extending period of performance at no cost, to 
"Evaluation of Thorium Content of Human Tissues from Grand 
Junction, CO. " 

MORTON. K. V. Research Contracts Branch. POTTER. J. L. New York 

Univ. FIN B-3736. NRC-04-76-358. 79/10/11. 2pp. 


7910300244 Notification of contract ex ecuti on. Mod 1 to "Assessment of 
Options for Long Tothi Disposal of Nuclear Waste." 

Contractor : Harvard Univ. 

JAC0B8.A. Research Contracts Branch. FIN D-6623 NRC-04-78-260. 

79/10/12. Ip. 


— 7910300247 Mod 1, extending period of performance at no cost, to 
"Assessment of Options for Long Term Disposal of Nuclear 

W cl fl 1 0 ** 

MORTON. K. V. Research Contracts Branch. MARQUEBREUCK. M. 

Harvard Univ. NRC-Q4-7B-260. 79/10/05. 2pp. 


7910300248 Notification of contract e xecut i on. Mod l.to "Cost of NEPA 
Alternatives." Contractor : Uni tod Engineerings b Contractors, 

Inc. 

GUSTAVE, R, P. Re search Contracts Branch. FINB-1077B. 

NRC-01 -70- 002. 79/ 10/05. Ip 


--79 1030025 1 Mod 1 extending period of performance at no cost, to "Cost 
Df NEPA Alternatives, " 

MORTON. K. V. Research Contracts Branch. MOORE, R. W. United 

Engineers & Constructors, Inc. (subs, of Raytheon Co, ). FIN 
D-1077B. NRC-01 -78-002, 79/09/29. Ip. 


7910300252 Not i f i c a t i on of contract b x ecu t ion, Mod 2 to 
"Character liatlon V Classification of Geologic Faults {, 

Fractures in Appalachian Foldbelt. " Con trac t or: FL State 
Univ. 

GUSTAVE, R. P, Research Contracts Branch. LAWTON, R. 0, Florida 

State Univ. FIN B-1Q539. NRC-BS-78-00 4. 79/09/24, Ip. 


— 7910300255 Mod 2, extending period of performance for 3-m.onths ui/o cost 
to govt, to "Charac t er i xat ion t Classification of Geologic 
Faults It Fractures in Appalachian Foldbelt. 1 ' 

MORTON. K.V. Research Contracts Branch. FIN 0-10539. 

NRC-01— 78-004 . 79/09/23. 1 p. 


791 0300258 Notification of contract execution: "Presentation of Courses 
in DLU Facility Design !< Operation," awarded to Dt,W 
0AI8DEN, L. Research Contracts nranch. FIN X-11B1. 

NRC -05-79-255. 79/09/30. Ip. 


— 7910300261 Contract: "Presentation of Courses in DfcU Facility Design *i 
Operation." awarded to D&H. 

MORTON. K.V, Division of Contracts. NELSON, B. D. Babcock & 

Wilcox Co. FIN X-1181 NRC -09-79-295. 79/09/01. 9pp. 


7910300270 Notification of contract execution, Mod 2 to "Evaluation of 
Gross Operator Error Rates Based on Past Experience in 
Commercial Nuclear Power Plants." Contractor: IA 8tato Univ. 

HAOEY, H. Research Contrac ts Branch. HA8BUT, M. E. Iowa State 

Univ. FIN B-6303. NRC-04-70-221 . 79/09/11. Ip. 


— 7910300274 Had 2. extending poriod of performance far eight months at tie 
cost to "Evaluation of Oross Operator Error Rates Based on 
Past Experience in Commercial Nuclear Power Plants." 

MORTON, K. V. Research Contracts Branch, HASBUTiM.E. Division 

of Con tracts. Fill 0-6303 NnC-04-78-221 . 79/09/i i. 2pp. 


7910310017 Notification of contract execution: "Revise PWf! Oaseous U 
Liquid Effluent JPHR-Oalel Computer Code Si Write Description 
ef Cade in Detailed User Document," awarded to A Refra. 

PERLMAN, J. Division of Contracts. FIN B-6830, NRC-03-B0-1 13. 

79/10/ IS, ip. 


— 7910310019 Contract: "Revise PWR Gaseous !< Liquid Effluant ( PWR-9ALE ) 
Computer Code & Write Description of Code in Detailed User 
Document, 11 awarded to A Refre. 

HAROETT, D. J. Administrative Contracts Branch. REFRE, A. 

Affiliation Unknown. FIN B-6B30, NRC-03-B0-1 12. 79/09/01. 4pp. 
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IA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


33Q10177 Provides NRC understanding of 790117 telcon re distribution 
3f Xe-133 not approved for human use.Uill cease distribution 
3f Xe-133 supplied bg Union Carbide b distribute only Xe~133 
From suppliers who comply u/FDA rules 

(EPPLER, J. G. Region 3, Chicago, Office of the Director. 
1B-17466-01M0. 79/01/18. Ip 


37300447 Request bg Environ Coalition on Nuclear Power that Director 
if Nuclear Reactor Regulation. NMSS & IE permanentlg revoke 
3L w/prejudice. 

IDHNSRUDi J. H. Environmental Coalition on Nuclear Power. 79/06/29. 
(Opp. 


19110316 Forwards notice of violation b notice of proposed imposition 
>f civil penalties. Requires response in writ ing, wh ich will 
ie considered in determining whether License 48-17466-01MD 
ihnuid be mad i f i ed. susp end ed or revoked. 

iTELLO. V. Office of Inspecbion U Enforcement, Office of the 
lirector, 4B-17466-01MD. 79/08/17. 2pp. 


0010012 FOIA request for info re all proposed routes for transport 

if irradiated reactor fuel U NRC responses to licensees 

oncernlng clearance of routes. 

itlDlN, L. Affiliation Unknown. 79/OB/13 lp. 


0010027 Forwards "Spent Fuel Route Survey" containing info re local 
aw enforcement response capab i li ties, safe havens, food & 
uel stops b pertinent route info. Info withheld <ref FOIA 
cemption 4). 

CCORKLE, 0 W. Physical Seeuritg Licensing Branch. 79/08/13. Ip. 


910010035 "Spent Fuel Route Survey." Rept contents withheld (ref 
FOIA Exemption 4). 

* Commission. 79/07/30. 8pp. 


910010066 Approves planned routes for shipment of irradiated reactor 
fuel. Forwards CR Hillman 790709 memo u/suppl ementa] info. 

Info partial lg withheld (ref FOIA Exemption 4). 

MCCORKLE, 0. W. Phgsical Seeuritg Licensing Branch. 79/07/13 

IP 


910010077 Discusses supplemental info provided on 790705 re spent fuel 
shipment. Info partiallg withheld (ref FOIA Exemption 4). 

HILLMAN, D. R, Physical Security Licensing Branch. 79/07/09 

2pp. 


91QOIOOB3 Requests approval of irradiated reactor fuel transport 
route. Info partially withheld (ref FOIA Exemption 4). 

MANSUSI, J. Transnuc 1 Bar, Inc. 79/07/13. 3pp. 


79100302B8 Responds to FOIA request for info re fuel usod bg or 
acquired for USS Sea Wolf. No records available at NRC. DOE 
assumed responsibility for AEC records concerning nuclear 
submarines. 

FELTON, J. M. Division of Rules and Records. 79/09/2B. lp. 


791003030B Responds to FOIA request for documents re U tailings spill 
at United Nuclear Cotp mine in Church Roc k, NM. Forwards 34 
documents subj to reques t. Out 1 i ne of documents encl. 

FELTON, J. M. Division of Rules and Records. 79/09/27. 4pp. 


— 7910030327 Forwards title pages of geotechnical investigation rept. 
"Stability b Integrity As s o s sment. C hur c h Rock Tailings Dam, 

Church Rock.NM," Unis 1-4. 

BOOTH, R. D. Sergont, Hauskins b Beckwith. DECKWI TH, Q. H. 
Affiliation Unknown. 79/07/20. 3pp. 


—7910030336 Requests issuance of technical assistance work order to 
BNWL to provide radiological analytical support at Church 
Rock.NM site. Work urgently needed to effect EIA of U mill 
tailings dam fal lure. Statement of work encl. 

MARTIN, J. Program Support Branch. 79/09/27. 3pp. 


— 7910030342 Survey of standing pools of water to determine whether water 
was affected by U spill. No pools contained significant 
amounts of Ui no removal of solutions is required. 

« United Nuclear Corp, 79/09/27. 9pp. 


791003034B Discusses results of review re tailings impoundment failuro 
at Church Rock U mil 1. Confirms NRC discussions re 
radioactive contamination cleanup. Evaluation of potential 
exposure pa thways, ad d 1 Info request b recommendations encl. 

G0S81CK, L. V. Office of the Executive Director for Operations 
79/08/23. 9pp. 


— 7910030352 "Evaluation of Integrity of Remaining Starter Dam b Present 
Divider Dike. " Title page only. 

* Jacobs Engineering Group, Inc. 79/0B/29. lp, 


■7910030360 Discusses meeting schedules b postponements re Church Rock 
tailings dam failure. IP further postponements are necessary, 
meeting should be scheduled for 790913 or later so efforts 
can bo made to accommodate schedule. 

NELSON, J. D. Colorado State Univ. 79/08/31. lp. 


•7910030364 'Status Rept on Sampling Program to Determine Environ Impact 
of UnitBd Nuc 1 eaT Corp Mill Tailings Spill, '• 

» New Mexico. State of. 79/OB/30. 13pp. 


— 7910030366 "Cleanup Criteria for U Mill Tailings Spill." 
* United Nuclear Corp. 79/00/31. 9pp, 


?1003 0092 Forwards data sheets for Portsmouth, VA to Savannah River, SC 
transport route. Info partiallg withheld (ref FOIA 
Exemption 4). 

BLACK, H Physical Security Licensing Branch. 79/07/03. 10pp. 


7910030401 Draft of "Dose Assessment for Cleanup Criteria for U Mill 
Tai 1 ing 6 Spill. " 

» Eberlino Instrument Corp. 79/08/15, 61pp, 


FlOOl 0096 Informs of intention to continue irradiated reactor fuel 
shipments. Requests route approval. Info partially withheld 
(ref FOIA Exemption 41. 

UTLEY, E. E. Carolina Power b Light Co. 13372. 79/06/28. 5pp. 


—7910030404 Order to amend Radioactive Mat! License NM-UNC-ML to comply 
w/recommenda t ions for adequate cleanup program contained 
In 790813 ltr re radioactive metis b associated radioactive 
contamination. 

BACA, T. E. New Mexico, State of. 79/0S/13. lp. 


J"!? Rept 3 °-»2B31/79-01 on 790116-17. None omp 1 ia»c . 
*tou. distribution of maU for human use It pro* urament of 
idioactive gas from supplier uho distributes product not 
itended for human use. 

rfrtnr B ' ’nA5tc R i E n L0,C ' J Re S> lon 3- Chicago, Office of thi 
I ^ I' DAVIS, A. B. Region 3, Chicago, Fuel Facility b 

terlals SafBty Branch. 4S-17466-01MD. 79/01/17, 12pp 


020623 FOIA request for info re environ release of radiation 
o2n C , t , ive “ atIs & occupational exposure of all personnel 
DDE U enriched plant in Portsmouth, OH, Jan 1970 to 
esent. 

LLOCK, R. P. Critical Mass Energy Project. 79/09/21. 3 pp. 

d?at?on R r ,,0 !!? B t “. F01A request for info re environ release o 
diation b radioactive matis b occupational exposure of 
rsonnel at DOE U enrichment plant in Portsmouth, OH. Ne 

C ?0N 9 i a M all<,b nf NRCDOe D” 1 " records for facility. 

-TUN, J. M. Division of Rules and Records. 79/09/27. ip. 


330274 FOIA request for all info recoverable by search re f 
>d by or acquired for USS Sea Wnl f, including all 
:uments, contracts, bids, invitation, to bid, correspondence 
iatis on amount & nature of fuel. 

fMANrJ* 6* Levy, Gutman* Goldberg It Kaplan. 79/09/17, 2pp. 


-7910030405 Order to amend License NM-UNC-ML to include minimi i ing 
further dispersal of contaminants in Rio Puerco channel b to 
recover contaminants which have escaped from tailings pond. 

BACA. T. E. New Mexico, State of. 79/07/18. Ip. 


—7910030409 Order that License NM-UNC-ML be amended to incorporate 
requirement that company ceaso discharge of slurry into 
tailings retention area until further approval by NM 
Environ Improvement Div. 

BACA, T. E. New Mexico, State of. 79/07/16. Ip 


c7 u u uiSEUSB0S unsatisfactory progress in removing tailing* matis 
which have been deposited along bed, of Rio Puerco Rivor b U 
tributaries. Submits outline of adequate cleanup program to 
be implemented immediately. 

DACA, T. E. New Mexico, State of. 79/08/13. 4pp. 


-/V1U030419 Orders that excavation of tailing sands within ISO ft nf 
upstream crest of tailings dam be terminated b existing 
excavation be refilled w/taillng sands. No further const of 
dam allowed u/a written approval of state engineer. 

REYNOLDS, S. E. New Mexico, Btat# of. 79/08/OB. lp 


—7910030435 Orders that investigation of 790716 dam failure be 
prof engineer registered in NM.Also order* submittal of 
findings to state engineer. Order Issued to protect life b 
property downstream, 

REYNOLDS, B. E. New Mexico, State of. 79/07/10. ip. 
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— 7910030444 Forwards 
in roaponsH to TE 
sheets presenting 
actions U results 
MILLER. T. United 


tailings dam breach followup rep t from 790810-23, 
Baca 790813 request. Also forwards fact 
current data on b rose h , Uni ted Nuclear Corp 

Nuclear Corp. 79/08/24. 7pp. 


7910030712 Lists individuals of MA Reactor Safety Commission that have 
been processed for "Q" security clearance. Purpose of 
clearance is to discuss classified rept on reactor sabotage. 

Names withheld (not within scope of request). 

IUNG*rt, J Division of Security. 75/06/IB. ip. 


— 7910030451 Forwards complete results of analyses on crystallised salt 
samples taken 790718, in response to 790813 1 tr to DD 
Tubervi 1 1 e, W/resu 1 1 a of analyses on surface water samples 
taken on weekly basis since dam breach. 

WOOTEN, R. D. United Nuclear Cotp 79/08/22. Bpp 


7910030719 Responds to 761206 1 tr requesting procedural info for 
obtaining NRC security c 1 earanc e s . Sug g ests submittal of 
specific categor i es, typ es !< levels of info needed. Nanet 
withheld (not within scope of request). 

BRADY, R. J. Division of Security, 76/12/22. Ip 


-7910030457 Forwards list of state orders & nows releases re spill of 
radioactive matl, in response to request, 

STEWART, 0. W. New Medico, State of. 79/08/21. Ip. 


■7910030463 Submits copies of state orders news releases re spill of 
radioactive matl followed up by State of NM. 

HI HO, B. Now Mexico, State of. 79/08/21. 3pp. 


— 7910030468 Forwards resolution re discharge of radioactive waste water 
from United Nuclear Corp U mill.U/o end. 

DUBQISE, J. Navajo Nation, Manuelito Chapter. 7143. 79/08/21. 

Ip. 


— 7910030476 Forwards resolution of Manuelito Chapter re declaration of 
emergency & request for technical assistance in making Rio 
Puerto Rivor safe for human & livestock use & irrigation of 
plants. News article end . 

DUBQISE, U. Navajo Nation, Manuel i to Chap ter . 79/08/14. 5p p, 


•7910030482 Demands that NRC close down United Nucloar Corp activities 
in Navajo Indian country, including U mill & supporting 
mines, until outside investigation of dam disaster has been 
completed & recommendations are complied w/by all mines. 

MACDONALD. P, Navajo Nation, Manuelito Chapter. 79/08/15. 2pp. 


—7910030493 Requests addl info for review {< analysis of tailings dam 
fa i lure. Suhmi ts outlined list of info requested. 

NELSON, J. D. Colorado State Univ. 79/08/15. 2pp. 


— 7910030499 Discusses NRC role In response to failure of tailings 
impoundment at f a c i 1 i ty. Proposed remedial action related to 
bToached portion of tailings plan,as well as overall 
stability of structure, wi 11 be reviewed by NRC. 

8CARAN0, R. A. Uranium Recovery Licensing Branch. 79/08/01. Ip. 


~~7910030904 Forwards memo "Ropt on Dam Failure at Church Rock," in 
rBsponso to 790717 telcan request. Memo contains ropt of insp 
e xp or lBnco. r ocommendat i ons for evaluating cause of failure h 
chronology of Insp from 790717-21. 

KNIGHT, J. P. Assistant Director for Engineering. 79/07/31, 
11pp. 


•7910030507 Bubmits chronological insp events & experiences which 
occurred during 790717-21 visit to dam site to determine 
cau»B of failure, 

KANE, J. D. Geosciences Branch. 79/07/31. 12pp. 


——7910030511 Forwards 790B03 ltr to DD Tuberville which forwards BJ Roth 
790727 ltr to TE Daca l< SE Reynold 790B0B engineer order re 
United Nucloar Corp tailings dam at Church Rock, 

WHITEMAN, J. L. New Mexico, State of. 79/0B/0B. 8pp. 


• — 7910030527 Data sheets of breach water criteria of samplings & findings 
r« U tailings spill. 

* United Nucloar Corp. 79/07/17. 9pp. 


7910030317 FDIA request for all documents re U tailings spill at 
United Nuclear Corp Church Rock, NM mine, inc lud lng memoranda, 
ropts.test results U correspondence between NRC & NM QPc 
of Environ Improvement. 

MCLEOD, C. Affiliation Unknown. 79/09/06. ip. 


7910030703 FOIA request for all documents, inc luding directives, 
memoranda *< executive orders.ro procedures *< stds for 
persons outside NRC to obtain classified documents & 
stds under which .documents will bo made available. 

HANBELL, D. Illinois, State of. 79/09/05. 1pp. 


7910030707 Responds to FOIA request for records re procedures t, 
conditions in which persons outside NRC may obtain access to 
classified documents, Forwards documents. Some names 
Withheld (not within scope of request). 

FELTON, U.M. Division of Rules and Records. 79/09/28. 3pp. 


■7910030725 Supports FD Miller of State of DR DOE request that certain 
member of staff be given necessary security clearances to 
facilitate OR review of Trojan security h emergency p Ians. 

Name withheld (not within scope of request). 

SCHWARTZ, 8.A Office of Statu Programs. 77/12/12. ip. 


7910030729 Requests review of confidential documents prepared by Sandia 
Te potential impacts saboteur could have on nuclear power 
plant, in order to facilitate review of Trojan security plan. 

Name of reviewer withheld (not within scope of request). 

MILLER, F. D. Oregon, State of. 77/12/07. 2pp. 


— 7910030732 Notifies of access author i xat i on granted to individual for 
NRC security program. Name withheld loot within scope of 
reques t ) , 

BRADY, R. J. Division of Security. 78/04/07. ip. 


•7910030736 Forwards JA Edmundson 790529 ltr requesting subj clearance 
for individual. Requests that clearance remain in active 
status as long as individual is employed in NV. Name & 
position withheld (not within scope of request). 

RYAN, R.G. Office of State Programs. 79/06/06. ip. 


—791003074 1 Requests that security c lea ranee of individual remain active 
within NV, In order to facilitate review of licensee 
emergency response plans S, environ monitoring programs in 
NY. Portions withheld (not within scope of request). 

EDMUNDSON, J. A. Nevada, State of. 79/03/29. Ip. 


—-7910030743 Provides addl info in support of 790606 request for active 
clearance for individual employed by NV radiological health 
program. C 1 earanc e is important to carry out responsibilities 
of state & NRC. Name withheld (not within scape of request). 

RYANiR.G. Office of State Programs. 79/07/11. ip. 


■7910030746 Grants 790606 request for NRC security clearance for certain 
NV state emp 1 oy ee. b ased upon justification given in 790711 
memo. Name of state employee deleted (not within scope of 
request). Supporting info end. 

BRADY, R. J. Division of Security. 79/08/21. 230pp. 


7910050741 FOIA request on behalf of D Aleck. & M Raveles for all 
documents re AEC nuclear tests 8, studies measuring health 
effects resulting from exposure to low level radiation. 

STOLTZ, G. D. Burch, Horton, Bittner & Monroe. 79/0B/14. 3pp. 


7910050742 Responds to FOIA request for info re AEC nuclear tests h 
studies measuring health effects resulting from exposure to 
low level radiation. Mo documents ava 1 lab le. Sug gusts 
contacting DDE for info. 

FELTON, J. M. Division of Rules and Records. 79/10/03. Ip. 


7910090437 Responds to 790013 FOIA request for Info re radioactive 
discharge into atmosphere from NF8 facility at Erwin, TN for 
past 10 yrs. Forwards pertinent pages of NURE0-043Q. 

Monitoring info le in Region 2 ofc in Atlanta, QA, W/o ene 1 . 

FELTON, J. M, Division of Rules and Records. 79/10/03. 2pp. 


'7910090462 FOIA request for documents re radioactive discharges into 
atmosphere fTom NF6 facility at Erwin, TN far past 10 yrs. 

FAIN, J. Affiliation Unknown. 79/08/13- Ip. 


7910090467 Responds to FOIA 790925 request for miREO-0575, Voi a 1-3 & 
Aug 1979 final GEI8 on handling t< storage of spent LHR fuel. 
Documents can be purchased through NTIS. 

FELTON, J. N. Division of Rules and Records. 79/10/05. ip. 


7910090472 FOIA request for NUREG-0S75, Vo 1 s £-3 & Aug 1979 final 0EI3 
on handling & storage of spent LWR fuel. 

ROBBINS, R. L. Lake Michigan Federation. 79/09/25. ip. 


791Q09O4BO FOIA request for 620109 press announcement &, Sept 1962 final 
rept by general manager re 610103 incident at reactor BL-1 
in Idaho Falls, ID. 

TROMBETTA, H . Affiliation Unknown. 79/10/02. 2pp. 
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'090407 Responds to FOIA request for 620109 press announcement. 

pt 1963 memorandum k final rept by general manager re 

“I Incident. Forwards requested documents. W/o end. 

iLTON, J. M. Division of Rules and Records. 79/10/04. Ip. 


— 7910100722 "Technical Ropt on Demau Unit 1 Incident of 740020: 

TQ-1 Trip/Reactor Trlp/Safety Injection Actuation." 

LATAILLE, J. P. , GALLETLY, R. < CECCHt.T. West ing h ou s o Electric Co^rp. , 
Wyoming Mineral Corp. 74/09/02. 40pp. 


'090494 Responds to FOIA request for all documents re preparation 
NUREG-0459 t upgraded physical protection regulations in 
'CFR73, Document being prepared re NUREO-04 39. Remainder of 
quest does not meet 3USC552< a ) ( 3 1 requirements. 

LTON, J. M. Division of Rules and Records. 79/10/03. 2pp. 


090497 FOIA request for all documents re preparation of NUREG-0459 
upgraded physical protection regulations in IOCFR73. 

I6MAN, A. Z. Natural Resources Defense Council. 79/09/06. Ip. 


090510 Responds to 790919 FOIA request for info re number of 
clear gauges in pap er, text 1 1 e 6 related Industries, 
ruards computer printout of 1 icensees. Requests fee. W/o 
c 1 . 

LTON. J. M. Division of Rules and Records. 79/10/03. Ip. 


090516 FOIA request for info re number nf nuclear gauges in paper, 
xtile k related industries. 

BTOSZeWlCZ, J. Intec Corp. 79/09/19. Ip. 


090655 Responds to FOIA request for all documents pertaining to 
dear Matls 6 Equipment Corp k NRC Investigation into 
ecutlve Director for Operations previously withheld 
narts. 

-TQN,J. M. Office of Administration. 79/09/04. Ip. 


190658 FOIA request for all documents pertaining to Nuclear Matls k 
Jipment Corp U to NRC investigation into Executive 
rector for Operations remarks previously withheld. 

4LKA. J. J. Affiliation Unknown. 7B/11/30. Ip. 


100063 FOIA request for SNM license issued to Atomics Inti for 
mga Park. CA & Santa Susana, CA fact 1 i ties. Request includes 
:ense amends, annexes k apps. 

!E,H. Committee to Bridge the Oap. 79/09/30. 2pp. 


O006B Responds to FOIA request for all documents re BNM license 
.ued to Atomics Inti. Forwards partial listing Df requested 
uments being reproduced. Remaining documents still under 
'i ew. 

•TONrJ. M. Division of Rules and Records. 79/10/03, 2pp. 


00073 FOIA request for all documents re economic or market studies 
icerning radiopharmaceutical Industry or related to 
nomlc activity associated w/rad ionucleid market of 
lear reactor industry U nuclear pharmacy Industry. 

.ERlCg, T.V. O'Connor 6 Hannan. 79/09/12. Ip. 


— 7910100724 Technical rept on Special Event 74-13 re 
TG-l/Reactor Trlp/BE Trip. 

* Wastinghouse Electric Corp.. Wyoming Mineral Corp 79/05/29. 
Hpp- 


— 7910100725 Discusses stuck open power operated relief valve at foreign 
PWR. Recommends that all operating West ing house reactors 
modify pressuriier lovel/pressure coincidence ECCS 
actuation. 

THADANI . A Division of Systems Safety. 79/05/19. 4pp, 


— 7910100727 Informs of failure of pressurlter relief valve to reclose 
at Deznau I facility. Caused by poorly supported discharge 
line due to violent move during valve opening. To remedy 
s i tuat ion. frame replaced by east steel design. 

* Uestinghouse Electric Carp. , Wyoming Mineral Corp. 79/05/16. 

Ip 


7910100729 Responds to FOIA request for Senator Goldwater t, Congressman 
McCormack 790915 statement that no nuclear weapons have been 
made from nuclear waste matl & 770914 document ro 1962 Pu 
bomb detonation. NRC has no documents re request. 

FELTON. J. M. Division of Rules and Records, 79/10/05. Ip. 


7910100731 FOIA request for Senator Ooldwator i< Congressman McCormack 
790915 statement that no weapons have been made from nuclear 
waste matls !< 770914 document re detonation Df Pu bomb in 
1962. 

TROMBETTA. fl. Affiliation Unknown. 79/09/17. 2pp, 


7910110001 FOIA request for all documents re chemical grade fc/or 
pharm grade of Xe-133 t, any liaison agreement or 
understanding between NRC k FDA re jurisdictional fc 
enforcement responsibilities. 

VAKERICB, T. V. O’Connor St Hannan. 79/08/30, 3pp. 


7910110002 Responds to FOIA 790030 request for documents re Xe-133, 
Forwards partial list of documents re Xe-133iNRC has not 
completed review of remaining documents. 

FELTON, J. M Division of Rules and Rocords. 79/10/05. 2pp 


— 7910110004 Matl /Byproduct License 20-00320-19 for New England Nuclear 
Corp is amended in its entirety per 780328 app 1 i c a t i on. Amend 
2 author ties uso of licensed matl by JV Dimnnt U Individuals 
designated by Environ Control Div or corp. 

DASSIN.N. Radioisotopes Lieonalng Branch (Pro 790501). 

20-00320-19. 78/05/ 15. Ip. 


00077 Responds to FOIA request for all documents about economic or 
ket studies re radiopharmaceutical industry. Forwards 
t re determination of economic parameters of radionuclide 
ustry u/special ref to nuclear medicine market, 

TON, J. M. Division of Rules and Records. 79/10/01. Ip. 


-7910110007 Matl/Byproduct License 20-00320-19 for New England Nuclear 
Corp is amended in its entirety per 780109 application. 

Amend J authorixes use of 5 Cl Xe-133 gas calldnso refills 
to distribute for rece i p t. s torage St handling. 

BASS 1 N. N. Radioisotopes Licensing Branch (Pro 790501) 

20-00320-19. 78/01/19. Ip. . 


0100001 Determination of Economic Parameters of Radionuclide 8< 
adionuclide Devices Industry W/Speeial Ref tD Nuclear 
edicine Market," final rept. 

Arthur Young k Co. NRC- 12-77- 193. 78/06/02. 143pp. 


00109 Responds to 790B23 FOIA request for documents re Makepeace, 
or Englehard. Inc. Documents temporarily located In NRC 
awaiting Insp k copying. 

TON, J. N. Division of Rules and Records. 79/10/02. Ip. 


30H3 Ack receipt of info requested 790282 under FOIA. Inquire* n 
lure of NRC to send info on Makepeace or Eng lehard, Inc. 
jests that documents be sent re both firms. 

-IVAN.J.W. Affiliation Unknown. 79/08/23. 2 pp, 


>0719 FOIA request on behalf of UCS for repts made to NRC by Swi! 
t re event at Bexnau reactor which beare similar 
-acterlstics to TMI incident. 

18.E, R. Sheldon, Harmon S« Mels*. 79/09/04. ip. 


--7910110016 Matl/Byproduct License 20-00320-13 for Nbuj England Nuclear 
Corp, author 1 z ing use of 15 Cl Mo-99 k Tc-99m prepackaged 
radioactive matls for receipt, storage V handling for 
distribution to authorized recipient*. 

BA6BIN, N. Radioisotopes Licensing Branch (Pre 790301), 

20-00120-19. 77/12/01. 2pp. 


—7910110020 Matl/Byproduct License 20-00320-13 for Now England Nuclear 
Corp is amended In entirety per 760223 application. Amend 11 
authorizes use of 700 Cl Cs-137 sealed Bources for 
possession, storage & distribution. 

BELL.J.M. Radioisotopes Licensing Branch <Pre 790501). 

20-00320-13. 76/03/22. ip. 


•7910110026 Matl/Byproduct License 20-00320-13 for New England Nuclear 
Corp is amended in entirety per 760421 *, 0826 applications 
Amend 12 authorixes use of possession of 1000 Ci Ki — 85 S< 300 
Ci Sr-90. 

* Radioisotopes Licensing Branch (Pre 790501), 20-00320-13 

76/09/21. Ip. 


10720 Responds to 790904 request for repts to NRC by Swiss go 
ivent at Bexnau reactor. Forward* repts l< memoranda re 
dent. Info partially withheld (ref FOIA Exemption 4). 

ON, J. M, Division of Rules and Records. 77/10/03, 3pp. 


* technical rept on 740020 incident at Bexnau 
land. Summarizes observations on course of 
ations re extent of damage, conclusions fc 


•Corp., Wyoming Mineral Corp. 


—7910110030 Matl/Byproduct License 20-00320-13 for New England Nuclear 
Corp is amended in entirety per 770118 appl icati on. Amend 13 
authorixes possession (t use of licensed matl. 

BELL, J. M. Radioisotopes Licensing Branch (Pro 790S01). 
20-00320-13, 77/04/29. Ip, 


—7910110037 Matl/Byproduct License 20-00320-13 for New England Nuclear 
Corp is amended in entirety per 770920 appl icat Ion, Amend 14 
changes amount of licensed matl to 300 Ci. 

20-00320-13 77/lO/10 SOt lp** Uc,f, * ln8 Q r«nch (Pro 790301). 
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—7910110049 Matl/Byproduct License 20-00320-13 for New England Nuclear 
Corp Is amended In entirety peT 700310 app 1 ica t ion. Amend 13 
changes amount of licensed matl. 

WRIGHT, E.Q. Radioisotopes Licensing Branch (Pre 790301). 

20-00320-13. 7B/06/29. Ip. 


— 7910110240 Opposes proposed enforcement action against Nuclear 
Pharmacy, Inc Involving issuance of civil penalty 8, order to 
show cause why license should not be revoked in part. Actions 
are unprecedented f, ui/a just cause. 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director. 
79/07/17. 3pp. 


•79101 10035 Matl/Dyprnduct License 20-00320-13 for New England Nuclear 
Corp is amended in entirety per 781102 ap pi ica t ion. Aemorad It 
authoriies use & possession of 10,000 Ci itr-85 In any 
chemical form. 

BASB1N, N. Radioisotopes Licensing Branch (Pro 790501 ). 

20-00320-13. 78/11/27. Ip. 


— 7910110060 Matl/Byproduct License 20-00320-13 for New England Nuclear 
Carp is amended in entirety per 750715 ap pi lea t Ion. Amend 10 
authoriies use of no more than 10 mCi of any byproduct matl 
w/Atomic Numbers 3-83. 

HELL, J. M. Radioisotopes Licensing Branch (Pre 790301 ). 

20-00320-13. 75/11/11. 4pp. 


— 7910110003 Matl/Byproduct License 20-00320-09 for New England Nuclear 
Carp is amended In its entirety per 780622 app 1 ica tinn. Amend 
3fi authoriies use of no more than 10 Ci of any byproduct 
matl w/Atomic Numbers 1-83. 

GUINN, P. R. Radioisotopes Licensing Branch {Pre 790501 ). 

20-00320-09. 79/05/18. 2pp. 


•7910110101 Recommends civil penalty for Nuclear PhaTmacy,Inc for 
mislabelling & distributing Xe-133 which has not been tested 
for human use. Matter should possibly be referred to DOJ. 
KEPPLER, J.O. Region 3, Chicago, Office at the Director. 
40-17466-O1MD. 79/04/18. 2pp. 


—7910110106 Forwards draft IE Insp Rapt 30-12831/79-01 tin 790116-17, 
draft notice of violation & notice proposed imposition of 
civi 1 penalties. 

DAVIS, J.O. Office of Inspection 6 Enforcement, Office of the 
Director. 40-17466-O1MD, 79/04/18. 3pp. 


—7910110244 Discusses reconsideration of position re issuance of order 
to show cause to Nuclear Pharmacy, Inc. Order to show cause 
i nappropr late. No legal objection to rest of package. 

LIEBERMAN. J. Rulemaking t< Enforcement Division. 79/08/01. ip, 


— 7910110247 Bubmlta dTe f t Itr to 0 Fleavis re intent to propose civil 
penal ty. 

BACHMAN, D. Rulemating 6 Enforcement Division. 48- 1 7466-01MD. 
79/08/01 . Ip. 


—7910110252 Discusses enforcement recommendations for Nuclear Pharmacy, 
Inc tf Ch i cago/Elmhurs t. Recommends that both licensees be 
treated separately due to differences in insp findings. 

DAVIS, A, B. Region 3, Chicago, Fuel Facility 6 Materials Safety 

Branch. 12- 1804 4-0 1 MD. 79/03/29. 2pp. 


7910110214 Responds to FOIA request Fot documents generated or utilised 
by Task Force on Safeguards Po 1 i c y. Forward s RJ Brady 790307 
memo forwarding draft of rept. Rept withheld (ref FOIA 
Exemptions l N 5). 

FELTON, J. N. Division, of Rules and Recotds, 79/10/09. 2pp. 


7910110221 Discusses c lassif i cation review of draft rept re task force 
on NRC safeguards policy. Rept should be considered 
c onf i d ential. 

BRADY, R. J. Office of Administration. 79/03/07. Ip 


7910110231 FOIA request for info on effects on Southern CA of nuclear 
atmospheric testing In. NV deseTt before 1963. 

COLVIN, T. Riverside Press - Enterprise, R1 var s i d a, C A. 79/09/28. 

Ip 


— 791Q110U2 Draft notice of violation from insp on 7901 16-17. 

* Region 3, Chicago, Office nf the Director. 48- 17 466-0 1MD. 

79/04/18. 3pp. 


— 79101 10165 HEW certificate re JA Halperin custody of official federal 
record* concerning human drugs. Affidavit one 1. 

LAVENDER, A. Health, Education fc Welfare, Dept. of. 79/03/10. 

5pp. 


— 7910110107 EN-79-09: Informs NRC that notice of violation S< notice of 
proposed imposition of civil penalties will be issued on 
79QB17 to Nuclear Pharamacy, Inc. 

BROCKETT, T. W. , GOWER, G. C. Office of Inspection !, Enforcement, 
Office of the Director. 40-17466-01MD. 79/08/15. ip, 


— 7910110212 Notice of violation from insp cm 790116-17. 

« ■ Region 3, Chicago, Office of the Director. 4Q-17466-01ND, 
79/08/ i 7. 4pp. 


— 7910110216 Notice of proposed imposition of civil penalties foT 
distribution of untested drugs for human use. 

* Region 3, Chicago, Office of the Director. 40-17466-OIMD. 
79/00/17. ip. 


— 7910110220 Comments on proposed enforcement package for Nuclear 
Pharmacy, Inc civil penalty & order. 

BN1EZEK, J. H. Division of Fuel Facility «, Materials Safety. 
40-1 7466-0 1MD. 79/06/28. 2pp. 


— 7910110224 Discusses 790016 telcon w/R Wood of FDA re potential health 
haiards Involved in chemical grade Xe-133. Potential health 
haierd includes possibility of contamination by otheT 
radionuclides. 

BACHMANN,fi. Rulemaking 6 Enforcement Division. 79/0B/16. Ip. 


— 7910110227 Discusses J Keppier 790717 memo re Nuclear Pharmacy. Inc. 
Withold* concurrence on enforcement action pending outcome 
t, review of discussions w/IE. 

LIEBERMAN, J. Rulemaking 6 Enforcement Division. 79/07/20. ip. 


— 7910M0234 Draft order to show cause re revocation of License 
48-17466-0tMD. 

flTELLO, V. Office of Inspection U Enforcement, DfPIce pf the 
Director. 40-17466-OIMD. 79/0B/17. 18pp. 


—7910110236 Submits date re shipments of Xe-133 received (t distributed 
in bulk by Union Carbide Corp during 781122-790111. 

BROCKETT, T. Office of Inspection fc Enforcement, Office of the 
Director, 79/07/09, 3pp. 


7910110239 Responds tn FOIA request for info re effects on Southern CA 
of nuclear atmospheric testing in NV desert before 1963. NRC 
has no records re requested sub/. 

FELTDN, J, M, Division of Rules and Records. 79/09/28. Ip. 


7910110367 Supplements response to FOIA request for NRC Annual Rept 
1978, NRC study of TMI causes 6 other documents. Forwards 
FES for Ohoreham Unit 1 (NUREQ-0286 ) , Una b 1 e to locate parts 
of info requested. 

FELTON, J, M Division of Rules and Records. 79/10/09. 3pp. 


7910110374 FOIA request for NRC Annual Rept 1978, NRC study of causes 
of TMI-2 Incident, rept indicating methods used to cool TMI-2 
core, study of environ effects of certain facilities !« info 
ro reopening of Indian Point 1. 

JOHNSON, FI. Affiliation Unknown. 79/03/02. 2pp. 


79 101 10309 Responds to FOIA request for certain documents re TMI. 
Apps list documents subj to request. Info partially withheld 
(ref FOIA Eiamptlons 6 h 7C1. 

FELTON, J.M. Division of Rule* and Records. 79/10/01, 4pp. 


7910HD390 Responds to FOIA request for info re shipment of high level 
nuclear matls through Memphis, TN area & safety measures 
which shippers are required to taka. No records Pound re 
shipment request, Forwards remaining requested info. W/o end. 

FELTON, J.M. Division of Rules and Records. 79/10/09. 2pp. 


7910110402 FOIA request for info re shipment of high level nuclear 
matls thTO-ugh Memphis, TN area U safety measures shippers 
are required to take. 

BRIBTER. B. Affiliation Unknown. 79/09/15. ip. 


7910120264 FOIA request for Info re removal of raduieste & rock from 
PM-3A site in Antarctica to Ventura County. CA. 

DANE AU, D. E. Affiliation Unknown. 79/09/li. Ip. 


7910120273 Responds to FOIA request for info ts removal of radwaste 
I, rock from PM-3A site in Antarctica to Ventura County, CA. 
Forwards documents listed in App A. 

FELTON, J.M. Division of Rulas and Records. 79/lO/iD, 2pp. 


7910120384 Respond* to FOIA request for Info re abnormal settlements 8, 
NRC reasons for not levying civil penalty against util in 
1972. Forwards list of relevant doc uments. Info partially 
withheld: names of individuals (ref FOIA Exemption 7). 

FELTON. J.M. Division of Rules and Records. 79/10/09. I19pp. 



NONDOCKETED ITEMS 


3407 Responds to FOIA request for all unclassified documents re 
unctions of nuclear reactoTj outside US in past five 
Forwards documents 1 1st ed. e xcep t those tn foreign 
uages. 

ON, J, M. Division of Rules and Records. 79/1-0/09. 3pp. 


3409 FOIA request for all unclassified documents re malfunctions 
udear reactors outside US in past five grs. 

HAH, D. New York Times. 79/0B/30. ip. 


3003 Responds to appeal of initial FOIA decision denying 
ested info. Grants appeal re Documents 6, 0C, BE t< 9. Info 
(l el d: prel iminary opinions (ref FOIA Exemptions), 

Hi S. J, Office of the Secretary of the Commission. 79/10/1 1. 


9007 Supplements 790710 appeal of initial FOIA decision denying 
est for documents re issuance of show cause order. 

Ifies info not being withheld under Exemption 5. Response 
90629 failed to support exemption claim. 

OR, T. B. Connsrp Moore & CoTber. 79/07/20. 3pp. 


3599 FOIA request for documents re development of form for 
ear energy policy for nuclear power plant facilities 
10CFR140. 91. 

ENHEtMER.K. Cozen. Digier b O'Connor. 79/09/19. ip. 


3607 Responds to FOIA request for documents re development of 
for nuclear energy policy for nuclear power plant 
lities per 10CFR140. 91. Requested documents at PDR in 
ington. DC. 

JNiJ.M. Division of Rules and Records. 79/10/10, 3pp. 


>233 Responds to 701130 FOIA request for Nuclear Matl h Equipment 
records. Port ions of Documents 7 & 9 are classified. 

IN, t.M. Division of Rules and Records. 79/09/27. ip. 


160251 FOIA request for all documents pertaining tn Nuclear Matl N 
xipment Cdpp !« remarks of Executive Director for 
srations withheld from previous FOIA requests. 

M.KA, J. J Washington Star. 70/11/30. Ip. 


>108 Followup to F0IA-79-16S request for documents re post-Lewis 
use of WASH-1400 by NRC. Requests NRC documents about 
:t of WASH- 14 00 repudiation on facilitieSiReed ropt t< 
ted correspondence. 

iRi P. Prairie Alliance. 79/09/26. 3pp. 


>193 Partially responds to FOIA request for Reed ropt. Rept 
leld (ref FOIA Exemption 4). 

Division of Rules and Records. 79/10/15. 2pp. 


>197 Supplements response to FOIA request For nine categories of 
nents, inelud ing records re chemical grade &/or pharm 
> Xe-133 gas 4* jurisdictional responsibilities of NRC 
? D1A. Forwards documents listed in app. 

3N, J. H. Division of Rules and Records. 79/10/13. 2pp. 


>202 Supplements response to FOIA request for documents ra 
ince of SNM license to Atomics Inti for Cartoga Park,CA & 

) Susanai CA fa c il 1 1 i es, Re quested info withheld (ref 
Exemption 4). 

)N,J.M. Division of Rules and Records. 79/10/19. Ip. 


>306 Discusaes CH Buckley FOIA request for details on Philippine 
;or,nuclear fuel & component export licenses. DOE has 
'ered four documents relevant to request. Requests 
ue of requested documents. 

1IARA, I, L. Energy, Dept. of. 79/10/05. Ip. 


1319 Forwards four documents referred by DOE Pop response to FD1 A 
ist re details on Philippine nuclear power reactor, 

>ar fuel << component expnTt 1 icenses. Documents 
cusly sent under FQ1A-79-314. W/o end. 

IN, J. M. Division of Rules and Records. 79/10/19. Ip. 


1329 FOIA request for info an U milling permits for facilities in 
l,N. Affiliation Unknown. 79/09/26. Ip. 


340 Responds to FOIA request for info on U milling permit# for 
ities In BD.FOIA applies only to requests for access to 
ds.Ltr referred to NRC ofc responsible for milling 
ities for response. 

N, J. M. Division of Rules and Records. 79/10/19. Ip. 


7910170353 Supplements response to FOIA request by UCS for all 
documents re Action Plans A-40 ti A-41, records on seismic 
issues, documents by HR Denton !< C Stepp E< lnsp repts for 
Oeavor Va 1 1 oy . Forward s addl documents. 

FELTON, J. M. Division of Rules and Records, 79/10/19, 3pp. 


7910171059 FOIA request foT film boing produced on LOFT experiments h 
ali info ro film. 

CANNON, J. M. Mi d -Am erica Legal Foundation. 79/07/12. Ip. 


7910171061 Supple 791012 telean ro 790712 FOIA requeot for film being 
produced on LOFT experiments S< all Info relating to film. 

Forwards list of requested documents. Documents in PDR in 
Wash Ing ton, DC. 

FELTON, J. M. Division of Rules and Records. 79/10/16. 2pp 


7910100011 Supplements response to FOIA request for documents ro U 
tailings spill at United Nuclear Corp. Church Rock, MM mine, 

Addl documents will be placed in PDR. 

FELTON, J. M. Division of Rules and Records. 79/10/19. 2pp, 


7910190394 Responds to 790927 FOIA request for documents ro unresolved 
generic issues fDr Byron, IL nuclear power p lant. Forwards 
requested documents. 

FELTON, J. M. Division of Rules and Records. 79/10/17. 2pp 


7910190400 FOIA requost for documents re unresolved generic lss.uos for 
Byron, IL nuclear power plant. 

JOHNSON, B. League of Women Voters of Rockford, IL. 79/09/27. Ip, 


7910190404 FOIA request for access to repts, "Barrier Penetration 
Database," "Advanced Admittance Bys, " "Guards" & "Resources 
Requirements for Malevolent Actions." 

QEE, E. Affiliati on Unknown. 79/09/22. ip. 


7910190410 Responds to FD1 A request for access to repts, "Barrier 
Penetration Database," "Advanced Admittance Sys, " "Quards" 
h "Resources Requirements for Malevolent Actions. " First 
three documents in PDR, Unable to locate fourth document. 

FELTON- J. M. Division of Rules and Records. 79/10/17. 2pp. 


7910190410 Supplements 791009 ltr t« responds to FOIA request for info 
re process used in determining routes for shipping fuel 
rods. FoTiuards document ro transportation routes, Info 
partially wi thho 1 d: surf ace routes (ref FQIA Exemption 41. 

FELTON, J. M, Division of Rules and Records. 79/10/10. ip. 


7910190422 FOIA requost for name 6 , g rad o, d op t 8,/or ofc of all 
civilian employees assigned to NRC Region 2. 

DAVIB, E. P. United Services Life Insurance Co, 79/09/09. ip 


7910190426 Responds to 790905 FOIA requost for namos, grade, dept 8«/or 
ofc of all civilian employees assigned to NRC Region 2. 

Forwards organl xa ti nnal computer listing as of 790031. 

U/o end. 

FELTON, J. M. Division of Rules and Records. 79/10/10. ip. 


7910220534 FOIA roqusst for 35 documents submitted to Chairman Udall of 
Subcommittee on Energy 8, Environ ro case histories 8, 
vulnerability studies of 1 i c ensoes, mat 1 accounting, throat 
analy s is, inc iden t s, JH Conran repts 8, other relevant info. 

COCHRAN, J. B. Natural Resources Defense Council. 77/08/31. 4pp. 


7910290460 Supplements 790911 FOIA 79-393. Requests NRC 700208 
"immediate action" ltr & 790901 response. 

QADRIEL.H.J. Norton 8, Criatenson. 79/09/26. 2pp. 


7910300076 Responds to FOIA request for info ro nuclear exports to 
Brazil. Forwards documents. Certain documents entirely 
withheld (ref FOIA Exemption 5) 8, others partially 
withheld (ref FOIA Exemption I). 

FELTON, J. M, Division of Rules and Records. 79/10/22. 4pp. 


— 7910300003 Supplements 700508 response to J Qlenn 780329 ltr re NRC 
expnrt licensing re spono l b i li 1 1 e s. 9ubmi ts response to 
Question 5 re export licensing criteria for Angra I reactor 
in Qrazil in light of Nuclear Nonproliferation Act of 1978. 
HENDR1E, J. M. Commission. 78/06/21. 2pp, 


— 7910300009 Finds sufficient legal basis for issuing License XBNM-0909 
to oxport law enriched U to Draz il . A1 kh Dug h Brazilian 
statement is amb 1 g uous, Commi s s 1 on is assured that matl will 
not be used to produce explosives, Di scusses export policy. 

QTOTBER, C. R. Office of the General Counsel. 78/02/21. lOpp, 


NONDOCKETED ITEMS 


— 7910300094 Notifies of NRC acceptance of LU Qossick recommendation 
that license be issued for export of SI. 889 kg U, enriched to 
3. 15‘/C U-235, to Drai i i. Submi ts NRC comments re use of US 
nuclear mat) J< equipment for nuclear explosive purposes. 

CH1LH. B. J. Office of the Secretary of the Cornells* ion. 78/06/21 
lp. 


— 7910300090 Requests various info ro NRC rulings on export licenses in 
light of Nuclear Nonproliferation Act of 1 97B. e sp e c la 1 1 y in 
relation to export of reactor fuel to Ora j i 1 t< licensing 
criteria used for approval. 

GLENN, J. Senatei Governmental Affairs. 70/03/29. 2pp. 


— 791030010+ Advises of NRC concurrence in proposed Itr ro Draxillan 
exportsito be dispatched by Director of Inti Programs to 
Dopt of State, subj to editorial revi si on. Bradford 790323 
response sheet end. 

CHIl-lt. 9, J. Office of the Secretary of the Cornell as i on. 78/04/17 
3pp. 


— 7910300112 SECY-77-601 

Summarixes NRC review of proposed issuance of license for 
Mestinghouse to export 31.009 kg U. enriched to 3. 15X U-235. 
to Brax i 1 . Rocommends closed meeting ui/Dept of State as soon 
as possible. 

SHEA. J. R. Office of International Programs. 77/13/05. 4pp. 


-—79103001 16 Forwards Meetinghouse application for license to export up 
to 1.393 kg U-235 to Braid. 

KENEHSON. D. A. Me* t i ngli ouse Electric Carp. 76/04/09. lp. 


— •7910300121 Application by Meeting ho use for license to export up to 
1.392 kg U-235. contained in up to 51.009 kg U. to Braid. End 
use statement end. 

KENEREON, D. A. Meetinghouse Electric Carp. ZWRT 90000 AR. 
76/04/09. 2pp. 


■-7910300126 Submits name It address af export rnatl packager per 
application for fuel export liconse For Angra nuclear power 
generating plant in Bratil. 

KEHERSQN. D. A. Meetinghouse Electric Corp, 76/04/15. lp. 


—7910300130 Provides addl info in support af Angra Fuel export liccnso, 
including more detailed util end use statement, 

KENERBON, D. A. Mestinghouse Electric Corp. ICS-3411. 76/05/17. 

2PP- 


— 7910300135 Requests assistance in expediting issuance of Ucense 
XSNM.-09O9 for export of nuclear fuel assemblies to Bra 1 1 1 . 
DQETTINGER. H. L. Mbs t i ng hou se E 1 ec t r i c Corp. ICB-63B6. 77/11/29. 
lp. 


— 7910300137 Executive Branch position ro application by Mestinghouse foT 
license to export up to 1.392 kg U-235 to Dra x 1 1 . L i c ens e 
should be granted. 

TARN OFF. P. State, Dept. of. B/S 7600677, 79/11/14. 6pp. 


— 7910300139 Forwards Dept of 9tate 770427 ltr re U3 functional approval 
right, including European Community position, in response to 
770225 request for addl analysis. 

SHEA, J.R. Office of International Programs. 77/04/29. Ip. 


— 7910300141 Discusses Interpre ta ti o n of US agreements For cooperation 
w/European Community t< Japan ro retraiitfeT of SNM produced 
through UB-supplied source or SNM, Includes European 
Community position. 

HOYLE. D. B. Btato. Dept. of. Bureau of Oceans & Internatl . Environ. S. 
Scientific Affairs. 77/04/37, 9pp. 


— 7910300149 Discusses Commissioner concurrence in signing of 
NRC/Bra 1 1 1 lan arrangement fur exchange of technical Info !< 
cooperation in R?<D of atds.Also concurs w/NflC lucheon in 
honor of Draxillan delegation. 

CHILK.B, J. Office of the Secretary of the Commission, 76/05/19. 
lp. 


— 7910300150 Discusses Commissioner concurrent in arrangement For 
regulatory info exchange w/Braxll. 

CHILK.B, J. DfPice of the Secretary of the Commission. 76/05/19. 
lp. 


— 7910300153 SEdY-76-264A 

Advises Commission of plans being made for signing of 
NRC/Bra i i 1 arrangement for exchange of technical info it 
cooperation in R!<D of atds.Also advises of NRC luncheon 
in honor of Braxllian delegation. 

LAFLEUR. J. D. Office, of International Programs. 79/10/29. 2pp. 


—7910300157 SECY— 7 6-264 

Requests Commission comments on proposed arrangement 
w/Draxillan Comissao Naclonai do Energia Nuclear for 
exchange of technical info It cooperation in R&D of stds. 
Supporting documentation end. 

LAFLEUR. J. D. Office of International Programs. 79/10/29, 13pp 


— 7910300166 Forwards draft cable to Brasilia requesting status rept 
concerning physical security measures of Angra nuclear 
reactor site near Angra des Rei a. Bra i i 1. in order to update 
physical security flles.U/o end. 

□PLIhtQEfl. G. G. Assistant Director for Export/ Import b 
International Safeguards. 70/00/03. lp. 


— 7910300174 Forwards questions raised by NRC re Executive Branch 
affirmative recommendations on Angra ! export license 
app 1 icat i on. Quest tons withheld (ref FOIA Exemption I). 
PEDERSEN, ti. Commission. 77/12/00. ip. 


79l03k04B4 Appeals 7910OS initial response to FOIA request for free 
copy of NUREG-0575. 

ROBBINS, R. L Lake Michigan Federation. 79/10/07. Ip. 


7910310404 Appeals 791005 initial response to F0IA request for fraa 
copy of NUREG-0575. 

ROBE INS, R. L. Lake Michigan Federation. 79/10/09, ip. 


7910310409 Responds to appeal of initial response to FOIA request fur 
free copy of NUREG-0575. NRC has trial program for free 
distribution of NJREG ropts to certain per sons. Forward s 
NUREG-0575 6 announcement to d i s tr lb u t i on. H/o end. 

FELTON. J. M. Division of Rules and Records. 79/10/24. lp. 


79 1 03 104 S9 Responds to appeal of initial response to FOIA request For 
free copy of NUREG-0575. NRC has trial program for free 
distribution of NUREO repts to certain persons. Forwards 
NUREG-0575 6 announcement rs d 1 s tr i b u t ion. W/o end, 

FELTQN, J. M. Division of RuIes and Records. 79/10/24. lp. 


GEN TEC IS GENERIC TECHNICAL ISSUES 


7906250037 Notification of 790510 meeting u/ltO Liaw, J Stroms rider 6 
F Almeter in Bethesda.MD to discuss technical assistance 
requirements for consequence analyses portion of Task Action 
Plans A-3iA-4 & A-5. 

LAGRANGEfR. G. Eng i neer ing Dr anch <Prc 7910301 79/05/15. lp, 


7910010742 Noti f icati ion of 790905 meeting w/Mar k 1 owners group in 
Bethesda.MD to discuss potential for fatigue failures of 
downcomers in Mark I plants. 

CRIMES. C, I. Assistant Director for Systems Engineering (Pre 
791030). 79/09/04. lp. 


7910020687 Forwards fault trees by Sandia Lab depicting decay heat 
removal function for task on sys in t erac t i on. H/a end- 
ANGELO, J. LightWater Reactors Branch l. 79/09/21. lp, 

7910020689 Forwards Revision 3 to Task Action Plan A-7. "Mark I 
Containment Long-Torm Program. " Revisions include two-month 
slip In projected generic completion date 6 recent manpower 
h technical assistance funding changes.- 

MANAGER, 8. H. Division of Systems Safety. 79/00/29, lp. 


—7910020692 Revision 3 to Task Action Plan A-7: "Mark I Containment 
Long-Term Program. " 

EIBENHUT. 0. 0. . GRIMES. C. Division of Operating Reactors. 
79/09/29. 19pp. 


7910040375 Discusses EPRI fc Naval Research Lab visits to discuss statuo 
of annealing pro grams , Comments re annealing pr ograms, tes t 
procedures ti resulting data relative to completing t* 
implementing Generic Task A-l 1 included 

GAMBLE, R.fl. Division of Systems Safety. 79/09/10. 3pp. 


7910100019 Forwards third Interim rept, "Sys Interaction Methodology 
Applications Program." prepared by Sandia Labs for Ofc of 
Stds Devol opulent on 790031 . Roques ts comments by 791015. 

Draft Pinal rept will be completed by 791231. 

ANGELO, J. Light Hater Reactors Branch 1. 79/09/24. lp. 


—7910100024 "Sys Interaction Methodology Applications Program," third 
interim rept. Prepared far Ofc of Stds Development, 

B0YD, 0. J. i CRAMOND, W.R. , HICKMAN. J. W. Sand la La b ora tar i 9 s. 
79/09/31. 63pp. 


791 0100645 Bumm*Ty of 790919 meeting re status of task action plan. 
Burns U Roe proposal 6 Div of Sys Safety/Ofc of Nuclear 
Regulatory Research inter Face. 

MATT. J. J. Reactor By stems Branch. 79/09/21. 2pp. 


r. 
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NONDOCKETED ITEMS 


7910140312 Summary of 790927 meeting w/GE t< BWR owners re containment 
concerns related to ATWS resolution plans. QE presentation 
covered safetg relief valve load methodology & pool temp 
considerations. » 

THADANI, A. Division of 9ystems Safetg. 79/10/03, 19pp. 


7910100249 Summary of 790907 meeting w/BWR owners S, QE in Dethcsda, MD 
re NRC plans for resolution of ATWS issue & to provide 
necessary background info needed to verify Alternator 3 
fit adequacy. 

THADANI. A. Division of Systems Safety. 79/09/13. 13pp. 


7910190535 Summary of 790014 meeting u/Westinghous e owners in Dethesda, 
MO rB plans for resolution of ATWS Issue h impact of TMI— 2 
event. 

THADANI, A. Division of Systems Safety. 79/09/13. 0pp. 


7910220307 Urges completion of work on NUREG/CR-1072. 

JOHNSON. R. E. Engineering Branch (Pro 791030). NRC -03-7B- 1 33. 
79/10/09. 2pp. 


7910220403 Makes recommendations Dn 790910 status of Vessel Annealing 
Sub task. Sub task generally accep tab la. Requests NUREG draft 
timetable. 

JOHNSON. R. E. Engineering Branch (Pro 791030). 79/10/05. 2pp, 


7910230115 Concludes confirmatory full scale teste will be necessary 
tn establish load magnitude uncertainty. Forwards sample 1 tr 
requiring Mark I licensees or applicants to perform test 
programs. 

GRIMES, B.K, Assistant Director for Systems Engineering (Pre 
791030). 79/09/25. 4pp. 


7910250042 Notification of 791029-30 meetings w/Sandia Labs in 
Alb uquerque, NM to discuss techniques h procedures used to 
analyte fault trees. 

ANGELO, J. Light Water Reactors Branch 1. 79/10/10. Ip. 


7910300371 Notifies that preliminary review of test data In 790930 
submittal Is comp) eted. Requests best fit curvilinear J-R 
curves for experimental data be provided by 791105. 

GAMBLE, R. M. Mechanical Engineering Branch. 79/10/17. Ppp 


ItE INSPECTION AND ENFORCEMENT 


7906220111 IE Circular 79-19, "Loose Locking Devices on I ngernoll -Rond 
Pump Impel lers. " 

* Office of Inspection b Enforcement, Office of the Director. 
79/09/13. 7pp. 


7900220114 IE Bulletin 79-24, "Proton Lines." 

* Office of Inspection L Enforcement, Office of the Director. 
79/09/27. 3PP. 


7908220110 IE Circular 79-20, "Failure of OTE Bglvania Relay Typo PI-1 
Bulletin 7305, Catalog 3U12-11-AC w/120-Vnlt ac Coil. " 

* Office of Inspection U Enforcement, Office of the Director. 
79/09/24. Ip. 


908220121 IE Info Notice 79-23, "Emergency Diesel Generator Lube Oil 
Coolers. " 

* Office of Inspection b Enforcement, Office of the Director. 
79/09/26. Ip. 


7908220123 IE Info Notice 79-24, "Overpres sur 1 t ati on of Containment of 
PWR Plant After Main Steam Line Break. " 

* Office of Inspection U Enforcement, Office of the Director. 
79/10/01. tp. 


790B220125 IE Info Notice 79-25, "Reactor Trips at Turkey Point Units 
3 1 4. “ 

* Office of Inspection {< Enforcement, Office of the Director. 
79/10/01. 2pp. 


7910110107 EN-79-09: informs NRC that notice of violation & notice OF 
proposed imposition of civil penalties will be Issued on 
790017 to Nuclear Pharamacy, Inc. 

BROCKETT. T. W. ■ GQWERiO. C. Office of Inspection & Enforcement, Office 
of the Director. 48-1 74A6-01MD. 79/08/15. Ip. 


7910170047 PNO-1 11-79-01; on 790923, 5-C1 Cs~137 well logging source was 
lost In 3, 900— f t well in Ashtabula, OH. Region 4 & State of 
OH 1 nformed. Wei 1 will be Inspected. Licensee plane to plug 
well w/concr«te. 

PAPER IHLLO, C. J. , DAVIS, A. B. Region 3, Chicago, Office of the 
Director. 42-0643B-03. 79/09/24. Ip. 


7910100294 PNO- 1 1 1-79-002; on 79092S, Pac i f i c Int ermoun ta i n Express 
tracto-r containing unirradiated U dioxide caught fire near 
Beach i NC. Container was Found intact. Container was secured 
in local fire station l« will be shipped to destination. 

DAVIS, A. B. Region 3, Chicago, Office of the Director. 79/09/26. 

Ip, 


7910100395 PWO-V-9-OOl : on 790925, one mC i Co-60 solution spilled around 
oil well in Red Wash all field Inside restricted area. 

Contaminated liquids have been removed from soil. 

Decontamination of cone rote area in progress. 

BOOH, H. E. Region 5, San Francisco, Office of the Director. 
04-00720-02. 79/09/27. Ip. 


7910-250020 PNS-79- 103; on 790930, 1001 8, 06, 1 arg e number of antinuclear 
protestors are scheduled to demonstrate at facility. 

Unsubstantiated info indicates possible violence. Law 
enforcement agencies have been notified. 

JAMES, J. , ERVIN, N. E. , HOWARD, E. M. Office of Inspection & 
Enforcement, Office of the Director. 79/09/20. Ip, 


7910250031 PNO- 1 1 1 -79-5: farmer employee of Cotter Corp requested whole 
body count, Lung count did not detect any activity above that 
expected for unexposed individual for both U-235 & 11-238, 

EBSIO.T.H., DAVIS, A. D. Region 3, Chicago, Office of the Director. 
79/09/20. Ip. 


7910250192 PNO- 1 1 1 — 79-B: on 791002, Unlv of Chicago employee received 
exposure to 7,53 rems neutron plus gamma radiation for third 
quarter of 1979. Emp 1 oy e e worked ui/aealed source of CF-252. 
Investigation underway. 

SRENI AWSKI ■ D, J. , DAVIS, A. D. Region 3, Chicago, Office of the 
Director. 12-00509-03. 79/10/02. 1 p. 


NUREO NUREG REPORTS AND RELATED CORRESPONDENCE 


7910010041 Comments on draft of "QEI8 on U Milling," NUREQ-051 1 : title 
should ho changed to reflect limited scope, Cone luslons omit 
requirement preventing use of tailings as embankments. 

LACKER, D. K. Texas, State of. 79/00/23. Ip. 


7910010473 NUREQ/CR-0013 

"Qualification Testing Evaluation Program, LWR Safety 
Researc h, Quarterly Ropt," Oct-Dee 1978. 

BONZON. L. L, , GILLEN, K. T. , SALAZAR, E. A- Sand la Laboratories. FIN 
A- 1051-9. 70/12/31. 122pp. 


7910010490 NUREQ-0625 

"Ropt of Biting Policy Task Force. " 

MULLER, D. R. , MOORE, V, A. Division of BitB Safety & Environmental 
Analysis. DENISE, R. P. Assistant Director for Site Technology. 

79/00/31. 124pp. 


7910010512 NUREQ/CR-0774 

"Early Mortality Estimates for Different Nuclear Accidents. " 
Final Phase 1 ropt, Oct 1977- Apr 1979. 

HAHN.F.F. Inhalation Toxicology Research Institute. FIN A-1203. 
79/00/31. 125pp. 


7910010522 NUREG /CR -0835 

"Toxicity & Effects of Dromoform Dn Five Marine Species." 

GIDEON, C. I. i TONE, F. C. i WILKINSON, P. Battulle Memorial Institute, 
Pacific Northwest Laboratory. FIN B-209B PNL-3023. 79/06/30. 

19pp, 


7910010551 NUREG/CR-0306 

"Stresses In Reinforced No* i le-Cy Under Attachments Under 
External Moment Loadings Analyzed by Finite-Element Method, 
Parameter Study, 11 

BRY80N, J. W. , JOHNSON, W. G. , DASS, B. R. Dal Ridge National Laboratory. 
FIN B-0123. ORNL/NUREQ-32. 79/09/31- 131pp. 


7910020005 Comments on proponed rule 10CFR50; general ly agrees w/AIF 
comments re emergency plans for areas around nuclear 
fac 11 i ties. Appropriate dose levels should be established 
below which protection is unnecessary. 

PARKER, W. 0. Duke Power Co. 79/08/30. Bpp, 


——79 1 0020006 Comments on NUREQ-0396. For emergency planning purposes, 
unsupportab 1 e to consider accident that Is greater than any 
that need be considered for conservative licensing purposes. 
PARKER, W. 0. Duke Power Co. 79/03/27. Bpp. 


7910020338 NUREG/CR-0979 

"Licensee Performance Evaluation, Phase II." 

CHAKOFF, H. E. , SPEAKER, D. M. , THOMPBDN, 8. fi, Teknekron, Inc. 
NRC-05— 78-302. 79/09/31. 3A3pp. 



NONDOCKETED ITEMS 


7910020361 NUREG-O5B0 VB N5 

Blue bookiregulatery licensing status summary rent, data for 
decisions as of 790031. 

* GPPlce of Management and Program Analysis. 79 / 00 / 31 . 26pp. 


7910030477 NUREG/CR -0725 

"Safeguards Network Analysis Procedure ( SNAP 1 . “ 

CHANT, F, H. , MINER. R. J. , CHAPMAN, L. D. Sartdia Laboratories. 
A- 1060. 5AND79-0617. 79/03/31. 176p.p. Available at NTIS. 


FIN 


7910020373 NLIREQ/CH-0H36 

"Pressure Sensor for Use in LOFT Reactor. " 

B ILLETER, T. R, Hanford Engineering Development Laboratory 
B-6220. HEDL-TME 79-33. 79/07/31. 11 1pp. 4 


FIN 


7910020413 NUREQ-0 327 

"Regulation of Federal Raduiaste Ac 1 1 vl t les: Rep t to Congress 
on Extending NRC Licensing or Reg Authority to Federal 
Radwaste Storage t< Disposal Activities, " final rept. 

Two 1 vB-pags summary oncl. 

* Office of Nuclear Material Safety & Safeguards. 79/09/30. 200pp. 


nes P° ni:ls to 790B30 ltr t e possible NRC reactivation of 
aneORT. No NRC plans presently exist For reviving QflSORT. 
Discusses recommendation Issued in NUREG-057B to add shift 
technical advisor to each nuclear plant operating shift. 

MATTSON, R. J. TMI-2 Lessens Learned Task Force. 79/09/10. 2pp, 


— 791C0505B3 Opposes NRC reactivation of ORSDRT. Any new training 
r ego 1 rements can presently be met within existing nuclear 
engineering educational programs. 

LYKDUDIS, F. S, Purdue Univ 79/03/30. Ip. 


7910020640 NUREG-0123 

"BTS for OE OWRs. " Revision 2 of original submitted Aug 
1777 , 

* Division of Operating Reactors. 79/03/31. 300pp. 


79100504B7 Comments on draft GEI3 on mill tailings INUREG-05 11 ) ; pb j e 
to lack of assessment of full lmpactof radon gas released 
from mill tailings piles. 

ELLISON, D. Black Hills Alliance. 14139. 79/07/26. 5pp. 


7910020630 NUREG/CR-0907 

•'Powor-CooHnfl-M^match Teat SoriosiToat PCM-lrFuel Rod 
Behavior Rfrpt, M Aug 1979. Prepared for NrtC & DOEi ID 
Operations Ofc. 

BPARKG, D. T. , STANLEY, C . J, Idaho National Engineering Laborator 
FIN A-6041. TREE-1374. 79/08/31. 43pp, 


y- 


7910020677 Submits comments on NRC draft GEI8 on U mining 
(NUREG~03ln, Buggast* stringent now requirements not be 
applicable to existing Poe i 1 1 1 i ea. Sug g e s ts measuring radon 
daughters directly. 

SANGER, H. 9, Tennessee Valley Authority. 79/03/30, 2pp, 


79 1 0020B34 Notifies that no M3 state agency involved In reviewing DE3 
on U milling has any comments at this time. 

HOWELL, L. Mi 9*1 esi p p i , Btate of. 79050802. 79/09/07. Ip. 


7910030035 NUREQ/CR-0B26 

11 Independent Verification Options for Inspecting Nuclear 
Power Plant Facilities, " final rept. 

MURPHY, D. J. , ERICBON, D. M. , CRAMDND, M. R. Band la Lab e ra t or i os . FIN 
D —3097 . 0AND79- 1 038. 79/09/30. 127pp. Available at NTIB. 


—791005049 1 Forwards comments by Environ Improvement CHv on draft 01 
on U milling (NUREG-OSU). 

HISENDERG, A, New Mexico, State of. 14129. 79/07/25. 4pp. 


— 79I005049B Forwards comments on behalf of CA Energy Resources 
Conservation *, Development Commission re draft GEIS on U 
milling ( NUREG-051 1 >. Rec ommends sharper definition of 
alternative disposal methods. 

VARANINI, E. E, California, State of 14129. 79/07/25, lp. 


7910050502 Comments on selected issues Identified in draft GE1S on 
milling»by CA Energy Commission, 

* California, State of. 79/07/3J. Opp. 


' 7910050500 Forwards comments Prom branches of AZ state govt re drai 
GEI8 on U milling (NUREG-051 1 > . 

YOUNGBLOOD, J, A. Arilona, State of. 14129. 79/07/J9. I5pp. 


-79 1 0050312 Has no comment on draft GEIS on U milling INURES Q5HI c 
behalf of Governor's OFc of Planning Coordination. 

HILL, R.M. Nevada, State of. 79/06/22. lp. 


7910030063 NUREQ/CR-0902 

" Power-Coo ling-Mi snatch Tost Series, Test PCM-3 Test Results 
Rept. " 

OWEN, D. E. I VINJAMURt , K. Idaho National Engineering Laboratory. FIN 
A— 6041. TREE-1335. 79/03/31, 71pp. Available at NTIS. 


— 7910050518 Responds Favorably to draft OEIB on U milling (NUREG-051 
EAGLEBFIELD, E. Indiana, State of, 79 0466 0000. 79/03/27 lp. 


•7910050522 Submits no comment on draft GEIS on U milling (NUREG-051 
KUBICEK, T, Nebraska, State of. 14129. 79/06/00. lp. 


7910030077 NUREG/CR-1014 

"Integrated Geophysical & Geological Study of Tectonic 
Framework of 3Bth Parallel Lineament in Vicinity of 
Intersection W/Extension of Now Madrid Fault Zone," annual 
progress rept.FY79, 

BRAILE, L. W. • HINZE, W. J. , SEXTON, J. L. Purdue Univ. FIN B-3971. 
79/09/30. 206pp. Available at NTIB. 


7910030101 NUREG/CR -0805 V2 

"Technical Bummary Attachment to Emergency Core Cooling 
Bypass Research Info LtriVol II:Tochnical Appendices, 11 
CROWLEY, C, J. . WEI, 8., MURRAY, JO. Croare, Inc. FINA-4070. TN-296. 

79/07/30. 02pp. Available at NTIB, 


— 7910050525 Submits no comment on draft GEIS on U milling (NUREG-051 
POHL, L. Missouri, State of. 14129. 79/06/07. lp. 


”*•' 7910050528 Recommends State of AK be exempted 
draft GEIS on U milling (NUHEG-05111 due to 
differences between AK environ t< environ in 
MADDEN. J. L. Alaska, State of. 79043002EB- 


from requirements 
grea t 

lower 40 states. 
79/06/03. 3pp. 


of 


--7910D5032B Recommends Btate of AK be exempted 
draft GEIS on U milling (NUREG-05115 due to 
differences between AK environ t, enviTon in 
MADDEN, J. L. Alaska, Btate of. 79043002E9. 


from requirements of 
great 

lower 40 states. 
79/06/05. 3pp. 


7910030107 NUREG/CR-0B18 

"Heavy-Section Steel Technology Program." quarterly progress 
rept for Jan-Mar 1979. 

WHITMAN, G. D. , BRYAN, R. 0. Oak Ridge National Laboratory. FIN B-0119. 
ORNL/NUREG/TM-3. 79/0B/31. 125pp. Available at NTIB. 


7910030447 NUREG-0540 VI N7 

"TitlB-Liet of Documents Made Publicly Available, " for Jul 
1979. 

* Division of Technical Information & Document Control. 79/07/31 
554pp. Available at NTIS. 


7910030453 NUFIE0/CR-0636 

"Nuclear Power Plant Fire Protection - Ventilation 
(Bubsys Study Task 1)." 

MILLOY, J. A, Band la Laboratories. FIN A-iOBO, SAND79-0263. 
79/03/31. 35pp. Available at NTIB. 


7910030464 NUREO/CR— 092B 

"Application of BAFE to Operating Reactor." 

CHAPMAN, L. D. Bandia Laboratories. FIN A-1060-8. BAND79-1372. 

79/08/31. 30pp. Available at NTIB. 


7910050531 Submits no comment on draft GEIS on II milling (NUREG-051 
HAYWARD, N. Delaware, Btate of. 14129. 79/06/05. lp. 


— 7910050533 Ack receipt of draft GEIS on U milling INUREG-051 1 ) . 
OULLETT, O. P. Louisiana, State of. 14129. 79/06/04. lp. 


-7910050336 Submits no comments on draft GEIS on U milling (NUREG-OS 
BARROWS, H. L. Aflr 1 c u 1 ture, Dep t. of , 14129. 79/06/01. Ip, 


•7910050539 Submits no comment on draft DEIS on U milling (NUREG-051 
WHITTLE, R. 0. Florida, State of. 14129. 79/05/30. lp, ! 


—*7910050342 Offers no comments on behalf of State Historic Preservat 
Ofc re draft GEIS on U milling INUREG-0311). r 

P INNEY, W. B. Vermont, State of. 14129. 79/05/30. 2pp. 


— 7910030560 Notifies that ND Btate Historical Society will submit 
comment on draft GEIS on U milling CNUREG-0511) by 790609. 

BANKS, L.E. North Dakota, State of, 790427947B. 79/03/25. 2pp'. 


— 7910050564 Forwards comments from various state agencies re draft Q 
on U milling (NUREG 0311 ). Clearanc e of project should be I 

granted. ! 

DEOAETA, P. V. Kansas, State of. SA1 7123. 79/03/24. 3pp. 


2 


NOWDOCKETED ITEMS 


'910050567 Submits no comment on behalf of Omaha Di strl c t. Corps of 
Engineers, ra draft 0E13 on U milling (NURE0-051 i > . 

VELEHRAOSK.Y. J. E Army, Dep t. 0 f . MRDPD-A 79/05/21. tp. 


'910050370 Ack receipt of draft OEIS on U milling (NUREG-0511 > on 
behalf of Governor's Ofc. 

MADDEN, J. L. Alaska, State of, 14129. 79/05/15. Ip. 


’910050579 Ack receipt of draft GEIS on U milling ( NUHEG-QS1 1 > on 
behalf of Darwin {Australia) Environ Council. 

SPR 1NQELL, P. H. Australia. 14129. 79/05/10. Ip. 


7910100714 NUREG/CR-0B8S VI 

"Technical Summary Attachment to Emergency Core Cooling 
Bypass Research Info Utr, Vol IiReview of Findings." 

RQTHE, P. H. Crearo, Inc. FIN A-4070. TN-296. 79/07/31. 43pp. 

Available at NT1B. 


7910100716 NUREQ/CR-0915 

"Bibliography of Microfichod Foreign Repts Distributed Under 
NRC Safety Research Foreign Technical Exchange Program, 

1970. " 

QUEERER, D.E. Dak Ridge National Laboratory. FIN B-0126, 

OR NL/NUREQ/NBIC , 79/09/31. 133pp. Available at NTI9. 


'910050578 Ack receipt of draft GEIS on U milling < NUREG-051 1 > . 
HAVERLY. G. , METZGER, F. Ohio, Btateof. 14129. 79/05/01. 2pp 


'910050582 Ack receipt of draft OEIS on U milling i NUHEG-051 1 ) . 
GINMAN, R. A. New Jersey, State of, 14129. 79/04/30. Ip. 


7910100717 NUREG/CR-0939 

"Transient Shipment Rule Value/Impact Analysis. " 

FRALEY, D. W. , CHOCKIE. A. D , LEVY,M. Battel le Memorial Institute, 
Pacific Northwest Laboratory. FIN D-2209-9. 79/09/30. 100pp. 

Available at NTIS. 


'91005 0584 Submits no comment of draft GEIS on U milling (NUREG-0511). 
« Iowa, State of, 14129 79/06/01. ip. 


'91005091 5 Responds favorably to draft GEIS on U milling (NUREG-0911). 
HE INEMANN. J. M Federal Energy Regulatory Commission, 14129. 
79/06/13. Ip. 


0090060 NUREO/CR-OB17 

Multirod Burst Test Program Progress Hept, ’■ Jan-Mar 1979. 
ONGEST,A. W. Oak Ridge Natinnal Laboratory. FIN B-0120. 
RNL/NUREG/TM-3. 79/00/31. 43pp. 


0D905B5 Agrees w/intention to issue IE circular rather than IE 
ulletin re recommendations contained in NUREQ/CR-0660, 
Enhancement of Onsite Emergency Diesel Generator 
e 1 tab i 1 i ty. " 

RIMES, B. K. Assistant Director for Bystems Engineering (Pre 
9103D), 79/09/20. 2pp. 


0O90B1S Forwards notes prepared for NRC 790905 meeting re 
UREG-0623, "Rept nf Siting Policy Task Farce. " 

INCJ8UE, R. B. Office of Standards Development. 79/09/12. 2pp. 


7910150176 Responds te 790906 request for end to use of nuclear poweT. 
NRC issues OL t< CP after all criteria for public protection 
have been mot. Health effect of TMI 79032B accident was 
minimal. 

KREGER, W. E. Assistant Director for Site Analysis, 79/09/21. Ip. 


7910170191 NUREQ-0610 

"Draft Emergency Action Level Guidelines for Nuclear Power 
Plants. 11 Forwarding Itr attached. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/30. 10pp. 


7910180006 NUREG/CR-0865 

"Evaluation {, Development of Ecosystem Models Assessing 
Environ Impact," third annual rept. 

CHAPMAN, D. G. , 3UARTZMAN, G. L. Washington, Unlv. of. FIN B-5679. 
79/09/30. 40pp. 


7910180043 NUREG/CR-0997 

"Effect of Soil Type on Ex trot tab 11 i ty of Np-237, Pu-239, 

Am— 24 1 h Cm-244 as Function of pH. " 

NISHITA, H. i WALLACE, A., ROMNEY, E. M. California, Univ. of, Los 
Angeles. FIN B-3027-9. UCLA-12-U92. 79/09/30. 4tpp. Available 

at NTIS. 


0100496 Forwards ltr from Rochester Gas 8, Electric received after 
xpiratien of public comment period for NRC/EPA Task Force 
c t i on p aper. C elements not already covered by Task 
(res can be covered in future revisions. 

OLLINS, H. E. Office of State Programs. GRIMES. B. K. Assistant 
irector for Systems Engineering (Pre 791030), 79/09/10. Ip. 


91Q100512 Basically agrees w/NRC/EPA "Planning Basis," hut emergency 
planning lones should be s 1 tc-spec if ic, no t ten mile radius, 

Need exists for law population zone, near — plant environs 
planning U discussion of cost b resource requirements. 

ARTHUR, J.E. Rochestor Gas Z< Electric Corp. 79/07/19. 5pp. 


0100703 "Shipping Containers for Nuclear Ma 1 1 : tleser ip t tve 
i b 1 iogr aphy. " 

URCHETT.O. , HENNING, CM. Sandia Lab era tori e s . FIN A-1045. 
AM077- 1 977. 79/05/31. 160pp. Available at NTIS. 


0100704 NUREG-03B0 V3 N9 

Program Summary Rept," data as of 790921. 

Office of Management and Program Analysis. 79/09/21. 130pp. 

va liable at NTIS. 


7910220117 NUREG/CR -0654 

"Nuclear Power Plant Fire Protect ion; Fire Hazards Analysis 
(Bubsys Study Task 4>. “ 

BERRY, D. L. , MINOR, E. E. Sandia Laboratories. FIN A-10B0, 
SAND79-0324 79/09/30. 103pp. Available at NTIS. 


7910220125 NURE0/CR-101 3 

"Use of Process Monitoring Data for Enchancement of Nuclear 
Mdtl Control & Accounting. " 

MILES, , J. C, , GLANCY, J. E. , D0NEL8DN, B. E. Monsanto Research Corp. FIN 
A-1154. MLM-2643. 79/09/30. 39pp. Available at NTIS. 


7910220136 NUREG-0581 

"Bummary nf NRC LUP Safety Research Programs on Fuel 
Behavi or,Metallur. Matls 5, Operational Safety. " 

BENNETT, G. L. Os, »ion of Reactor Safety Research. 79/06/30. 81pp. 

Available at NTIS, 


7910220139 NUREG/CR -1020 

"Technical Evaluation of PWR Fuel Spacer Qrid Response Load 
Sensitivity Studies. 11 

GRUBB, R. L. Energy Engineering Group. FINA-6157. 79/02/28. 23pp. 

Available at NTIS. 


0100707 NUREG/CR-0343 

Evaluation of Seismic Qualification Tests for Nuclear Power 
lant Equipment," final rept, Sept 1976-Aug 1978, 

ANA, D. D. , LEBLANC, R. W. Southwest Research Institute. FIND-6000. 
8/09/30. 94pp. Available at NTIB. 


7910220145 NUREO/CR-0992 

“Mechanics of Highway Accident at Wichita, KG, involving 
Natural U Cone on trate, Final Rept 790429-0815. “ 

RAMANDER, C. M. , CALTON, J. SRI International. FIN B-6124. 79/08/31, 

73pp. 


3100709 NUREQ-0606 VI N1 

qua Book; unresolved safety issues summary, data as of 
90904. 

Office of Management and Program Analysis. 79/09/04. 45pp. 

/ailable at NTIB. 


3 1007 U NUREO/CR-0861 

Summary & Bibliography of Safety-Related Events at 
■assuriied Water Nuclear Power Plants as Reported In 197B. " 
.croficbe end. 

:OTT, R. L. , OALLAHEfl, R. B. Oak Ridge National Laboratory. FIN 
•0126. QRNL/NUREQ/NBIC. 79/09/30. 35pp. Available at NTIS. 


(100712 NURSG/CR-0978 

luid-Structure Interactions in Pressure Suppression Pools; 
tall Seale Experiments. ” 

IBER.P. W. , JAVADI, Y. B, Massachusetts Institute of Technology. FIN 
V09/rm 03 pp. Available at NTIS. 


7910220151 NUREG/CR -0942 

"Nuclear Plant Reliability Data Sys 1970 Annual Repts of 
Cumulative 8ys t. Component Reliability." 

* Southwest Research Institute, NRC-10-79-369. 79/09/30. 489pp. 


7910220157 NUREO/CR-0950 

"Review of Application of Strategic Analysis to Matl 

Acc oun ting. Consensus Rept by Peer Review Group. 11 

BENNETT, C. A. , GOLDMAN, A. J, , HIO INBOTHAN, W. Argonne National 

Laboratory. FIN A-2155. 79/09/30. 62pp. Available at NTIB. 


7910220162 NUREQ/CR-046B 

"Nuclear Power Plant Fire Protec t ion; Fire Barriers (Subsys 
Study Task 31. " 

MINOR, E. E. , BERRY, D. L. Sandia La b orator i es. FIN A-10~ 
SAND70 — 1 990. 79/09/30. 49pp. Available at NTIS. 


NONDOCKETED ITEMS 


7910220168 NUREQ/CR-1005 VI 

"Hadwaste Disposal Class i f i cati on Bijo. " 

ROQERS.V. C. Ford Bacon & Davis Utah, Inc NRC-02-77- 197. 79/09/30, 

62pp. Ova liable at NTIS. 


7910220179 NUREG/CR— 07 1 B 

"Stuam Qenerator Tube Integrity Program, Phase 1 Rept," 
ALZEHEIMER, J. M. , CLARK, FI A. , MORRIS, C, J. Battelle Memorial 
Institute, Pacific Northwest Laboratory. FIN B-2097 PNL-2937 

79/09/30. 1 03p p , Available at NTIS. 


79 1 0220189 NUREG/CR-0991 

'Critical Experiments, Measurements 6 Analysis to Establish 
Crack Arrest Methodology for Nuclear Pressure Vessel 
Steels," progress rept for Jan-June 1979. 

RQSENFIELD, A, R. , DARNES, C. R. , GILLANT, R Sat te 11 e Memor ia 1 
Institute, Columbus Laboratories. FIN A-4046 HMI-2036 79/09/30 

97pp. Available at NTIS. 


7910260303 Responds to 790727 Itr expressing concern re 
availability of IWFtEG/CR-0 101 , "Barrier Penetration 
Database." NUREG/CR-018 1 is not exempt from FdlA 
requirements. 

GQSSICK, L. V. Office of the Executive Director for Op 
79/ 10/11. Ip. 




public 


era t i ons. 


--7910260306 Expresses concern re public availability of NUREG/CR-0181 , 
Barrier Penetration Database. " Requests assurance of proper 
safeguarding re vital info. Forwards San dose Mercury 790724 
newspaper article re NUREG/CR-0181 . 

BRADSHAW, W C. Affiliation Unknown. 79/07/27 . 2pp. 


7910260465 Forwards IE special review group draft rept re lessons 
learned from TMI. U/o encl. 

STELLO.V. Office nf Inspection 6 Enforcement, Office of the 
Director. 79/10/18. 2pp. 


7910220229 NUREG/CR-0474 

"Comparison of Simulation Models Used in Assessing Effects 
of Power P lant-lnduced Mortality on Fish Populations, " 
SWARTZ MAN, G. L, , OER ISO, R , D. i COWAN, C. Washington, Univ. of 
NRC-Q4-75-222. 70/ 10/31. 166pp. 


7910220350 NUREG/CR-0921 

“Programmer Manual for TRNSM 2. " 

WOO, C. W. , ANDERSON, 0, M Qrlnton Corp. FIN A-1173. 5AND7B-B19B 
79/09/30. 248pp. Available at NTIS. 


7910220363 NUREQ/CR-09O9 

"improved Ultrasonic Nondestructive Testing of Pressure 
Vessels. " 

FREDERICK, J. R. , DFIOEK, C. V. , OAN APATHY, S. Michigan. Univ. of. FIN 
A-4047. NRC -04-75-1 02. 79/09/30. 06pp. Available at NTIS. 


791022036Q "Effects nn Oysters nf Increased Levels of Copper in 
Seawater. " 

HARRIS, F L. , RICE, D. W. Lawrence Livermore Laboratory. FIN A-0119. 
UCRL-92509. 79/10/30. 52pp. Available at NTIS. 


7910220373 NUREG/CR-0839 

"Ductile Fracture Toughness of Heavy Section Pressure Vessel 
Steel Plat o: Spec imert-Si re Study of ASTM A-933 Steels," 

WILLIAM, J. A Hanford Engineering Development Laboratory. PIN 
D-0119. HEDL-TME 77-1. 79/09/30. 91pp Ava i lab 1 e a t NT IS. 


7910220409 NUREG/CR-1018 

"Review of LWR Fuel Sys Mechanical Response 
w/Recommendat Ions for Component Acceptance Criteria," 

GRUDO, R, L. EG 6 0, Inc. FIN A-6157. 79/09/30. 77pp Available at 

NTIS. 


~“7*?1Q260469 Forwards IE special review group rept re lessons learned 
frotn TMI . Erra turn, a d d ing GT Gibson as task group member, encl. 
STELLO.V, Office of Inspection 6 Enforcement, Office of the 
Director. 79/10/17. 3pp. 

—7910260473 NUREG-0616 

Draft "Rept to Director, Ofc of IE an Lessons Learned From 
TMI. " 

BLACKWOOD, E. C. , COCHRAN, G. T. , HUNNI CUTT, D. M. Office of Inspection 
It Enforcement, Office of the Director. 79/10/10 210pp. 


7910260474 NUREG/CH-0959 

"Experiment Data Rept for LOFT Non-Nuclear Small Break 
Experiment L3-0. " 

PRASSINDg.P. G. , GALU5HA, D. M, , JARRELL, D. B. ED i, 0, Inc. FINA-604B 
TREE-1390. 79/08/31. 139pp. Available at NTIS, 


7910260489 NUREQ/CR -091 3 

"Generation Of Hydrogen During First 3-H of TMI Accident. " 

COLE, R. K. Sandta Laboratories FIN A-1030. SAND79-1357. 79/07/31 

40pp. 


7910290074 Responds to 790918 Itr to Chairman Hendrie.DR MuIIbt will 
review MIT rept "Siting Nuclear Power Plants." Rept 
conclusion encouraging more isolated siting of nuclear power 
plants is consistent w/r ecommendat ion of NUREG-0625. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/10/09' lp. 


-7910,290080 Forwards J Joskou U J Yellin working paper on nuclear 
siting. Requests c ommen t s. A1 so requests NUREG-062 5, Aua i t s 
reply to 790731 Itr concerning evacuation plans for TMI 
ar ea. 

YELLIN, J. Massachusetts Institute of Technology. 79/09/10. Ip. 


7910220498 NUREG/CR-0997 

"Effect of Boil Type on Ex tractab i 1 i ty of Np~237, Pu-239, 

Am-241 6 CM-244 as Function of pH. " 

NISHITA, H. , WALLACE, A., RAMNEY, E. M. Ca 1 i f orn i a State Uni v. , 
Sacramento. FIN B-3027. UCLA-12-1 192. 70/09/30. 39pp. Available 

at NT IB, 


7910220909 NUREG/CR- 1019 

"PWR Lateral Core Response Routine. FAMREC <Fue 1 Assembly 
Mechanical Response Code)." 

GRUB Hi R. L. EG & 0, Inc. FIN A-6157. 79/09/30. 170pp. Available 

at NTIS. 


7910220511 NUREG/CR- 0939 

"Now England Sel smotec toni c Study Activities During FY78, " 
BAROBH, P. J, Boston College. FIN B-5961. 79/09/30. 192pp. 

Available at NTIS. 


7910230049 NURE0/CR-06B7 

"Study of Safety Relief Valve Operation Under ATWS 
Conditions," Suppl 1. 

HUTMACHER/ E. 8. , WHITTENiS.D, Rockwell International Corp. ' F.IN 
B-3032, 79/08/30. 30pp. Ava i 1 ab 1 e at NTIS. 


7910230093 NUREQ/CR-1005 V2 

"Radwaste Disposal Classification Sys : Computer Program 6 
Qroundwater Migration Models." 1 

ROGERS, V. C. , QAIRDaR.D. , ROBERTSON, B, C. Ford Bacon S. Davis Utah, 
Inc. NRC-02-77- 197. 79/09/30. 61pp. Available at NTIB, 


7910240210 Forwards most recent version of NUREG-039O, "Topical Rept 
Review Status. “ W/o encl. 

BAER, R. L. Light Water Reactors Branch 2, 79/10/10. tp. 


7910260192 NURE0-002O V3 N9 

Oray book: Operating Units Status Rept, data as op 790831, 
e Energy, Dept, of . * Commission. 79/09/30. 42Bpp, 


791029030B Forwards preliminary draft of NUREG-061 1 to allow review of 
document before 791002 subcommittee meeting. 

R069 , D. F. TMI-2 Bulletins 6 Orders. 79/09/26. 2pp. 


—7910290312 NUREG-061 1 

Draft NUREG-061 1, "Generic Evaluation of Feedwater 
Transients 6 Small Break LQCA in West lnghouse-Designed 
Op erattng Plants. " 

* Division of Operating Reactors. 79/09/30. 400pp. 


7910290498 NURE0/CR-05 1 0 

"Duress Alarms for Nuclear Fixed-Site Fac i 1 iti es, Fina 1 
Rept, Sept 1979. " 

KAISER, K. W. Union Carbide Corp. FIN D-2167. Y/DA-7931. 79/09/30, 

S6pp, Available at NTIS. 


7910300056 NUREG-03B0 V3 N10 

"Program Summary Rept," Vol 3, No 10. 

* Office of Management and Program Analysis, 79/10/19. 115pp. 

Available at NTIS. 


7910300072 NURE0/CR-0966 

"Simplified Damage Assessment of Nuclear Power Plants 
Subjected to Turbine Fragments. " 

BIEL. F. , SMITH, P. D. Los Alamos Scientific Laboratory. FIN A-7102-0. 
LA-7944-MS. 79/08/31. 47pp. 


7910300463 NURE0/CR-059B 

"On-Site Insp Procedures for SNM Doorway Monitors. " 

FEHLAU, P. E. , SAMPSDN, T. E. . HENRY, C. N. Los Alamos Scientific 
Laboratory. FIN 1209. LA-7646. 79/0B/31. 40pp. 


7910310006 NOR EO/CR -0903 

"Fuel Rod Behavior During Test PCM-4. " 

JOHNSON, R, L. , LASSAHN, P. L. , MARTI NSDN, Z. H. EG tt 0, Inc. TREE-1336. 
79/00/30. 79pp. Available at NTIS. 
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>47 NUREQ/CR-1024 

al Assessment of Flash Density b Peak Current 
teriatics of Lightning Flashes to Ground in South FL. " 

M. W . QOULANGERi A. G. , SAX,R. I. Commorc e, Dep t. o f . Nat i one 1 

'Graphic b Atmospheric Admins tra t ion. FIN B-1057-B. 
’CR-1024. 79709/30. 51pp. Available at NT IB. 


88 NUREG-0475 

ilogical Environ Monitoring By NRC Licensees for 
ie Operations of Nuclear Facilities. •’ 

E. F. . BLAND, J. S. , BUCHANAN, J. D. Environ Protect Standards 

70/10/31. S9pp. Available at NTIS. »4. 30. 


93 NUREQ/CR— I 00 1 

rison of Fission-Gas Release & Mechanical Behavior 
Transient Nuclear b Electrical Heating of LWF1 Fuels, " 

M. Argonne National Laboratory. FIN A-2016. ANL-70-60. 

30. 63pp. Available at NTIS. 


37 NUREG/CR-DB01 

lbution Coefficients for Radionuclides in Aquatic 
ns: Dove 1 opmenfc of Methods !< Result* for Pu b Americium 
sh & Marloe Wotei — Sediment Sys, " Annual Rept Aug 1976- 
77, Vol 1. 

R> A. H. , NEVI8S1 , A. , SCHELL, W. Washington; Univ. of. FIN 
. 79/10/31. 46pp. 


39 NUREO/CR-094S 

rvation Equations for Finite Control Vol Containing 
-Phase Fluid W/Fi x ed, Dlspers ed Heal Generating <or 
i ng ) Solids." 

T. Ar g o n n b National Laboratory. CHAD, B. T. Illinois, Univ. 

bana-Champaign. FIN A-2045. ANL-CT-79-42. 79/07/31. 34pp. 


43 NUREQ/CR-089? 

Temp Gas-Cooled Reactor Safety Studies for Dlv of 
r Safety Research, " quarterly progress repti Uan-Mar 

J. , CLEVELAND, J. C. , CONKLIN. J. C. Qak Ridge National 
tory. FIN B-0122. ORNL/NUREQ/TM-3. 79/10/31. 41pp. 


47 NUREQ/CR-OBO? V2 

lbution Coefficients For Radionuclides in, Aquatic 
bS.Studies on Marine & Freshwater Sediments By* 
ing Radionuclides Ru-106, Cs-137 & Am-24 1 , " Annual Rept 
77-dul 1970, Vol 2. 

W. , BIDLEY, T. H, , NEVISSI.A, Washington, Univ. of. FIN 
79/10/31. 01pp. Available at NTIS. 


CORRESPONDENCE WITH OTHER ORGANIZATIONS 


b3 Informs of WM Holm resignation as officer t< employee. As 
'dent consultant WM Holm will continue to execute 
its re cornpl lanes u/adminis trat i ve b regulatory cades 
!. A. Luminous Processes, Inc, 79/00/21. 2pp. 


14 Forwards proposed amends to NRC regulations 1OCFR30. 40, 70, 
170 published in 790B24 FR. 

U L. V. Office of the Executive Director for Operations, 

[9. 17pp. 


1827 Corrects errors found In 790824 FR. 44FR50Q12 final 
lations, "U Mill Tailings Licensing, " 

[CKiL.V. Office of the Executive Director for Operations. 
1/24. 3pp. 


IB28 Corrects errors found in 790824 FR, 44FR5001 5, proposed 
Is to "Criteria Relating to U Mill Tailings It Const of 
■ Plants. " 

'CKiL.V. Office of the Executive Director For Operations, 
>/01. 5pp. 


>9 Forwards matl re petition for rulemaking 7-1 Piled 7B0914. 
against establishing regulations review board. 

:,R. B. .Office of Standards Development. 79/07/17. 3pp. 


016 Value/impact statement concerning response to request to 

review board to review all regulations prior to 

nee. Recommend s denial of petition. 

fice of Standards Development. 79/06/30. epp. 


020 Abstracts of comments Si staff responses re request to form 
w hoard to review all regulations prior to issuance. 

•' Office of Standards Development. 79/06/30. 6pp. 


7910030683 Responds to IE Bulletin 79-19. No low level radwaste 
generated or shipped. 

GROTHE, D. W. Environmental Protection Agency. 79/09/11. Ip. 


7910030761 Fuuiards std order for DOE work re electrical 
instrumentation b control sys. Requests indication of DOE 
acceptance. 

EISENHUT, D. G. Division of Operating Reactors. 79/09/11. ip. 


7910030762 Std order for DOE work: "El ec tr lea l , 1 n s trumon tat i on b 
Control Sys Support, " issued to EGbQ. 

TRIPLETT, P. Office of Nuclear Reactor Regulation. FIN A-6256-9 
79/09/03. 2pp. 


7910030764 Forwards std order for DOE work re evaluations of inservice 
testing programs for operating nuclear reactors. Requests 
Indicntion of DOE acceptance. 

EISENHUT, D. Division of Operating Reactors. 79/09/12. Ip. 


-7910030766 Std order for DOE work: "Inscrvico Insps, " issued to BNL. 
HULL, B . B. Office of Nuclear Reactor Regulation. FIN A-3 117-9 
79/09/14. 5pp. 


7910040334 Requests revision of current statement of work far ORNL 
proposal b extension of performance period from 790930 to 
791231. Financial auth or 1 xat 1 on requested to enable ORNL to 
continue work already In progress, 

MARTTN, J. H. Division of Waste Management. FIN B-0279, 79/09/12 

Ip. 


7910040380 Forwards " LWR Safety Research In US, " presented to IAEA 
Advisory Group on Reactor Safety RbD at 770214-18 meeting. 
DENNETT, O. L. Research Support Branch. 79/08/09. Ip. 


— 7910040304 "LWR Safety Research in US." 

DENNETT, 0. L, , TDNG, L. S. , MURLEY, T. E. Division of Reactor Safety 
Research. 77/02/14. 125pp. 


7910050012 Requests resolution of differences ro handling by ANB 
committse of earlier comments on ANS N274 concerning 
containment sys leakage requirements. 

ADENSAM, E. Plant Systums Branch (Pre 791030). 79/09/10. ip 


7910030273 Summary of 790913 meeting w/AIF re nature of status of 
long-term recommendations re control room b human factors. 
DELTRACCHI , L. Division of Systems Safety. 79/09/10. 3pp. 


7910050452 Forwards IE Circular 79-15, "Bursting of High Pressure Ho' 
b Malfunction of Relief Valve b 0-Ring in Certain Self- 
Contained Breathing Apparatus." 

PAPPAS. H. Region 3. Chicago, Office of the Director. 79/08/13 
3pp. 


7910090036 Forwards IE Circular 79-20, "Failure of OTE Sylvania Relay, 
Type PM Bullotin 7303, Catalog 5U12-1 1-AC w/120 Volt ac 
Coil. " No action required. 

PAPPAS, H. Region 3, Chicago, Office of the Director. 79/09/24, 

2pp. 


7910090366 Forwards series of calculations in response to NRC request 
For study related to drop of heavy load in spent fuel 
storago facility. 

COKINGS, D. Brookhaven National Laboratory. 79/09/10. 6pp. 


7910090004 Responds to Jul 79 monthly progress reptidtd 790024, far FIN 
Numbers A-2010 b A-2143. Requests explanation for effort of 
1.3 mao months b *5,000 effort-related cost on project if no 
subs tant 1 al activitytookplace. 

BCARANQ, R. A Uranium Recovery Licensing Branch. 79/09/14. Ip. 


7910100517 Ack receipt of denial of NDT Mgt Association petition. Major 
problem concerns NRC publishing new rules b regulations not 
necessarily adopted by agreement states. 

PEEPLES, W. P. Qulf Nuc 1 ear , Inc. 79/00/09, 2pp. 


7910110286 Forwards IE Info Notice 79-22, "Qualification of Control 
9ys. " No action required. 

PAPPAS, H, Region 3, Chicago. Office of the Director. 79/09/20. 
2PP- 


7910130541 Accepts resignation from AN 0-3 stds subcommittee. 

GREEN, H. J, American Nuclear Society. GREEN, H. J. Tennessee Valley 
Authority. 79/09/i7. Ip. 


?i "Loose Locking Devices on 
>n required. 

ice of the Director. 79/09/13. 


■7910150549 Bubmits resignation as member of ANS-3 stds subcommittee. 
CARROLL, J. C. Pacific Gas b Electric Co. CARROLL. J. C. American 
Nuclear Bociefcy. 79/09/14, ip. 
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7910170266 Forwards IE Info Notice 79-23, "Reactor Trips at Turkey 
Point Units 3 b 4, " No action required, 

PAPPAS. H, Region 3, Chicago, Office of the Director. 79/10/02. 
IP- 


7910180077 Notifies that IE Bulletin 79-24, "Froten Linas," was sent to 
listed licensees on 79092B. 

PAPPAS, H. Region 3, Chicago, Office of the Director. 79/09/28. 
2pp. 


7910180200 Proposes need for std specifying requirements for operating 
plant housekeep ing. Forwards NUPP8CO Policy 3 3 Working 
Group Guide presenting chronology of stds development. 

GREEN, H. J. American Nuclear Society. 79/09/18. 6pp. 


7910180647 Notifies that the end IE Info Notice 79-24, 

"Qverpressur i lot 1 on of Containment of PWR Plant After Main 
Steam Line Break," was sent to listed licensees on 791001. 

KEPPLER, J. Q. Region 3, Chicago, Office of the Director. 79/10/02. 
2pp. 


7910220438 Comments on Boyea b von Hippcl rept, "Some Long-Term 
Consequences of Hypothetical Major Releases of Radioactivity 
to Atmosphere from TMI, " Language may be ambiguous to lay 
readers. 

DENTONiH.R. Office of Nuc loar Reactor Regulation. 79/10/09. 2pp. 


7910260162 Responds to 791019 ltr re TMt-related NRC actions, Prompt 
decontamination of intermediate level waste water bg use of 
EPICOR-II sys is necessary to control immediate impacts of 
emergency situation. 

SPETH, 0. Counc i 1 on Environmental Quality. 79/10/16. Ip. 


— 7910260164 Responds to 791010 request for meeting re TMI cleanup 
operations. Public health it safety best served by processing 
TMI intermediate level waste water through EPICOR-II sys 
prior to preparation of environ assessments. 

HENDR IE, J. M, Commission. 79/10/19. 3pp. 


7910300062 Petition on behalf of 14 citiions requesting suspension of 
nuclear power as means of generating electricity, submitted 
in support of Monicker vs NRC. 

WILLIAMS, L. G. Affiliation Unknown. 79/09/08. Ip. 


7910300067 Petition requesting suspension of nuclear power as means of 
generating olec trie i ty, submi t tod in support of Monicker vs 
NRC. 

PARRISH, J. Affiliation Unknown. 79/09/14. Ip. 


PR PROPOSED RULE 


7810270198 Notice of State Workshops for Review of NRC Docomm 
PollcyiNUREOs 0436,0278,1, CR-0130 will he d i sc us sed I al 1 
dates are in Bopt 1978 & locales are Philadelphia, Atlanta, 
b Albuquerque. 

RYANiR.Q. Office of State Programs. 7B/07/2B. 2pp. 


7810270198 Notice of State Workshops for Rovieui of NRC Decomrn 
Policyi NUREOs 0436, 027B, it CR-0130 will bo d i s c ussedJ a 11 
dates are In Sept 1978 b locales are Philadelphia, Atlanta, 
b Albuquerque. 

RYAN, R. 0. Office of State Programs. 78/07/28. 2pp. 


7909250264 Comments on proposed rule 10CFR50: emergency response plan 
should consist of general planning b standing operating 
procedures developed by I icenseo, s tate J, local emergency 
BVCB. 

BRAUN, N.H. Affiliation Unknown. 79/07/30. 5pp. 


7909290269 Comments on proposed rule 10CFR73: op p oses mod of rule to 
require safeguard measures be applied to spent fuel 
sh ipments. Commission has not thoroughly evaluated impact on 
nuclear Industry. 

8TUKENBR0EKER, L NL Industr^es.NL Nuclear Div. 79/08/14. Ip. 

7909230276 Comments on proposed rule 10CFR140:TMI incident should bo 
classified as extraordinary occurrence. Defense* provision of 
PriCR-Anderson Act should be waived. 

HERBHEY, M. L. Af f il iat i on Unknown. 79/08/11. Ip. 


79092S0307 Comments on proposed rule 1QCFRS0; out 1 ines master plan for 
shipment of nuclear fuel. Urges implementation of plan as 
part of final rule to serve as important *afeguard to 
protect public health b safety, 

HALLIGAN, T, J. Citliens Against Nuclear Dangers. 79/08/14. 3pp. 


7909250309 Comments on proposed rule IOC FR73: a d d 1 measures are 
necessary to strengthen rule. Wants NRC assurance that 
licensees can ship fuel a* long as applications are made 
for route approval in timely manner. 

REED, C. Commonwealth Edison Co. 79/08/17. 31pp. 


7909250313 Comments on proposed rule 10CFR73: suggests improvement re 
shipment not i f i c at ion, pub 1 i cati on of proposed routes, pub 1 ic 
hearings prior to route approval b othar related matters. 

THQMA8, 0. Affiliation Unknown. 79/08/09. Ip. 


7909250319 Comments on proposed rule 10CFR73: sugges tB improvements re 
shipment no tif lcat ion, pub 1 ica tion of proposed routes, public 
hearings prior to route approval b other related matters. 

YOUNG, L. Affiliation Unknown. 79/08/09. Ip. 


7909250330 Comments on proposed rule 10CFR73: change of terminology b 
clarification of some items Is necessary re shipping 
arrangements b reporting requirements. 

HADEMAN, W, N. Environmental Protection Agency, 79/00/20. 2pp. 


7909250332 Comments on proposed rule 10CFR73:rule may increase risk 
af sabotage. NRC should review proposal b seek independent 
evaluation of rule impact. 

JEFFERSON, R, M Bandia Lab orator i a s, 79/0B/0&. 2pp. 


7909250339 Comments on proposed rule 10CFR73: rul e should be modified 
before Issuance. Endorses comments of Transp Orta ti on 
Subcommittee of AIF Fuel Cycle 8vcs Committee. 

TEER, B. R. Tranonuclear, Inc. 79/08/15. 2pp. 


7910010281 Comments on proposed rule 10CFR73: adequacy of present 
regulations for protection of irradiated reactor fuel in 
transit have been reconf Irmed. NRC reliance on draft 
assessment Is Improper. 

DAWBDN, D. M. General Electric Co, 77/08/15. 2pp, 


7910010623 Comments on proposed rule 10CFR30: ob jec t i ve s for emergency 
planning should he quantified by cost/beneftt study. 

Financial assistance could be obtained from nuclaaT power 
commercial profit tax. 

MILLER, J. 8. Affiliation Unknown. 79/08/16, 4pp. 


7910010620 Comments on proposed rule 1QCFR50: lackB requirement of 
independent radiation monitoring re offsite radiation 
emergency planning. 

HINDER, R. M. Affiliation Unknown. 79/OB/29. 2pp. 


7910010631 Comments on proposed rule 10CFR30: emergency planning 
problems exist in areas dependent on tourism b on other 
industries associated u/natural resources. Prob loms include 
limited Igress/egress b tourists unfamiliar w/arca. 

FELTON, P. I. Affl nation Unknown. 79/08/15. ap. 


7910010638 Comments on proposed rule 1OCFR30: two de tail ed. h ig h 1 y 
prof reviews of NRC regulatory policy re siting b emergency 
planning have been made. No need to study situation further. 
FITH1AN, F. J. House nf Rep, 79/00/17. 12pp. 


7910010643 Comments on proposed rula 1OCFR50: sixgges fcs Improving 
evacuation plans for towns around nuclear power plants by 
initiating civil defense-type commission. 

TAYLOR, R. I. Affiliation Unknown. 79/00/30. 3pp. 


7910010631 Comments on proposed rule 10CFR50: basic emergency planning 
objective should be prevention of public radiation exposure. 
Identifies nuclear plants run by. utils as great safety b 
financial risks to community. 

SCHWARTZ, A. Affiliation Unknown. 79/08/20. Ip. 


7910020005 Comments on proposed rule 10CFR50: genera 1 ly agrees w/AlF 
comments re emergency plans for areas around nuclear 
facilities. Appropriate dose levels should be established 
below which protection is unnecessary. 

PARKER, U. 0. Duke Power Co. 79/00/30. 8pp. 


—7910020006 Comments Dn NUREG-0396. Fot emergency planning purposes, 
unsupportab 1 e to consider accident that is greater than any 
that need be considered for conservative licensing purposes. 
PARKER, W, D. Duke Power Co. 79/03/27. 2pp. 


7910020044 Comments on proposed rule 10CFR50: state b local govts may 
require assi stance, financial and oth erwisei for radiological 
emergency response planning. 

NEWMAN, J.R. Houston Lighting it Power Co. NICHOLAS, N, 8. Texas 
Utilities Oenerating Co. 79/08/30. I0pp, 



386 


NONDOCKETED ITEMS 


7910020177 Communis on proposed rule 10CFR50: ob jec t i ve of emergency 
planning should be to prevent public exposure to radiation 
i development of evacuation p Ians. Proposes NRC-approved 
emergency response plan requirement by end of 1979. 

LACK, H. L. , ORLANDO, T. J. Affiliation Unknown. 79/00/05. Ip. 


7910030175 Comments on proposed rule 1 0CFR5Q: Har ts v l 1 1 e Project 
Coordination Committee suggests that local govts be 
thoroughly involved in emergency response planning process. 
MCKEE, F Affiliation Unknown. 79/00/29. Ip. 


7910020436 Testimony of RP Pollock on 790620 before Senate Committee 
an Commerce, 6c lence U Transportation re transport of 
radioactive matls. 

POLLOCK. R. P. Critical Mass Energy Project. 79/07/20. 10pp. 


7910030100 Comments on proposed rule 10CFR30: baa i c objective of 
emergency planning should be to reduce public radiation 
exposure through protective measures or evacuation. 

KELLY, R. U. Oenrgia Power Co. 79/00/27, 5pp 


"■—7910020437 ''Radioactive Risks on Roadway t Nuc 1 ear Cargo Accident 
Record. 1974-7B. " 

* Critical Mass Energy Project. 79/06/20. 9pp. 

7910020440 "U Accident of 770927) Case for Emergency Preparedness Plans 
!< Adequacy of Transportation Stds, ” 

* Critical Mass Energy Project. 77/10/31. 2!pp. 


7910030057 Comments on proposed rule 10CFR50 financial assistance 
should be provided to state and local govts for radiological 
emergency response planning. 

COWDEN, J, U. Affiliation Unknown. 79/00/27. 3pp. 


7910030061 Comments on proposed rule 10CFR50: timely evacuation of 
people residing in nuclear plant area would be impossible. 
PEVEAR, R.C. New Hampshire, State of. 79/09/27. lp. 


7910030065 Comments on proposed rule 10CFR50: pr i ot i ty must be given to 
totally evacuating public from around nuclear facilities to 
oliminate.net reduce, pub 1 1 c exposure to radiation. 

RQSENFIELD, E. Affiliation Unknown. 79/0B/2B. lp. 


7910030070 Comments on proposed rule 10CFH5O: state & local radiological 
accident emergency response plans must be upgraded J< areas 
o.F jurisdictional responsibility must he clarified. 

DELBELLO, A. B. Affiliation Unknown. 79/QB/30. 13pp, 


7910030071 Forwards comments on proposed rule 10CFR50 in form of 
petition. More publicity should be given re safety evacuation 
plans. 

JONES, P. Affiliation Unknown. 79/00/07. lp. 


""7910030000 Comments on proposed rul 
emergency programs be financed by 
responsible for training emergent 
emergency equipment. 

TALMAQE, P. 0. , SARQENT , P. , HAY, R 

2pp. 


e 10CFR50 in petition form: demands 
utils, state be held 
y teams & setting up of 

Affiliation Unknown. 79/00/07. 


7910030073 Comments on proposed rule 10CFR50: UCS suggests prevention 
of radiation exposure to public should he basic objective 
ucic£ e m 9enCV plan * for 31,1,35 around nuclear facilities. 

WEISS, E. R. Bheldon, Harmon 6 Weiss. 79/00/31. 2Bpp. 


791 0030090 Comments on proposed rule 10CFR50: has i c objective of 
emergency planning should be to prevent public radiation 
££?oo U c e n P,anS should be updated annually. 

W5I8B.E.R. Sheldon, Harmon 6 Weiss. 79/09/04. 7pp. 


79 NRC-EpI 6 renr«2^ p, ' bposed rulB 1OCFR50: r ec ommend s adoption of 
i C ? pt Planni ng Basis for Development of State 6 

of C LWRs°" t Rad i o i og i ca 1 Emergency Response Plans in Support 

HEDEMAN.W, N. Environmental Protection Agency. 79/00/31. 7 pp . 


H0O3OO90 Comments on p roposed rule 10CFR50: 
Electric Inst. Emergency plans should includ 
for recovery operations after accident. 
FEED.C, Commonwealth Edison Co. 79/00/31. 


adopts comments of 
e some provisions 

2pp. 


Ed i son 


7910030104 Comments on proposed rule 10CFR50: sph er e s of influence 
around nuclear facilities should be defined by 
meteorological fc emissions model 1 i n g, not by pre-existing 
geographical or political regions. " 9 

ALLEN, P. H. Affiliation Unknown. 79/0B/27. 4 pp. 


79100301 36^ Comments on proposed rul. 10CFR50: existing emergency plan 

NEALE, B Aff b * f ° r public evacuation, 

a - Aff II iation Unknown. . 77/09/31. Ip. 


ODTTLIEB, P. Dames & Moore. 79/OB/20. 6pp. 


7910030106 Comments on proposed rule 10CFR30: Maricopa County, AZ Dept of 
Civil Defense J, Emergency Svc s suggests local level is boot 
for planning t, conducting emergency op era t i ons , w/NRC 
assi s tance. 

GENDRQN, T, J. Ariiona, State of. 79/08/27. 5pp. 


7910030191 Comments on proposed rule 10CFR3O: MD State Dept of Natural 
Resources suggests emergency planning must be improved, but 
not in haste. Substance must take precedence over time. 

LONO, S,M. Maryland, State of. 79/08/29. 3pp 


7910030196 Comments on proposed rule 10CFR30: Sta te of NE Dept of Health 
suggests more resources must be provided for emergency 
planning. Funding should be channeled to state govt, 

SIMMONB. E. Nebraska, State of. 79/00/29. 3pp 


/VI 0030202 Comments on proposed rule 1 0CFR3O: rad i o 1 og 1 ca 1 emergency 
response drill should bo conducted annually, but should not 
Involve general public. 

UHRIQ, R. E. Florida Power & Light Co. L-79-243, 79/08/31, 2pp, 


/VI 0030207 Comments on proposed rule 1 0CFR30: 1 i c enses should not be 
granted before pr eparat i on, te s t i ng & acceptance of emergency 
evacuation plan by local govt. J H 

BRESNEBAN, T. P. Susquehanna Alliance. 79/00/31. lp. 

7910030309 Forwards comments on proposed rule 10CFR30; evac ue 1 1 on should 
not be objective of emergency p lanning. Federal concurrence 
in emergency plan should not be required for continued 
operation of nuclear facilities. 

MACRAE, C. F, LeBoeuf, Lamb, Leiby li MacHae. 79/08/31. 30pp. 

79 iT 21 m°TM?" proposed rule 10CFR50: ovacua t i on plan, should bu 
drills blU W/pUbllC th biannual evacuation 

HERGLD, A. Af f i 1 i a t i on Un known. 79/08/28. 2pp. 

7910030214 Comments on proposed rule 10CFR30;no emergency plan can 
guarantee auccoss u/o thorough It repeated field testing of 
plan & components. u 

GRIFFIN, R. E, Affiliation Unknown. 79/00/27, 20pp. 

791003023 1 Comments on proposed rule 10CFR30: bas ic objectives of 
emergency planning should include preventing exposure, 

CHURfH n | 9 evaluating P^He.if necessary. 

CHURCH, L. Affiliation Unknown. 79/08/27. 3pp. 

7910030233 Comments on proposed rulo 10CFR30: Southern States Fne™,, 

Beard suggests 100X federal funding of .tatoTlocal ™ 

planning 5, implementation efforts. 

PR1E8TER, L. E. Affiliation Unknown. 79/08/27. 2 pp. 

scenario™ pldns should be baaed on several realistic 
RADCLIFFEi L, Af f i 1 la t i on Unknown. 79/08/27. 3 pp. 

command * * f ° ri:e u,/sta *«tDry authority for overall 

DOUGLAS, K. A. Affiliation Unknown. 79/08/BB, 6pp. 

THOMPSON, K. V. Affiliation Unknown. 79/00/23. 2pp. 


7910030642 Comments on proposed rule lOCFRHn- nn l ». * 

*S5fBs*S e ! Pl A??iH 9 U bb ul 0 "* l0C91 partlc ‘P a t‘«D J r 

Lewis, M. I. Affiliation Unknown. 79/08/22. 2pp. 


7910030663 Comments on prop 
two yrs to develop emerge 
CQUNS1L, W. 0. Northeast U 


rule 10CFR30: states should be 
plan. Drills are necessity, 
ties. WGC-79-0-412, 79/08/24. 


g iven 
9pp. 
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7910040033 Comments of proposed rule 10CFR50: opposes c on t i nua t i on of 
radiological emergency planning ui/o risk-probability basis b 
w/o comparison to similar basis for other technological 
haiards. 

VANDENDUROH.D.E Yankee Atomic Electric Co. 79/08/31. IBpp. 


7910040086 Comments on proposed rule 1 OCFR40 : suh stan t 1 vo changes should 
be made in US/IAEA agreement to provide consistency w/NRC 
regulations. Implementation period should be lengthened 6 
certain exemptions allowed from 20— day advance notice. 

EHRLICH, R General Electric Co. 79/0B/31 4pp. 


7910040089 Comments on proposed rule 1QCFR40-; di scusse* safeguards on 
nuclear matl S< implementation of U8/IAEA agreement. No 
licensee should be required to make changes in SOP until 
facility attachment is comp I et od. 

VAUQHAN, C. M General Electric Co., Nuclear Energy Products Div. 
79/08/30. 0pp. 


7910040092 Comments on proposed rule IOCFR73: guidel ines do shipment of 
spent nuclear fuel seem to be suggestions rather than 
requirements. Strength of rules re insp & monitoring of 
shippers are questionable. 

MULLER, M. H. Affi Hat ion Unknown. 79/08/16. 2pp. 


7910040379 Comments on proposed rule J0CFR5O; bas tc objective is to 
protect public. Single, integrated plan needed as license 
requirement, c learly indentifying decisionmakers fc providing 
for rapid assessment, communication & action. 

WOLFE. D. E. Affiliation Unknown. 79/08/25. 4pp. 


7910040303 Comments on proposed rule IOCFRSO; c i tea need for 
organiiation of govt response to emergency. inadequacy of 
emphasis on evacuation, public info through local press & 
assessment shift from licensee to state. 

GODWIN, A, V. Affiliation Unknown. 79/08/10. 2pp. 


7910040388 Comments on proposed rule 10CFR9O: ca 1 1 s for emergency plan 
as license requirement, accident planning re NJ shipments, 

NRC concurrence, bearing of costs by 1 icensee. pub 1 ic drills 6 
full St immediate public info. 

MAIER. A. Affiliation Unknown. 79/08/20. 2pp. 


7910040390 Comments on proposed rule 10CFRS0: enc loses discussion of 
emergency p lanni ng, including objectives, essential elements, 

NRC Involvement, financial assistance, drills, public info, 
state & local govt Involvement It accident assessment. 

HILLS. L. M. Tennessee Valley Authority. 79/08/30. 10pp. 


7910040394 Comments on proposed rule 10CFR30: poses questions re nature 
It determination of emergency, moni tor ing of sensors, publ lc 
notification & coerces of action. 

JOHANSSON, W. N. Affiliation Unknown. 79/08/21. Ip, 


7910040408 Comments on proposed rule 10CFR5O: forwards comments re 
emergency planning on behalf of Cleveland Electric, KS Gas 
tt Electric, KS City Power t< Light, Madison Gas l< Electric. 

OH Edison, Union Electric U WI Electric Power. 

8ILBERG, J. E. Shaw. Pittman. Potts, & Trowbridge. 79/08/31. 27pp, 


-7910040412 "Importance of Preparatory Measures In Disaster 
Evacuations. " 

BTRQPE, W. E. , DEVANEY, J. F. , EHNEVAJSA. J. Stanford Research 
Institute. 75/11/30. 42pp. 


•7910040418 Comments on petition for rulemaking 50-14 on behalf of 
of Cleveland Electric Illuminating Co, Duquesne Light Co. 

IN & MI Power Co. KB Oas tt Electric CoiNorthern States Power 
Co,DH Edison Co, Toledo Edison Co it Union Electric Co. 

BTRQPE, W. E. , DEVANEY. J. F. . N EHNEVAJSA, J. Aff il la t ion Unknown. 
05000301. 79/0B/31. 23pp. 


7910040391 Comment* on proposed Tule 1OCFRH0: calls for 1 0-mi 1 « p lanni ng 
radius w/routlne potassium iodide distribution annual 
public dr i 1 1*. Costs should be shared by federal govt Si util. 

Article end. 

BURLINOAME, M. Affiliation Unknown. 79/08/22. 2pp. 


7910040636 Comment* on proposed rule 10CFR50: emergenc y response plana 
of state $< local agencies need re-evaluation. NRC concurrence 
in emergency plans should not be arbitrarily imposed. 

SAENGERiE.L. Cincinnati General Hoop. Cine Inna t i, QH. 79/08/29. 
12pp. 


79100S0I36 Comments on proposed rule 10CFR81:Util Wa»te Mg t Group, 
Radwaste Mgt Group it EE1 agree w/decislon to conduct generic 
proceeding to fulfill obligation* under DC Circuit remand of 
Stats of MN vs NRC. 

TOLL, D. R. Lowen»ts in, Newman, Reis, Axel rad &Toll. BILBERO. J. E. 
Shaui, Pittman, Pott*, tt Trowbridgs, MILLE,L.E. Edison Elsctric 
Inst i tuts. 79/09/13. 16pp. 


7910030220 "Domestic Licensing of Production It Utiliiatlon Facilities, 11 
10CFR5O final rule. Permits greater flexibility re f Tac ture 
toughness tt matl surveillance program requirements & 
simplifies others by referring to natl stds 

G03S3CK, L. V. Office of the Executive Director for Operatlons. 
79/09/13. 5pp 


7910090252 Comments on proposed rule 10CFR73: opposes Interim final 
rule. Spent fuel shipments already avoid densely populated 
routes. Mak ing shipping data widely available seemingly 
invites sabotage. 

GEORGE, K. D. Union Carbide Corp. 79/08/17. 3pp. 


7910090254 Comments on proposed rule 10CFR73: in t e r lm final rule would 
bring higher costs w/no quantified benefit to public. 

Suggests rule he u i th d rawn . Pr ti p os os that allowances be made 
for shipper to deviate From preplanned ro-ute. 

NIL8QM, R. Exxon Corp. 79/08/16. 2pp, 


7910090259 Comments on proposed rule 10CFR73:new rules for governing 
transportation of spent fuel are unwarranted for rail 
sh ipments. Rai lroad communication not always available to 
shipper 

UTLEY, EE. Carolina Power t< Light Co, 79/08/17. 3pp. 


7910090263 Comments on proposed rule 10CFR73: supports providing 
protection of spent fuel in transit to protect public. Cost 
estimates require further clarification. 

MILLS, L. M. Tennessee Valley Authority. 79/09/17. 3pp. 


7910090292 Comments on proposed rule 10CFR73: r e g u lat 1 ona should cover 
not only spent fuol but other radioactive matl. 

HANSELL, D. Illinois, State of, 79/08/17. 5pp. 


7910090294 Comments on proposed rule 10CFR73: transpor t of Irradiated 
fuel shipments presents minimal threat because of ruggednese 
of shipping container. Review of transporting requirements by 
DOE it licensees underway. 

WEIS2, G. Energy, Dept. of. 64. 79/06/13. 2pp. 


7910090299 Comments on proposed rule 10CFR73: sp ent fuel safeguards 
during motor carrier transport re cab occupancy appear 
consistent w/federal motor carrier safety regulations. 

CROCKETT, D, A. Transportation, Dept. of. 79/03/15, 2pp. 


7910090305 Comments on proposed rule 1 DCFR73: inter im regulations re 
transit of spent fuel shipments are non just if iabl o because 
of existing stds & 1 napp 1 1 ca b i 1 t 1 y to long hauls. Fuel 
vendors It utils should be assigned routing restrictions. 

THIEB, A. C. Duke Power Co. 66. 79/08/30. 2pp. 


7910090315 Comment* on proposed rule 10CFR73: corroborates u/NUREG-0060, 
Buppl l.re routine use of Pu-powered pacemakers. Li beral 
licensing would simplify acquisition of radioisotopic 
pacemakers. 

PAR90NNET, V. Neui Britain General Hosp, New Britain, CT. 79/08/24. 
2pp. 


7910090323 Comments on proposed rules 10CFR30 $, 35: Dept of Health it 
Mental Hygiene suggests radioisotope generator* should not 
require testing of elution of In— 113m from 8n—i 13/In— 133m 
generator for Mo-99 breakthrough. 

BROOKS, T. R. Maryland, State of. 2. 79/10/02. Ip. 


7910090323 Comment* on proposed rules 1 0CFR30 St 35; Dep t of Health tt 
Mental Hygiene suggests radioisotope generators should not 
require testing of elution of In — 113m from Bn— 1 13/In— 133m 
generator for No-99 breakthrough. 

BROOKS, T. R. Maryland, State of. 2. 79/10/02. Ip. 


'7910090325 Comment* on proposed rule H>CFR73:no approval of any 
transport routes should be given for high level nuclear 
waste until local public hearings have been held. 

GRAYSON, 0. V. Virginia, State of. 79/07/13. Ip. 


7910090370 Comment* on proposed rule 10CFR73; Ind i anapo 1 is Dept of 
Public Safety suggests ah i pper s/carr i Or* be required to 
notify state lx local p ol 1 c e, trausp or fca fc i on dept *< civil 
preparedness agencies when transporting radwaste. 

CRICHLOU, D. L, Affiliation Unknown. 79/06/11. Ip. 


7910090301 Comment* on proposed rule 10CFR73; State Energy Ofc suggests 
selection of route for transportation of spent fuel requires 
specific knowledge of road conditions fc traffic patterns. 

State & local govts are best sources, 

DEBOER, T.K. New York, State of, 79/08/29. 2pp. 
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79JOO9O309 Comments on proposed rule 10CFR73: master plan should bo 
prepared designating special rail routes for shipment of all 
ind us trial radioactive spent fuel cargoes. Rail routes should 
c i rcumvent cities. 

HALL I GAN, T. J. Citiiens Against Nuclear Dangers. 79/08/14. 3pp. 


7910110064 Comments on proposed rule 10CFR73: proposed shipping routes 
for spent fuel should be published in Ffi for public commont 
before approval bg NRC. Public hearings should bo held for 
communities along proposed route. 

NEU HAUSER . H. Qoorgia Conservancg. The. 79/00/ IS. 2pp. 


7910090399 Comments on proposed rule 10CFR50: on behalf of 16 utils, 
endorses need for explicit emergency plans b calls for 
cooperation of federal. state b local organi lations 
ui/ licensees, 

KNUTH, D. F. KMC. Inc. 79/00/29. 36pp. 


7910090303 Comments on proposed rule 10CFR50: states must be given 
opportunity to review b comment on any federal radiological 
emergency response planning. 

JONES. 0. L, Virginia, State of. 79/00/14. 5pp. 


7910110070 Comments on proposed rule 10CFR73: embargo should bo imposed 
on shipments of domestic spent fuol until direct shipment 
can be made to permanent, safe disposal site. 

Q0RENFLO. L. Affiliation Unknown. 79/00/14. ip. 


7910110077 Comments on proposed rulo 10CFR50; ma j or concerns are federal 
funding of emergency programs, s tate b local control of 
response actions b NRC responsibility far interim plans for 
contiguous states w/inadequate or no plans. 

PRIESTER. L. E. Southern States Energy Doard. 79/00/27. 2pp. 


79101006B4 Responds to 790000 1 tr requesting 60-day extension of time 
to file comments re emergency planning. Request denied. 

CH1LK,3. J. Docketing b Service* Branch. 79/00/30. Ip, 


■7910100685 Forwards petition to intervene re request for 60-day 
extension of time to file comments re emergency planning. 
Proposed response end. Advises comments will be considered 
b final rule will be made available. 

MALSCH.M. 0. Regulations Division. 79/OB/2S. Ip. 


— 7910100606 Draft response to RO Shadis 790000 1 tr requesting 60-day 
extension of time to file comments on emergency planning. 

Denies request because rulemaking should be completed by 
1900. 

CHILK.S. J. Office of the Secretary of the Commission. 79/08/30 
2pp. 


7910100713 Comment* on proposed rule 10CFR73: sug ges ts escort is needed 
for driver b vehicle. Use of any roads for which there is 
lass densely populated alternative should be prohibited. 

Replaces 790817 correspondence. 

FLEISHER, Z. 5. Affiliation Unknown, 79/OB/iB. 4pp. 


7910110001 Comments on proposed rulo 10CFR50: recommends addl 
requirements, including NRC concurrence with state b local 
emergency response plans before nuclear power plants ore 
allowed to operate. 

BRINK, T. Affiliation Unknown. 79/00/01. 3pp. 


7910110096 Comments on proposed rulo 10CFR73: es t imatod addl cost is 
grossly underestimated. If rule is later applied to high 
level waste, cost will increase more. Safeguards for 
hazardous matl such as pesticides are nonexistent. 

HOFFMAN, D. P. Consumers Power Co. 79/00/17. 2pp. 


7910110105 Comments on proposed rule 10CFR73: interstate highways b 
preferred railways are safest routes for shipping spent 
fuel, NRC should be clearly identified as regulatory 
authority, preempting conflicting state b local laws. 

THOMAS, W. N. Virginia Electric b Power Co, 79/03/16. Ip. 


7910110109 Comments on proposed rulo 10CFR70: porml os 1 on for 
implantation of nuclear powered cardiac pacemakers should be 
revoked b mfg in US terminated 

DENIKE, D. L. Affiliation Unknown. 79/00/21. Ip, 


7910100715 Comments on proposed role 10CFH73: no provisions are made for 
public comment or participation in route approval process. 

Shifting transport Df spent fuel from routes through or near 
highly populated areas may increase chance of sabotage. 

REYNOLDS, W. Affiliation Unknown. 79/00/20. 3pp. 

7910100718 Comments on proposed rule 10CFR73: ad < 1 cost of implementing 
regulation re spent fuel shipments is not justified. Creator 
return could be achieved if cost* were invested in area 
where higher probability of loss to public exists. 

BRUOQERi R. M. Missouri, Univ. of, Columbia. 79/00/20. 4pp 

7910100726 Comments on proposed rule 10CFR50:Dfc of Emergency Svcs 
suggests public has right to know benefits b risks 
associated w/nuclear power Via public announcements on 
t* lovis ion, rarf i o & newspapers. 

CUNNINGHAM, A. R. California, State of. 79 / 0 B/ 29 . 29pp. 

°! propoaBd pulB 10CFR4O: supports implementation 
l * A a * r * fln,ent 0n safeguards# hou9v«r« implementation 
jhould be aeeo/nllshed without imposing unreasonable burden 
on Industry. 

DIP IAZZA, R. P. Westlnghouse Electric Corp. 79/0B/31. 2 pp. 

C "T n *? on Proposed rule 10CFR73r although rule requires 
physical protection for shipment of irradiated Tractor fuel 

V« a ?f!! :W,al i°' ,,an,: ' 1 * ° r should be made for 

imaii quantities of waste. 

QL8ER,A. F. Babcock b Wilcox Co. 79/00/20. ip. 

p I opo * Bd hula 10CFR73: info re proposed routes 
pub 1*C comment * h i pmBnts should be published in FR b subj to 

Mtlfl.d 3!! ? ? pproval - LBCa ! authorities should be 

notified about shipments, 

DUFQUR, L. Affiliation Unknown. 79/08/02. Ip. 

7<? i“n?°Ju.?°shou^ b" n,l • 10CFR73: solution for movement of 

j * sh0 “j d b * viewed In context of multifaceted sys 
cargo, time of tran»it, route selection b special ^ 
shQUld bB considered. 

HUTT, P. F. Affiliation Unknown. 79/0B/3O. 2pp, 

7g Mue‘^r°me?rt 8 h tfl “? prop0SBd rulB 10CFR73: opp uses .hipping any 
* than SO.OO^m^ ang C,tg ' ,,/ P 0 P u l«tion flreater 

rad iatinn 00, Ki9h a ? tltude teg i Dns, hi gh wind* could spread 

35?HERuS D T r 15!?,?::; "•"* of a “‘ dB "* or savage. 

■ Affiliation Unknown. 79/00/16. Ip. 


7910110115 Comments on proposed rule 10CFR73: requos to NUREQ-0S61, 
referenced In FR notice. 

H0RGQ5, R. M. Westlnghouse Electric Corp, 79/07/10. Ip, 

7 9 10jl0i33 Comments on proposed rule 10CRF73: rog i ona 1 hearing should bo 
held prior to approval of Portsmouth-Savonsh River route for 
transport of radwas te. Pro tec t Wo draft legislation wll 1 be 
unenforceable due to lack of stato inspectors. 

JOHNSTONE, M. C. , AVERY, J. W Affiliation Unknown. 79/00/30. 4 pp. 

79 ini‘h‘ 47 C ™ B "t» »" P r 0P»» d rule 10CFR50: federal concurrence should 
plans P rBre 4 ui3 *te for changes in local b state emergency 

WARD, J, E. Atomic Industrial Forum. 79/00/31. 12pp. 

Co ™" or '*« on proposed rule 10CRF40;Dept of Health suggests 
US/ AEA agreement provides procedural guidance to agreement 
state licensees who desire source matl. No guidance is given 
. ?„..!! oso alrBfl<, « possessing source matl. 

LACKER, D. K. Texas, State of. 78/00/22. Ip. 

79 J?ii?!“ Con T" t * Pfoposed rulo 1 0CFR73: cr i ter la for avoiding 
heavily populated areas when shipping spent fuel do not 
always result In reduced exposure risk. 

REYNOLDS, W. American Friends Service Committee. 79/0B/20. 4pp. 

79 n?i?2^? »n proposed rule 10CFR73: plans for physical 

protection of shipments of Irradiated reactor fuel are 
inadequate, especially In event of sophisticated illegal 
diversion or terrorist attack. s 

KESSLER, J. Affiliation Unknown. 79/OB/ 17. 3 pp. 

7910110177 Comments or proposed rule 1 0CFR4O: UB/ 1 AEA Safeouards 

deadline y mUCh data must be '=°"'P‘led to meet 

REED, Ci Commonwealth Edison Co. 79/00/31. Ip. 

79 Mel?bnitrr^ovide P ^r Sed , rUlB loc P R 50t B mer B ency plan must allow 
novi 1 T prdVide for Harl 9 Communication to designated 

taken ffl * 11 Wh “ tl “ 11 dBtepn ’ inB appropriate action to bo 

KEARNEY, J, J. Ed 1 son E 1 ec tr i c Institute. 79/OB/31, 32pp. 

7910110193 Comments on proposed rule 10CFR73:rule It misleadtnn i n 
s ating min number of escorts required for irradiated 0 

reactor fuel in tran* i t. Cons tant surveillance of v >hiri, 
mandates muitiple escort* for extended trips. 

TE.J.O, Houston Lighting b Power Co. NBL-71. 79/08/15. 3pp, 
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7910110207 Comments an proposed roles 10CFR2S b 95: NRC should ack DOE 
jurisdiction b authority re safeguarding restricted data. 

Of equal importance is when b oihat info should he 
classified. 

NILSON.R. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.), 79/OS/20. 
5pp. 


7910120313 Comments on proposed rule 10CFR73: requests opinion as to 
whether federal rules b regulations ro transportation of 
nuclear mat I b waste are sufficiently comprehensive to 
prevent nuclear accidents. 

MUIRpA.M. Affiliation Unknown. 79/05/19 Ip. 


7910110207 Comments on proposed rules 10CFR25 & 95: NRC should ack DOE 
jurisdiction b authority re safeguarding restricted data. 

Of equal importance is when b what info should be 
classified. 

NIL30N.R. Exxon Nuclear Co., Inc. (subs, of Exxon Corp ). 79/00/30. 

5pp. 


7910120317 Comments on proposed rule 10CFR40: new version is significant 
improvement nver May 197B predecessor re implementation of 
US/lAEA safeguards agreement . Sp oc la 1 category should be 
established for experimental facilities. 

WILSON, R, Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 79/08/27. 

10pp. 


7910110213 Comments on proposed rule 1 0CFR73: ad equate basis for need of 
extensive regulation has not been estab 1 1 shed, Shoul d be much 
greater distinction between truck b rail security 
requirements in transport of reactor fuel. 

DAWSON, D. M. General Electric Co. DMD-337. 79/00/09. 5pp. 


7910110292 Forwards FR notice re proposed rule changes for 
i0CFR30. AO, 70, 1 50 b 170 b public announcement. 

MONOOUE, R. a. Office of Standards Development. 79/00/20. 2pp. 


7910110292 Forwards FR notice re proposed rule changes for 
10CFR30, 40, 70, 1 50 b 170 b public announcement. 

MQNOQUEi R. B. Office of Standards Development, 79/00/20. 2pp. 


7910110292 Forwards FR notice re proposed rule changes for 
10CFR30, 40, 70, 150 b 170 b public announcement. 

MONOOUE, R . 0. Office of Standards Development. 79/00/20. 2pp 


7910110292 Forwards FR notice re proposed rule changes for 
10CFR30, 40, 70, 1 50 b 170 b public announcement. 

MONOOUE, R. Q. Office of Standards Development. 79/00/20. 2pp. 


7910110292 Forwards FR notice re proposed rule changes for 
10CFR30, 40, 70, 1 50 b 170 b public announcement. 

MDNOOUE, R. B. Off ico of Standards Development. 79/00/20. 2pp. 


■7910110303 Notice of proposed amends tD 10CFR40 b 150 re licensing 
requirements for U b thorium mi 1 1 s, proposed amends to 
10CFR30 b 70 ro final environ assessment b proposed amend to 
10CFR170 re tailings foes. W/pub 1 ic announcement. 

CHILK.6.J. OffiCH of the Secretary of the Commission.. 79/00/20. 
49pp. 


7910150002 Comments on proposed rules 10CFR30. 40, 70, 1 50 b 170. 
Pr eop era t i ono 1 monitoring program should not bo conducted by 
licensee. Proposed radon control level is inapp ropr i ate. 
HATE8, A. Affiliation Unknown. 79/09/13. 2pp 


7910150002 Comments on proposed rules 10CFR30, 40, 70, 1 50 b 170. 
Preoperatl onal monitoring program should not be conducted by 
licensee. Proposed radon control level Is inapp ropr i a te. 
DATES, A. Affiliation Unknown. 79/09/13. 2pp. 


7910150002 Comments on proposed rules 10CKR 30,40. 150 b 170. 
Preoperational monitoring program should not be conducted by 
licensee. Proposed radon control level 1 s 1 nap propri ate. 
BATES, A. Affiliation Unknown. 79/09/13. 2pp. 


7910150002 Comments on proposed rules 10CFR 30,40,150 b 170. 
Preoperational monitoring program should not bo conducted by 
1 icensee. Proposed radon control level is inappropriate. 
BATES, A. Affiliation Unknown. 79/09/13. 2pp. 


7910190002 Comments on proposed rules 10CFR 30,40,150 b 170. 
Preoperational monitoring program should not be conducted by 
licensee. Proposed radon control level is Inappropriate. 
BATES, A, Affiliation Unknown. 79/09/13. 2pp. 


7910150004 Comments on proposed rule 10CFR71: opposes bringing U8 Tules 
th packaging of radioactive mat! for transport Into 
conformity w/intl rules due to resultant increase In cost. 

8CHIMMEL, R.L. Monsanto Research Corp. RL8-19B9, 79/09/19. 2pp. 


7910150006 Comments on proposed rule 10CFR71 : agrees tii/changing U3 rules 
ro packaging of radioactivo matl for transportation to 
conform w/lntl rules. 

LAHR i T. N, 3M Co,, Minnesota Mining b Mfg. Co. 79/09/20. ip, 


■7910110303 Notice of proposed amends to 10CFR4Q b 150 re licensing 
requirements for U b thorium mi 1 Is, proposed amends to 
10CFR30 b 70 ro final environ assessment b proposed amend to 
10CFR170 re tailings f ee a . W/p ub 1 i c announcement. 

CHILH, 5, J. Office of the Secretary of tho Commission. 79/CB/20. 
49pp. 


•7910110303 Notice of proposed amends to 10CFH40 b 150 re licensing 
requirements far U b thorium mi 1 1 s, proposed amends to 
10CFR30 b 70 re final environ assessment b proposed amond to 
10CFR170 re tailings foes. W/pub lie announcement. 

CHILK, S. J. Off ico of the Secretary of the Commission. 79/00/20. 
49pp. 


■7910110303 Notice of proposed emends to 10CFR40 b 150 re licensing 
requirements for U b thorium mi 1 Is, proposed amends to 
10CFR30 b 70 re final environ assessment b proposed amend to 
10CFR170 re tailings fees.W/pubUc announcement. 

CHILK, 8. J. Office of the Secretary of the Commission. 79/00/20. 
49pp. 


•7910110303 Notice of proposed amends to 10CFR40 b 150 re licensing 
requirements for (J b thorium mil Is, proposed amends to 
10CFR30 b 70 re final environ assessment b proposed amend to 
10CFR 170 re tailings f ee s . W/p ub 1 1 c announcement. 

CHILK, B. U. Office of the Secretary of the Commission. 79/08/20, 
49pp 


7910110500 Comments on proposed rule 10CFR73: greatest problem re 
physical protection of shipments of irradiated reactor fuel 
is human fai lure. Local voters should have input on best 
possible route. 

FLEI6HER, Z. 8. Affiliation Unknown. 79/0B/21. 4pp. 


7910110736 Comments on proposed rule 10CFR40: advises that 10-day 
implementation period is impractical b should be 
substantially lengthened. Nuclear matl in form of previously 
measured sealed sources should be exempted from measurement. 
EHRLICH, R. General Electric Co. 79/00/31. 4pp. 


— 7910150009 Comments on proposed rule 10CFR7 1 : prop use d changes will nut 
affect licensee since sources held b delivered are^ell 
below suggested level. 

BUCKLEY, P. H. Bunker Hill Community College. 79/09/17. Ip. 


7910150011 Comments on proposed rules 10CFR30. 40, 70, 150 b 170:hBalth b 
safety must be given prime cons i d erat ion. Ri sk /b enefl t 
analysis approach must be taken. Natl economics must be 
considered. 

SP15AK, J. F. Federal American Partners (Mining!. 79/09/11. 3pp. 


7910150011 Comments on proposed rules 10CFR30, 40, 70, 150 b 170: health b 
safety must bo given prime cons 1 d erat ior . R i s k/ b onef i t 
analysis approach must be taken. Natl economics must be 
cons Idered. 

3PI9AK, J. F. Federal American Partners (Mining). 79/09/11. 3pp. 


7910150011 Comments on proposed rules 10CFR30, 40, 70, 1 50 b 170: health b 
safBty must be given prime cons iderat ion. Risk/b enefl t 
analysis approach must be taken. Natl economics must be 
considered. 

SPJBAK, J. F. Federal American Partners (Mining 1. 79/09/11. 3pp. 


7910150011 Comments on proposed rules 10CFR30, 40, 70, 1 50 b 170: health b 
safety must be given prime consideration. Risk/benef 1 1 
analysis approach must be taken. Natl economics must be 
considered, 

8PIBAK, J. K. Federal American Partners (Mining). 79/09/11. 3pp. 


7910150011 Comments on proposed rules 10CFR30, 40, 70, 1 50 b 170: health b 
safBty must be given prime consideration, Risk /bane fit 
analysis approach must be taken. Natl economics must be 
considered, 

SP IGAK, J, F. Federal American Partners (Mining). 79/09/11. 3pp. 


7910170063 Comments on proposed rules 10CFR40, 50, 70, 73, 150 b 170:agrees 
that US/ IAEA agreement b implementing regulations support 
foreign policy b nuclear nonproliferation objectives. 

UTLEY, E.E. Carolina Power b Light Co. 79/00/30. 3pp. 
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7910170063 Comments on proposed rules 10CFR40, 50. 70, 75, 1 50 8, 170: agrees 
that U3/IAEA agreement U implementing regulations support 
foreign policy !< nuclear nonproliferation objectives. 

UTLEY.E. E. Carolina Pooler & Light Co. 79/00/30 3pp 


7910170063 Comments on proposed rules 1 0CFR4O. 50. 70, 75, 1 50 t< 170: agrees 
that US/IAEA agreement Si Implementing regulations support 
foreign policy & nuclear nonproliferation objectives. 

UTLEY.E. E. Carolina Power 8< Light Co. NF-79-5D5. 77/00/30, 3pp. 


7910170063 Comments on proposed roles 10CFR40. 50, 70, 75, 1 50 8, 170: agrees 
that US/IAEA agreement 8, implementing regulations support 
foreign policy 8, nuclear nonproliferation objectives. 

UTLEY, E.E. Carolina Power U Light Co. NF-79-555. 79/00/30. 3pp. 


7910170063 Comments on proposed rules 10CFR40, 50. 70, 75, 1 50 6 170: agrees 
that US/IAEA agreement It implementing regulations support 
foreign policy !< nuclear nonproliferation objectives. 

UTLEY.E. E. Carolina Power 8. Light Co. NF-79-555. 79/08/30. 3pp. 


7910170063 Comments on proposed rules i OCFR40, 50, 70, 75, 1 50 f< 170: agrees 
that U3/IAEA agreement S< implementing regulations support 
foreign policy 6 nuclear nonproliferation objectives. 

UTLEY.E.E. Carolina Power 6 Light Co. 79/0B/30. 3pp. 


7910170073 Comments on proposed rule 10CFR70: supports adoption of final 
position U regulations which will permit physicians to 
decide upon use of nuclear pacemaker w/o undue constrains on 
Implementation of choice. 

SMYTH, N. P. Affiliation Unknown. 79/OB/ 16. 2Bpp. 


7910170093 Comments on proposed Tule 10CFR50: Sta te of 1L Commerce 
Commission feels each state should have single emergency 
response plan ui/thoroughly integrated components for each 
reac tor in state. 

HASTEN, M. V. Illinois, State of. 79/00/30. 6pp. 


7910170097 Comments on proposed rule 10CFR50: f edera 1 financial 
assistance should he given to state It local govts for 
radiological emergency response planning 8, preparedness. 

LENTSCH, J. H. Portland General Electric Co. JWL-2B2-79. 79/09/14. 

7pp. 


7910170101 Comments on proposed rule 10CFR50: supports ongoing 
educational program of essential 1 nf o, w/c on t lnuous 
updating through mechanics 8< technology of NRC. 

BETTENCOURT, L. Affiliation Unknown. 79/OB/31. 9pp 


7910170106 Comments on proposed rule 10CFR30:site emergency plan is 
ineffective. Planpneeded to inform public of measures to he 
de tai led, analy led 8, tested. 

EVANS, K. a. Affiliation Unknown. 79/09/12. 30pp. 


7910170110 Comments on proposed rule 10CFR3Q: NRC should participate as 
advisor to Federal Emergency Mgt Agency. Supports 
comprehensive emergency plans rather than specific 
radiological emergency response plans. 

0IBB8, D. C. Middle Sooth Services, Inc, 79/09/12. 6pp. 


7910170156 Comments on proposed rule 10CFR70: urges NRC approval of 
continued rnfg of nuclear pacemakers. 

POKERS, R. 0. Affiliation Unknown. 79/09/10 2pp. 


7910170305 Comments on proposed rule 10CFR140: gui 1 ty parties should pay 
damages for TM1 incident. 

OOMAN, R. Affiliation Unknown. 79/00/29. ip. 


7910170392 Comments on proposed rule 10CFR 140: denounc es NRC decision 
not to call TMI Incident extraordinary event. 

VAN ULLEN, J.M Affiliation Unknown. 79/00/30. Ip. 


7910170403 Comments on proposed rule 10CFR73: f ore 1 ng radwaste shipping 
to secondary roads will be counterproductive due to greater 
shipping distances 8* less than ideal road conditions. 

OIBBBiD. C. Middle South Services, lnc. 79/00/31. 3pp. 


7910170412 Comments on proposed rules 10CFR25 8< 95: filing of 
classification record for each classified document would he 
monumental task w/o purpose. 

MAN8ER.W. C. Nuclear Fuel Services, Inc. (subs, of Gutty Oil Co ) 
79/09/06. 2pp. 


7910170412 Comments on proposed rules 1QCFR23 8, 95:fiHng of 
classification record for each classified document would be 
monumental task u/n purpose. 

MANSER, W.C. Nuclear Fuel Services, Inc. (subs, of Getty oil Co 1 
79/09/06. 2pp. 


7910170424 Comments on proposed rule 10CFR70: p rop o s od rule should bo 
significantly modified to allow for greater use of lithium 
battery-powered pacemakers. 

FRQMMER , P. L. Health. Education 8, Welfare, Dept. of. 79/00/20. 2pp, 


7910170430 Comments on proposed rule 10CFR70: since Australian interest 
in nuc 1 ear-p aworo d cardiac pacemakers has d ec 1 1 no d , ma k es no 
comments. 

RICHARDSON, J. F. Affiliation Unknown. 160-2-4. 79/00/21. Ip. 


7910170451 Forwards HO Wycoff 790911 1 tr commenting an proposed rule 
10CFR70. Quant i ty names are used in improper 8, ambiguous 
manner. 

LINTONiO. W American College of Radiology. 79/09/17. 2pp. 


7910170450 Comments on proposed rule 10CFR70: contents of proposed rule 
useful to Federal Ofc of Public Health, but has no comments, 

HUN ZINGER, W. Swi tier land. 79/09/10. Ip. 


7910170467 Comments on proposed rule 10CFR73: rule Imposing interim 
physical protection measures for licensed shipments of spent 
fuel in US is premature. Rule should be result of NRC 8< DOE 
coordination. 

DEUTCH, J. M. Energy, Dept. of. 79/09/10. 2pp. 


7910170477 Comments on proposed rule 10CFR73: opposes transportation of 
nuclear radwaste through Chapel Hi 1 1 , NC. Durh am, NC 8, 

CarrboroiNC due to dense population. 

APOLLENID, C. Affiliation Unknown. 79/09/09. Ip. 


7910170494 Comments an proposed rule IOCFR73: i on Ing regulations used in 
determining areas of dense population should be changed. 

BARCLAY, N, Affiliation Unknown. 79/09/03. 2pp. 


7910170491 Comments on proposed rule 10CFR73: 1 1 s t s criteria for 
formulating radwaste transport stds including adequate 
emergency response p 1 an s , no t i f 1 c a t i on of NRC 8< ohlpper 
no-limlt liability insurance. 

EDDLEMAN. W. Affiliation Unknown. 79/09/05. Ip. 


7910170490 Comments on proposed rules 10CFR3O, 40, 70, 1 50 8i 170: 
Surety Association of America doubts that there would be 
market In US Corporate surety bonds that would make 
available sufficient funds for decontamination of mills. 
PHOVDST.L. Affiliation Unknown. 79/09/19. Ip, 


7910170490 Comments on proposed rules 10CFR30, 40, 70, 1 30 8< 170: 
Surety Association of America doubts that there would be 
market in US Corporate surety bonds that would make 
available sufficient funds for decontaminati on of mills. 
PROVOST, L. Affiliation Unknown. 79/09/19. ip. 


7910170498 Comments an proposed rules 10CFR30, 40, 70, 150 8, 170: 
Suroty Association of America doubts that there would bo 
market in U3 corporate surety bonds that would make 
available sufficient funds for decontamination of mills, 
PROVOST, L. Affiliation Unknown. 79/09/19. Ip. 


7910170490 Comments on proposed rules 10CFR30, 40, 70, 1 30 h 170: 
Suroty Association of America doubts that there would bo 
market in U3 corporate surety bonds that would make 
available sufficient funds for decontami nat ion of mills 
PROVOST, L, Affiliation Unknown. 79/09/19. ip 

7910170498 Comments on proposed rules 10CFR30, 40, 70, 1 30 8, 170' 
Surety Association of America doubts that there would be 
market in U3 corporate surety bunds that would make 
available sufficient funds for decontamination of milts 
PROVOST, L. Affiliation Unknown, 79/09/19. Ip. 


7910170304 Commonts on proposed rule 10CFR73: opposes transportation of 
radioactive ma 1 1 , esp ec i a 11 y through heavily populated areas. 

BAKER, B. Affiliation Unknown. 79/09/03. Ip. 


7910180029 Comments on proposed rules 10CFR25 8, 95: imp 1 ementat 1 on of 
new rules would result in logjam of security clearance 
requests. Restr icted data should he more clearly defined, 

MCWHORTER, R. J. , MILLER, B. M. Ohio Edison Co, 79/00/15. 2pp. 


7910180029 Comments on proposed rules IOCFR25 8, 95: imp lementa t Ion of 
new rules would result in logjam of securitg clearance 
requests, Restri cted data should bo more clearly defined. 

MCWHORTER, R, J. , MILLER, D. M. Ohio Edison Co, 79/00/15. 2pp. 


7910100031 Comments on proposed rule 10CFR73: one armed escort is 
inadequate protection for cargo transported through heavily 
populated areas. 

KESBLER,J. Affiliation Unknown. 79/00/20. Ip. 
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7910180033 Comments on proposed rules 1QCFR25 Zt 9S: disagrees w/task 
force conclusions that plan for Improving control t < 
protection of nuclear mat 1 a at licensed generating stations 
is necessary Exist i ng regulations are adequate. 

UAREMDaURG, D. Public Service Co. of Colorado. P-79199. 79/00/31. 

2pp. 


7910100053 Comments on proposed ruins 10CFR25 & 95: exemption should be 
all owed for licensees under jurisdiction of other agencies 
uihieh impose guidelines for protection of nati security Info 
t, restricted data. 

CORDANI.R A. Babcock h Wilcox Co. ■ Nava 1 Nuclear Fuel Div. 

79/0B/30. 2pp. 


7910180053 Comments on proposed rules 10CFR29 t, 95: oaemp t i on should be 
allowed for licensees under jurisdiction of other agencies 
which Impose guidelines for protection of na t 1 security info 
t< restricted data. 

CORDANI . R. A. Babcock t> Wilcox Co. i Naval Nuclear Fuel Div. 

79/00/30. 2pp. 


791O10OO3B Comments on proposed rule IOC FR73: ur g a s immediate halt tD 
shipments of nuclear waste into or through Port of 
Portsmouth at Tidewater, VA until issues of saf e ty . sab o tage 
ti terrorism are resolved. 

WEST p R, i BURNHAM, J. Truth in Power. 79/06/19. 3pp. 


7910100093 Comments on proposed for rules 10CFR25 h 95: vaul t~typ e 
room requirements are excessive. Approval of alarms t< MRC 
notification of generation or destruction of classified 
documents are unnecessary. 

PARKER, W. 0. Duko Power Co. 79/09/04. ip. 


7910100093 Comments on p-roposed for rules 10CFR25 h 95: vaul t-ty p e 
Toom requirements are excess lve. Ap pro val of alarms 6 MRC 
notification of generation or destruction of classified 
documents aro unnecessary. 

PARKER, U. 0. Duko Power Co. 79/09/04. Ip. 


7910100113 Comments on proposed rule IOC FR 1 40: d i sc us so s monetary & 
non-man b tary losses caused by TNI Incident. 

HARDISON, L. Af f il iati on Unknown, 79/09/01 lp, 


79101BQ117 Comments on proposed rules 1 0CFR30, 40 , 70, 1 50 t< 170 : 1 i c ens i ng 
stds ore too loose. Financial criteria should take inflation 
into account. Cover of nine ft is insufficient to stop Rn-222 
leakage. 

LEWIS, M. Affi liation Unknown. 79/09/22, lp. 


7910100117 Comments on proposed rules 1 0CFF13Q, 40 , 70, 1 50 6 170: 1 i c ens 1 ng 
stds aro too loose. Financial criteria should take inflation 
into account. Cover of nine ft is insufficient to stop Rn-222 
leakage. 

LEWIS, M. Aff 11 iati on Unknown. 79/09/22. lp. 


7910180117 Comments on proposed rules 10CFR30. 40, 70, 1 50 S, 170: 1 i cess i ng 
stds ore too 1 oose. F l nanc » a 1 criteria should take inflation 
Into account. Cover of nine ft is insufficient to stop Rn-222 
leakage. 

LEWIS, M, Affiliation Unknown. 79/09/22. lp. 


7910100117 Comments on proposed rules 10CFR30, 40, 70, 1 50 b 170: 1 1 censing 
stds aro too loose. F Inane ia 1 criteria should taka Inflation 
into account. Cover of nine ft is insufficient to stop Rn-223 
leakage. 

LEWIS, M. Affiliation Unknown. 79/09/22. lp. 


7910100117 Comments on proposed rules 1OCFR30, 40, 70. 150 ti 170: 1 i conning 
stds are too 1 oos e. F Inane 1 a 1 criteria should take inflation 
into account. Cover of nine ft is insufficient to stop Rn-222 
leakage. 

LEWIS, M. Affiliation Unknown. 79/09/22. lp. 


7910100352 Comments or proposed rules 10CFR30 It 33: State Energy Dfc 
raises question of govt ac oP Ho-99 breakthrough testing by 
medical licensees. Suggests FDA as regulatory agency. 

DEBOER. T. K. New York, State of. 79/OB/24. lp. 


7910100352 Comments on proposed rules 10CFR30 & 35:Btate Energy Qfc 
raises question of govt QC of Mo-99 breakthrough testing by 
medical 1 lcensecs. Suggests FDA as regulatory agency. 

DEBOER, T. K. New York, StatB of. 79/00/24. 1 p. 


7910100353 Comments on proposed rules 10CFR23 8, 95:security container# 
for restricted data should be made of steel at least 
0. 5 inch thick. Comb i nati on lock specs should meet DDD 5200 
requirements. 

ROULBTPNE, J. 0. Affiliation Unknown. 79/00/27. Bpp, 


7910100353 Comments on proposed rules 10CFR25 tt 98: security CO 
for restricted data should be made of steel at least 
0.5 inch t h ic It . Comb i nat i on lock specs should meet DDD 5200 
requ i rements. 

ROULSTONE, J. Q. Affiliation Unknown, 79/0B/27. 2pp. 


7910100359 Comments on proposed rules 10CFH40, 50, 70. 75. 130 Si 1' 
supports inti efforts to mlnimiie proliferation of nuclear 
weapons. Sa feguarde which are more extensive than in other 
countries should not be imposed. 

NEWMAN, R. I. Allied Chemical Corp. 79 /OB/31 . 3pp. 


7910100359 Comments on proposed rules IOC FR40, 50, 70, 75, 150 St L 
supports inti efforts to minimile prol i ferat ion of nuclear 
weapons Safeguards which are more extensive than in other 
countries should not be imposed. 

NEWMAN, R. I. Allied Chemical Corp. 79/00/31. 3pp. 


7910100359 Comments on proposed rules 10CFR40. 50, 70, 75, ISO It 1" 
supports inti efforts to minimite proliferation of nuclear 
weapons, Safeguards which are more extensive than in other 
c aunt r ies should not be imposed. 

NEWMAN, R. 1. Allied Chemical Corp. 79/00/31. 3pp. 


7910100359 Comments on proposed rules 1OCFR40. 50, 70. 75, 1 50 8< 1' 
supports inti efforts to mlnimiie proliferation of nuclear 
weapons. Sa foguards which are more extensive than in other 
countries should not be imposed, 

NEWMAN, R. I. Allied Chemical Corp. 79/08/31. 3pp, 


7910100359 Comments on proposed rules 10CFR40, 50, 70, 75, 1 50 ti 11 
supports inti efforts to minlmlie proliferation of nuclear 
weapons, Safeguards which are more extensive than in other 
c uuntr ies sh ould not be imposed, 

NEWMAN, R. I. Allied Chemical Corp. 79/00/31. 3pp. 

7910100359 Comments on proposed rules 1 0CFA40. 50, 70, 7 5, 1 50 & ll 
supports inti efforts to minimlte proliferation af nuclear 
weapons. Safeguards which are more extensive than in other 
countries should not be imposed. 

NEWMAN, R. 1. Allied Chemical Corp. 79/0-0/31. 3pp. 


7910230108 Comments on proposed rule 1 OCFR 1 40: c on s ideT i ng TUI a 
as anything less than extraordinary event Is gross 
misrepresentation of effects on people of America. 

MARTINEZ, L. , STUCKEY, M. E, , KdDERTB. B. Af f i 11 at i on Un known. 
79/09/12 lp 


7910230697 Comments on proposed role 10CFR73: forwards resolutio 
physical protection nf shipments of irradiated reactor fuel, 
submitted by Charleston County Council. 

STINE, 0. B. Af f i 1 Iat lan Unknown. 79/00/09. lp. 


— 7910230690 Resolution for physical protection of shipments of 
irradiated reactor f ue 1 , c ubm i tted by Charleston County 
Council. 

DREIBART, S. fl Affiliation Unknown, 79/00/09. lp. 


7910240271 Comments on propsed rule 10CFR50: CO Dept a# Health s 
basic objectives of emergency planning are to reduce 
exposures & evacuate p ub 1 1 c . Dve rly detailed plans become too 
cum bar so me to be effective. 

MONTGOMERY, J. L. Colorado, State of. 79/09/24. 3pp. 


7910260107 Forwards comments on proposed rule JQCFR5Q per 79092 
from L Radcliffe of League af Women Voters of San Luis 
□b 1 Spu. CA. Nuc leaT emergency planning should emphasize 
prevention of public radiation exposure. 

LAOOMAR0INO, R. House of Rep., Interior 6 Insular Affairs. 7 
7pp. 


7910260120 Comments on proposed rule 10CFR50: NRC action levels 
amb i guous. Urg ea faster method for communicating danger to 
NRC 6 auditory signals to warn those in rural areas of 
radiation danger. 

LEE, J. Affiliation Unknown. 79/10/04. 3pp. 

7910260140 Comments on proposed rule 10CFR 140: TMI-2 accident ttia 
extraordinary nuc 1 ear occurrence. Level # of radiation 
exposure required for extraordinary occurrence are j 

ridiculously high In view of risks of low level exposure. 
KECK. H. B, Anti-Nuclear Group Representing York. 79/08/14. J 

7910260144 Comments on proposed rule 10CFR140: TMI-2 was extract 
nuclear occur rence. A1 though no physical damage resulted, 
long-term emotional damage to population was devastating. 
BOMIIERGER, T. W. Affiliation Unknown. 79/08/IB. 2pp. 
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'910260149 Comment* on proposed rule 10CFR140; subs tant ia 1 offsite 
radiation & damages qualify TM1-2 Incident a* extraordinary 
even t. 

PRELESNIK, W. L. Affiliation Unknown. 79/0B/24. 3pp. 


910360153 Comments on proposed rule 1 QCFfi 50: u tl 1 evacuation plans for 
local population are totally inadequate. Any sys of 
notification developed would be inherently inadequate. 

BOEHLER, 0. Af f 1 1 ia tton Unknown, 79/10/10. 3pp. 


'910260157 Comments on proposed rule 10CFR140;TMl incident threatens 
mental U physical health of nearby residents. 

SMITH, D. Affiliation Unknown 79/03/30. Zpp, 


910360166 Comments on proposed rule 10CFIU40:TMI incident meets 
criteria of ei traordlnary nuclear Inc ident. Condi 1 1 ons caused 
by failure of scales to capture radiation levels. 

HURST, fi. M. Affiliation Unknown. 79/03/19. Ip. 


910260173 Comments on proposed rule 10CFRI 40: recommends NRC rule TM1 
as an extTaord inary event. Uti) should not be released from 
responsibility for damage done to public health. 

HDLYK.H.L. Af f 1 li at 1 on Un known. 79/08/18. 4pp. 


'910260179 Comments on proposed rule 10CFR 140: ex traord inary nuclear 
accident should be declared because of magnitude of 
radiation 1 evels. inadequacy of detection monitors, 
atmospheric conditions U threats to physical health. 

HOSSLER, D. £. Affiliation Unknown. 79/06/i7, 4pp. 


910260181 Comments on proposed rule lOCFR140:NRC failure to rule THI 
incident as extraordinary nuclear accident would show 
disregard for health U safety of nearby residents. 

HUR8T.J. 8. Affiliation Unknown. 79/03/19. 4pp. 


910260103 Comments on proposed rule 10CFR14Q:TMI Incident constituted 
extraordinary nuclear occurrence. Units 1 fc 2 should remain 
c 1 used. 

NOLAN, P. Affiliation Unknown. 79/08/30. 2pp. 


910260180 Comments on proposed rule I0CFR1 40 : TMI incident should be 
declared extraordinary nuclear occurrence because of damage 
to health 6 property. 

ZEAGER i C. K. Affiliation Unknown. 79/03/16. 4pp. 


910260191 Comments on proposed rule I0CFR140: organl is t i on resolution 
recommends that NRC declare TMI extraordinary incident *< 
call public hearings tn inform citiiens of rights & legal 
Implications of assumed consont to accldont* 

TASANGO, V. Af f i Ua 1 1 on Unknown. 79/03/24. 2 p p , 


910260195 Comments on proposed rule 10CFR140:TM1 incident should be 
declared extraordinary occurrence because of radioactivity 
release fc damage to health & property. 

WHITE,*!. P. Affiliation Unknown. 79/08/30. Ip. 


910260210 Comments on proposed rule 10CFR 50: re quo s to NRC document re 
emergency planning around nuclear facilities {, addl time to 
comment on document. 

LAMOUEUX, C. H. Affiliation Unknown. 79/08/17. Ip, 


910260377 Comments on proposed rule IOCFR140:TMI event shoul bo 
classified as extraordinary occurrence. Fal lure to consider 
Bt-90 tt other decay products emitted during accident is 
caverup of damage done. 

BERNSTEIN, M. L. Affiliation Unknown. 79/00/13. 2pp. 


910260381 Comments on proposed rule 10CFR140:7«1 should ha classified 
as extraordinary octurrenc e. Eeonnm t c impact on business h 
residents will take some time to be properly studied, 

MUSSELMAN, L. B. Three Mile Island Alert. 79/08/20. Bpp. 


910293111 Comments on proposed rule 10CFR30: 1 icensees should not be 
required to duplicate emergency plans due to possession of 
both 8NM U research reactor. Suggests change of wording in 
proposed rule. 

OLSEN, A. F. Babcock t, Wilcox Co. 79/10/09. Ip, 


U 0310222 Comments on proposed reg guide re delta ferrite content in 
autogenous welds: requests response to 790607 ltr. 

VANNANiK. V. India, MAPP/05000/S/79. 79/09/17. Ip, 


10310230 Comments on proposed reg guide re basis for emergency action 
levels at nuclear facilities: descr iption should be used In 
definition of each emergency action level re anticipated 
future doses to whole body it thyroid gland. 

SBLEIEN, R. D. Health, Education it Welfare, Dept. of. 79/09/27. Ip, 


7910310432 Comments on proposed rules IQCFR70 St 73: app 1 1 cat i on of 
safeguards upgrade rule would have visibly adverse Impact 
upon research programs conducted by nonpower Teactors, 

HUDSON, T. U California, Urxiv, of, Los Angeles. 79/09/28. 2pp. 


7910310452 Comments on proposed rules 1QCFR70 it 73: ap p 11 c at 1 on of 
safeguards upgrade rule would have visibly adverse Impact 
upun research programs conducted by nonpowier reactors. 

HOBSON, r. W. California, l/niv. of, Los Angeles, 79/09/20. 2pp. 


7910310462 Comments on proposed rule 10CFR1 40: factor s such as 
substantial release of offsite ra d i nae 1 1 v 1 ty 8, offsite 
damages Incurred need to be studied before TMI can be 
classified as extraordinary nuclear occurrence. 

MORGAN, J. Affiliation Unknown, 79/0B/14, 2pp. 


PRM PETITION FOR RULEMAKING 


7909250272 Comments on petition for rulemaking 2-8: d i nagrees w/petition 
ro amend to 10CFR21 4, methods for developing future 
reg ulat i ons , Rule Is adequate from standpoint of health 6 
safety t, should not repealed. 

MILLS, L, M. Tennessee Valley Authority. - 79/OB/06. 2pp 


7909250590 Comments on petition for Tulemaklng 33-1: in case of approvod 
louj-risi diagnostic r ad i opharmoceu t i ce Is, phy s lc ian should 
not be required to follwo package insert for all clinical 
procedures utilliing ref drugs. 

GEORGE, K. D. Union Carbide Corp. 79/08/21. ip. 


7909250-593 Comments on petition for rulemaking 10CFR2-B: existing 
regulation re criminal penalties placed upon companies 
purposely withholding safety-related fatluTe Info has not 
been effective as evidenced in TMI-2 incident. 

LEWlSiM. 1. Affiliation Unknown. 79/OB/OB. Ip 


7910010260 Comments on petition for rulemaking 35-1 : support s petition 
allowing physician latitude re adherence to package inserts 
for all clinical procedures utilizing approved low risk 
diagnostic radlopharmaceuticals. 

GEORGE, K, D, Union Carbide Corp. 79/08/21. Ip, 


7910020641 Ack opportunity to review NRC proposed response to petition 
for rulemaking 7—1. Advisory committee mgt concurrence not 
needed for enc 1 task package. W/o end. 

HOYLE, J. C, Office of the Secretary of the Commission. 79/03/09. 

Ip, 


7910030009 Forwards mad ro petition fur rulemaking 7-1 filed 780914. 
Argues against establishing regulations review board. 

MINOGOE, R. B. Office of Standards Development. 79/07/17. 3pp, 


7910030012 Petitions NRC to form board of industry members to review 
all pertinent regulations t, to clarify positions of Industry 
prior to issuance of all now regulations. 

PEEPLES. W. P. Non-Destructive Testing Management Association. 
70/07/19. 2pp. 


-7910030014 Draft ltr forwarding FR notice of denial of petition for 
rulemaking 7-1 for publication. W/o end. 

* Commission. 79/07/17. 2pp. 


79100300-16 Value/Impact statement concerning response to request to 
form review beard to review all regulations prior to 
issuance. Hecommonds denial of petition. 

* Office of Standards Development. 79/06/30. Bpp. 


. 7910030018 Forwards "Policy L Procedures for Direct Distribution of 

Proposed ti Effective Regulations to Licensees J, Other 
Interested Persons. " 

00301 CM, L. V. Office of the Executive Director for Operations 
78/11/20. 4pp. 


■7910030020 Abstracts of comment* t, staff responses re request to form 
review board to review all regulations prior to issuance. 

HENRY, J, Office of Standards Development. 79/06/30. 6pp. 


7910040400 Comments on proposed rule 10CFR30: forwards comments re 
emergency planning on behalf of Cleveland Electric, KB Gas 
4c Electric, KB City Power S, Ugh t. Mad Ison Gas ?< Electric. 

OH Edison, Union Electric h HI Electric Power. 

8ILBERG, *1. E. Shaw, Pittman, Potts, t, Trowbridge. 79/08/31. 27pp, 


—7910040412 ''Importance of Preparatory Mea*UToe in Disaster 
Evacuations. '• 

STRQFE, W. E. , DEVANEY, *J. F. , EHNEVAJSA, J. Stanford Research 
Institute. 75/11/30. 42pp, 


NONDOCKETED ITEMS 


•7910040418 Comments on petition for rolemakinj 50-14 on behalf of 
of Cleveland Electric Illuminating Co,Duqussne Light Cai 
IN it MI Power Co. K8 Oas it Electric Co. Northern States Power 
Co, OH Edison Co. Toledo Edison Co it Union Electric Co. 

STfiOPE, W E. i DEVANE Y, J, F. , NEHNEVAJ9A, J. Affiliation Unknown. 
03000301. 79/0B/31. 23pp. 


7910330310 Comments on petition for rulemaking 30-23: evac uat ion of 
large number of people for test purposes woo 1 d impose 
unnecessary burden on public as well as increasing risk to 
public h e a 1 th . s a fe ty & property. 

DALE, L. F. Mississippi Power & Light Co. 79708/07. 3pp. 


7910050302 Forwards, for signature, ltr notifying of denial of 
LR Urclolo 7B1017 petition for ru lemak ing. Also forwards 
FR notice, petition 6 public c omme n ts. Roc ommend s denial. 
MINOOUEi R. B. Office of Standards Development. OS OH 904-3. 
79/09/11. 3pp. 


— 7910050312 Notifies of denial of LR Urciolo 7B1Q17 petition for 
rulemaking 10CFH20— 12. Fft notice end. 

Q05SICK, L. V. Office of the Eiecutlve Director for Operations 
79/09/13. Ip. 


— -7910050324 Notice of denial of 7B1017 petition for rulemaking by 
LR Urclolo requesting amend Df 10CFR20. 

GOBSICK. L, V. Off lco of the Executive Director for Operations 
79/09/ 12. 7pp. 


— 7910050329 Valua/impact statement re LR Urclolo 7B1Q17 petition for 
rulemaking 20- 12. Roc ommend a petition be denied. 

* Office of Standards Development. 79/09/11. 10pp. 


7910090103 Notice of filing of 790629 petition for rulemaking by Edlou 
Inti requesting amend of 10CFR70 it 73 re domestic licensing 
of special nuclear matl {< physical protection of plants !< 
matls. respectively. Comments due by 791015. 

CHILK.S.J. Office of the Secretary of the Commission, 79/0B/1O. 

3pp. 


7910090120 Notice of filing 790713 petition for rulomaking by 
Cincinnati Oas 6 Electric et al. Petition requests amend of 
10CFR2 to eliminate adjudicative prop I oms. C pmmento are 
requested by 791113. 

CHILK.S. J. GfPico of the Secretary of the Commission, 79/09/05. 
4pp. 


■7910090137 Petitions on behalf of Cincinnati Oas t, E 1 ec t r i c , Co 1 umbuo L 
Southern Ohio Electric E< Dayton Power t< Light to amend 
10CFR2. Amond provide* reasonable limits upon cross- 
examination it other measures to expedite adjudication. 

CONNER, T. B. Conner, Moore it Corber. 79/07/31. 10pp. 


7910100917 Ac k receipt of denial of NDT Mgt Association p e 1 1 1 1 on. Ma j or 
problem concerns MRC publishing new rules 1, regulations not 
necessarily adopted by agreement states. 

PEEPLES, W. P. Gulf Nuclear, Inc. 79/OB/09. 2pp. 


79101 10509 Comments do petition for rulemaking 30-23: basic object! ve of 
nuclear emergency planning should be to reduce Tadlation 
exposure through implementation of safest t< most practical 
procedure for each facility site. 

CAS3AN, V, J. Power Authority State of Now York. 79/00/29. 23pp. 


7910190062 Affirms 780202 petition for rulemaking 51-4 requesting amend 
to 10CFR51 re nonsafety matters nat to be reconsidered in 
environ review, DL stage. Requests schedule of oral argument. 

LQNENSTEIN, R. Louons to 1 n, Neusman, H e i s, Ax e lrad & Toll. 79/10/04. 

3pp. 


7910190474 Notice of E Graves 790003 petition for rulemaking 1OCFR40-22 
requesting general license for depleted U munitions on 
govt-to-govt basis. 

CHILKiS. U. Office of the Secretary of the Commission. 79/09/20. 

6pp. 


7910230179 Comments on petition for rulemaking 73-4: reduc lng extornal 
dose rate requirement to exempt SIMM In fuel element would 
invite theft of enriched U from institutions affected by 
change. 

LOCHBTET, W. A. Affillatian Unknown. 79/09/09. Ip. 


7910240709 Comments on petition for rulemaking SO-23:agreos w/objectlve 
that emergency plan* provide reasonable assurance that 
appropriate measures can 6, will be taken in event of 
accidental radioactive release from nuclear power plant. 

MILLS, L. M. Tennessee Valley Authority. 79/08/17. 3pp. 


7910250090 Notice of E Graves 790803 request that NRC add new Section 
10CFR40, 23 providing that license be Issued authoriilng DOD 
to export source matl to any country. 

CHILK, S. U. Office of the Secretary of the Commission. 79/09/2B. 
3pp. 


7910290129 Denies petition for rulemaking 71-7 dtd 780310. Alan denies 
further extension of imp lementati an date & hearing re GA 
program requirements. 

G85SICK, L. V. Office of the Executive Director for Operations 
79/ JO/02. 3pp. 


7910290135 Forwards comments on petition for rulemaking 50-23 nn behalf 
of Edison Electric Inst. Info re action* which might be taken 
for all possible emergencies is impractical h undesirable. 

Stresses flexibility of response. 

MACRAE, C, F. LeDoeuf, Lamb, Leiby & MacRae. 79/08/31. 29pp. 


791O29014B Comments on petition for rulemaking 30-56: in complete 
agreement w/ proposed petition, 

GRANIER, P Affiliation Unknown. 79/08/20, ip, 


7910310456 Comments on petition for rulemaking 50-23:TMI should not bo 
declared e x traor d Ina ry nucleaT occ ur rente. Pub 1 lc Cititens 
Litigation Group /Cr 1 1 tea 1 Mass Energy Project petition 
should bB denied. 

PEEPLES, W. P. Affiliation Unknown. 79/09/03. 1 p. 


PROJ PROJECTS - PREDQCKET LICEN3IN0 


7910010041 Comments on draft of "GEIE on U Milling," NURE0-05H : title 
should bo changed to reflect limited scope. Cone 1 usion*. omit 
requirement preventing use of tailings as embankments. 

LACKER. D. K. Texas, State of. 79/00/23. Ip. 


7910010244 Requests extension for CA Dept of Water Resource* response 
to fifth set of interrogatories Prom PQfcE open extension of 
time to compel further answers from util to Dept of Water 
Resources fourth set of interrogatories. 

DEUKMEJIAN, G. , ETRUMWASSER, M. J California, State of. 79/08/07 lp. 


7910020677 Submits comments on NRC draft GEIS on V milling 
(NUREG-051 1 ). Suggest s stringent new requirement* not be 
applicable to existing fac 1 1 i 1 1 es. So g ges t s measuring radon 
daughters directly. 

SANGER, MS. Tennessee Valley Authority. 79/00/30. 2pp, 


7910020034 Notifies that no M3 state agency involved in reviewing DEB 
on U milling has any comments at this time. 

HOWELL. L. Mississippi, State of. 79050802. 79/09/07. ip. 


7910030010 Supplemental answers to NRC First set of supplemental 
Interrogatories. Includes info re connections ui/other utils, 
definition of standby reserve generating capacity S, date for 
components of native load capacity. 

MEIS9,R.L. , DOYLE, M. M. Pacific Oas lc Electric Co. DDYLE.M. M, 
McCutchen. Doylo, Drown t, Emerson. 79/07/26. 7pp, 


■7910030011 Verification of EE Hall re util 790726 supplemental answers 
to Interrogatories 5 1 e ), 5(g ), 5Ch 1, 6 t, G of NRC First set of 
agpp lament# 1 interrogator ios. 

HALL, E. E. Pacific Oa* It Electric Cu. 79/07/26. Ip. 


•7910030013 Verification of EF Kapriellan re util 790726 supplemental 
answers to Interrogatories 1 (g 1, HI e >, 3ie) { 11 1 , 3f e) ( vl i i ) , 

3 f e 1 < x > 4, 7 of NRC First set oP supplemental 
interrogatories. Cert I ficate of 8vc L load flow study encl. 
KAPRIELIAN, E. F. Pacific Gas tt Electric Co, 79/07/26. 140pp. 


7910030340 Discusses results of review re tailings impoundment failure 
at Church Rock U mi 1 1. Confirms NRC discussions re 
radioactive contamination cl eanup. Evaluat ion of potential 
exposure pa thway *, eddl info request & recommendations encl. 

GDBEICKrL. V. Office of the Executive Director for Operations 
79/00/23. 9pp. 


— 7910030364 "Status Rept on Sampling Program to Determine Environ Impac.t 
of United Nuclear Corp Mill Tailings Spill," 
a New Mexico. State of. 79/0B/2O. 13pp. 

--7910030404 Order to amend Radioactive Matl License NM-UNC-ML to comply; 
ui/recommenda ti one for adequate cleanup program contained 
in 790013 ltr re radioactive matl* it associated radioactive 
contamination. , 

□ACA, T. E. New Mexico, State of. 79/08/13. lp. 



NONDOCKETED ITEMS 


>030405 Order to araBnd License NM-UNC-KL to include minimi ling 
ether dispersal of contaminants in Rio Puerto channel U to 
cover contaminants which have escaped from tailings pond. 
iCA, T. £. New Mexico, State of. 79/07/ IB. ip. 


>03040? Order that License NM-UNC-ML be amended to incorporate 
iquirement that company cease discharge of slurry into 
illings retention area until further approval by NM 
iviron Improvement Div. 

iCAiT.E. New Mexico, State of. 79/07/16. Ip. 


>030414 Discusses unsatisfactory progress in. removing tailings matls 
ich have been deposited along beds of Rio Puerto River 6 
lbutat-ies. Submits outline of adequate cleanup program to 
i implemented immediately. 

1CA.T.E. New Mexico, State of. 79/0Q/13. 4pp. 


>030419 Orders that excavation of tailing sands within 150 ft of 
>stream crest op tailings dam be terminated (< existing 
cavation be refilled w/talling sands. No further const of 
im allowed w/o written approval of state engineer. 

;YNOLOB,S. E. New Mexico, State of. 79/00/00. Ip. 


>030435 Orders that investigation of 79D716 dam failure be made by 
of engineer registered in NM. Also orders submittal of 
ndings to state eng ineer. Order issued to protect life fc 
operty downstream. 

■YNOLDS,8.E. New Mexico, State of. 79/07/10. Ip. 


>030463 Submits copies of state orders U nexus releases re spill of 
itfioactivs matl followed up by State of NM. 

NQj B. New Mexico. State of. 79/00/21. 3pp. 


1030482 Demands that NRC close down United Nuclear Corp activities 
i Navajo Indian c oun try. includ ing U mill S, supporting 
nes, until outside investigation of dam disaster has been 
unpletsd 4 recommendations are complied w/hy all mines. 
iCDONALt). P . Navaja Nation, Manuelito Chapter. 79/08/15. 2pp. 


1030504 Forwards memo ”R«pt on Dam Failure at Church Rock," in 
sponse to 790717 telcon request. Memo contains rep t of insp 
per i ence, recommendations for evaluating cause of Pailure 6 
ranology of insp fTom 790717-21. 

IIOHT, J. P. Assistant Director for Engineering. 79/07/31. 

PP- 


1030507 Submits chronological insp events fc experiences which 
cuTred during 790717-21 visit to dam site to- determinn 
iuse of failure. 

>NE. J. D. Oeosciences Branch. 79/07/31. 12pp. 


>030311 Forwards 790003 ltr to DD Tubervllle which forwards DJ Roth 
>0727 ltr to TE Baca & SE Reynold 790800 engineer order re 
iltsd Nuclear Corp tailings dam at Church Rock. 

IITEMAN, J, L. New Mexico, State of. 79/00/08. Bpp. 


S0706 Stipulation for protective order by PQ&E, NRC S< interveners 
e of CA Dept of Water 1 Re sources. Nor them CA Power 
ty li Cities of Anaheim 4 Riverside, re FOtE documents, 
eelve order granted by ABLB 790030. 

MWABSER. M. J California, State ef. MEIBB.R, L. Pacific Gas h 
trie Co. MEIBB, R.L. McCutchan, Doyle, Grown 6 Emerson. 

>8/30. 10 pp. 


10709 Notice of reconstitution of ASLD. E Luton was transferred 
mother federal agency. S3 Wolfe is appointed as member 

iSLB . 

liR.fi. Atomic Safety and Licensing Board Panel. 79/00/07. Ip. 


I04B7 Comments on draft 0EI5 on mill tailings CNUREQ-0311 1 : objects 
ack of assessment of full impact of radon gas released 
> mill tailings p lies. 

SON, B. Black Hi Us Alliance. 14129. 79/07/26. 3pp. 


>050491 Forwards comments by Environ Improvement Div on draft GEIS 
I U milling (NUREQ-OSill. 

SENDERS, A. New Mexico, State of. 14129. 79/07/25. 4pp. 


050498 Forwards comments on behalf of CA Energy Resources 
niervation U Development Commission re draft 0E18 oh U 
I ling (NUREO-051 1 >. Recommends sharper definition of 
temative disposal methods. 

RAN1NI, E. E. California, State of. 14129.; 79/07/23. Ip. 


050902 Comments on selected Issues identified In draft SETS on U 
11 ing, by CA Energy Commission. 

California, State of. "79/07/31. Bpp. 


— 7910030500 Forwards comments fT am branches of A2 state govt re draft 
GEIS on U mill ing ( NUR E0-O31 1 > . 

YOUNGBLOOD, J. A. Ariiana, State of. 14129. 79/07/19. I5pp 


— 7910050512 Has no comment on draft 0E1S on U milling (NUREG 0511) on 
behalf of Governor's Qfc of Planning Coordination. 

KILL, R. M. Nevada, State of. 79/06/PS. ip. 


— 79100505 IB Responds Favorably to draft GEI8 on U milling (NUREG-051 1 > . 
EAGLESFIELD, E. Indiana, State of. 79 0466 0000. 79/03/27. ip. 


— 7910050522 Submits no comment on draft QEIS on U milling (NUREG-0511). 
KUBICEK, T. Nebraska. State of. 14129. 79/06/00. Ip. 


— 7910050525 Submits no comment on draft GEIS on U milling (NUREO-051 1 ). 
PQHL.L. Missouri, State of 14129. 79/06/07. ip. 


— 7910050531 Submits no comment on draft GEIS on U milling (NUREO-051 1 >. 
HAYWARD, N. Delaware, State of. 14129. 79/06/05. ip. 


— 7910050533 Ac 1 receipt of draft QEIS on U milling (NUREQ-051 1 ) . 
QULLETT, Q. P. Louisiana. State of. 14129, 79/06/04. Ip. 


— 7910030536 Submits no comments on draft GEIS on U milling (NUREG-0511 > 
□ARROWS, H. L. Agriculture, Dept. of. 14129. 79/06/01. Ip. 


— 7910050539 Submits no comment on draft OEIS on U milling ( NUREQ-051 1 > . 
WHITTLE, R. Q. Florida. State of. 14129. 79/05/30. ip. 


—7910050542 OffeTs no comments on behalf of State Historic Preservation 
□fc re draft 0EI3 on U milling (NUREG-0511). 

PINNEY, W. D, Vermont, State of. 14129. 79/05/30. 2pp. 


— 7910050560 Noti f ieo that ND State Historical Society will submit 
comment on draft GEIS on U milling (NUREG-0511) by 790609. 

BANKS, L. E. North Dakota, State of. 7904279470. 79/05/25. 2pp. 


— 7910050564 Forwards comments from various state agencies re draft GEIS 
on U milling (NUREQ 05 1 1 ) . C 1 e aronc e of project should be 
granted. 

DEOAETA, P- V. Kansas, State of. SAI 7123. 79/05/24. 5pp. 


— 7910090567 Submits no comment on behalf of Omaha Di s tr i c t, Corp s of 
Engineers, re draft OEIS on U milling (NURE0-05U1. 

VELEHRADBKY, J. E Army, Qept. of. MROPD-A, 79/05/21. ip. 


—7910050570 Ac l receipt of draft 0EI8 on U milling (NUREQ-051 1 ) on 
behalf of Governor's Ofc. 

MADDEN, J. L. Alaska, State of. 14129. 79/05/15, ip. 


—7910050575 Ack receipt of draft GE10 on U milling CNURE0-0511) an 
behalf of Darwin (Australia) Environ Coonc 11. 

BPR INGELL, P . H. Australia. 14129. 79/03/10. ip. 


—7910030570 Aek receipt of draft OEIS on U (nilllng (NUREO-0511). 

HAVERLY, 0. , METZQER, F. Ohio, Btateof. 14129. 79/05/01. 2pp. 


— 7910030382 Ack receipt of draft GEIB on U milling (NUREO-OSIl), 
QINMAM, R. A. New Jersey, State of. 14129. 79/04/30. Ip. 


— 7910030584 Submits no comment of draft OEIS on U milling (NURE0-031 1 ). 
* Iowa, State of. 14129. 79/06/01. ip. 


— 79100S0315 Responds favorably to draft QE19 on U milling (NUREQ-0511). 
HE 1NEMANN, J. M. Federal Energy Regulatory Commission. 14189. 
79/06/13. Ip, 


7910050628 Confirm* 790802 telcon granting interveners Northern CA 
Power Agency 6 Cities of Anaheim t. Riverside intension 
until 790017 to respond to util interrogator I e». Northern 
CA Power Agency was granted extension re greon dotting. 

DAVIDSON. D. I. California, State of. 79/00/02. 2pp. 


7910050662 Orders extension until 790807 for Commission to determine 
whether to review ALAB-5SO. 

CHILK.S.J. Office of the Secretary of the Commission. 79/07/31.. 
Ip. 


7910050679 Forwards corrected Page 2 of J Hoyle 790016 ltr to DN Barry 
re AL AH -5 30. 

HOYLE, J, Office of the Secretary of the Commission. 79/0B/I6. 2pp. 


NONDOCKETED ITEMS 


395 


7910050701 Forwards typed version of list of documents claimed as 
privileged by intervenor Northern CA Power Agency. 

Handwritten copy was attached to 790021 Itr. 

ADRAGNA, J. M. California. State of. 79/08/39. 5pp. 


7910050706 Forwards 790815 ltrs to all parties on sve list in 
proceeding. Utrs were roturned from US Post Ofc. Discovery 
will begin with massive sweep through member c it i es. Requests 
copy of forecast demand for electricity & natural gas. 
MCDIARMID, R. C. Spiegel & McDiarmid. 79/0B/27. 4pp 


7910050723 Order granting intervenor State of CA Dept of Mater 
Resources 790807 request for extension until 790906 to 
respond to util fifth set of in torr ogator i e a {< granting 
extension to compel answers to interrogatories. 

MILLER, M.E. Atomic Safety and Licensing Board Panel. 79/00/13, Ip. 


7910050720 Order granting intervenor Northern CA Power Agencg 790017 
request for extension until 790928 to respond to util fifth 
sot of. interrogatories. Interveners have shown good cause. 

Parties have offered no objoctin. 

MILLER. M. E. Atomic Saf etg and Licensing Board Panel. 79/00/20. Ip. 


7910050753 Request by intervonors Cities of Anaheim & Riverside, CA for 
extension until 790928 to respond to util most recent 
interrogatories. Util has no objection to extension. 

MATT. P. K, Spiegel J. McDiarmid. 79/08/20. Ip. 


7910050754 Order granting intervenor Cities of Anaheim Sc Riverside 
790820 request for extension until 790920 to respond to util 
interrogatories. Good cause has been shown Sc no objections 
filed. 

MILLERcM. E. Atomic Safety and Licensing BoaTd Panol. 79/09/19, Ip, 

7910050766 Notifies of deposition of RB Roble on 791030 Sc 31 in 
Sacramento. CA. 

8TRUTMWAS8ER. M- California. State of. 79/00/27. Ip. 


7910050778 Order granting intervenor State of CA Dopt of Hater 
Resources 790831 requost for extension until 791006 to 
respond to util fifth set of interrogatories. Good cause has 
been shown (c no objections filed. 

MILLER. M. E. Atomic Safety and Licensing Board Panel. 79/09/ 11. Ip, 


7910090044 Notice of appearance of JM Adragna on behalf of intervenor 
Northern CA Power Agency. Cortif icate of Svc end, 

ADRAGNA, J. M. California. State of. ADRAGNA, J.M. Spiegol S. 
McDiarmid. 79/08/09. 3pp. 


7910090155 Request submitted by State pf CA Dept of Hator Resources, for 
extension until 790914 to submit schedule for production by 
util Df subpoenaed documents. Few issues are unresolved. Uti 1 
has no objection to request. 

STHUMHASBER.M. Californio, State of. 79/08/24. Ip. 


7910090180 Orders util !< Southern CA Edison Co to submit schedule 
for production of documents re ASLD Aug 1970 subpoena duces 
tecum. 

MILLER. M. E. Atomic Safety and Licensing Board Panol. 79/08/15. 
2pp. 


7910090199 Orders extension until 790034 for NRC to review ALAB-55G. 
CH1LK, 8. J. Office of the Secretary of the Commission. 79/08/07. 
Ip. 


7910090223 Request, submi t ted on behalf of Btate of CA Dept of Water 
Resources, for extension until 790914 for compliance w/ASLD 
790013 order re production schedule of subpoenaed documents. 

NRC has no objection to extension. 

STRUMWA6SER, M. J Californio, State of. 79/08/24. Ip. 


7910090232 Request. pn behalf of intervenor Cities of Anaheim & 
Riverside CA. for extension until 790928 tD respond to util 
interrogatories. Util has no objection to requost. 

MATT. P. K. Bplegel & McDiarmid. 79/08/20. Ip. 


791009024B Request on behalf of Northern Ca Power Agency for extension 
until 790928 to respond to util fifth set of 
Interrogatories. Depositions of 85 witnesses will begin 
790822. Extensive file searches are required. 

DAVIDSON. D. 1. Bplegel ft McDiarmid. 79/00/17. 2pp. 


7910090260 Confirms method to bB used by Northern CA Power Agency in 
conducting discovery of member cities. Discovery will begin 
in Santa Clara, CA by end of week. 

MCDIARMID, R. C, Bplegel «< McDiarmid. 79/08/13. Ip. 


— 7910090264 Discusses util response to fourth set of interrogatories 
submitted by intervenor Northern CA Power Ag enc y. Raque -s t s 
moTe localiied citation for util 790711 response to Atty 
General !< 7B02I0 rept re forecast demand for electricity. 
MCDIARMID. R. C. Bplegel b McDiarmid. 79/08/15. Ip, 


791009081B Forwards responses to conclusions concerning "Evaluation of 
Long-Term Stability of U Tailings Disposal Alternatives. “ 

Believes concerns raised in conclusions are ill-founded 8c 
based on misinterpretations of previous rept. 

MARTIN, J. B. Division of Haste Management. 79/09/13. 3.2pp. 


7910110204 Memorandum on recent document production, submitted by 
lntervBnor State of CA Dept of Water Resources in response 
to A8LB 790517 request for documents demonstrating 
productivity of d iscovory. Certl f icate of Svc end. 

DEUKMEJIAN, G. . STRUMWAB5ER, M. J California, State of. 79/07/11, 

180pp. 


7910110491 Requests further answers to 790716 interrogatories submitted 
to util. Seeks info re definition of electric uti), 
neighborhood distribution sgs, ongoing negotiation 8, 
generic nuclear cost data. 

STRUMWASSER, M J California, State of. 79/08/07. 3pp 


7910120055 Stipulation for protective order directing that all 
documents produced by util in response to CA Dept of Hater 
Resources 7B0925 request will be used only for litigation 
purposes. Protective order entered on 790830. 

STRUMHA9GER, M, I DAVIDSON, D. 1 . . California, State of. MEISSiT.L. 
Pacific Oas 8 Electric Co. 79/08/30. 7pp. 


7910120335 Forwards HEDL-T I -75002-37, " FSAR Amend 37," FFTF Tech Specs, 
chapter 17 revisions. 

SCHADE. A. R, Hanford Engineering Development Laboratory. 79/08/13 
IP. 


—7910120345 HEDL-T 1-73002-37 

"FSAR. Amend 37," FFTF Tech Specs, Chapter 17 revisions. 

YEE, A. K. Hanford Engineering Development Laboratory. 79/07/31. 
140pp. 


7910150226 Opposition submitted by Intervenor Northern CA Power Agency 
to util 790719 motion to compel document production. Green- 
dotting procedure will be unworkable 6 unduly burdensome on 
intervenors. Certificate of Svc end. 

MCDIARMID, R. C. California, Btate of. MCDIARMID, R. C. Spiogelb 
McDiarmid. 79/08/03. Bpp. 


79101S0702 Forwards Cotter area water data. 

OAMEHELL, D. Colorado, State of. 79/09/10. iOpp. 


7910160213 Discusses participation as panel member in 791001-02 hearing 
in Denver, CO re 0EI8 & proposed regulation changes. FR notice 
will be Issued. 

MILLER, H. J. Uranium Recovery Licensing Branch. 79/0B/2I. Ip. 


7910100501 Comments on NUREG-051 1, Vo Is 1 6 1I.GE1S on U Milling. 
YOUNG, n. E. Affiliation Unknown. 79/07/23. 12pp. 


7910320012 Addresses discussion of molybdenum levels in Wolf Park mine 
shaft in relation to levels found in Sand Creek Conservancy 
dam. Geological consultant J Logan 790808 ltr to HH Wahler 8, 
Associates end. 

MCGRATH. E. J. McGrath, E. J. 79/08/14. 7pp. 


7910220013 Requests extension until 791006 for Dept of Water Resources 
to respond to PGtE fifth set of in terrogatDr 1 es. Vol & 
complexity of anewors requires addl time. Part its have no 
abjection to extension. 

HORN, H. C. California, State of. 79/08/31. Ip. 


7910220204 Order granting extension until 791015 for PG6E to respond to 
fifth set of Interrogatories from Notfinrn CA Power Agency 8, 

Dept of Water Resources fc fourth set from Cities of Anaheim 
& Riverside. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. 79/10/01. Ip. 


7910220380 Order granting State of CA Dep t of Water Resource* 790824 
request for extension until 790914 to comply w/ABLB 7908IS 
order directing submittal of schedule for production of 
subpoenaed documents by Southern CA Ed. Oood cause satisfied. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. 79/09/05. Ip. 


7910230002 Responds to Commission request for further info r» 
SECY-79-08 concerning requirements of U Mill Tailings 
Radiation Control Act of 1978. Forwards summaries of comments 
received from statee, industry (< Congress. 

BHAPAR, H. K. Office of the Executive Legal Director, 79/03/07. 
13pp, 
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—7910230004 Forwards agreement states' b industry responses tD 
6ECY-79-B8 re timing of certain requirements of U Mill 
Tailings Radiation Control Act of 1978. 

RYANiR.Q. Office of State Programs. 79/03/29. 26pp. 


— 7910230007 Comments on NHC recommendations re provisions of U Mill 
Tailings Radiation Control Act of 197B.01d tailings should 
be disposed of u/o regard for new act. since delay caused by 
performing E1S would be health haiard. 

ANDERSON. M. L. Ranchers Exploration & Development Corp. 79/03/21. 
2pp. 


— 7910230009 Comments on SEC Y-79-GB re timing of certain requirements of 
U Mill Tailings Radiation Control Act of 197B. 

BENNETT. 0. D. Union 76 Minerals Exploration Co. 79/03/20. 2pp, 


7910230282 Discusses draft generic EIS re U mining b effects on Indian 
lands. employment & economics. 

GABRIEL, E. Council of Energy Resource Tribes. 14222. 79/09/04. 

3pp. 


7910240247 Senate Rill S. 562 authoriitng appropriations to NRC for 
salaries, nuclear reactor regulation. stds development, 
research, insp b enforcement b admini stration. 

K1MM1TT. J. S. Senate. 79/06/21. 27pp 


— 79102402S5 Public Law 93-604. providing program of assessment b remedial 
action at inactive mill tailings sites b program to regulate 
mill tailings during U or thorium ore processing at active 
mill operations. 

* House of Rep. 7B/11/08. 11pp. 


-7910240262 8ECY-79-473 

Summarixes history of NRC b CEO interaction re NEPA 
requirements. Recommends revised 10CFR51. "Environ Protection 
Regulations for Domestic Licensing b Related Regulatory 
Functions." be approved. 

BHAPAR. H. K. Office of the Executive Legal Director. 79/08/06. 
164pp. 


— 7910240269 Informs of legislation clarifying U Hill Tailings Radiation 
Control Act of 1978. NRC has no duplicative authority over 
agreement states during three yrs after enactment. 

SCARANO. R. A, Uranium Recovery Licensing Branch. 79/06/26. 

2pp. 


7910240716 Statement of 0 Beach.WY Dept of Environ Quality, at NRC 
790925 meeting on proposed regulations for U b thorium mill 
tailings. 

BEACH. 0. Wyoming. State of. 79/09/29. 27pp. 


7910230640 Discusses Subcommittee on Energy b Environ intention to hold 
hearing on 791009 re 790716 tailings impoundment failure at 
United Nuclear Corp facility at Church Rock.NM. NRC will 
prepare testimony b testify at hearing. 

HAMMERER. C. Office of Congressional Affairs. 79/09/17. Ip. 


910230646 Resolution of Manuelito Chapter declaring emergency b 
requesting technical assistance as result of escape of 
radioactive matl from United Nuclear Corp settling pond b 
dam. 

DUBOISE. J. . LONG, A. . HUFFORD, N. N Af fi liati on Un known. 79/07/29, 

3pp. 


79102B0631 Forwards procedures for sampling Rio Puerco stream bed. to 
be employed to maximite potential capability of Battelle 
Mobile Lab. Sampling to be completed by 791004. 

WOLFF. T. A. New Mexico. State of. 79/09/25. 3pp, 


7910250666 Forwards Special IE Insp Rept 790-01 an 79071B-20. No 
none amp 1 lance noted. 

BROWN. G. D. 'Region 4, Dallas, Fuel Facility b Materials Safety 
Branch. 79/09/06. ip. 


7910250675 Special IE Insp Rapt 79-01 on 790718-20. No noncompliance 
noted. Major areas i nspec ted : assi stanc e to State of NM, data 
gathering re breach b downstream sampling far tailings 
solution contamination. 

BROWN. 0.0. Region 4, Dallas. Fuel Facility b Materials Safety 

Branch. MUSTAIN, M. J. Region 4, Dallas, Office of the Director. 
79/09/04. 6pp. 


7910230678 Forwards std order for DOE work. 

BROWN. R.S. Office of Nuclear Material Safety b Safeguards 
79/09/13. Ip. 


•7910250602 Std order for DOE work: "Analytical Support for Evaluation 
of Environ Impact of Church Rock U Mill Tailings Dam 
Failure. " 

BROWN. R.S. Office of Nuclear Material Safety b Safeguards. FIN 
B-2214-9. 30-79-06. 79/09/13. 3pp. 


7910230697 Documents Impact evaluation of mill tailings spill. 
* United Nuclear Corp. 79/09/21. 26pp. 


— 7910250701 Forwards environ data received from NM re tailings dam 
failure. 

HERR, 0. W. Office of State Programs. 79/09/14. lOOpp, 


7910250703 "Status Rept on Sampling Program to Determine Environ Impact 
of United Nuclear Corp Mill Tailings Spill. " 

» New Mexico. State of. 79/07/30. 12pp. 


7910230709 Documents impact evaluatin of mill tailings spill. 
* United Nuclear Corp. 79/09/21. 150pp. 


7910250716 Summary of 790905-07 site visit to arroyo b Rio Puerto near 
Church Rock. NM to observe affected areas b conduct soil b 
air sampling as result of 790716 tailings dam breach at 
United Nuclear Corp Church Rock mill. 

HOTSCH. J. L. Uranium Recovery Licensing Branch. 79/09/27. 3pp. 


7910250733 Forwards printout demonstrating preliminary radionuclide 
results obtained to date on tissue samples collected by 
Indian Health Svc from 1 i ves toe k > assoc i a ted w/United Nuclear 
Church Reel tailings dam release. 

DOUGLAS, R. L. Environmental Protection Agency. 79/10/12. 9pp, 


7910230739 "Stability b Integrity Assessment, Churc h Rock Tailings Dam, 
Church Rock.NM. Vol 1 ; Gootechni ca 1 Investigation Rept.' 1 
BOOTH, R. D. , BECKWITH, G. H. Affiliation Unknown. E79-1096. 79/07/20. 

62pp. 


— 7910250744 "Stability b Integrity Ass e s smen t, Chur c h Rock Tailings Dam, 
Church Rock.NM. Vol 2: History. “• 

* Affiliation Unknown. 79/07/20. 400pp. 


— 7910250730 "Stability b Integrity As se s sment, Chur c h Rock Tailings Dam, 
Church Rock.NM. Vol 3:Droach Investigation." 

* Affiliation Unknown. 79/0H/31. 240pp. 


— 7910230734 "Stability b Integrity Ass essmen t, Ch ur c h Rock Tailings Dam, 
Church Rock.NM. Vol 4:Existing Dam Stability." 

BOOTHrR, D, p DECHWITH, 0. H. Affiliation Unknown. 79/09/04. 400pp. 


7910260009 Trip ropt of 790921-24 visit to Gallup, NM to coordinalo 
activities between NRC , c on trac tor s b State of NM Environ 
Improvement Dlv, 

EADIE, 0 G. p HDTBCH. J. L. Uranium Recovery Licensing Branch. 

79/10/04. 2pp. 


7910290429 Forwards Council on Environ review of final 0E1B ro handling 
b storage of spent LWR fuel.VA State Ofc of Emergency b 
Energy Svcs b State Dept of Health participated in review b 
approved d oc ument . Commen ts end, 

JACKSON, J. D. Virginia, State of. 14349. 79/10/03. 2pp. 


7910290462 Forwards 790907 "Certificate of Designation to Operate Solid 
Waste Disposal Site Facility in Fremont County, CD" issued tn 
Cottar Corp by Boards of Commissioners of Fremont County, CO 
MCGRATH, E. J. McOrath, E. J. 79/09/23. 3pp. 


7910300366 Requests copy of rept, "Handling b Storage of Spent Light 
Water Power Reactor Fuel Project M-4 - Final Generic EIS " 

BCHUMA, F. A. > MCDANIEL, D. E. Arlxona, State of. 79-00-0061 
79/10/05. Ip. 


7910310026 Answer of CA Dept of Water Resources in opposition to util 
790913 motion for protective order re ASLB 790317 order. Util 
request to stop document production failed to show basis 
upon which production may be suspended. W/Certif i cate of Svc. 
STRUMWASSER, (1. , DEUKMEJIAN, G. , CONNETT, R. H. California, State of 
79/09/20. 18 pp. 


7910010067 IE Insp Rept 30-12B31 /79-Ot on 7901 16-17. None omp 1 1 anc e 
noted: d i strlbutlan of matl for human use b procurement of 
radioactive gas from supplier who distributes product not 
intended for human use. 

DICEY, D.B., PAPERIELLO, C. J. Region 3, Chicago, Office of the 
Director. DAVIS, A. B. Region 3, Chicago, Fual Facility b 

Materials Safety Branch. 48-17466-01MD. 79/01/17, 12pp. 


GA999 QUALITY ASSURANCE INSPECTIONS 


7910010097 Ack receipt of 790031 1 tr Informing NRC of stops taken to 
Correct deviation noted in QA Program Insp Rept 
99900023/79-01. 

79 / 09 / 12 ° l Ri, 0 inn 4, Dallas, Vendor Inspection Branch. 
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Responds to NRC 790004 ltr m deviation noted in QA Program 
. r, *P Ropt 99900023/79-01. Corrective ac ti ons : uel d i ng foremen 
k both plants given indoctrination U training on proper 
theds to follow in selecting welding procedure. 

J ^CKSONi R. W. National Valve 6 Mfg. Co. 79/0B/31, 2pp. 


7910040609 Ack receipt of 790B15 6 24 ltrs informing NRC nf steps taken 
to correct deviation noted in OA Program Insp Rept 
99900360/79-01. 

POTAPOVS/ U. Reginn 4, Dallas. Vendor Inepectton Branch. 

79/09/12. !p. 


9 i.^ 0 -10il3 Forwards QA Program Insp R B pt 99900023/79-01 on 
“^^7 1 7- 1 9 U notice of deviation. 

r? T 4 p D'/ s > U. Region 4. Dallas. Vendor Inspection Branch. 

/"5fXOa/02. 2pp. 


7910010118 Notice of deviation from Insp on 790717-t9. 

”■ Region 4, Dallas. Vendor Inspection Branch. 79/08/01. ip. 

?9 *. 00l 0i21 DA Program Insp Rept 99900023/79-01 on 790717-19. 

Mori compliance noted: record ing of revision of welding 
P’ 1r ocedure used was not in accordance w/QA manual 
«OHERD8,K. W. , HUNNICUTT. D. M Region 4, Dallas, Vendor 

inspection Branch. 79/00/01. 5pp. 


IQOaOaiO QA Program Insp Rept 99990005/79-07 on 790B10-ll.No 
[one ompllanci noted. Major areas Inspected: waste shipment 
’fom TMI-2. 

XNGER, D. A. Region 5, Ban Francisco, Office of the Director. 
IOO«J H. E. Region 5, San Francisco, Fuel Facility 6 Materials 

3af>e»fc M Branch. 79/00/29. 20 pp. 


— 7910040613 Responds to NRC 790620 ltr 
Insp Rept 99900360779-01. Corrective 
test procedure, equipment t, operator 
progress. 

VINKLER.J. F. ESD, Inc. 79/08/24. 


re deviation notod in QA Program 
ac t i ons: evalua t ion of 
technique Is In 

3pp. 


— 7910040619 Responds to NRC 790628 ltr re deviation notod in QA Program 
Insp Rept 99900360/79-01. Correc tlve actions delayed due to 
Sumter plant vacation shutdown, Responses will be issued by 
790024. 

VINKLER, J. F. EBB, Inc. 79/0B/15. Ip. 


— 7910040621 Forward* QA Program Insp Rept 99900360/79-01 qn 790530-0601 
& notice of deviation. 

P0TAP0V3, U. Region 4, Dallas. Vendor Inspection Branch. 

79/06/20. 2pp. 


— 7910040623 Notice of deviation from insp on 790530-0601. 

* Region 4, Dallas, Vendor Inspection Dranch, 79/06/27. 3pp. 


0030297 Ac k receipt of 790803 ltr Informing NRC of steps taken to 
; op reel deviation noted in OA Program Insp Rept 
P9 9 0 0009/ 79-02. 

CIVS. U. Region 4. Dallas, Vendor Inspection Branch. 

'9/OQ/17. Ip. 


—7910040633 QA Program Insp Rept 99900360/79-01 on 790330-0601. 
Noncomp l lance notod: change control practices were not 
consistent w/QC procedure commitments. 

FOSTER. W. E. Region 4, Da lias, Vendor Inspection Dranch. 

79/06/27. 6pp. 


910030303 Responds to NRC 790726 ltr re deviation noted in QA Program 
I ■a p Rept 999000B9/79-02. Correc tive actions: senior welding 
erifl in««r has reviewed all performance qual i f ieation records 
fco assure completeness h will periodically da so in future, 

HAN, K. Huico, Inc. 79/00/03. 2pp. 


910030312 Forwards QA Program Insp Rept 99900009/79-02 on 790709-13 
B« notice of deviation. 

TTAP0V8, U. Region 4, Dallas, Vendor Inspection Branch. 

jf 07/26. 2pp. 


910030316 Notice of deviation from insp on 790709-13. 

* Region 4, Dallas, Office of the Director. 79/07/26. ip. 


91 0030325 QA Program Insp Rept 99900089/79-02 on 790709-13. 
None appliance noted:ABME qualification forms not Initiated 
Posm two welders *< one welder not welding within specified 
amperage range. 

HUNTERiV, H. Region 4, Dallas, Office of the Director. 

WH I TEBELL, D. E. Region 4, Dallas, Vendor Inspection Branch. 

07/26. 7pp. 


7910110730 QA Program Insp Rept 99990005/79-09 on 790020-30. No 
noncompliance noted. Major areas i n spec t« d : c on f krma 1 1 on that 
shipments arriving by truck were in compliance w/hTRC & DOT 
regulations. 

ZURAKCW51U, P. R. Region 5, San Francisco. Office of the Director. 
BDDK.H, E. Region 5, San Francisco, Fool Facility 6 Materials 

Safety Dranch. 79/09/24. 10pp. 


7910160266 Ac k receipt of 790029 ltr informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 
99900060/79-02. 

POTAPOVS, U. Region 4. Dallas, Vendor Inspection Branch. 

79/09/25. Ip. 


-7910160279 Ack receipt of QA Program Insp Rept 99900060/79-02 U on 
79QB07- 10. No proprietary info. 

ABRUZZQ, 0, Target Rock Corp. 79/0B/27. Ip. 


—7910160209 Forwards QA Program Insp Rept 99900060/79-02 on 790B07-10 
No noncomp 1 lance noted. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/00/23. 3pp. 


00403 56 Forwards OA Program Insp Rept 99900054/79-01 on 790611-12. 
OTAPOVB, U, Region 4, Dallas, Vendor Inspection Dranch. 

9/0> r / 10. 2pp. 


910040361 QA Program Insp Rept 99900054/79-01 on 790611-12. No 
non c empHance noted. Major areas inspec ted : implementation of 
10CF r B30,App B & applicable codes & stds including design 
v b X' 1 f ieation. audits & training. 

KEt-i_EY, W. D. , WHITE9ELL, D. E. Region 4, Dallas, Vendor Inspection 

Branch. 79/07/10. 10pp. 


P04OS29 Forwards QA Program Insp Rept 99900509/79-03 on 790501-04 
notice* of violation U deviation. 

TEL. 1—0, V. Office of Inspection 6 Enforcement, Office of the 
Iroctor. 79/00/10. 3pp. 


P10040536 Notice of violation from insp on 790501-04. 

* Office 0 f Inspection k Enforcement, Office of the Director. 
79/07/23. 3pp. 


— 791O16O30B OA Program Insp Rept 99900060/79-02 on 790007-10. No 
noncomp 1 i anc o noted. Major areas i nsp ec t od r c od es & stdi,lnap 
It, tost liquid penetrant e tami na 1 1 on, c a 1 1 br ti valve 
malfunction. 

KELLY. U. D. i HHITEBELL, D. E. Region 4, Dallas, Vendor Inop ec lion 

Branch. 79/00/20. 11pp. 


7910170016 Forward s QA Program Insp Rept 99900313/79-01 on 790610-23 S, 
notice of deviation. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/07/13. 2pp. 


— 7910170019 Notice of deviation Prom Insp on 790610-22, 

* Region 4, Dallas, Office of the Director. 79/07/12, Ip. 


— 7910170024 QA Program Insp Rept 99900313/79-01 on 790610-22, 
Noncompliance noted: welding performed u/unau t hori i »d unit! 

HUNTER, V. H. , WH1TEBELL, D. E. Region 4, Dallas, Vendor Inspection 

Branch. 79/07/12. 6pp. 


MQ040S1! Notice of deviation from insp on 790301-04. 

* Office of Inspection S( Enforcement. Office of the Director. 
7<?/'07/a3. Ip. 


? 1004 fOSSO QA Program Insp Rept 99900509/79-03 on 790501-04. 
Noncoapliaitcs noted: fai lure to evaluate deviations as 
in t: *■ Fid under 10CFR21 i< provide assurance that Commission 
i« ^adequately informed. 

OLYNNf J-C., REINMUTH, Q. H. , PERANICH. M. w. Office of Inspection 8 < 
Enf oTCemant, Office of the Director. 79/07/23. 27pp. 


7910170039 Ack receipt D f 790020 ltr informing NRC of steps taken to 
correct deviation noted In QA Program Inso Rest 
99900003/79-02. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Dranch 
79/09/23, Ip. * ncn< 


—7910170035 Responds to NRC 790716 lfcr re deviation noted In QA Prooram 
Insp Rept 99900003/02. Corrective ac t i ons: cailbr of lab f roffT-a™ 

scales h resetting of welding wire speed parameters 
ALKEMA, fi. J. Oeneral Electric Co. 79/00/20. Bpp, 


—7910170040 Forwards QA Program Insp Rept 99900003/79-02 on 790604-07 6 
notice of deviation, ’ ' 61 


PDTAPDV8, U. Region 4, Dallas, 

79/07/16, 2pp. 


Vendor Inspection Branch. 
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— 7910170043 Notice of deviation from insp on 790604-07. 

« Region 4, Dallas. Office of the Director. 79/07/13. Ip. 


— 7910100263 QA Program Insp Rept 99900374/79-01 on 790622. No 
noncqmp 1 lance noted. Major areas insp ec tod : present e of metal 
shavings in hydraulic ays & malfunction of fall-aafe 
transfer device in valve actuators. 

OLLER,R.E,, HUNNICUTT. D. M. Region 4, Dallas, Vendor Inspection 

Branch. 79/07/12. 3pp. 


•7910170046 QA Program Inap Rept 99900003/79-02 on 790604-07. 
Noncompliance noted: analytical lab control instruction not 
implemented for balance calibr & welders not maintaining 
detailed weld instructions. 

MCNEILL, W. M. , HHITE6ELL, D. E. Region 4. Dallas, Vendor 

Inspection Branch. 79/07/13. 9pp. 


7910170040 Act receipt of 790620 6 OB20 ltrs Informing NRC of steps 
taken to correct deviation noted in DA Program Insp Rept 
99900207/79-01. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/09/12. Ip. 


— 7910170080 Responds to NRC 790019 Itr re deviation noted in OA Program 
Insp Rept 99900207/ 79-01. Corrective actions: review & 
instructions were documented in interofc correspondence 6 
drawings will be approved. 

BIGGERS. 0. B. TRW, Inc., TRW Mission Mfg. Co. Div. 79/DB/20. ip. 


—7910170054 Ack receipt of 790629 ltr informing NRC nf steps taken to 
correct deviation noted in QA Program Insp Rept 
99900207/79-01. Requests addl Info. 

POTAPOVS. U. Region 4, Dallas, Vendor Inspection Branch. 

79/00/19. Ip. 


—7910170056 Responds to NRC 790430 ltr re deviation noted in OA Program 
Insp Rept 99900207/79-01. Corrective actions: supervisors were 
given review of product assurance manual b all revised or 
new work drawings will be reviewed per manual. 

BIGGER 0, Q. D. TRW. Inc., TRW Mission Mfg. Co. Div. 79/06/20. 4pp. 


7910100290 Ack receipt of 790906 ltr Informing NRC af stops taken to 
correct deviation noted in QA Program Insp Rept 
99900400/79-02. 

POTAPOVS, U. Reg 1 on 4, Dallas, Vendor Inspection Branch, 

79/09/35. Ip. 


— 7910100304 Responds to NRC 790726 ltr re deviation noted in OA Program 
Insp Rept 99900400/79-02. Corrective ac 1 1 ans : doc uments 
reviewed during audit re saf e ty-re 1 atod equipment were 
released using applicable documents list. 

MACMILLAN, J. H. Babcock b Wilcox Co. 79/09/06. 3pp. 


—7910100307 Forwards QA Program Insp nopt 99900400/79-02 on 790717-20 & 
notice of deviation. 

POTAPOVS, II. Region 4, Dallas, Vendor Inspection Branch. 

79/07/26. 2pp. 


— 7910100309 Notice of deviation from insp on 790717-20. 

« Region 4. Dallas, Vendor Inspection Branch. 79/07/26, ip. 


— 79101B0313 QA Program Insp Rept 99900400/79-02 on 790717-20. 

Noncamp 1 lance noted: supp 1 ier nonconformances b corrective 
aetion/aodit action item rept not completed or not In files 
for two vendor audits. 

ANDERSON, D. G. , JOHNSON, J. M. , HALE.C.J. Region 4, Dallas, Vendor 

Inspection Branch, 79/07/26. 11pp. 


— 7910170057 Confirms 790530 telcon re delay in response to QA Program 
Insp Rept 999002B7/79-01. 

BIGGER3, 0. B. TRW, Inc., TRW Mission Mfg. Cn. Div 79/03/30. Ip. 


7910100601 Forwards QA Program Insp Rept 99900370/79-01 on 79071(3-19. 
No noncompliance noted. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/0B/01. 2pp. 


—7910170088 Forwards QA Program Insp Rept 99900287/79-01 on 790312-16 b 
notice of deviation. 

POTAPOVS. U. Region 4, Dallas, Vendor Inspection Branch. 

79/04/30. 2pp. 


—7910170060 Notice of deviation from insp on 790312-16. 

» Region 4, Dallas, Office of the Director. 79/04/27. 3pp, 


—7910170064 QA Program Insp Rept 999002B7/79-01 on 790312-16. 
Noncompliance noted: fai lure to fallow work defining 
documents, no documented evidence of design reviews 6 failure 
to review 6 approve mfg drawings. 

BARNES, I. , HUNNICUTT, D. M. Region 4, Dallas, Vender Inspection 

Branch. 79/04/27. 9pp. 


7910100220 Ack receipt of 790012 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900329/79-01. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/0B/30. ip. 


—7910100235 Responds to NRC 790724 ltr re deviation noted In OA Program 
Insp Rept 99900329/79-01. Corrective actlons:QA procedure 
revised to explain self audits b calibr record 6 repair card 
will be completed for test fixture. 

DUVALL, 0. D. Gould-Brown Dover!. 79/OB/lO. 2pp. 


—7910180240 Forwards QA Program Insp Rept 99900329/79-01 on 790604-06 
U notice of deviation. 

POTAPOVS.U. Region 4, Dallas, Vendor Inspection Branch. 
79/07/24. 2pp. 


— 79101B0609 QA Program Insp Rept 99900370/79-01 on 790710-19. No 


noncompliance noted. Major areas 
control review of QA program. 
KELLEY, W. D. , WHI TESELL, D. E. 
Branch. 79/07/27. 7pp. 


79101B0B52 Forwards QA Program Insp 
No noncompliance noted. 

POTAPOVS, U. Region 4, Dallas, 

79/07/25. 2pp. 


inspoc ted : mf g process 

Region 4, Dallas, Vendor Inspection 

Rept 99900014/79-01 on 790629-20. 
Vendor Inspection 0 ranch. 


—7910100033 QA Program Inop Rept 9990001 4 /79-Oi on 790625-2B. No 
noncompliance noted. Major areas Inspected: implementation of 
previous insp findings, procurement control, mat 1 
identification b control b equipment calibr. 

ROBERDB, H. W. , HUNNICUTT, D. M. Region 4, Dallas, Vendor 

Inspection Branch. 79/07/24. 6pp. 


7910190040 Ack receipt of 790911 ltr informing NRC of steps taken to, 
correct deviation noted in QA Program Insp Rept 
99900004/79-02. 

PQTAPOVS.il. Region 4. Dallas, Vendor Inspection Branch, 

79/09/23. Ip. 


—7910190051 Responds to NRC 790013 ltr re deviation noted in QA Program 
Insp Rept 99900004/79-02. Correc tivo ac t ions: parameter sheets 
are now identified by document number, issue ltr b date of 
issue, 

RICKARDiC.L. General Atomic Co. (subs, of Gulf Oil Cnrp. ). 

79/09/11. 3pp. 


— 7910180243 Notice of deviation from insp on 790604-06. 

* Region 4, Dallas, Office of the Director. 79/07/23. Ip. 


— 7910100231 QA Program Insp Rept 99900329/79-01 on 790604-06. 
Noncompliance noted: QA manager audits awn area, internal 
audit files did net indicate customer b outside audits b 
imp rept defects were not in QC record. 

AGEE, J. R. i HUNTER, V. H. , HUNNICUTT, D. M. Region 4, Dallas, Vendor 

Inspection Branch. 79/07/23. 10pp. 


7910100256 Forward* QA Program Insp Rept 99900374/79-01 on 790622. 
No noncompliance noted. 

POTAPOV0, U. Region 4, Dallas, Vendor Inspection Branch. 
79/07/16. 2pp.' 


— 7910190033 Forwards QA Program Insp Rept 99900004/79-Q2 on 790716-19 b 
notice of deviation. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/08/13. 2pp. 


—7910190036 NotiCB of deviation from insp on 790716-19. 

* Region 4, Dallas, Office Df the Director. 79/08/06. 2pp. 


—7910190060 QA Program Inap Rept 99900004/79-02 on 790716-19. 
Noncompliance notod:wall charts were not identified by 
unique number b procedure FPD 401 b carbonliing fuel rods 
did not accurately reflect current firing parameters, 
MCNEILL, w. M. , WHITEBELL, D. E. Region 4, Dallas, Vendor 

Inspection Branch. 79/08/06. 6pp, 



NONDOCKETED ITEMS 


399 


79J 0190067 Ack receipt of 790731 & 0092 ltrs Informing NRC of stops 
taken to correct deviation noted In GA Program Insp Rept 
99900367/79-01. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/09/12. Ip. 


"7910190077 Responds to NHC 790017 ltr re deviation noted in QA Program 
Insp Rjjpt 99700367/79-01. Corrective actions: no action 
required far Item A. Delivery final receipt from purchase 
orders is not retained. 

WEBT,L. D. Square D Co., Electromagnetic Industries. 79/0S/22. 

Ip- 


7910190083 Ack receipt of 790731 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp dept 
99900367/79-01. Add 1 Info required. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/00/17. Ip. 


— 7910190006 Responds to NRC 790718 ltr re deviation noted in QA Program 
Insp Rept 99900367/79-01. Corrective ac t i ons : i ns p ec tors 
relnstrueted to sign & date, receipt copies of purchase 
orders. 

WEST, L. D. Square D Co.. El oc tromagrte t i c Industries. 79/07/31, 

2pp. 


— 7910190088 Forwards GA Program Insp Rept 99900367/79-01 on 790625-20 1» 
notice of deviation, 

PDTAPOVSrU. . Region 4, Dallas, Vendor Inspection Branch. 

79/07/10. 2pp. 


-- 7910290016 Forwards QA Program Insp Rept 99900021/79-02 do 790716-20 *< 
notice of deviation. 

PQTAPOV0, U. Region 4, Dallas, Vendor Inspection Branch. 

79/00/09. 2pp. 


— 7910250010 Notice of deviation from insp on 790716-20, 

« Region 4, Dallas, Office of the Director. 79/08/00. Ip. 


— 7910290019 GA Program Insp Rept 99900021/79-02 on 790716-20. 
Noncompliance noted: three stainless steel subassombl les in 
contact ui/chain slings L not wrapped in burlap or cloth. 

Revisions G b J to purchase order not sent to code engineer. 
BARNES, I., HUNN1CUTT, D. M. Region 4, Dallas, Vendor Inspection 

Branch . 79/00/08. 6pp 


7910250062 Forwards QA Program Insp Rept 99900080/79-01 Dn 790612-14 
t, notice of deviation. 

POTAPOVS, U. Region 4. Dallas, Vendor Inspection Branch. 

79/07/13. 2pp. 


—7910250065 Notice of deviation from Insp on 790612-14. 

* Region 4, Dallas, Office of the Director. 79/07/11. Ip 


—7910250068 GA Program Insp Rept 999000BO/79-01 on 790612-14. 
Noncompliance noted: 6-month nondestructive testing h monthly 
visual lnsps of cab 1 es, be 1 ts, s 1 1 ng s 6 eyebolts were not 
performed during 1978. 

□LLER, R.E. , HUNN1CUTT, D. M. Region 4, Dallas, Vendor Inspection 

Branch, 79/07/li. 15pp. 


-—7910190090 Notice of deviation from insp on 790625-20. 

* Region 4, Dallas, Office of the Director. 79/07/17. 2pp, 


— 7910190093 OA Program Insp Rept 99900367/79-01 on 790625-28. 

Noncomp I iance noted: inspector had not signed lc d td delivery 
final receipt copy of purchase order h vertical lines not 
used to indicate changes in std practice bulletin. 

FOSTER, W. E. > HUNNICUTT, D. M. Region 4, Dallas, Vendor Inspection 

Branch. 79/07/17. 9pp. 


7910190139 Forwards GA Program Insp Rept 99900529/79-01 on 
790009 20-22. No noncompliance noted. 

8EYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/09/28. 
Ip. 


7910190143 GA Program Insp Rept 99900529/79-01 on 790009 *< 20-22. No 

noncomp 1 lance noted. Ida j or areas inspected: certification 
record, properly performed ultrasonic examination Ik 
noncalibr of seismic qualification test instruments. 

ANDERSON, D. 0. , POTAPOVS, U. Region 4, Dallas, Vendor Inspection 

Branch. PHILLIP, G, A. Region 4, Dallas, Office of the Director. 
79/09/28. 49pp. 


7910220481 Forwards GA Program Insp Rept 99900528/79-01 on 790905. No 
noncomp 1 lane e mqted. 

POTAPOVS, U, Region 4, Dallas, Vendor Inspection Branch. 

79/09/21. Ip. 


7910250100 Ack receipt of 790910 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 99900331/79- 
01 . 

POTAPOVS, II. Region 4, Dallas, Vendor Inspection Drench. 

79/10/02. Ip. 


— 7910250106 Responds to NRC 790906 ltr re deviation noted in GA Program 
Insp Rept 99900331/79-01 Vendor understood that contractor, 

Nuclear Assurance Corp.was being aud i ted. Con trac t or is in 
best position to reply to ropt. 

BROOKS, L. A. Ex e I to Bevels, Inc, 79/09/10, 2pp. 


—7910250110 Forwards GA Program Insp Rept 99900331 /79-0 J on 790731-01103 
t, notice of deviation. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Dranch. 

79/09/06 2pp. 


— 7910250115 Notice of deviation from insp on 790731-0003. 

* Region 4, Dallas, Office of the Director. 79/09/01. 2pp. 


—7910250121 QA Program Insp Rept 99900331/79-01 on 790731-0803. 
Noneomp 1 iante noted: radiographs for casks were not In 
accordance w/A9ME code ft nondestructive examination results 
were not maintained per GA manual. 

MCNEILL, II. M. Region 4, Dallas, Vendor inspection Dranch. 

79/09/04. 6pp. 


— 7910220400 GA Program Insp Rept 99900520/79-01 on 790905. No 
noncompliance noted. Major areas Inspected consisted of 
initial mgt meeting. 

POTAP0VB, U. , HALE, C, J. Region 4, Dallas, Vendor Inspection 

Branch. 79/09/10. 3pp. 


7910250126 Ack receipt of 790920 ltr informing NRC of steps taken to 
correct deviation nntad In GA Program Insp Ropt 
99900275/79-01. 

POTAPOVS, V. Region 4, Dallas, Vendor Inspection llranch. 

79/10/02. ip. 


7 910220527 Forward* GA Program Insp Ropt 99900616/79-02 on 790723-27, 
No noneomp 1 iance noted. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Dranch. 

79/00/03. Ip. 


•7910250130 Forwards OA Program Insp Rept 99900275/79-01 on 790610-20 
h notice of deviation. 

POTAPOVS, U. Region 4, Dallas, Vender Inspection Dranch. 

79/08/23. 2pp. 


•7910220539 GA Program Insp Rept 99900616/79-02 on 790725-27. No 
noncompliance noted. Major areas Inspected: program survey, 
manual review & acceptance criteria. program implementation 
& survey team rept. 

BROWN, R. L. i KALE, C. J. , POTAPOVS, U. Region 4. Dallas, Vender 

Inspection Branch. 79/00/01. 4pp. 


7910250013 Ack receipt of 790030 ltr informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 
99900021/79-02. 

POTAPOVS, U. Region 4. Dallas, Vendor Inspection Branch. 

79/09/20. Ip. 


— 7910250015 Responds to NRC 790B09 ltr re deviation noted in GA Program 
Insp Rept 99900021 /79-02. Correct ive actionsiall shop welding 
foremen will be directed to QA manual section covering 
proper handling of aus tenlt ic * talnl ess steel assemblies. 

HOWARD, R.E, Pullman,; Inc., Pullman Power Produc ts Dlv. . i 79/00/30. 
3pp. 


.—7910250134 Notice of deviation from insp on 790610-20. 

* Region 4, Dallas, Office of the Director. 79/00/22. ip, 


7910250133 Ack receipt of 790017 ltr informing NRC of steps taken to 
correct deviation noted in GA Program Insp Rent 
99900524/79-02. 

PQTAPGV8, U. Region 4, Dallas, Vendor Inspection nranch. 
79/09/12. Ip. 


—7910250136 Responds to NRC 790726 ltr re deviation noted in OA Program 
Insp Rept 99900524/79-02, Corrective action*: do s i3n control 
procedure has been reissued u/revlsion number indicated next 
to solid line h QA group advised of new requirements. 

DERIENZO, P. p. Gibbs * Hill, Inc. (subs, of Drove Core.). 

79/08/17. 7pp. 


7910250140 Forwards GA Program Insp Rept 99900524/79-0 3 on 790709-13 
ti notice of deviation. 

U ' Region 4, Dallas, Vendor Inspection Branch, 

79/07/26. 2pp. 
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—7910350142 Notice of deviation from insp on 790709-13. 

* Region 4, Dallas, Office of the Director. 79/07/26. Ip. 


—7910250143 QA Program Insp Rapt 99900524/79-02 on 790709-13. 

NoncompHance noted: failed to indicate revision numbers next 
to textual revision* of Design Control Procedure DC-2. 

SRICKLEV, R. H > BROWN, R. L. , HALE, C. 0. Region 4, Dallas, Vendor 

Inspection Branch. 79/07/26. 17pp. 


7910230130 Ad receipt of 790B0B 6 0910 ltrs informing NRC of steps 
taken to correct deviation noted in OA Program Insp Rept 
99900342/79-01. 

POTAPOVS, U. Region 4. Dallas, Vendor Inspection Branch. 

79/10/04. Ip. 


— 7910350134 Responds to NRC 790B30 1 tr requesting addl info re deviation 
noted in QA Program Insp Rept 99900342/79-01. Gas flotu being 
used on support column had gap held tight 6 carbon dioxide 
saturation did not pose problem. 

ROZEK.R. Lakeside Bridge & Steel Co, 79/09/10. 11pp. 


—7910250156 Ack receipt of 790000 itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900342-79-01. Addl info required. 

POTAPOVS, U. Region 4, Dallas. Vendor Inspection Branch. 

79/00/30. Ip. 


— 7910250159 Responds to NRC 790712 Itr re deviation noted In QA Progrom 
Insp Rept 99900342/79-01. Corrective ac ti nns : personno 1 to be 
reinstructed tD submit nonconformance repts to authoriled 
nuclear inspector for review prior to implementation. 

ROZEK, R. Lakeside Bridge 6 Steel Co. 0. A-049. 79/00/00. 4pp. 


—7910250163 Forwards OA Program Insp Rept 99900342/79-01 on 790604-0B 
& notice of deviation. 

POTAPOVS, U. Region 4, Dallas, VendoT Inspection Branch. 

79/07/12. 2pp. 


—7910250164 Notice of deviation from insp on 790604-00. 

* Region 4, Dallas, Office of the Director. 79/07/12. 3pp. 


—7910230169 QA Program Insp Rept 99900342/79-01 on 790604-OB. 
Noncompliance noted. weld rod issue slip initiated Zt 
completed w/o electrodes being used completely or returned. 
ELLERSHAW. L. E. , HUNN ICUTT, D. E. Region 4, Dallas, Vendor 

Inspection Branch. 79/07/12. fipp. 


7910250162 Ack receipt of 790B24 Itr informing NRC of step* taken to 
correct deviation noted in QA Program Insp Rept 
99900006/79-01. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/09/20. Ip. 


— 7910250166 Responds tD NRC 790724 Itr re deviation noted in QA Program 
Insp, Rept 99900006/79-01. Corrective actions: spec lal test 
specs have icon checked against relevant QC100 form it errors 
found have been corrected. 

HOLT, P. E. Hopkinsons, Ltd. 79/0B/24. 6pp, 


—7910250170 Responds to NRC 790724 Itr re deviation noted in QA Program 
Insp Ropt 99900006/79-01. Ltr received during annual work 
shutdown.UUl respond when personnel responsible for 
cumpliance return fTom holiday. 

BARRGU, F. C. Hopkinsons, Ltd. 79/00/00. Ip. 


—7910250171 Forwards QA Program Insp Rept 99900006/79-01 on 790604-07 
t< notice of deviation. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/07/24. 2pp. 


—7910250174 Notice of deviation from insp on 790604-07. 

*. Region 4, Dallas, Office of the Director. 79/07/24. 2pp. 


—7910250176 OA Program Insp Rept 99900006/79-01 on 790604-07. 
Noncomp 1 iance no ted : comp i 1 at 1 on of special test spec for 
valve assembly order was not accomplished in liaison w/QA 
engineer. 

BARNES,!., RODERDS, H. W. > HUNNICUTT, D. M. Region 4, Dallas, 

Vendor Inspection Branch. 79/07/23. 15pp. 


7910250188 Ack receipt of 790912 ItT informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900401/79-03. 

PDTAP0V8,U. Region 4, Dallas, Vendor Inspection Branch. 
79/09/26. Ip. 


— 7910230194 Responds to NRC 790013 ltr re deviation noted in QA Program 
Insp Rept 99900401/79-03. Corroctive ections:wlll include 
independent reviewer stamps on revised drawing depicting 
safety-related equipment. 

ETHERIDGE, M. R. Combustion Engineering, Inc. 79/09/12, 2pp. 


—7910230197 Forwards OA Program Insp Rept 99900401/79-03 on 790724-27 
fc notice of deviation, * 

P0TAPQV3, U. Region 4, Dallas, Vendor Inspection Branch. 

79/00/09. 2pp. 


— 7910250198 Notice of deviation from insp on 790724-27. 

« Region 4, Dallas, Office of the Director. 79/QB/09 2pp. 


— 7910250201 QA Program Insp Rept 99900401/79-03 on 790724-27. 
Nnncomplianee noted: no QA status label affixed to drawing J< 
no evidence of independent design review oven though drawing 
depicted safety-r elated equipment. 

BR ICKLEY, R. H. , C09TELL0, J. R. , HALE, C, J. Region 4, Dallas, 

Vendor Inspection Branch. 79/00/09. 14pp. 


7910250211 Ack receipt of 790021 ltr Informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900239/79-01, 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/09/12. ip. 


— 7910250216 Responds to NRC 790720 ltr re deviation noted in OA Program 
Insp Rept 99900259/79-01. Corrective ac 1 1 one : d e ta i 1 ed wold 
procedures revised to include essential, non ease ntial & 
supplementary essential Variables. 

ALMEDA, D, C. , WHITE, C.E., AVERY, P. F. Combustion Engineering, Inr. 
79/0B/21. 2pp. 


— 791025021B Forwards OA Program Insp Rept 99900239/79-01 on 790625-29 
& notice of deviation. 

POTAPOVS, 0. Region 4, Dallas, Vendor Inspection Branch, 

79/07/20. 2pp. 


— 7910250220 Notice of deviation from insp on 790623-29. 

* Region 4. Dallas, Office of the Director. 79/07/20, 3pp. 


—7910250227 QA Program Insp Rept 99900239/79-01 on 790625-29. 
NoncompHance no ted : revis ions to all released detailed 
welding procedures not completed fc use of unqualified 
welding mails in submerged arc welding operation. 

ELLERSHAW, L. E. , HUNNICUTT, D. M. Region 4, Dallas, Vendor 

Inspection Branch. 79/07/20. 7pp. 


7910230332 Forwards OA Program Insp Rept 99900604/79-01 on 790731-0001. 
No noncomp 1 lance noted. 

POTAPOVS, U. negion 4, Dallas, Office of the Director. 79/00/06. 

2pp. 


—7910250334 QA Program Insp Rept 99900604/79-01 on 790731-0001. No 
noncompliance noted. Major areas insp ec ted ; auth or 1 1 ed Inop 
agency < AIA) {< Insurance company in areas of orgoniiation, 

AIA duties 6 followup action. 

ANDERBON, D. 0. , HALE, C. J. Region 4, Dallas, Vendor Inspection 

Branch. 79/08/03. 3pp. 


7910230336 Forwards QA Program Insp Rept 99900404/79-03 on 790013-16. 
No noncompliance noted. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/08/20. 2pp. 


—7910230360 QA Program Insp Rept 99900404/79-03 on 790013-16. No 
noncompl iance noted. Major areas inspec ted: imp lementat ion of 
WCAP-8370, including supplier noncomformance & corrective 
action. 

BROWN, R. L. , HALE, C. J. Region 4, Dallas, Vendor Inspection 

Branch. 79/08/24. 3pp. 


7910250363 Forwards OA Program Insp Rept 99900320/79-07 on 790724-25. 
No noncompliance noted. 

PGTAPQVa.U. Region 4, Dallas, Vendor Inspection Branch. 

79/0B/23- 2pp. 


-7910230369 QA Program Insp Rept 99900320/79-01 on 790724-25. No 
noncompllance noted. Major areas inspec ted ; vendor activities, 
action on previous find logs, nonconformance *< corrective 
actions it quality records control. 

HUNTER, V. H. , WHITEBELL, D. E. ’Region 4, Dallas, Vendor Inspection 
Branch. 79/00/17. 6pp. 


7910250301 Ack receipt of 790917 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900267/79-02, 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/09/20. Ip. 
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7910250383 Responds to NRC 790820 ltr re deviation noted in QA Program 
Insp Rept 99900267/79-02. Corrective ac t i on s : outs i d b doors 
reseated, dohumidfler installed Si new humidity indicator 
purchased, 

CAMPBELL, R. C. Chemotron Carp. 79/09/17. Ip. 


7910230545 Ack receipt of 790B10 tt Q91B ltrs informing NRC of steps to 
correct deviation noted in QA Program Insp Rept 
99900025/79-02. 

POTAPOVS, U. Region 4, Dallas, Vendor inspection Branch. 

79/10/16. ip. 


— 7910250392 Forwards QA Program Insp Rept 99900267/79-02 on 790013-17 
& notice of deviation. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/OB/20. 2pp. 


— 7910250395 Notice of deviation from insp on 790813-17. 

« Region 4, Dallas, Office of the Director. 79/00/27. Ip. 


—7910250400 DA Program Insp Rept 99900267/79-02 on 790013-17. 
Noncompliance noted : humldl ty in welding storage bldg 
maintained above max allowable limit. 

QLLER. R. E. , HUNNICUTT. D. M. Region 4, Dallas, Vendor Inspection 

Branch. 79/00/27. 12pp. 


7910250454 Ack receipt of 790912 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900073/79-01. 

PDTAPOVS, U. Region 4. Dallas, Vendor Inspection Branch. 

79/09/26. ip. 


•7910250456 Responds to NRC 790810 ltr re deviation noted In QA Program 
Insp Rept 99900073/79-01. Corrective actions: QA manual being 
revised 

AUDIBERT , R. L. Pacific Valves, Inc. 79/09/12. Ip. 


—7910230460 Forwards QA Program Insp Rept 99900075/79-01 on 790716-17 
& notice of deviation. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/00/09. 2pp. 


•7910250463 Notice of deviation from insp on 790716-17. 

* Region 4, Dallas, Office of the Director. 79/00/06. Ip 


—7910250467 QA Program Insp Rept 99900075/79-01 on 790716-17. 

Noncomp I ianco noted: two new positions established & manned 
w/o documenting authority t< QA manual not revised to reflect 
change In training program. 

KELLEV, W. D. , WHITE8ELL, D. E. Region 4, Dallas, Vendor Inspection 

Branch. 79/00/06, I3pp. 


7910230468 Ack receipt of 790629 U 0029 ltrs informing NRC of steps 
taken to correct deviation noted In OA Program Insp Ropt 
99900066/79-01. 

PDTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/10/16. Ip. 


—7910250353 Responds to NRC 790822 ltr re deviation noted in QA Program 
Insp Rept 99900023/79-02. Corrective ac tie n,s: we 1 der 
qualification records for three add 1 welders qualified for 
processes similar to those cited were reviewed It approved. 

MOERKE, N.H. Southwest Fabricating & Melding Co. isubs. of III 
International Corp. 1. 79/09/13. Ip. 


— 7910250556 Ack receipt of 790B10 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900025/79-02. 

PDTAP0V3, U. Region 4, Dallas, Vendor Inspection Branch. 

79/00/22. Ip, 


— 7910250361 Responds to NRC 790713 ltr re deviation noted in QA Program 
Insp Rept 99900025/79-02. Correct Ive ac 1 1 one ; un author 1 xed 
Shop copy change was properly authoriied it welder 
qualification records were corrected. 

MOERKE, N. H. Southwest Fabricating 8c Welding Co. Oubs. of IU 
International Corp. ). 79/OB/iO. 3pp. 


—7910250565 Forwards QA Program Insp Rept 9990002 5/79-02 on 790625-20 
tt notice of deviation. 

6EVFRIT, K. V. Region 4, Dallas, Office of the Director. 

79/07/13. 2pp, 


—7910250567 Notice of deviation from insp on 790625-20. 

« Region 4. Dallas, Office of the Director. 79/07/13. Ip. 


—7910250571 QA Program Insp Rept 99900025/79-02 on 790625-20. 

Noncomp 1 ianco no ted : not i c e of pending revision authoriiing 
shop copy change w/o required approval of vice president of 
eng inBBT ing. 

BARNES,!., HUNNICUTT, D. M. Region 4, Dallas, Vendor Inspection 

Branch, 79/07/13. 8pp. 


7910250130 QA Program Insp Rept 99900275/79-01 on 79061B-20. 

Noncompl ianco no tod : reaud i ts not made of deficiencies 
identified in 700015 Audit Repts AFR 21 i, 22. 

AGEE, J. R. , HUNNICUTT, D. M. Region 4, Dallas, Vendor Inspection 

Branch. 79/00/22. Bpp. 


7910290251 Ack receipt of 791004 ltr infomlng.NRC of steps taken to 
correct deviation noted in QA Program Insp Ropt 
99900240/79-02. 

PDTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/10/12. Ip. 


—7910250470 Responds to NRC 790015 ltr re deviation noted in QA Program 
Insp Rept 99900066/79-01. Correc t ive actions: project engineer 
reinstructed re changes permissible directly on shop 

drawing. 

WARREN. M. Texas Pipe t< Bending Co. Df Puerto Rico. 79/08/29. 

9pp. 


—7910290253 Responds to NRC 790815 ltr re deviation noted in QA Program 
Insp Rept 99900240/79-02. Corrective ac t ion s : rev i s ed written 
checklist addresses entire QC program S< qualification of 
personnel performing magnetic particle examination on file. 

WOODS, P, D, Union Pump Co. 79/10/04. 2pp. 


— 7910250497 Ack receipt of 790623 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900066/79-01. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch 

79/08/15. Ip. 


—7910250316 Responds to NRC 790529 ltr 
Insp Rept 99900066/79-01. Correc t ive 
will be retrieved t, procedures will 
post-weld heat treatment time. 
WARREN, M. Texas Pipe S< Bending Co. 
7pp. 


re deviation noted in QA Program 
act inns: weld procedure 
be qualified w/addl 

of Puerto Rico. 79/06/29. 


—7910250386 Forwards QA Program Insp ,Rept 99900066/79-01 on 790307-11 & 
notice of deviation. 

POTAPOVS, U. Region 4, Dallas, Vendor Insp ec t i on Branch. 

79/03/29. 2pp. 


—7910200534 Notice of deviation from insp on 790307-H, 

* Region 4, Dallas, Office of the Director. 79/03/25. 8pp. 


—7910290255 Forwards QA Program Insp Rept 9990024B/79-02 on 790709-13 tt 
notice nf deviation. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/00/15. 2pp. 


—7910290256 Notice of deviation from insp on 790709-13. 

* Region 4, Dallas, Office Df the Director. 79/00/13. 2pp, 


— 7910290259 QA Program Insp Rept 99900240/79-02 on 790709-13. 
Noncompl lance noted ; wr 1 1 ten checklist used by QA manager to 
conduct audits incomplete tt qualification pf personnel 
performing magnetic particle examination were rot on file. 
ELLER5HAW, L. E. Region 4, Dallas, Vendor Inspection Branch. 
HUNNICUTT, D. M. Region 4, Dallas, Office of the Director. 
79/00/13. 7pp. 


7910300222 Ack receipt of 790710 tt 0030 ltrs informing NRC of stops 
taken tn correct deviation noted in OA Program Insp Rept 
99900361/79-01. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/10/16. ip. 


—7910250341 QA Program Insp Rept 99900066/79-01 on 790507-11, 
Noncompl lance noted: procedure qualification weld was not 
subj to post-weld heat treatment for BOX of max time to be 
applied to component weld mat!, 

BARNES,!., HUNNICUTT, D. M. Region 4, Dallas, Vendor Inspection 

Branch. 79/09/23. 7pp. 


—7910300220 Respends to NRC 790015 ltr re deviation noted in QA Program 
Insp Rept 99900361/79-01. Corrective actions: wel ding 
qualification test preheat temp & weld Interpass temp 
recoded tt welder will be qualified for 2G welding by 790930. 

HQWE.R. 0. Dikkers J< Co., N. V, The Netherlands. 79/00/30. 4pp. 
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--7910300230 Ack receipt of 790718 ltr informing NRC of stops taken to 
correct deviation noted in QA Program Insp Rept 
99900361/79-01. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/08/15. lp. 


7910300333 Responds to NRC 790628 ltr re deviation noted in GA Program 
Insp Rept 99900361/79-01. Corrective actions: welding 
procedure spec has been revised & part was inspected to 
ensure deposited weld was of sufficient quality. 

H0HE,R. G. Dikkerg t, Co., N. V. The Netherlands. 79/07/10. 6pp. 


— 7910300336 Forwards QA Program Insp Rept 99900361/79-01 on 790521-33 
ti notice of deviation. 

POTAPOVSrU. Region 4r Dallas, Vendnr Inspection Branch 

79/06/28. 2pp. 


— 7910300237 Notice of deviation from insp on 790521-23. 

* Region 4* Dallas, Office of the Director. 79/06/28. 5pp, 


— 7910300240 QA Program Insp Rept 99900361/79-01 on 790521-23. 
None omp 1 i anc e noted: measures established for control of 
welding did not assure use of qualified procedures, 
permitting increase in max interpass temp. 

BARNES. 1. , RODERQS, H. W. , HUNNICUTT, D. M. Region 4, Dallas, 

Vendor Inspection Branch. 79/06/38. 15pp. 


79103002B5 Act receipt of 790BI4 ltr Informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900519/79-02. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

79/10/15. ip. 


-- -7910300290 Supplements 790531 ltr re deviation noted in GA Program 
Insp Rept 99900519/79-02. Corrective actions: requested 
supplier to provide vendor u/remedial 6 preventive 
corrective action. 

KOMESj J. M. Bechtel Power Corp. (subs, of Bechtel Coro ) 
79/0B/14. 2pp. 


REGOD HECULATORY GUIDES 


7910010170 Comments on proposed Reg Quids I. XXX, "Ultraoonic Testing of 
Reactor Vessel Melds During Inservice Examination. " Total 
cost of proposed reg guide mill double coat of reactor 
vessel examination. 

HAMILTON, 0. T. Nuclear Energy Bervice, Inc. 45-075 79/OB/03 

10pp. 


7910010633 Comments on proposed Reg Guide 1.58: opposes present form. 
Proposes section on employee qualification errors involved 
at TM1 how similar errors may be avoided in future. 

LEUISjU. I. Affiliation Unknown: 79/08/02. Ip 


7910030093 Reg Quids 3. 42, Revi * i on 1, "Emergency Planning for Fuel 
Cycle Facilities & Plants Licensed Under 10CFR50 U 70." 

# Office of Standard* Development. 79/09/30. iSpp. 


7910040235 "For Comment" issue of Reg Guide 8, XXX, "Applications of 
Bloassay for Fission t< Activation Products. " 

» Dffice of Standard* Development. 79/08/31. 9pp. 


B. 20, Revision 1, "Applications of Dioassay for 
“ Dffice of Standard* Development. 79/09/30. 6pp. 


10040600 "For Comment" Issue of draft Reg Guide B. XXX, Revision 0, 
Audible-Alarm Dosimeters." Draft value/impact statement 
>ncl. 

1 Office Of standards Development. 79/08/31, l*? pp . 


7 10030 ISO Comments on proposed IE bulletin re potential failure of 
emergency diesel generator field exciter transformer. 

Paragraph C. 2. a. 3 In Action 2 paragraph should be rewritten 
ref t0 Res Cfuille >• lOB.not yet implemented. 

7910301* M ' 79 / 09 / 03 ta,1 2 pp lrBt:t0r ft ”' Dp,!ri * U ‘ 1 » Reactor Projects (Pre 


7910090221 Responds to 790B09 ltr requesting info re licensing 
requirements for proposed U recovery activities. Forward* Reo 
Guides 3.8 6 3.5. W/o end. 

LINEMAN, J. J. Uranium Recovery Licensing Branch. 79/09/17. lp. 


7910090221 Responds to 790809 ltr requesting info re licensing 
requirements for proposed U recovery activities. Forwards Reo 
Guides 3. 0 b 3. 5. H/o end. 

LINEMAN, vl. J. Uranium Recovery Licensing Branch. 79/09/17. lp. 


7910090495 Comments on proposed reg guide, "Qualification Test for 
Cable Penetration Fire 9tops for Use in Nuclear Power 
Plants." Objects to differential pressure in water-hose 
stream test Sc fire stop retesting when additions are made. 

DOVER, V. 8. Philadelphia Electric Co. 79/08/30. lp. 


7910090509 Comments on proposed reg guide, "Qualification Test for 
Cable Penetration Fire Stops for Use in Nuclear Power 
Plants." Horst case testing for fire stop qualification 
should be allowed. 

B0RNH3EPT, H. H. i SAHYER, R. G. American Nuclear Insurers, 79/00/30. 

2pp. 


7910090520 Comments on proposed Reg Guide 1. 33, Rovi s i on 3: provision 
should be made to determine length of time & impact of 
measurements made w/inac cura tol y calibr instrument. 

LARIVIERE, J. L. Affiliation Unknown, 79/08/27. lp. 


7910090522 Comments on proposed Reg Guide 1 . 131 , Revi s i on l:no concise 
set of numerical values exists In IEEE 323-1974 to qualify 
electric cables Sc field splices for LWRs. 

KOWALSKI , J. F. Duquesne Light Co, 79/08/31. 2pp. 


7910090528 Comments on proposed Reg Guido 5. 44, Revi s i on 2: components of 
perimeter intrusion alarm sys not available w/UL testing. 

Regulatory position inconsistent w/NUREG-0273 fc NUREG-O220. 
Inapplicable weather conditions should not be std, 

DAVIDSON, 0. R. Cleveland Electric 1 11 umt nat ing Co. 79/08/14. 2pp. 


7910090815 Forwards notes prepared for NRC 790905 mooting re 
N0REG-0625, "Rept of Siting Policy Task Force." 

MINQOUE, R. D. Office of Standards Development. 79/09/12. 2pp. 


7910100035 "Occupational Exposure {c ALARA, " 

HINSON, C. S. , MURPHV, T. D, Division of Bite Safety 4, Environmental 
Analysis. 79/10/04. 14pp, 


7910100705 Reg Guido 10, 7, Revi s i on 1, "Guide for Preparation of 
Applications for License# For Lab fc Industrial Use of Small 
Quantities of Byproduct Matl." 

* Office of Standards Development. 79/08/31. 13pp. 


7910120152 Comments on proposed Reg Guide 10. 0; relaxing requirements 
for physician ?c limiting use of radioisotopes to nuclear 
cardiology will erbate unlimited use of radionuclides by 
inadequately trained Individuals. 

SHQB5, M. Affiliation Unknown. 79/08/06. 2pp. 


7910120158 Comments on proposed Reg Guide 10. 0: util i i a 1 1 on Df 
radionuclides for diagnostic purposes in nuclear cardie logy 
will cause abuses in self-referral sys. Svc will deteriorate 
due to lack of proper training. 

FINK, D. W, Affiliation Unknown. 79/08/00. 2pp. 


7910120194 Comments on proposed Reg Guide 10. Q: physic ian license 
requirements re use of radioisotopes in nuclear cardiology 
should not be changed. Detai 1 ed training process encourages 
radiation safety, 

ZIEBERTHAL, A. S. Affiliation Unknown. 79/08/09, lp. 


7910170181 Comments on proposed Reg Guide 5. XXX: some given scenarios 
unrealistic. Regulations re storage requirement* for low 
strategic significance SNM are too rigid. 

DIPIAZZA, R. P. Meetinghouse Electric Corp. WRD-LS&8-833. 79/09/21. 


7910170521 Comments on proposed Reg Guide 1. SB, Revision 1 : qual i f 1 cat ion 
statement re Insp examination h testing personnel conflicts 
ABME Section III,Dlv 2. Existing requirements provide 
adequate basis for complying w/reg guide. 

DAVIS, K. W. Bechtel Corp. 79/09/10. 2 pp. 


791 01B0505 "For Comment" issue of Reg Guide 1. XXX, "Befoty-Rblated 
Permanent Dewatering Sys for Nuclear Power Plants." 

* Office of Standards Development. 79/09/30, 7pp, 


7910100560 Comments on proposed Reg Quide 1. SB, Revision 1: qualif icati on 
of nuclear power plants in areas of insp, examination h 
tasting personnel are unnecessarily r ig id. A1 terna t ive ed 8, 
experience requirement* should be allowed. 

VAN BRUNT.E. E. Ariiona Public Service Co. 79-010-026. 79/09/19 


7910220263 Comments on position paper f or inipl ement ing Reo Guide 0 00 
at operating power reactors, Favorable towards Implementation 
of subj guide re program commitment definition aspects, 
radiation protection program t< equipment section. 

STONE, G.F. Tennessee Valley Authority. 79/10/17. 3pp. 
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Confirms 790006 tele on ro reg guide. "Ultrasonic Testing 
■fc: t 5 Vessel Helds During Inservice Examination.'' Comments 

b. t*-r* forwarded big 790031. 

R. H. General Electric Co. MEN-a09-79. 79/09/20. 2pp. 




. Comments on proposed Reg Guide. "Qua 1 1 f ice t ion Tost for 
l (letratlon Stops for Use in Nuclear Power Plants. " 

•i ^ F’ p u )ording should he made to improve clarity. 

g, Sargent b Lundy, Inc. 79/09/07. 3pp. 


!■«$*. g Comments on praposed Reg Guido 1. 30. Revi sion I: suggests 
’dl y/ording to ref Reg Guido a. 0 for content of training 

u designated personnel. 

H. Babcock t. Wilcox Co. 79/09/01. 2pp. 

Comments on proposed Reg Guido l, 50: use of reg guide 
,,J l a 1)^ granted for personnel performing functions similar 
-^rational & startup test procedures during 
phase. 

W- P- Yankee Atomic Electric Co. WYC 79-29. 79/09/13. 2pp. 

Comments on proposed reg guide. "Cablo Penetration Fire 
H> ^ Salification TBst." Recording termination temps is 
r able since temps are higher at interface. Temp 
i^i, m ents one inch away from interface are unnecessary. 

U., C Duke Power Co. A-12. 16. 1. 79/09/14. 2pp. 

'^OOS^ Requests Info on distribution of Reg Guide 1.33 re QA 
'SVasm requirements. 

■« H. 1H- Bechtel Corp. 79/09/21. ip. 

!!I Oi33 Comments on proposed reg guide. "Alarming Pocket 
; i. tne- fc ers: " dovicc performance requirements should be more 
ia r defined. Device sliing r equlremonts ere overly 
I’fc^ejti-Ve due to variance in mounting locations. 

IQCK, H. Affiliation Unknown. 79/09/21. Ip. 


'SOISfi Comments on proposed reg guide. "Qualification Tost for 
■ ]. e> penetration Fire 8tops for Use in Nuclear Power 
in t * : 11 fire stop resistance to pressure could be 
iovcnlfied from hose streak tests. 

iNlNGER.A. J. Commonwealth Edison Co. 79/09/19. 4pp. 


150161 Comments on proposed Reg Guide 1. 50. Rov i sion l:only 
if engineers should be responsible for validation. 

■t i plication b approval of insp, testing b evaluation in 
! e ty — related areas. 

1NEY. B. o. Affiliation Unknown. 79/09/25. 2pp. 


7910250296 Comments on proposed reg guide. "Ultrasonic Testing of 
Reactor Vessel Welds During Inservice Insp:” siting position 
should be revised to provide more specificity re recording 
b evaluation requirements. 

WHITE. 0. G. Ebasco Services* Inc. (subs, of Enaarch Corp. ). 
79/03/06. 2pp. 


7910250301 Comments on proposed Reg Guide 5. 44. Revi > 1 on 2: requl reraen t 
that batteries maintain arbitrarily set value of BOX rated 
capac i t (J may encourage designing security sy s using min 
capac 1 1 y batter 1 ea, 

D 'DONNELL. E. F. Ebasco Services, Inc. (subs, of Enserch Corp. ). 
79/03/15. 3pp. 


7910250305 Comments on proposed peg guide. "Lightning Protection for 
Nuclear Power Plants:" guide should specify protection 
margin as opposed to max surge amperes. 

DI6E.D.P. Niagara Mohawk Power Corp. 79/10/19. ip. 


7910250307 Comments on prop used Rog Guido l . 33. Rev i s l on 3: me th od should 
be Included to ensure that spare parts ordered. stacked b 
used for malnt shall meet original design requirements. 

7UISGLER, L. E, Argon no Na t tonal Lab ora t ory. 79/09/21. Ip. 


7910230312 Comments on prop used Reg Guide 1. 33, Revision l:to eliminate 
need for unwarranted rotor t if i cat i on. SCN-TC-1 A should be 
removed from guide re qualification of plant insp 
examination !< testing personnel. 

SULLIVAN, T. J, Consumers Power Co. 79/09/11. 2pp. 


7910250320 Comments on proposed Reg Guide l. 9, Revi* i on l:Paragraph C. 5 
should be modified to permit min voltage of less than 75X 
rated for approx 10 cycles during energisation of 
transformers u/ftrst load group. 

MORIARTY, J. M. Colt Industri es. Inc. 79/00/16. 2pp. 


7910250340 Comments on proposed reg guide. "Btd Format b Content for 
License Physical Security Plan for Protection of BNM of 
Moderate or Low Strategic Significance:" documentation from 
p lan t s under const npt addressed. 

LIND, R. F. Affiliation Unknown. 79/09/17. 2pp. 


7910250346 Comments on proposed reg guide, "Std Format b Content for 
License Physical Security PLan for Protection of SNM of 
Moderate or Lou Strategic Significance:" requirements are 
excessive for Category 11 b III matl, 

NILSflft.R. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp. >. 79/09/21. 

3PP- 


150163 Comments on proposed reg guide. “Radiation Protection 
lining for Light Water Cooled Nuclear Power Plant 
'sonntl: 11 guide perpetuates outmoded concepts by ref to 
:datei s tud les. 

-ESr A. Affiliation Unknown. 79/09/05. Bpp. 


7910230396 Comments on proposed reg guide, "Lightning Protection for 
Nuclear Power Plants:" dollar value given may be in error 
when qualification b documentation costs far auditable 
application are added to total costs. 

TAYLOR. J. H. Babcock <k Wilcox Co. 79/09/17. ip. 


>50177 Comment* on proposed Reg Guide. "Qualification Test for 
ile Penetration Fire Stops for Uso in Nuclear Power 
nr» * * - " fluid conduit* should be Included in fire stop 
i 1 1 1 an. Differential pressure guidelines needed, 

:YBYU,LJ., CHR 1ST IAN, W. J. Affiliation Unknnwn. 79/09/24. Ip, 


>90106 Comment* on proposed reg guide, “Radiation Protection 
lining f 0T Light Water Cooled Nuclear Power Plant 
. fi onnn ; « guideline* pertinent though vendor does not use 
li*** l: tlve matl in same way as power Industry. 

«EH.l, Honeywell, Inc. 79/09/11. Ip, 


j^O 1 91 Comments on propa*od reg guide, "Alarming Pocket 
j jl t*rg; " describes personal experience wearing audible 
. T~ In course of taking neutron radiographs. 

t. Affiliation Unknown. 79/09/21. Ip. 


jgOl^f Comments on proposed reg guide, "Qualification Test for 
1 1 J , *netratian Fire Btopa for use in Nuclear Power 
iH * 5 '' clarity needed re presence of termination device 

» 4 r *S.. tost. Max temp of 400 F restricts fir* stop design. 

J. D. Nuclear aorvices Corp. 79/Q9/Z5. ip., 


Comment* on proposed Reg Guide, "Qualification Test for 
1 1 * v B M#tfation Fire Stops far Use in Nuclear Power 
if* *■ j discussion of insulated pipes & separability of 
l J *t time of sealant app lication should he included. 

D. Affiliation Unknown. 79/09/18. 7pp. 

Notice of issuance b availability of draft reg guide, "LWH 
« *■ % j l 9ad»: Guidance on App 1 i cat ion for Amends to 0L *t on 

b Startup Tests. " 

m 'Q.A. Division of Engineering Btaiidard*. 79/09/27. 3pp. 


7910260049 Comments on proposed Reg Quid* 0. 19, Revi sion liregulafcion 
falls to consider exposure for QA/QC assessment as special 
item.M/nead for special personnel In GC area, dose assessment 
should be calculated separately. 

BCHACR, H, Affiliation Unknown. 79/00/23. Ip. 


7910260240 Notice af Issuance b availability of reg guide, 
"Safety-Related Permanent Dewatering By* for Nuclear Power 
Plants. " 

ARLO"trQ< 0. A. Division of Engineering Standard*. 79/09/24. 2pp. 


■7910260250 "For Comment" issue of proposed rog guide, "Safety-Related 
Permanent Dewatering 8ys for Nuclear Power Plants. " 

» Office of Standard* Development. 79/09/30. 16pp. 


'7910260346 Comments on proposed reg guide, "Qualification Test for 
Cable Penetration Fire Stops for Use In Nuclear Power 
Plants." Too many s td* a x i * t , caut i ng tremendous coat* to 
util*. If approved, reg guide should be only std necessary. 

SANCHEZ, R. Affiliation Unknown. 79/09/21. 4pp. 


79 1 0260425 Comments on proposed reg guid e: concentrates too heavily upon 
Single Failure Criterion 17. 

LEWIS. M. I. Affiliation Unknown. 79/10/03. lp. 


7910260429 Comments on proposed Reg Quids 1. 125: Footnote 2 to paragraph 
6 of Section C would incur significant cost to model study. 

WANNINQER, A Commonwealth. Edison Co. 79/10/01. Ip. 


7910260433 Recommend* seeking electronic coupling of station 
meteorological data for use by NftC. 

JABKE, R. T. Office of Statu Programs. 79/10/03. Bpp. 
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102-0436 Forward, toaainti on proposed reg g u i de : att en t i on need not 
** Jtv.n to grounding strap, 4 fluid c onduc tor , , i nc 1 US i on of 
u l P f e r ent ial pressure across fire stop w/low pressure on 
unfr*po$«d side is unreasonable. 

HAYNES, J G Southern California Edison Co. 79/09/24 5pp. 

Cor.rn.nts on proposed reg guide:NRC should not discourage use 
Or audible alarci dosimeters in Radical field. Forwards 
Radiation Awareness 4 Exposure Radiation u/Audible 
non i tor* “ 

CRAY.J E. Mayo Clinic fioch e s ter, HN. 79/10/01 4pp. 

7<5f Dnf?S°» 9 S; 0 " 1 '"* 5 on proposed Reg Guide 0. XX, "Audible Alarm 

Oa«ta»t»rs. Audible dnsinetars should never be used as 

POSTnw V | U S rn 'n S devic *“ Referenced eiception is ridiculous. 

POSTON, J. M. Georgia Institute of Technology 79/10/04. Ip. 

79 Ca^°p 7 ^r!"‘’ F?r rSS” #d - B J? G ° ide , XX ‘ "Salification Test for 
ra ‘!°" F ‘ r * stops Fire stops should not he 
«ae£n * * offer some resistance as barriers 

RENBERGER. 0, L. Washington Public Power Supply System. 79/10/02. 

7<? proe«!f Comments on proposed Reg Guide 1 . 58, Revi , i on l:opposes 
P oposal due to related requirements far certification of 
parsonnii within Level 1 area. 

TELTfJN*£. J. Affiliation Uni noun, 79/08/23. 2pp. 

STREMBa, H J. American Society For Testing 4 Materials. 79/09/2S. 
y91 ? 2,OOB2 Comments on proposed Reg Guide 1 5B n g u<,i„ n , , 

ROEBUCK, A N. American Society for Testing 4 Materials. 79/09/25. 

ssasjsav'r - 

WAWNlNGEReA. Comnonuiial th Edison Co, 79/10/01. l p . 

~P *?I 0290090 Comments on draft Rea Gu i h » 1 i'll , ... 

,l “‘" ,h “ 

,S E F1#rW * Pou " *■ Light Co. L-79-271. 79/09/25. 2pp . 



unclear ““‘ Procedure, for control of equipment 

to/ 05 . R lp. Enfr9 Y' De P 1 of * Clinch River Breeder Reactor Plant. 

7^ *? 1 0^*70096 Comments on draft Reo CuiHs i i/ji 

prototype testing of cable penetration 1? ‘ requirements for 
b sr clarified penetration fire stops should 

*■““ C„,ll„ lUttH. I 0„ Co . 7 „ 0 „ as , e 

e t feBitded to 791123 Conun«ni- c , , . stop testing be 

ffleetln 9 Insulated Conductoi ConwM ttle ' “ U at 79,103 

<* ARSHICK, A Power Engine,^" tTJllt” TwJlo^X 

79 10290101 Comments on oronaerf a., „ • 

4° a l lflcation ‘31, Revision 1 : c omment 3 on 

t>a sirbmittxd in late Nov. Penetration fire stops uiill 

BCETTCEB, 0, T. Power Engineering Society. 79/09/20. l p . 

raqulreettitt fo^a^rpInetrLlon^eii f ' 9rBnt * al pressure 

fire stop testing i, inappropriate ‘ f “a tion for 

■df i f -F l c v 1 fc to achieve ^ -Test technique is very 

FAy ‘ C H Wisconsin Electric Power Co. 79/09/24. , p . 

79 10290137 Comments an proposed R.„ o, . „ 

i«pl*«ented indoctrination 4 train?J should' ‘properly 
as en vans of attaining 4 maintai ?? uld not be excluded 

o* 1 nip, etamination 4 testing taft le P , ' of ieiency 


7910290147 Comments nn proposed Reg Guide 1 . 50, Nov i s i on 1: training -4 
esami nation should be directly related to specific J 

discipline or activity covered by certification. 

PAPERNO, H. . MOORE, J. Broun 4 Root Corp. isubs. of Halliburton 
Corp. 1. OAX-0106. 79/09/23. 2pp. 

7910290150 Comments on draft Reg Guido 0. XX, "Radiation Protection 
Training for Light Water Cooled Nuclear Power Plant 
Personnel." Examinations should be port of annual 
requalif ication of radiation protection workers, 

VARGD, G. J. Affiliation Unknown. 79/09/10. 3pp. 

7910290159 Comments on draft Reg Guide l.XX, "Dual! f i ca t i on Test for 
Cable Penotration Fire Stops for Uec in Nuclear Pouer 
Plants." Suggests more definitive (noonings for terms such as 
prototype, type test 4 rated fire barrier. 

5CHQCK, H. Affiliation Unknoun. 79/00/23, lp. 

7910290162 Comments on proposed Reg Guide l.XX, "Ultrasonic Testinn nf 
Reactor Vessel Welds During Inservice Examination." of 

Identification of relationship for criteria re design of 
product fc testing would improve rule. 

SCKDCKi H. A f filiation Unknown, 79/08/24. ip. 

7910290165 Comments on revisions to Reg Guide 5, 7: DOE couriers should 
not be exempt from searches. Buggests that regular plant 
employee, who do not need escorts be given same exemption 
if exemption is at all justifiable 

BURSTEIN, S, Wisconsin Electric Power Co. 79/08/10, 2 pp. 

TILTON, E. J. Affiliation Unknown. 79/00 / 2 B. 2 p, 

7910290172 Comments on proposed Reg Guido 5. 44, R„vi s i on 2- fifth 
sentence in Section C-3 should be deleted because most ‘ 
sys ars not iocatdd - 

LODMISi J, 6. Sargent & Lundy, Inc. 79/00/17, 2pp. 

7910290175 Comments on proposed Rod Quid* i vv mn . „ 

UUCHHOLZ, R. H. General Electric Co. MFN-213-79. 79/00/15. 3p. 



assemblies are required to be ten « > V . aiL 

DUNGAN, K. W. Affiliation V* no!n "wShJm 1 a? p PreSI “ Ur0 ’ 

7910290194 Comments on proposed Ren OulHn n ia o , 

considering use of closed cirru?? ^ u ‘ d 0 3 - 1 Re v 1 s i on 1; in 

for two-man rule, should b. nitid thlfc • ubat ‘ tu ^ 

site 4 appliactlon. t8d that U5e ls “epondant on 

79/08/fo L,E |p: EbflBCd S^vices, Inc, (subs, of Ensure Corp. 1. 

firearm, detector i * i ncorrec t”t ermino 1 3 ' 7,1 ' iBVi 5ion ‘•’•’ef to 
^ 0 n u onf 4 r%::s ta :e::j. Bctor that is 

79/oa/Io L,E a pp. Eba ““ Services, Inc. (subs. ofEnsorch Corp, 1. 
atmospheric d lasers ionrsom^mB^t ? 0ul f e !• >45: al though directed to 

dispersion th roSg h o “ h T ? ^ 6h0Uld b ° mado •" 

SCmru tr S VeUra *■ “h^r means. 85 u,atBr “ream/river 

■ • Affiliation Unknown. 79/00/23. lp. 

should inc lude^f orma 1 P ind oc tr 1 nat i on ^ ° l ’ 01 Rov 1 sl on 2: 11 uidel ines 
operations personnel T.,k„i , ’ 0 programs for new 

should be provided training'on ov PP °n tt "P Brv,s °ty personnel 

fee . h . f . "SSttjtjrK'uii;;.* r- 3 „. 

■ **. ■uHr,„„n mu,, 0( 

Examiner exposure would ™!( lif’T Cs E ** mi fiation. " 

0'DmNELL P E r p° r,n |b t,Urit19 PUnt ’ lpB ' bS COn * ni,e " <:d 0f n0ml,Br 
79/08/16.' 2 pp. Ebfl “° Services, i„ e . (auba . of Enserch Corp. ). 

"ssst^vnss^irt.r **%%*•' ■— 
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7910300479 Responds to 790921 request re accident monitoring 
instrumentation reg guide. Design basis events cannot occur 
on frequency of once per annum. 

LAJNA 81 0. Plant By stems Branch (Pre 7910301. 3306. 79/10/12, 

2pp. 


7910310061 Comments on proposed Reg Guide 1.149: guide is difficult to 
follow. Confusion could be avoided by addressing steps in 
more sequential manner. 

SULLIVAN- T. J. Consumers Power Co. 79/10/03. Ip. 


7910310100 Comments on proposed rog guide- "Qua 1 i f 1 c at i on Test for 
Cable Pone tra 1 1 on Fire Stops for Use in Nuclear Power 
Plants. " Power Engineering Society suggests word changes in 
Paragraphs 2 t, 6 to prevent unnecessary testing. 

FITZPATRICK- A. 1 OOETTQER. J. T. Power Engineering Society 79/09/2B 
2pp. 


7910310104 Forwards H Bhoss comments to Senator Eagloton on proposed 
rag guide. "Relaxation of Licensing for Use of Nuclear Matl 
by Cardiologists. 11 

EAGLETON. T. F. Senate. 79/08/30. 2pp. 


7910310110 Comments on proposed Reg Guide i. 72, Revision 2: suggests 
changes in wording in refs to ASTM D-2992 re allowable 
design stress for relnforcod thermosetting resin piping It 
indBfinitlonofpipefailure. 

HANNINGERr A. Commonwealth Edison Co. 79/10/01. 2 pp. 


7910310210 Forwards comments on proposed revision to Reg Guide 1.50, 
Revision i. Paragraph C. 6 appears redundant te existing 
requirements It should be entirely deleted. 

EJAILiL. C. Duke Power Co. 79/03/17. 2pp. 


7910310213 Comments on proposed Reg Guide 0. B, Revision 4: through guide, 
practicable Is used synonomously w/prac t i c 0 1 . Moan i ng s are 
different 6 guide should be reviewed to assure that proper 
ward 1 s used. 

HANNINGER-A. Commonwealth Edison Co. 79/10/01. 2 pp. 


7910310439 Comments on proposed Reg Guido 3. XX, "Uso of Radioisotope 
in Nuclear Cardiology. " Medical isotope committee suggests 
broad training in nuclear medicino Is necessary for 
practice of nuclear cardiology. Experience is not onough. 

VEATCH-R. I. Windham Community Memorial. 79/0B/23. ip. 


7910310441 Comments on proposed Reg Guide B. 23: guide does not properly 
deal w/mejor programs at larger medical institutions w/otaff 
capable of exorcising professional judgment re radiation 
safety surveys. 

PARKER, P. D. , HBLEMAN. O R. Yale Univ. 79/09/04. 4pp. 


7910310443 Comments on proposed Reg Guido 1. SB, Rovislon 1: endorses 
guide if radiation exposure to test i insp personnel can 
he reduced to min by either training of personnel or by 
test/insp teams accompanied by plant health physics teams. 
MCAVQY, J. F. Ohio, State of. 79/09/27. 3pp. 


7910310449 Comments on proposed Reg Guide 1 . 143: models recommended 
more closely approximate lateral plume dispersion in 
vicinity of bldgs under neutral & stable atmospheric 
conditions than models previously recommended, 

JACOBS, S. B. Btone 6 Webster Engineering Carp. 79/09/19. 3pp, 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


7910010405 NUREG/TM-0337 

"Bundle B-2 Test Data Multirod Burst Tost Program." Interim 
r ep t. 

CHAPMAN, R. H. , HOBBON. D. 0. , CROWLEY, J. L. Oak Ridge National 
Laboratory. FIN B-0120. 79/0B/01. 161pp. 


7910020296 "Water Reactor Safety Research Heat Transfer Highlights, 
monthly Interim rept for May 1979. 

LEUNG, J. C. M. > HENRY, R. E. Argonne National Laboratory, 79/05/31, 
29pp. 


7910020320 "BWR Dlouidown/Emergency Core Cooling Program," monthly 
interim rept for May 1979. 

BURNETTE, G, W. General Electric Co., Nuclear Energy Products Div. 
LEE. L. 8 . General Electric Co. FIN B-3014. NRC-04-76-215. 

79/05/31. 10pp. 


7910020040 RIL-88 

Research Info Ltr 58 discussing results of comparision of 
simulation models used in assessing effects of power plant- 
induced mortality on Fish populations disc us Bed in 
NUREO/CR-0474: 

LEVINEiS. Office of Nuclear Regulatory Research. 79/0B/29. 6 pp. 


7910120263 7910100263 

Evaluation of radiation str earning . Mon tb 1 y progress rept as 
of 790815. 

COHEN, M. P. Mathematical App 1 i ca t i ons, Inc. FIN B-6206. 
NRC-04-79-179. 79/08/23. 17pp. 


7910170479 "Investigation of Post-Critical Heat Flux Heat Transfer for 
Water Coaled Reactor Application it Development of Two-Phase 
Flow Instrumentation. " 

CHEN, J. C. , BUNDARAM.fi. K. , LONDON, E. J. Lehigh Univ. NRC-O4-74-10O. 
79/06/30. 22pp. 


79 1 01 704B7 "Stress Corrosion Cracking of PUR Steam Generator Tubing. 
VAN RCBYEN, D. Brookhaven National Laboratory. FIN A-320B. 
79/09/12. 7pp. 


7910170495 "RAMONA !< IRT Code Implementation 6 Mods TRAC-P1A 
Assessment," monthly highlights for Aug 1979. 

LEVINE, M. M. , JONES, D. C. Brookhaven National Laboratory. FIN A- 3014. 
79/08/31. 0pp. 


7910170303 " LWR Thermal Hydraulic Development Program." monthly 
highlights for Aug 1979. 

JDNES.O. C. Brookhaven National Laboratory. FIN A-3045. 79/00/31. 

4pp. 


7910170509 “Thermal Hydraulic LMFBR Safety Experiments," monthly 
highlights for Aug 1979. 

JONES, O. C. Brookhaven National Laboratory. FIN A-3024. 79/00/31. 

5pp. 


7910170517 "BBC Code Development 6 Validation," project highlights 
for Aug 1979. 

AGRAWAL. A. K. , GUPPY, J. Q. Brookhaven National Laboratory. FIN 
A-3015-B. 79/09/13. 6 pp. 


7910170544 "Fire Protection in Operating Nuclear Powbt Stations, " 
safety evaluation review for Aug 1979. 

HALL, R. E, , MACDOUGALL, E. A. Brook haven Nat iono 1 Laboratory. FIN 
A-3107. 79/00/20. 4pp. 


7910170347 "Aerosol Measurements 6 Modeling for Fast Reactor Safety," 
monthly progress rept for Aug 1979, 

G IESEKE, J. A. Battelle Memorial Institute, Columbus Laboratories. 
NRC -04-76-293-07. 79/09/20. 3pp. 


7910170537 "Heavy-Sec t i on Stool Technology Program. " 

ATLUR I , S. N. Oak Ridge National Laboratory. FIN B-0119. 

□ RNL/FTR-6B3. 79/09/03. Bpp. 


7910170566 "Forecasting Electricity Demand by Btatas in US on Annual 
Basis," progress rept for Aug 1979. 

CHERN, U.B. Dak Ridge National Laboratory. FIM 0-0190-8. 
ORNL/ED/EAS-79/. 79/09/10. 7pp. 


7910100001 "Advanced Reactor Safety Analysis Technical Assistance, 
Reactor Projects," monthly highlights for Aug 1979. 

BARI, R. A. Brookhaven National Laboratory. FIM A-3000. 79/08/10. 

5pp. 


79101B0Q02 "Division of Reactor 9afety Research - ORNL Programs," 
monthly highlights for Aug 1979. 

MYNATT, F. R dak Ridge National Laboratory. 79/09/06. 34pp. 


7910180003 "Code Assessment 6 Applications Program. " 

DAVIS, C. B. EG 6 G, Inc. CAAP-TR-035. 79/09/30, 46pp. 


7910180004 "Code Assessment it Application Program," preliminary 
assessment rept. 

OGDEN. D. M. EG S< G, Inc. CAAP-TR-037. 79/09/30. 64pp. 

7910100005 "Code Assessment & Application Program," preliminary 
assessment rept. 

RQSS.E.E. EG It G, Inc. CAAP-TR-036. 79/09/30, 43pp. 


7910180007 "Investigation of Post-Critical Heat Flux Heat Transfer for 
Water-Cooled Reactor Application & Development of Two-Phase 
Flow Instrumentation," monthly progress rept for Aug 1979. 

CHEN, J. C. , SUNDARAM, R. K. , NI JHAWAN, B. Lehigh Univ. FIN A-4059. 
NRC-04— 74-180. 79/09/14. 3pp. 


7910290037 "Reactor Safety Research Data Repository (RSRDR) It NRC 
Technical Data Mgt Ctr (TDMC) t. Radiation Shielding Info 
Ctr ( R 5 1 C ) , " foreign trip rept. 

MA9KEWITZ, B. F. Oak Ridge National Laboratory. FIN B-O402, 
QRNL/FTR-691. 79/09/19. 6 lpp. 
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7910290039 "Forecasting Electricity Demand by States in US on Annual 
Oasis. " progress rept for Sept 1979. 

CHERN, U. S. Oak Ridge National Laboratory. FIN B-0190-8. 
CRNL/E0/EA3-79. 79/10703. 10pp. 


7910290042 "Environ Statements Project." monthly progress rept for 
Aug 1979. 

* Oak Ridge National Laboratory. FIN B-0001. 0RNL/ED/EIS-105. 
79/0B/31. 16pp. 


7910310043 "Methods to Assess Impacts on Hudson Rlvur fi tripod ilann, 
Quarterly progress rop t. Apr- Juno 1979 

□AHNTHOUSE.L.U. Oak Hldgo National Laboratory. FIN 11-0163. 
79/06/30. 3pp. 


7910310509 "Acc 1 dont-Inducod Flow !< Matl Transport In Nuoldor 
Facilities. “ Informal monthly pragmas ropt for Aug 1979. 

GREGORY. W. S. . MARTIN. H. A. Loo Alamos Scientific Laboratory. FIN 
A-7029. 79/09/27. 3pp. 


7910290044 "Dlv of Reactor Safety Research ORNL Programs," monthly 
highlight rept for Sept 1979. 

MYNATTiF.R. Oak Ridge National Laboratory. STAT-791009. 79/10/05. 

16pp. 


7910290060 "BWR Re f i 1 1 -Re f 1 ood Program. “ monthly progress rept for 
Sept 1979. 

BURNETTE, G, W. Oak Ridge National Laboratory. FIN D-5877. 
NRC-04-79- 104. 79/09/30. 30pp. 


7910300200 "Recommendations to NRC for Safety Evaluation Rept of 
Browns Ferry Nuclear Plant Units 1 6 2 Inservice Testing 
Program, " informal rept for Jul 1979. 

LETTIERI, V. , RESTIVO, T. , HALL, R. E. Drookhaven Notional Laboratory. 
FIN A-3117. BNL-NUREG-26617. 79/07/31. 50pp. 


7910300212 "LQCA Test Serieu:Test LGC-5 Experiment Predictions," 
interim rept for Sapt 1979. 

WATERMAN, M. E. , YACKLE, T. R. Idaho National Engineering Laboratory. 
FIN A-6041. TKBP-TR-332. 79/09/30. 60pp. 


7910300451 "Bix-Beam Test for Gamma Densitometer." LDFT technical ropt 
for Aug 1979. 

GODD, R. R. Idaho National Engineering Laboratory. FIN A-604B. LTR 
141-122. 79/00/31, 34pp. 


7910300434 "Air— Water Testing of Full Flow Perforated Drag Plate 
(Beve 1 ed-Bmal 1 Hole! for Mass Flow Rate Measurements," data 
rept for Jul 1979. 

ANDERSON, J. L. Idaho National Engineering Laboratory, FIN A-6030. 
SEMI-TR-009. 79/07/31. 93pp. 


7910300437 "LOFT Monthly Progress Report for Jul 1979. " 

MOHR, D. Idaho National Engineering Laboratory. FIN A-604B. 
79/07/31. 66pp. 


7910300468 "Investigation of Post-Critical Heat Flux Heat Transfer for 
Water-Cooled Reactor Application ti Development of Two-Phose 
Flow Instrumentation, " monthly progress rept for Sept 1979, 

CHEN, J. C, , 5UNDARAM, R. K. , NIJHAWAN.B. Lehigh Unlv. FINA-4055. 
NRC-0 4-74- 180. 79/10/04. 3pp. 


7910300470 "BWR Blowdown Program, " monthly progress rept for Sept 1979. 
BURNETTE, G. W. General Electric Co., Nuclear Energy Products Dlv. 

FIN B-3014. NRC-04— 76-21 3. 79/09/30. 9pp. 


7910300473 "Resident Engineer In Germany, " foreign trip ropt. 
CORWIN, W. R. Oak Ridge National Laboratory. FIN n-0412-8. 
ORNL/FTR-722. 79/10/05. 26pp 


791030Q4B1 "Analysis of Hypothetical Accidents Resulting in Core 
Meltdown," monthly progress rept for Bept 1979. 

DENNING, R. 8 ., CYBULSKIS, P. , DAYBUTT, P, Battelle Memorial Institute, 
Columbus Laboratories. FIN A-4067. 79/10/12. 7pp. 


REVIEW GRP NRC RESEARCH REVIEW GR0UPB 


7910040930 Forwards "Use of Time 8orio« Analysis In Nuclear Reactor 
Safety Applications." 

FARMER, W. B. Division of Reactor Safety Research. 79/09/20. 8pp. 


—7910040564 "Use of Time Berios Analysis In Nuclear Roactor Safuty 
Applications. " 

ALBRECHT, R. W. Division of Reactor Bafoty Rosoarch. 79/011/17. 
19pp. 


7910160304 Notification of 791009 meeting u/Gual i PI co 1 1 oil Tost lug 
Evaluation Research Roviow Groop In Usthesda, Ml) to discuss 
results of recent dry runs conducted by Handle in 
preparation for Commissi on-directed connector touts 
DENNETT, G, L. Division of Reactor Bafoty Rosoarch. 79/10/01. 2pp. 


7910230146 Forwards "Models of Itoriiontal Electrical Cables 6 Cable 
Trays Exposed to Fire Plume." prepared by Applied Physics 
Lab, John Hopkins Unlv. 

FEIT, R. Division of Reactor Bafoty Research. 79/10/11, 26pp. 


RM RULEMAKING 


7910040917 Responds to 790612 roquost In clearance rulo proceeding 
(BECY-79-319). Forwards discussion of alternative access 
clearance programs 6 draft fuel cycle facility clearance 
rule. 

BUAPARi H. K. Office of the Executive Legal Director, 79/07/31 
29pp, 


7910160101 Requests that NRC supplement 790727 order ro amend of 
10CFR19I to include discussion of uncertainties inherent In 
numeric calculations In narrative f, to addreus Issues In 
individual licensing proceedings, 

LINKER, H. Natural Resources Defense Council. 79/00/37. 4pp. 


BECY POSITION PAPERE1 DEFORM THE COHMliHlION 


7910010256 Notifies that NRC dooms response to applicant request for 
summary disposition unnecessary. Hi 1 1 respond to motion for 
change In discovery schedule per AQLB 790321 order within 
period allowed by NRC rules of practice 
MCQURREN, M. J. Branch 1. 79/00/00. Ip. 


7910020223 Transcript of Affirmation Besoion 79-23 on 790908 in 
Washing ton, DC re 6ECY-79-406 on reappointment of ACRH member 
& 8ECY-79-501. on approval of employment per Bectlon 143b Pp 
1-4. 

HENDRIE, J. M. , BRADFORD, P. A, . AHEARNE, J, F, Commission. 79/09/03. 
3PP- M 


7910300484 "Fission Product Transport Analysis," monthly progress rept 
for Aug 1979. 

0IE8EKE, J. A Battelle Memorial Institute. Columbus Laboratories. 
NRC-04-76-293-O2. 79/10/10. 3pp. 


7910300346 “Safeguards Analysis for Byproduct Mafcls & Small Ounntitlea 
of BNM, " monthly progress rept for Aug 1979. 

CHESTER, R. Q. , KANAK, K. K. , HALFORD. D. K. 0ak Ridge National 
Laboratory. FIN B-6108. CRNL/HASRB-50. 79/09/10, 6pp. 


7910300562 "Semiscale Program, App 90: Eiper imental Operating Spec Tests 
8— SB-2 Through 8-3B-5, Semiscale Mod-3 Small Break Test 
Series. " 

OLBON, D. J. Idaho National Engineering Laboratory. FIN A-6030 
SEhl-TR-Oll. 79/08/31. 52pp. 


7910310004 "Methods to Assess Impact on Hudson River White Perch," 
quarterly progress rept, Apr-June 1979. 

VAN WINKLE, W. , BARNTHDU9E, L. W. Oak Ridge National Laboratory. FIN 
B-0423. 79/06/30. 4pp. 


7910020223 Transcript of Affirmation Session 79-28 on 79090!) in 
Wash Ing ton, DC re BECY-79-486 nn reappointment of ACRB member 
*< BECY-79-501, on approval of employment per Section 145b. Pp 
1 “fl, 

HENDRIE, J. M. , BRADFORD, P. A. , AHEARNE, J. F. Commission. 79/09/05 
5pp. 


7910020241 Transcript of 790913 public mting In Math Indian. DC ro 
8ECY-79-330E 6 8ECY-79-30F. on requirements (< guidance to 
licensees for qualification of reactor operators. Pp 1-63 
OILINSKY, V, Commission. ENOELHARDT, T. F, Office of the Executive 
Legal Director. CABE, E. 0. Office of Nuclear Reactor Regulation, 
79/09/13. 66pp. . 


/■nuurfUrfsj J ranscr 1 p t of 770913 public meeting In Washilinsc 
BECY-79-330E 1, 0ECY-79-3OF, on requirements i, guidance to 
licensees for qualification of reactor operators Pp 1-63 
OILINSKY, V. Commission. ENOELHARDT, T. F. Office of the EsecuHvo 
Director. CASE, E, 0, Office of Nuclear Reactor Regulation. 
79/09/13. 66pp. 


7910310005 "FLECHT-SEA8ET Program, 11 monthly status rept for Aug 1979. 
MAS8IE, H. W. Wosting house Eloctric Corp. NHC-04-77-127. 79/09/20 

9pp. 
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—7910020256 SECY-79-330E 

Summarizes results of review of operator licensing program & 
presents recommendations for cons iderat ion. Review of 
operator licensing program rept & Operator Licensing 
Branch manpower requirements encl. , 

DENTON, H. R. Office of NuclBar Reactor Regulation. 79/07/30. 
74pp. 


—7910020279 SECY-79-330E 

[Supplements SECY— 79-330E re recommendations to improve 
operator licensing program in response to BJ Chi Ik 790430 
request to LV Gossick. Implementation tc rulemaking decisions 
for all recommendations discussed. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/11. 
23pp. 


—7910020279 SECY— 79-330E 

Supplements BECY-79-330E re recommendations to improve 
operator licensing program in response to SJ Chilk 790430 
request to LV Gos s i c k . Imp 1 amenta t i on & rulemaking decisions 
for all recommendations discussed. 

DENTDN, H. R. Office of Nuclear Reactor Regulation. 79/09/i 1. 
23pp. 


7910020503 Transcript of public meeting in Washington, DC re 
SECY-79-499, Task Force Rept on Emergencg Planning. Pp 1-77. 
NENDRIE, J. M. , QILINBKY, V., BRADFORD, P. A. Commission. 79/09/13. 
7Bpp. 


—7910020529 6ECY-79-499 

Summarizes status of recommendations of Task Force on 
Emergencg P lanning. Proposes NRC consider recommendations 
as soon as poss ih le. Page 2, revised on 790904 U issued for 
consideration in rul emak lng, one 1. 

GOSSICK, L. V. Office of the Executive Director for Operations, 
79/09/10. 27pp. 


—7910020945 Final rept of Task Force on Emergencg Planning, Li st of 
members, description k critique of NRC current emergency 
preparodnass process, comprehensive action plan t< draft 
proposod amends to 10CFR50 encl. 

CARTER, T. F. Division of Fuel Cycle 8< Material Safety. 79/00/09. 
23pp. 


—7910020999 "NRC Action Plan for Emergency Preparedness. " 

DURST, J. Division of Safeguards, Fuel Cycle 6 Environmental 
Research. 79/OB/OB. 15pp. 


—7910020364 "Ofc Df Nuclear Reactor Regulation Action Plan." 

GRIMES, D. K. Assistant Director for Systems Engineering <Pre 
791030). 79/0B/O2. 0pp. 


—7910020581 "NMBB Action Plan for Emergency Preparedness. 11 

FISHER, F. , KLIGFIELD, G. > LOMAX, F. Technology Assessment Branch. 

79/00/00. 21pp. 


—7910020892 "IE Emergency Planning Action Plan. 11 

THOMPBON, D. , 0NIEZEK.J. , HEGNER, J. Office of Inspection U 
Enforcement, Office of the Director. 79/08/03. 17pp. 


— 7910020596 "Df c of State Programs Emergency Planning Action Plan." 
COLLINS, H. E. ) BANDERS. M. Office of State Programs. 79/0B/06. 

20pp. 


—7910020610 "Ofc of Btds Development Emergency Planning Action Plan. “ 
COMELLA, P. , JAHQOCHIAN, M. T. Site Designation Standards Branch.® 

79/00/00. 7p p , 


—7910020609 "Executive Director for Operations Task Force on Emergency 
Planning, NRC Briefing Agenda." 

* Office of the Executive Director for Operations. 79/09/13. Ip. 


7910020679 8ECY-7B-277 

Forward* State Dept 700309 draft lfcr to Congress re 
extension of 60-day action requirement to export license 
app 1 ications. List of affected application* encl. 

BHEAtJ.R. Office of International Programs. 7B/05/29. 20pp. 


7910080174 Forwards expanded charter >< schedule of activities for Task 
Force on Operational Data Analysis (, Evaluation. 

QBSBICK, L. V. Dffice of the Executive Director for Operations. 
79/09/04. 4pp. 


79100 80293 BECY-79-QQ4 

Notifies of proposal to omit from PDR all import/export 
licensing memoranda to file* Wdxcep tion of those re 
sensitive metis. Practice unnecessary due to new guideline* 
placing all non-sensitive licensing metis in PDR. 

SHEA, J. R, Office of international Program*. 70/12/27. 2pp. 


791005059B SECY-78-291 

Informs Commmlssion of exemption from 10CFR110. 43 written 
assurance requirement for import/export license applications 
received prior tD 790519. 

8HEA. J. R. Office of International Programs 70/06/01. 4pp. 


7910090020 BECY-79- 190 

Summar lies State Dept response to NRC 79020B ltr. No noed tn 
revise interagency procedures established 790609. No 
objection to establishment of NRC procedures for review of 
Executive Branch export cases w/max review periods. 

BHEA.J. R. Office of International Programs, 79/03/16. Ip. 


— 7910090027 Responds to NRC 79020B 1 tr. Common to on existing interagency 
t, proposed NRC procedures re NRC review af Executive Branch 
nuclear export activities requiring NRC consultation. 

PICKERING, T. R. State, Dept. of. 79/02/27. 2pp. 


— 7910090030 Discusses NRC internal procedures for reviewing export/ 
Import license applications forwarded 7901 10. Discusses need 
to extend review periods for proposed activities 
Involving significant policy issues. 

GOSSICK, L. V. Commission. 79/02/0B. 2pp, 


7910090034 SECY-79— 180 

Transmits final rept of Task Forco on NRC Safeguards Policy. 
Solicits approval to Implement contained recommends t tors re 
safeguards adequacy 6 specs t, revisions to 10CFR 73. 

GBBBICK, L V. Office of the Executive Director for Operations. 
79/03/16. 5pp. 


— 7910090039 Notifies of establishment of Task Force on Safeguards Policy 
to develop recommendations re definition t, methods for 
safeguards adequacy, meaning of terms, levels of design, 
threats needing safeguards 6 need for revision of rules. 

GOSSICK, L. V. Dffice of the Executive Director fOT Operations. 
79/01/26. 2pp. 


—7910090045 Forwards "Final Rept, Task Force on NRC Bafaguards Policy. 
BURNETT, R. F. Division of Safeguards. 79/03/12. 2pp. 


— 791009004B "Final Rept, Task Force on NRC Safeguard* Policy." 

BURNETT, R. F. Division of Safeguards. MILLER, J. R. Assistant 
Director for Bito 8, Safeguards <Pre 791030). HOWARD, E. M. 
Division of Safeguards Inspections. 79/03/12. B3pp. 


7910090054 SECY-70-272 

Summarizes status of exports under NRC review prior to 
700309 which remain pending h Executive Branch export 
analyses received 7B0309-1B. 

SHEA, J. R. Office of International Programs. 70/05/22. 0pp. 


7910090200 3ECY-79-504 

Forward* license application Prom Transnuc lear, Inc to export 
900 kg U, enriched to B. 107. U-233, to Franc e. Requoa ts Info re 
presently— identifiab 1 e Issues to be included in analysis. 
5HEA, J. R. Office of International Programs. 79/00/24. Ip. 


7910100469 Correction notice re 9ECY-79-210C, "Approval of Proposed 
License to Export High-Enriched U to West Oermany. " Change* 
second paragraph of Page 2. 

* Office of the Secretary of the Commission- 79/09/10. ip. 


7910160581 Transcript of Affirmation Session 79-29 on 791004 in 
Washington, DC. Pp 1-17. 

HENDHIE, J. M. Commission. 79/10/04. 17pp. 


— 7910160SB3 8ECY— 79-479 

Recommends changes to 1QCFR71, requiring shipments of 
radioactive matl be in accordance w/DOT regulations. 
Revisions to 10CFR71 6 statement of consideration* oncl. 
DIRCKS, W. J. Office of Nuclear Material Safety & Bafaguards. 
79/00/10. 12pp. 


7910190477 Transcript of Affirmation Session 79-20 on 790927 in 
Washington, DC. Pp 1-2. 

QILINBKY, V. Commission. 79/09/27, 4pp. 


7910190484 BECY-79-460 

Summarizes proposed change* In 10CFR2 & 50 re required 
antitrust info. Recommends approval of final rule, 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/0B/02. 20pp. 


7910190494 Transcript of 790927 public meeting In Washington, DC re 
SECY-79-397 h of proceeding to assess Commission confidence 
in safe disposal of nuc leer was tes. Pp 1-64. 

QILINBKY, V. Commission. 79/09/27. 65pp. 
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7910190307 SECY-79-397A 

Submits proposed procedures called fnr by State of MN vs NRC 
tc Commission confidence in waste disposal methods. 

Recommends use of hybrid hearing procedures as outlined in 
draft FR notice attached. 

BICKWITrL. Office of the Ceneral Counsel. SHAPAR, H- K- Office of 
the Executive Legal Director. 79/09/25. 29pp. 


7910220406 SECY-79-577 

Notifies NRC of pending 79092B export app l i cat i on. Forward s 
executive response on application 6 "Concise Environ Rept, ’’ 
SHEA, J. R. Office of International Programs. 79/10/02. Ip. 


--7910220409 Forwards revised executive branch analysis re license 
application for export of pressurized water NSSS 
supply sys to Philippines. Recommends issuance of export 
license. MC Belisario 770311 ltr end. 

N05ENZ0, L V. State, Dep t. of . Bureau of Oceans 6 I nternat 1 . Envi ron. 
It Scientific Affairs. 79/10/01. 17pp. 


•7910220412 "Concise Environ Review. " 
» Commission. 79/09/30. 41pp. 


7910240357 SECY-79-551 

Discusses NRC review of proposed issuance of license to 
Nuclear Metals, Inc for export of 100.000 kg depleted Ui 
as derbies or billets, to West Germany. Forwards license 
6 770820 application. 

SHEA. J. R. Office of International Programs. 79/09/26. Spp, 


7910260430 Acc ep ts. u/reser vat i ons. prop os ed license for Westinghouso to 
export 105.730 kg U. enriched to 3. 5X U-235. to South iioroo. 

CHILK, S. J. Dffice of the Secretary of the Commission. 79/10/12, 

lp 


7910260430 Accepts, w/resarvat i ons. proposed license for Wustinghouse to 
export 105.730 kg U. enriched to 3.57. U-235. to South Korea. 

CHILK. S. J. Office of the Secretary of the Commission. 79/10/12. 

Ip 


7910290142 SECY-79-342B 

Recommends approval of application by Marubeni America Corp 
for license to export 620 kg U. enriched to 12.107. U-235. to 
Japan. 

SHEA. J. R. Office of International Programs. 79/10/04. 4pp. 


7910220419 SECY-7 9-7 1 D 

Discusses review of proposed license for Nissho-Iwai 
American Corp to export 15.075 kgs U. enriched to 1.927. 

U-235. to Japan. Forwards application for export license, N 
Tsujt 7B1229 ltr U LV Nosenzo 770730 ltr. 

SHEA. J. R. Office of International Programs. 79/07/25. 3pp. 


-7910220422 License for Missho-Iwai American Corp to export 15.075 kgs 
U, enriched to 1 . 32X U-235, to Japan. 

» Assistant Director for Ex port/Import & International 
Safeguards. 79/09/25. 2pp. 


7910220429 SECY-79-200A 

Forwards Executive Branch response on pending 790919 
export application. 

SHEA, J. R. Office of International Programs. 79/09/27. lp. 


■7910290143 Draft license for Marubeni America Corp to export 620 kg 
U. enriched to 12.197 U-233, to Japan. 

PETERSON, M. R. Assistant Director for Export/Import !< 
international Safeguards. 2H-0102. 79/10/04, lp. 


7910300076 Responds to FQ1A request for Info re nuclear exports tu 
Braz i 1. Forwards documents. Certain documents entirely 
withheld (ref FOIA Exemption 5) 6 others partially 
withheld (ref FOIA Exemption 1). 

FELTON, J. M. Division of Rules and Records, 79/10/22. 4pp, 


7910300076 Responds to FOIA request for info re nuclear exports to 
Brazil. Forwards documents. Certain documents entirely 
withheld (ref FOIA Exemption 5) S< others partially 
withheld (ref FOIA Exemption 1). 

FELTON, J. M. Division of Rules and Records. 79/10/22. 4pp. 


7910220432 SECY-79-555 

Notifies NRC of receipt of license applications warranting 
Immediate NRC ac tion. Forwards application for export 
licenses 6 end use statement. 

SHEA, J. R Office of International Programs. 79/09/29. 2pp 


7910300076 Responds to FOIA request for Info re nuclear exports to 
Braz i 1. Forwards doc uments. Cer ta in documents entirely 
withhold (ref FOIA Exemption 51 t< others partially 
withheld (ref FOIA Exemption 1). 

FELTON, J. M. Division of Rules and Records, 79/10/22. 4pp, 


- 7910220439 Application by Edlau Inti Co. represent ing Comision National 
de Energia Atamica, for license to export U-309 to 
Argentina. 

HARMON. D. W. Edlow International Co, 79/09/05. 2pp. 


—7910220443 Application by Edlow Jntl Co, represent ing Comision Nacional 
de Energia Atomica, for license to export U as U 
hexafluoride to Peru. 

HARMON, 0. W. Edlow International Co. 79/09/03. ip 

7910230002 Responds to Commission request for further info re 
SECY-79-99 concerning requirements of U Mill Tailings 
Radiation Control Act up 1979, Forwards summaries of comments 
received from states, industry 6 Congress, 

SHAPAR, H.K. Office of the Executive Legal Director 79/05/07 
15pp. 


-7<? i^ 0 ^ 4 / Or ' ,,al ' l!s agreement states' U industry responses to 
5ECY-79-B8 re timing of certain requirements of U Mill 
Tailings Radiation Control Act of 197B, 

RYAN, R. G. Office of -State Programs. 79/03/29. 26pp. 

-7910230007 Comments on NRC recommendations re provisions of U Mill 
Tail ngs Radiation Control Act of I978.01d tailings should 
be disposed of u/o regard for new act, since delay caused by 
performing E1S would be health hazard. * 

ANDERSON, M. L. Ranchers Exploration & Development Corp. 79/03/21, 


-7910230009 Comments on SECY-79-0B re timing of certain requirements 
U mil Tailings Radiation Control Act of 1979. 

BENNETT, 0. D. Union 76 Mineral. Exploration Co. 79/03/20. 2pp. 


— 79103000B9 Finds sufficient legal basis for issuing License XBNM-0909 
to export low enriched U to Bra l i 1 . A1 th oug h Brazilian 
statement is amb i g uous, Commi e s i on is assured that motl will 
not be used to produce b x p 1 os 1 vos . Di scus so s export policy. 

6TQIBER.c n. Office of the General Counsel. 70/02/21. 10pp. 


7910300094 Notifies of NRC acceptance of LV Oosslck rocommondation 
that license bo issued for export of 31.BB9 kg U, enriched to 
3. 15 y, U-233. to Dra z 1 1 . 6ubmi ts NRC comments ro use of UB 
nuclear matl k, equipment for nuclear explosive purposes. 

CHILK, S. J, Office of the Secretary of the Commission. 7H/06/21, 
lp. 


•7910300104 Advises of NRC concurrence in proposed ltr ro Braxillan 
exports, to be dispatched by Director of Inti Programs to 
Dept of State, subj to editorial revi sion, Bradford 7Q0333 
response sheet end. 

CHILK, S.J. Office of the Secretary of the Commission. 78/04/17. 

2pp. 


■79lo300U2 SECY-77-601 

Summarizes NRC review of proposed issuance of license for 
Westinghouse to export 31,009 kg U, enriched to 3.137, U-233, 
to Drazi 1. Recommends closed meeting w/Dept of State as soon 
as possible. 

SHEA, J. R. Office of International Programs. 77/12/05. 4pp. 


—7910300149 Discusses Commissioner concurrence in signing of 
NRC/Draz Ilian arrangement for exchange of technical info D 
cooperation in R&D of stds.Also concurs w/NRC luchoon in 
honor of Brazilian delegation. 

CHILK, S.J. Offico of the Secretary of the Commission. 76/05/19. 


izing appropriations to NRC for 
>n, sttfs development, 


7910300130 Discusses Commissioner concurrence in arrangement for 
regulatory info exchange w/Brazil. 

CHILK, 8. J. Office of the Secretary of the Commission. 76/05/19. 


-.vivwwivj Dtu x-zo-aeieA 


Commission of plans being made for signing of 
NflC/Bra 2 i 1 arrangement for exchange of technical info 6 
cooperation in RbD of stds.Also advises of NRC luncheon 
in honor of Drazillan delegation. 

LAFLEUR, J. D. Office of International Programs. 79/10/29. 


2pp. 
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—7910300137 SECY-76-264 

Requests Commission comments an proposed arrangement 
w/Braiillan Coraissao Nacional de Energia Nuclear For 
exchange of technical info h cooperation in R6D of stds. 
Supporting documentation on cl. 

LAFLEUR. J. D. Office of International Programs. 79/10/29. 13pp. 


7910310022 SECY-79-210C 

Siimmar i zes Commissi an review of proposed issuance of export 
license to Transnuc lear, Inc. Recommends license he issued. 
Proposed license encl. 

SHEA, J. R. Office of International Programs. 79/09/06, 4pp. 


7910310147 SECY-79-537 

Summarizes status of application bg GA Co to export 3,630 g 
U. enriched to max 19. 9X U-235, to Republic of China. 
Recommends license bo issued. 

SHEA, J. R. Office of International Programs. 79/09/19. 3pp. 


— 7910310195 Responds to 771125 Executive Branch position re GA Co 
application to license to export 3,630 g U, enriched to max 
of 19. 9X 0-235, to Republic of Ch i na. Li c ens e should be 
granted. 

NOSENZO, L. V. State, Dept, of, Bureau of Oceans it Internatt, Environ, 
fc Scientific Affairs. 7B/0B/13. 2pp. 


— 7910310138 Application by TJA Co for license to export 3565 g U, 
enriched to nominal 19.9'/, U-233, to Republic of China. 
MOWERY,W.R. General Atomic Co, (subs, of Gulf Oil Corp. I. 

1 EL— 061 . 77/11/11. Ip. 


— 7910310164 Application bg OA Co to amend license to export to 3,630 g 
II, enriched to 19. 9X U-233, to Republic of China. 

HOWRY, W. R. General Atomic Co. (subs, of Gulf Oil Corp ). IEL-900. 

70/03/22. 2pp. 


— 7910310160 Lie ens e for OA Co to export 3,630 g U, enriched w/o max to 
19.97. U-235, to Republic of China. 

PETERSON, M. R. Office of International Programs, 79/09/19. 2pp. 


7910310152 SECY— 79-1 02D 

Summarizes Commission revieu of proposed Issuance of export 
license to Meetinghouse. Recommends revised license be 
1 isued. Proposed license encl. 

SHEA, J. R. Office of International Programs. 79/09/11. 0pp. 


7910310171 SECY-79-516 

Forwards Edlow Inti Co application for license to export 
19,058.0 kg U hexaf luor Ide. enri ched to max 2. 7 IX U-235, to 
India. 

SHEA, vl. R. Office of International Programs. 79/00/31. Ip. 


7910310177 SECY-79-342A 

Forwards Executive Branch response to Marubeni America Corp 
application for license to export low enriched U to Japan. 
BHEA, J. R. Office of International Programs. 79/09/07. ip. 


—7910310101 Executive Branch position re Marubeni America Corp 
application for license to export 620 kQ U hexafluoride, 
enriched to max 12. 187., to Japan. License should be granted, 

Ltr of assurance encl. 

NDBENZQ, L. V. State. Dept, of . Bureau of Oceans fc Internatl, Environ. 
L Scientific Affairs. 79/00/24. 3pp. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


7909200512 Discusses requirement that PWRs in licensing review stage 
designed bg C-E & Waatinghouse perform insp of feedwater 
piping sys stated in IE Bulletin 79-13. Forwards prloritg 
list 6 schedule. 

VARGA, B. A. Assistant Director for Light Water Reactors. 79/00/16. 

3pp. 


7909200312 Discusses requirement that PWRs in licensing review stage 
designed by C-E t< Westlnghouse perform insp of feedwater 
piping sys stated in IE Bulletin 79-13. Forwards priority 
list it schedule. 

VARGA, 8. A. Assistant Director for Light Water Reactors. 79/08/16. 
3pp. 


7910010204 Forwards list of general organization t< minor editorial 
Changes to Topical Rept BI.R-002A. Changes will be 
incorporated Into next major rept revision, 

GAMON, T. H. Brown 1< Root Corp. (subs, of Halliburton Corp, >. 
QAX-0103. 79/09/25. 3pp. 


7910010411 Notification of 79091B-21 meetings w/Westlnghouse, C-E, B&W it 
OE to discuss stsam generation power operated relief valve 
control it main feedwater J< automatic rod controls following 
high energy Una break. 

KUZMYCZ, Q. Division of Project Management. 70/09/17. Ip. 


7910010411 Notification of 790910-21 meetings u/Uesti nghouse, C-E, B&W t, 
GE to discuss steam generation power operated relief valve 
control It main feedwater 6 automatic rod controls following 
high energy line break. 

KUZMYCZ, G. Division of Project Management. 70/09/17. 2pp. 


7910010411 Notification of 790918-21 meetings w/Wes tinghousn, C-E, DtW & 
GE to discuss steam generation power operated relief valve 
control it main feedwater 6 automatic rod controls following 
high energy line break. 

KUZMYCZ, 0. Division of Project Management. 70/09/17. 2pp. 


7910010411 Notification of 790910-21 meetings w/West Inghouse, C-E, BfcW Sc 
GE to discuss steam generation power operated relief valve 
control I, main feedwater h automatic rod controls fallowing 
high energy line break. 

KUZMYCZ, G. Division of Project Management. 70/09/17. 2pp. 


7910020104 Notification of 790920 meeting w/Dechtel in Gai thersburg, HD 
to review design verification process 6 to determine need 
for retention of coordination prints. 

GILRAY, J, W. Quality Assurance Branch. 79/09/19. Ip. 


7910020362 Forwards WCAP-09O4-A, "Westlnghouse ECCS Evaluation Model 
for Analyzing N-l Loop Operation of Plants U/Loop Isolation 
Valves, " nonproprietary version. 

ANDERSON, T. M. Westlnghouse Electric Corp. NS-TMA-2101. 79/06/19. 

Ip- 


—7910020374 WCAP-09O4-A 

"Westlnghouse ECCS Evaluation Model for Analyzing N-l Loop 
Operation of Plants W/Loop Isolation Valves," nonproprietary 
version. Safety evaluation of rept encl. 

KEMPER, R. M. , ANDERSON, T. M. Westlnghouse Electric Corp. 79/06/19. 
70pp. 


7910020470 Forwards addl response to remaining NRC concerns re WCAP- 
9600, regarding development of ECCS model s> except for concern 
D. 26 which will follow later in 1979. Propr i etary version 
withheld (Tef 10CFR2. 7901. 

REED, C. Commonwealth Edison Co. OG-IO. 79/09/20. 60pp. 


7910020709 Provides guidance t< scope of work to LLL for support In 
areas of elec trical, ins trumentat ion 6 control sys. Sfcd work 
order encl. 

EISENHUT, D. Division of Operating Reactors. FIN A-0231. 79/09/21. 

2pp. 


—7910020790 St d order for DOE work: "Elec trical, Instrumentation 6 
Control Bgs Support, 11 issued to LLL. 

TR IPPLET, M. P. Office of Nuclear Reactor Regulation. FIN A-0231-9. 
79/09/20. Ip. 


7910020015 Forwards std order for DDE work: "Fire Protection 
Re-evaluation," issued to BNL. 

EISENHUT, D. Assistant Director for Systematic Evaluation Program 
(Pre 791030). 79/09/12. Ip. 


—7910020817 Std order for DDE work: "Fire Protection Re-evaluation," 
issued to BNL. 

TRIPLETT, P. Office of Nuclear Reactor Regulation. FIN A-3107-9. 
’ 20-79-170. 79/09/14. Ip. 


7910030037 Forwards evaluation of topical rept BAW-IOHB, "Core 
Calculati onal Techniques V Procedures." 

RUDEN3TEIN, L. B. Light Water Reactors Branch 4. 79/09/25. ip. 


—7910030041 Topical rept evaluation of BAW-lOUfl, "Core Cal culati onal 
Techniques J, Procedures. " Rept acceptable. 

BROOKS, W. Core Performance Branch. 79/09/25. 5pp. 


7910030318 Forwards ECCS analysis results for BWR/6 21B-624 Std Plant 
per NRC request to support NRC audit calculation effort. 

Results generated using approved App K models. 

BUCHHDLZ, R. H. General Electric Co., Nuclear Energy Products Div. 
MFN-241— 79. 79/09/27. 14pp. 


7910040296 Forwards review of HCAP-94B3 ( propr letary ). "PALADON - 
Weatinghouse Nodal Computer Code," submitted 790406. Rept 
accep tab le. Fee for review will be determined. 

STDLZ, J. F. Light Water Reactors Branch 1. 79/09/12. 2pp. 


—7910040302 Review of UCAP-948S (proprietary), "PALADON - Westinghouau 
Nodal Computer Cade. " Rept acceptable it may be referenced 
In licensing actions. 

BROOKS, W. L. Core Performance Branch. 79/09/IB. 5pp. 
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7910040301 Foruards description !, results of pre-test analysis for 
US Std Problem 10 re test performed at LOFT facility. 

ANDERSON. T. M. Nestinghouse Electric Corp. NS-TMA-2123. 79/09/24. 

174pp. 


7910040313 Foruards CE-l-A, “QA Program for Nuclear Generating 
Stations." Revision 9. 

NAUOHTON. U. F. Commonwealth Edison Co. 79/09/24. Ip. 


— 7910040331 CE-l-A 

"OA Program for Nuclear Generating Stations." Revision 9. 
a Commonweal th Edison Co. 79/07/16 50pp. 


7910040320 Forwards revised pages to topical rept CE- 1-A, Rev 1 s i on 10. 
Revision! reflect organi iat 1 onal changes uhich centraliie 
all nuclear activities in one dept. 

NAUOHTON. W. F. Commonuea 1 th Edison Co. 79/09/24. Ip. 


—7910040335 CE-l-A 

Revised pages to topical rept CE-l-A. Revision 10, 
« Commonwealth Edison Co. 79/09/26. 27pp. 


7910040337 Foruards UCAP-9307 . "Study of Two-Phase Natural Circulation 
Following Small LOCA Using NOTRUMP Code." nonproprietary 
version of WCAP-95B6. 

REID. C. Commonwealth Edison Co. 00-11. 79/10/01. Ip. 


7910090390 Forwards Aug 1979 "Discussion Paper on Establishment of Inst 
of Nuclear Power Opera t i ons . " AD Hotham 790831 Itr re 
reactor operator training, ins true t Ion qualification t< 
testing procedures forwarded to C Starr of EPRI. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/09/27. Ip. 


7910100332 Ack receipt of NRC 790B15 ltr stating that review of rept 
DP-TDP-2 could not commence for sic months. Rept will be 
submitted at later date, 

BERNSEN, S. A, Bechtel Carp. 79/10/02. Ip 


7910100342 Disco5ses error noted in AC Thadoni 790302 memo ro natural 
circulation events occurring in operating plants w/C~£ 

NSSS. No seal fa i 1 ur e. Roques ts error bo corrected. 

SCHERER, A. E. C-E Power Systems. LO-79-059, 79/10/03, lp. 


79101003B1 Requests provision for industry & public review of NRC 
technical repts prior to i s suanc e. Rep t s should not be 
issued as Industry requirements until after review of 
comments. 

SHERWOOD, 0. 0. General Electric Co MFN-251-79. 79/10/02. 2pp. 


7910100398 Responds to NRC 790B23 transmittal of questions required for 
NRC generic rept on BURs Answers all questions except pipe 
cracking question transmitted 791005 to NRC by OE. Pipe 
cracking will be examined by BWR owners group. 

KEENAN, T. D. Vermont Yankee Nuclear Power Corp. 79/10/05. Ip. 


—7910040341 WCAP-9SS7 

“Study of Two-Phase Natural Circulation Following Email 
LOCA Using NOTRUMP Code," n orpropr 1 otary version of 
WCAP-93B6. 

K ESA VAN . K. . MEYER. P. E. , ANDERSON, T. M. Westinghouse Electric Corp. 
79/08/31. 160pp. 


7910100454 Recommends that NRC establish single standing organliatlon 
w/authority to deal w/owners group on behalf of all Ofc of 
Nuclear Reactor Regulation divs for matters re TM I incident 
6 resolution of issues raised concerning BWRs. 

KEENAN, T. D. Vermont Yankee Nuclear Power Corp. 79/10/01. 2pp. 


7910040371 Notification of 790919 !< 20 meetings w/OE. D6W !< C-E to 
discuss safrtg question re steam generator power operated 
relief valve con trol. pressor i zer power operated relief valve 
control 6 automatic rod sys control. 

KUZMYCZ.O. Division of Project Management. 79/09/16, lp. 


7910110013 Notifies of completed review of HAW-10122. "Normal Operating 
Controls." Rept acceptable as ref to describe criteria f< 
methods used to established limits for normal reactor core 
operation. 

RUDENSTEIN. L B. Light Water Reactors Branch 4. 79/09/14. lp. 


7910040371 Notification of 790919 !< 20 meetings w/OE. B6U 6 C-E to 
discuss safety question re steam generator power operated 
relief valve con trol, pressor 1 zer power operated relief valve 
control & automatic rod sys control. 

KUrtlYCZ.G. Division of Project Management. 79/09/IB, lp. 


7910040371 Notification of 790919 6 20 meetings u/OE. B6W & C-E to 
discuss safety question re steam generator power operated 
relief valve c on tro 1. pressuri z er power operated relief valve 
control ti automatic rod sys control. 

KUZMYCZ.G Division of Project Management. 79/09/IB. lp. 


— 7910110019 Evaluation of BAW-10122, "Normal Operating Controls." 
, Rept acceptable. 

* Light Water Reactors Branch 4. 70/07/31. 7pp. 


7910110032 Requests addl info to complete review of BAW-10133P, 
Revision 1. Vendor request form forwarded for completion. 

RUDENSTEIN, L. B. Light Water Reactors Branch 4. 79/09/14. 9pp, 


7910110093 Notification of 790911 it 12 meetings w/Gxxon to discuss jot 
pump DWR Info r oqu i remonts . Revi sed agenda attached. 

HANNON, J. N, Operating Reactor* Branch 3 (Pre 791030). 79/0B/30. 

3pp. 


7910040373 Notification of 790921 meeting u/Wes t ing hous e in Beth e sda, MB 
to discuss revision* to Westinghouse GA topical rept, Time 
Changed from 10:30 AH to 9.30 AM. 

HEDERBACH. F. J. Quality Assurance Branch. 79/09/17. Ip. 


7910110318 Confirms nonpropr 1 e tar y classification of overheads 
distributed at 79091B meeting an environ interaction. 

WIESEMANM, R. A, Westlnghouso Electric Corp. NS-RAW-143, 79/10/02 

ip- 


7910040427 Forward s draft regulation on fire protection. Requests 
suggestions bg 79091B for addl items for inclusion in App R 
re guidelines applicable to all nuclear power plants. 

Revision will bo submitted for comment by 790924. W/o end. 

SYLVESTER. E. D. Plant Systems Branch <Pre 791030). 79/09/13. lp, 


910040539 Submits review of IE Bulletin 79-16. "Vital Area Access 
Control." Bulletin is not written to convey info as stated 
in IE Manual but is more directive in nature U contains only 
one request for info litem lO), 

KNUTH.D. F. KMC, Inc. 79/09/13. 3pp. 


7910040559 Summary of 79Q9Q6 meeting w/OE operating plant owners group 
!< OE in Bethesda, HD re NRC requests for addl info & NRC 
reaction to 790BI7 submittal by owners group of responses 
to shorter-term requests for addl info. 

KANE, W. F. TMI-2 Bulletins f« Orders. 79/09/IB. 2lpp. 


7910050104 Notification of 791019 meeting u/GE In Bethesda, MD to 
discuss OE organi rational changes in relationship to OE 
OA .topical. 

01LRAY, J. H. Quality Assurance Branch. 79/09/21. lp. 


7910030167 Notifies of schedule for review of topical repts WCAP-9401, 
'Verification Testing 6 Analyses - 17x17 Optimized Fuel 
As sembly, WCAP-827S, "Hydraulic Flow Test of 17x17 Fuel 
Assembly" It WCAP-B646, "Analysis of Fuel Rod Fretting Wear." 

STCJL.Z, J. F. Light Water Reactors Branch 1. 79/09/iB. 2pp. 


7910110324 Forwards info requested at 790727 meeting, re prevention by 
steam generator water hammer d e s 1 gn, coup 1 od w/lnterface 
requirements of 20 CE8SAR-F, 7B1020 tendering draft, of 
possibilitg of damaging water hammer. 

• SCHERER, A. E. C-E Power Systems. LD-79-06Q. 79/10/05. lp. 


— 7910110323 “Water Hammer Experience in Belgian Nuclear Power Plants 11 
STUBBE, E. , DEBRYNE, Y. , CZERW1EC, W. Belgium. 76/12/31. 30pp. 


7910110460 Forwards errata !< addenda for NEDE 21036-1, "N66 Steam Jot 
Air Ejector Offgas Treatment Sgs, Amend l,Aug 197B. 11 Errata 
It addenda for proprietary version withheld Iref 10CFR2. 7901. 

QUIRK, J. F. General Electric Co, 79/09/07. Ip. 


— 7910110464 Errata & addenda to "N66 Steam Jet Air Ejector Offgas 
Treatment Sys, Amend l.Aug 197B. “ 

* General Electric Co. NED0-21036-1 . 79/09/30. 4pp. 


7910120162 Forwards addl info for NRC generic ropt on BWRs, in response 
to 790023 request. 

BUCHHOLZ, R. H. General Electric Co. MFN-236-79, 79/10/03, 13pp. 


7910120220 Responds to 790515 ltr re evaluation of Westinghouse 
qualifications tests on Barton Lot 1 transmitters at 
t sported in NS-TMA-1930. Bubmi ts addl Info L concludes 
transmitters meet design criteria. 

ANDERSON, T. M. Westinghouse Electric Corp. N8-THA-21Q3. 79/06/21 

2pp. 
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7910120333 Forwards HEDL-T I -75002-37, "FSAR Amend 37," FFTF Tech Seers 
Chapter 17 revisions. p 

8CHADE, A. R. Hanford Engineering Development Laboratory. 79/00/13 
IP- 


*7910120345 HEDL-T 1-73002-37 

"FSAR, Amend 37,” FFTF Tech Sp oc s , Chap t or 17 revisions. 

YEE, A, K. Hanford Engineering Development Laboratory. 79/07/31 
140pp. 


7910150232 Discusses Amend 3 re TR-2 la, "QA Program, " QA manager does 
not report directly to vice pres ldont. Requests 
justification. 

HAAS9, W. P. Quality Assurance Branch. 79/09/24. 2pp. 


7910130533 Ack receipt of NRC 790B23 S< 0918 ltrs ro revised schedules 
for review of WCAP-9500, WCAP-9401 , UCAP-8270 & UCAP-0646. 

Requests meeting w/NRC project t< technical reviewers on 
feasibility of Improving NRC review schedules. 

ANDERSON, T. M. Westlnghouso Electric Carp. NS-TMA-2136 79/10/03 

2pp. 


—7910170150 NEDO-24645 

"Mark I Containment Program, Ana 1 ys 1 s of Full Scale Test 
Facility for Condensation Oscillation Loading," 
nonproprietary version of NEDE-24645-P 

1ANN1.P.W, , WADE.G. E. , ROGERS, A. E. General Electric Co , 
Energy Products Div. 79/08/31. 97pp, 


Nuclear 


Forwards Mark II containment supporting program rept 
NEDO-23697, "Scaled Multivent Test Program Plan, Phase 2 
Tests, " Revision l.Buppl 1, i 

SDBQN, L. J. General Electric Co. MFN 253-79. 79/10/09. 2pp. 


—7910170344 NEDO-23697 

"Scaled Multivent Test Program Plan, Phase 2 Tests,” Revision 
1, Gup pi I. 

CLABAUGH, W. J. General Electric Co. 79/0S/3I. 21pp. 


7910180222 Forwards NEDQ-25116, "Comparison of Mark II Multivent 
Hydrodgnamlc Modal W/Pre 1 imlnary Results from Scaled 
Multivent Test Program," nonproprietary version. 

SOHON, L. J. General Electric Co. MFN 253-79. 79/10/08. Ip. 


79101303B9 Forwards "B&W Prediction for Semiscalo Test S-07-I0B. " 
TAYLOR/ J H. Babcock f< Wilcox Co. 79/10/09. ip. 

— 7910150393 "B&W Prediction for Semiscalo Test B-07-10B " 

* Babcock t, Wilcox Co. 79/10/09. 33pp. 


—7910 180226 NED □ -23 1 1 6 

"Comparison of Mark 11 Multivent Hydrodynamic Model 
w/Pre 1 imi nary Results from Scaled Multivent Test Program, 11 
nonproprietary version. 

REESE, A. P. , TDUNSEND, H. E. i ROGERS, A. E. General Electric Co 
79/08/31. 45pp. 


7910160432 Confirms understanding of NRC position re non-LDCA 
overcooling transient analyses performed by BNL. No action 
is required by Ot<H to either review or perform odd! 
analyses. 

TAYLOR, J. H. Babcock J< Wilcox Co. 79/10/09. Ip. 


7910160443 Forwards evaluation of potential downcomer boiling t< 
oscillatory roflood behavior in C-E PWRs. Semi seal e MOD-3 
Tost S-07-6 oscillations do not represent safety problom h 
need not bo accounted for in C-E licensing of LUCA models. 
SCHERER, A. E. C-E Power Systems. LD-79-061. 79/10/11. 4pp. 


7910160310 Forwards Aug 1979 Mark 1 containment activity review. 
Monthly activity reviews will no longor be submitted. 

8Q3C1N, L. J. General Electric Co., Nuclear Energy Products Div MFN 
234-79. 79/10/08. 3pp. 


7910160602 Forwards NEDD-2401 1-A-l i Revi Sion 1, "Generic Reload Fuel 
Application." Proprietary version withheld (ref 
I0CFR2. 790). Errata S< addenda sheets encl. 

QUIRK, J. F, General Electric Co. 79/00/07. 6pp. 


—7910160603 NEDD-2401 1— A— i 

"Goneric Reload Fuel Application," Revision 1, nonproprietary 
version. 

SHERWOOD, D, 0. General Elec tr 1 c Co, 78NED207. 79/07/31. 139pp. 


7910170115 Respond* to IE Bulletin 79-19 re packaging t< disposal of low 
level radwasto. Made ill shipments, containing 1.87 Cl U, from 
Jan 1978-Juno 1979. Audit will be performed by 791010. 

ODQDWIN. W. L. Meetinghouse Electric Corp, 79/09/24. 3pp. 


7910170126 Forwards NEDD-24542, "Mark 1 Containment Program, Mont 1 c e 1 1 o 
T-Qu*nch#r Thermal Mixing Test Final Rept, " nonproprl etary 
version. 

SOBON, L. J. General Electric Co., Nuclear Energy Products Div. MFN 
247-79. 79/10/02. Ip. 


—7910170129 NEDO-24542 

"Mark I Containment Program, Mon ties 1 lo T-Quenchar Thermal 
Mixing Test Final Ropt, " nonproprl o tary version. 

PATTERSON, Q, 0. i TANNER, ME. Qensral Electric Co., Nuclear Energy 
Products Div. IANNI , P. W. Oeneral Electric Co. 79/08/31. 79pp. 


7910170133 Forwards NED0-24339i "Mark I Containment Program, Full Beale 
Test Program Final Rept," nonpropr iotary version. 

80D0N.L. J. Oeneral Electric Co., Nuclear Energy Products Div. MFN 
240-79. 79/10/02. ip 


•7910170133 NEDO-24539 

"Mark I Containment Program, Full Scale Test Program Final 
Ropt," nonpropr tetary version of NED0/-24339-P. 

FITZSIMMONS, 0. , GALYORDT, D. L. , NIXON.R.B. Oeneral Electric Co., 
Nuclear Energy Product* Div. 79/OB/3I. 393pp. 


7910170146 Forwards NEDQ-24643, "Mark I Containment Program, Analysis 
of Full Beale Test Facility for Condensation Oscillation 
Loading," nonproprietary version of NEDE-2464S-P. 

8DB0N,L.U. General Electric Co., Nuclear Energy Products Div. MFN 
249-79, 79/10/02. Ip. 


7910190301 Forwards Amend. 5 of QA Topical rept for review. 
GREGORY, B. M. General Atomic Co. (subs, of Gulf Oil Corn ) 
79/10/15. 3pp. P 


7910190303 QA topical rept, Amend 3. 

» General Atomic Co. (subs, of Gulf Oil Corp, ). 79/10/13. 61pp 

7910190444 Notifies that review of WCAP-9500, "Ref Core Rept 17x17 
Optimixed Fuel Assembly," will be completed by 801201. 

STOLZ,J.F. Light Water Reactors Branch t. 79/0B/23, lp. 


7910190317 Forwards emergency operating Instructions for 4-1 oop, 3-loop 
S< 2-loop plants u/nominal 1,400 pst range safety Injection 
pumps & 412 std plant. 

REED, C. Westlnghouso Operating Plants Owners Group. 00-13 OG-13 

79/10/16. Ip. 


■7910190520 Ref emergency operating instructions for 4-1 oop , 3-1 oop t 
2-loop plants w/nomlnal 1,400 psi range safety injection 
plants. 

* Westlnghouso Electric Corp. » Westlnghouso Operating Plants 
Owners Group. 79/09/26, 50pp, 


—7910190522 Ref emergeneg operating instructions for 412 std plant. 
* Westinghouso Electric Corp. * Westlnghouse Operating Plants 
Owners Group. 79/09/26. 30pp. 


7910220252 Discusses need to analgia Bemlscale S-07-10B test w/small 
break methods developed by Westlnghouse. Compari son shouls 
still he made. Forwards LB Tong 790905 1 tr t, "Plan of Small 
Break. .. Research" 5, “Experimental. Test Eerie*. " 

ROBS. D. F. TMI-2 Bulletin* U Orders. 79/09/10. 3pp 


—7910220256 Forwards outline of LS Tong 790B27-28 presentation given at 
ACRS ECCS subcommittee meeting in Idaho Falla, ID. Summari ies 
comments of ACRB members & consultants. 

TONG, L. 8. Assistant Director for Water Reactor Safety Research. 
79/09/05. 2pp. 


• — 7910220257 "Plan of Small Break & Reactor Transient Research. " 

TQNQj L. 8. Assistant Director for Water Reactor Safety Research. 
79/0B/28. 13pp. 


-7910220261 WR-S-78-002 

"Experimental Operating Spec Tests 8-07-1 Through S-07-7, 

Semlseale Mod-3 Baseline Test aerie*, " Test Series 7. 

* Idaho National Engineering Laboratory, WR -3-78 -002. 70/03/31. 

43pp. ' ■>■■ 


7910220456 Requests addl info to complete review of topical rapt 
CENP0-206-P, "TORC Code, Veri f i cat ion h Simplified Modeling 
Methods. " 

BAER, R. L. Light Water Reactor* Branch 2. 79/10/04. 3pp. 


7910230003 "Sand ia Core Melt fc Separate Effect* Program, " monthly 
progre** rept for Aug 1979. 

BERMAN, M. Eandia Lab ora tor la*. 4441/ML-3. 79/09/14. 4pp, 
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7910230730 Accept* WCAP-0370, Revision 9, ”QA Plan - Westinghouse 
Water React on* Div. " 

HAAS9,W.P. Duality Assurance Branch. 79/10/16. ip. 


— 7910230740 Topical rept evaluation of WCAP-8370. Revl s ion 9. "OA Plan - 
Westinghouse Uater Reactor* Div. " Revision acceptable. 

» Quality Assurance Branch. 79/10/16. 2pp. 


7910240610 Forward* “LQCA Plus Safety Relief Valve Comb inati ons i 
Load Case lO. " 

SOBON-L. J. General Electric Co.. Nuclear Energy Products Div. 
MFN-262-79. 79/10/19. 2pp. 


7910230143 Forwards AD Hatham Itr re reactor operator training 
programs, instruc tor qualification 6 testing procedures. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/16. 7pp. 


7910250237 Forward* investigation results of B6I4 plant performance vs 
other PWRs re automatic trips. Data used obtained from grey 
Book. 

TAVLOR. J. H. Babcock bt Wilco* Co. 79/10/IB. 3pp. 


7910230291 Forward* description of calculations to support inadequate 
core coaling operating guidel ines, in response to 790913 
meeting request. 

TAVLOR. J.H. Babcock U Wilcox Co. 79/10/IB. 4pp. 


791O26O0BO Notification of 791015 meeting w/Wes t inghouse in Bethesda. HD 
to discuss topical rept WCAP-8370. 

LIEDERBACH. F. -J. Quality Assurance Branch. 79/10/13. Ip. 


7910260261 Request* approval of proposed generic licensing topical 
rept EDR-1. Revi sion 1 . re extra safety 6 monitoring cranes. 

Addl editorial change* to be incorporated into final rept 
end. 

CLARK. C.W, Ederer, Inc. (subs, of Formac International! Inc.), 
79/10/23. 3pp. 


--79 103001 1 B WCAP-870S 

"Improved Analytical Models Used in Westinghouse Fuel Rod 
Design Comp uta t i ons, Ap p 1 i c a t i on for Transient Analyse*." 
nonpraprietary version. 

LEECH. W. J. , BOHAN, L. H. Westinghouse Electric Corp,, Nuclear Energy 
Systems. 79/09/30. 21pp. 


7910300152 Responds tD NRC 790709 ltr 6 submits final WostinghausB 
pretest predictions for semlscalo small break experiment 
(E-07-iOB). 

REED, C. Westinghouse Electric CoTp. 00-16. 79/10/26, 45pp. 


7910300359 Discusses evaluation of rept, "Determination of Fuel Rod 
Bow DNB Penalty. " Method described in rept acceptable for 
use in licensing calculations. 

RUBENSTEIN, L. 8. Light Water Reactors Branch 4. 79/10/18. 6pp. 


7910300385 Forwards proprietary WCAP-9328 6 nonpropriotary WCAP-9529, 
"Addendum to ECCS Evaluation Model for Westinghouse Fuel 
Reloads of C-E NS53. " Affidavit b application for 
withholding one! (ref 10CFR2. 790). 

ANDERSON, T. M. Westinghouse Electric Corp, NS-7MA-2135. 79/10/13. 

12pp. 


—7910300309 WCAP-9529 

"Addendum to ECCB Evaluation Model For Westinghouso Fuel 
Reloads of C-E NSSS. "nonpr opr 1 etary version. 

ANDERSON. T. M. Westinghouse Electric Corp. 79/10/30, 29pp. 


7910300536 Forwards request for addl info re NEDO-247O0, "Addl Info 
Required for NRC Staff Oonerlc Rept on DWR Reactors. " 

Requests that info be provided by 791031. 

ROSS, D. F. TMI-2 Unresolved aafety Issue*. 79/10/12. 5pp. 


7910310220 Ack receipt of NRC 791004 ltr requesting addl Info re 
CENPD-206-Pi "TORC Code Verification 6 Simplified Modeling 
Methods. " Info will be supplied by end of year. 

SCHERER. A. E. C-E Power Systems. LD-79-062. 79/10/26. ip. 


7910260299 Requests Info re small break behavior, C Michelson concerns 6 
incorrect operator action leading to bTeak isolation. 

Response requested by 791031. 

ROSS. D. F TMI-2 Bulletins b Orders. 79/10/17. 6pp. 


7910310314 Describes changes to GA program manoal ro v i s i one . agreed upon 
in recent teicon. 

TENZER. B. E. Ebasco Services, Inc. (subs, of Enoorch Corp. ). 

79/10/24. 3pp. 


7910260331 Accepts 790921 proposed changes to AWC-75-A re GA program, 
Proposed changes do not degrade previously approved program 
Revised rept should be known as Revision 2 of AWC-75-A b dtd 
Oct 1979. 

HAASS.W.P. Quality Assurance Branch. 79/10/03. Ip. 


791031038B Forwards C Michelson summary list of concerns re small break 
behavior in LWRs b concern re Incorrect operator action 
leading to bTeak i so 1 a t i on. Roques ts review & determination 
of applicability of each concern tD DWRs by 791031. 

RQS3.D. F. TMI-2 Unresolved Safety losues. 79/10/17. 3pp. 


79(0260345 Request* clarification of 790925 proposed OA program mods. 
HAASS. W. P. Quality Assurance Branch. 79/10/09. Ip. 


WASTE MOT NUCLEAR WASTE MANAGEMENT 


7910260354 Forwards response to first round questions re NED0-20566-2, 
Revision 1, "QE Analytic Model For LDCA Analysis in 
Accordance W/10CFR3O App K, Amend 2 - One Recirculation 
Loop Out of Sve. " 

ENGEL. R. E. General Electric Co.. Nuclear Energy Products Div 
MFN-2 39-79. 79/10/17. Bpp 


710290143 Notification of 791025 meeting w/C— E b C-E owners group 
in Bethesda.MD to discuss guidelines for developing improved 
operating procedures for coping w/small break LQCA' events. 
VILLALVA, I. TMI-2 Bu 1 letins borders. 79/iO/lB. ip. 


7910290144 Notification of 791012 meeting w/BbW, C-E b Westinghouse 
owners groups in Bathesda.Ma to discuss responses to IE 
Bulletin 79-06C b HP1 termination criteria. 

CAPRA. R. A. TMI-2 Bulletins b Orders. 79/10/10. Ip. 


7910290144 Notification of 791012 meeting g/BbW.C-E b Westinghouse 
owners groups In BethesdaiMD to discuss responses to IE 
Bulletin 79-0&C b HPI termination criteria. 

CAPRA. R. A. TMI-2 Bulletins b Orders. 79/10/10. Ip. 


7910290144 Notification of 791012 meeting u/BbW, C-E b Westinghouse 
owners groups in Bethesda.MD to discuss responses to IE 
Bulletin 79-06C b HPI termination criteria. 

CAPRA. R. A. TMJ-2 Bulletins fc Orders, 79/!0/lQ. Ip. 


79K0300113 Forwards WCAP— B720, Ad dendum 1 1 proprietary version b 
WCAP-a783, nonproprietary version "Improved Analytical 
Mode 1 s' Used In Westinghouse Fuel Rod Design Computations." 
Proprietary version withheld (ref 10CFR2.790), 

ANDERSON. T. M. Westinghouso Electric Corp.. PWR Systems Div 
NS-TWA-2140. 79/10/22. 13pp. 


7910190403 Notifies that Federal Aid Coordinator Oft has received 
NUREG-0573. f lna 1 generic EI8 on handling b storage of spent 
light water power reactor fuel, No addl comments. 

BANKS. L, E. North Dakota. Stato of. 79/09/20. I p. 


7910230050 Requests placement on distribution list for mooting notices 
re radwaste roposi tories. 

OAKLEY, D. C. Lawrence Livermore Laboratory. WM 79-B33-D 79/07/23 

IP- 


7910230064 Request by KY Dept of Natural Resources b Environ Protection 
for placement on distribution list for meeting notices ro 
radwaste repositories. 

FRIES. T. J. Kentucky, State of. 79/07/12. Ip. 


7910230072 Requests placement on distribution list for meeting notices 
re radwaste repositories. 

RI8ELEY. M. Affiliation Unknown, 79/ 10/ IB. Jp. 


7910230077 Raises no objections to 790311 suggestion that DDE briefings 
to NRC re nuclear waste isolation program be scheduled on 
individual basis, 

MARTIN. J. B, Division of Wasto Management. 79/03/24. Ip. 


7910230080 Requests placement on *vc list 
re radwaste repositories. 

ELSAB8ER. T. C. Region 1, Philadelphia, 
79/05/24. Ip. 


to receive meeting notices 
Office of the Director. 


7910230100 Request by member of PA House of Representatives 
placement on di*trlbution list for meeting notice! re 
radwaste repositories. 

MILLER, M. Pennsylvania, State of. 79/03/17. Ip. 


for 
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79102301 1 6 Request by SC Joint Legislative Committee on Energy for 
placement on distribution list for meeting notices re 
raduiaste repositories. 

CftRTER<A.H. South Carolinai State of. 77/07/02. Ip. 


791Q230L21 Request by Governor of I1N for placement on distribution list 
for meeting notices re radwaste repositories. 

QllIEiA. H. liinnesotai State of. 79/05/IB. Ip. 


7910230232 Requests placement on distribution list for meeting notices 
ro radwaste repositories. 

PASTERNAK, A, 0. Affiliation Unknown. 79/06/08, ip. 

7910230236 Requests placement on distribution list for meeting notices 
re radwaste repositories. 

NEUFER,M. A, Ariiona, Univ. of. 79/06/07. Ip. 


7910230136 Request bg KY Legislative Research Commission for placement 
on distribution list for meeting notices ro raduiaste 
r epos 1 tor los. 

HYLAND, P. Kentucky, State of. 79/05/23. Ip. 


7710230133 Reqoost by NM Environ Improvement Div for placement on 
distribution list for meeting notices re raduiaste 
repositories. 

WOLFF. T. A. Now Mexico, State of, 79/05/23. Ip. 


7910230137 Request by CA Energy Resources Conservation !, Development 
Commission for placement on distribution list for meeting 
notices re raduiaste repositories. 

ODSS, N. California, State of. 79/05/23. lp. 


79102301A4 Request by MI Dept of Commerce for placement on distribution 
list for meeting notices re raduiaste repositories. 

CALLENi fl. C. Michigan, State of. 79/05/23. lp. 


7910230149 Requests placement on distribution list for meeting notices 
re TaduNJste repositories. 

HCDOMALDi B. Env i rosph ere Co. 79/05/23. Ip. 


7910230152 Requests placement on distribution list for meeting notices 
ro raduiaste repositories. 

BURNS, R. A. NUS Corp. GCW9-0353. 79/05/24. lp. 


7910230134 Request by ID Ofc of Energy for placement on distribution 
list for meeting notice® re raduiaste repositories. 

HART. W. Idaho, State of. 79/05/24. lp. 


7910230160 Requests placement on distribution list for meeting notices 
re rad waste repositories. 

SMITH, P. B. Environmental Protection ftgoncy. OAH-WM, 79/05/24. Ip. 


7910230233 Request® placement on distribution list for mooting notices 
re raduiaste repositories. 

MERRITT, M L. Sandia Lab nrator i es. 79/05/22. lp 


7910230241 Request by CT Ofc of 
distribution list for meeting 
repositories. 

ORENNENMAN, F. N. Connecticut, 


Planning t> Mgt for placement on 
notices re raduiaste 

State of. 79/05/30. lp. 


7910230240 Requests placement on distribution list for meeting notices 
re raduiaste repositories. 

MANN, W. B. Commerce. Dop t. of, National Bureau af Standards. 79/05/31, 


79 1 0230359 Requests placement on distribution list for meeting notices 
ro radwaste repositories. 

GlARDINAi P, A, Environmental Protection Agencg. 77/05/31, ip. 

7910230374 Requests placement on distribution list for meeting notices 
re raduiaste repositories. 

MEYER, 0. L. Environmental Protection Agency, 79/10/10. lp. 


7910230303 Request by TX DO A for placement on distribution list for 
meeting notices re raduiaste repositories. 

HUTCHISON, J. E, Texas, State of. 79/05/22. lp. 


79102303B7 Request by CT Dept of Environ Protection for placement 
list for meeting notices re raduiaste repositories. 

HEUBNER, A. T. Connecticut, StatB of. 79/05/17. lp 


on 


7910230391 Request by MA Executive Ofc of Environ Affairs for 
placement on distribution list for meeting notices re 
raduiaste rep os 1 ter i es . 

0 'HARE, M. Massachusetts, State of, 79/05/17. lp. 


7910230163 Request by member of PA House of Representatives for 
placement on distribution list For meeting notices re 
raduiaste repositories. 

ITKIN. I. Pennsylvania, Btato of. 79/05/24. lp. 


7910230171 Requests placement on distribution list for meeting notices 
re radwast* r op os 1 tor i e a. 

MILLER, N. CE Maguire, Inc, 79/06/01. lp. 


791CU30393 Request by OK Corp Commission for placement on distribution 
list for meeting notices re raduiaste repositories 
DAUBQN, B Ok lahama, Btato of. 79/05/16. lp 


7910230398 Request by Kool Radio To ) evl s i on, Inc for placement on 
distribution list for meeting notices re raduiaste 
repos 1 tori es, 

KENNEDY, D. Affiliation Unknown, 79/05/29. lp. 


7910230175 Requests placement on distribution list for meeting notices 
re raduiaste repositories. 

ROOQERB. 8 . Friends of the Hudson. 79/06/13. lp 


7910230100 Requests placement on distribution list for meeting notices 
re raduiaste repositories. 

SCHILLING, A, H. Qattelle Memorial Institute, Pacific Northwest 
Laboratory. 79/07/01. Ip. 


7910230401 Requests placement on distribution list for meeting notices 
ro raduiaste repositories. 

VILLFORTH, J. C. HEW, Dept, of, US Public Health Service 79/05/21 
Ip- 

7910230407 Requests placement on distribution list for meeting notices 
ro radwaste repositories. 

MILLER, J. W. HEW, Dept, of, US Public Health Service. 79/03/21. Jp. 


79102301B4 Requests placomont on distribution list for meeting notices 
re Taduiaste repositories. 

NAFT , 0. N. NUS Corp. CD-L-446. 79/03/20. lp. 

7910230109 Requests placement on distribution list for meeting notices 
re ratfuaste rop os i tor l v 5 , 

UIQTjE. R* NUB Corp. GD-L-439. 79/05/22. lp. 


7910230409 Request by UI Dept of Administration for placement on 
distribution list for meeting notices re rad waste 
repositories. 

THOMAN, J. H. Wisconsin, State of. 79/03/25. lp. 


7910230411 Request by NC Dept of Commerce for placement on distribution 
li 3 t for meeting notices re raduiaste repositories. 

MURDDCK, L. North Carolina, State of. 79/03/23 lp. 


7910230193 Requests placement on distribution list for meeting notices 
ra raduiaste repositories, 

HYCROFT, H. NU 8 Corp. 00-79-0361. 79/03/30. lp. 


7910230199 Request by NY Dept of Public Svc for placement on 
distribution list for meeting notices re raduiaste 
repositories. 

HAAO.F. 0. New York/ State of. 79/05/23. lp. 


7910230B24 Request by member of PA House of Representatives 
placement on distribution list for meeting notices re 
raduiaste repositories, 

BENNETT, H.L. Pennsylvania, State of. 79/03/25. lp. 


for 


7910230220 Requests placement on distribution list for meeting notices 
re radwaste repositories. 

HACKNEY, C. A. Gulf States Utilities Co. 79/05/21, lp. 


7910230414 Request by TX Public Util Commission for placement on 
distribution list for meeting notices re rad waste 
repositories. 

LEE, M. B. Texes, State of, 79/03/29. Ip. 


7910230416 Request by NY Legislative Commission on Sciencp S, 
for placement on distribution list for meeting notices re 
raduafite repositories. 

HOYT, W. D, New York, State of. 79/05/16. lp. 


Technology 


7910230420 Request by member of PA House of Representatives for 
placement on list for meeting notices re radwaste 
reposi torles. 

DORR, D. W. Pennsylvania, State of. 79/05/21. lp. 
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7910230422 Request by NE Dfc of Planning 6 Programming for placement 
on lit stribution li st for meeting notices re raduaste 
r epos i torias. 

NICKQL ITE, D. Nebraska, State of, 79/03/29. Ip. 


7910230423 Request by uy Qfc of Industrial Siting Administration for 
placement on distribution list for meeting notices re 
raduaste repositories. 

F ALCG, L. L. Wyoming, State of. 79/05/30. Ip. 


7910230426 Request by CA Dept of Hines l< Geology for placement on 
distribution list of meeting notices re raduaste 
repo* i tories. 

DAVIS, -J. F. California, State of. 79/06/05. Ip. 


7910230420 Request by WA State Energy Ofc far placement on distribution 
list for meeting notices re raduaste repositories. 

WOOD, J. 0. Washington, State of. 79/10/19. Ip. 


7910230430 Request by NY Dept of Commerce for placement on distribution 
list for meeting notices re raduaste repositories. 

BEEBE.S. New York. State of 79/05/17. Ip. 


7910230433 Request by HD Dept of Natural Resources for placement on 
distribution list for meeting notices re raduaste 
r epos i tori as. 

ROTH, L. Maryland, State of. 79/05/10. Ip. 


7910230435 Request by NY Legislative Commission on 9cionce & Technology 
for placement on distribution list for meeting notices re 
radua ste repositories. 

REDDER. B. A, New York, State of. 79/OS/IB. ip. 


7910230439 Request by IL State Geological Survey for placement on 
distribution list for meeting notices re raduaste 
repoai tori es. 

SERGSTRDM, R. E. 11 lino Is. State of. 79/05/10. Ip. 


7910230440 Request by MA Dept of Public Health for placement on 
distribution list for meeting notices re raduaste 
reposi tori ss. * 

PARKER.Q, S. Massachusetts, State of. 79/05/21. ip. 


7910230442 Request by OH EPA for placement an distribution list for 
meeting notices re raduaste repositories. , 

ANDERSON, J. R Ohio, State of. 79/05/21. tp. 


7910230444 Request by member, PA House of Representatives, for 
placement on distribution list for meeting notices re 
raduaste repositories. 

WRIGHT, J. L. Pennsylvania, State of. 79/05/22. Ip, 


7910230445 Request by NH Environ Evaluation Qroup for placement on 
distribution list for meeting notices re raduaste 
reposl tories. 

GONZALES, 0. P. New Mexico, State of. 79/05/22. Ip. 


7910230449 Request by VA Dept of Conservation S, Economic Development 
for placement on distribution list for meeting notices re 
raduaste repositories. 

MILICI.R. C. Virginia, State of. 79/05/22. Ip. 


7910230430 Request by R1 Energy Ofc foT placement on distribution list 
for meeting notices ts radwasto repositories. 

BRADY, P. Rhode Island, StatB of. 79/06/13. Ip. 


7910230452 Request by Los Angeles Dept of Water !< Power for placement 
on distribution list for meeting notices re raduaste 
reposi torles. 

WEIDNER, L. J. Los Angeles, CA. 79/06/15. Ip. 


791 023045 5 Requests environ surveys for possible raduaste repository 
» l tes, e special ] y Hanford reservation site. 

GARRETT, S. M. Affiliation Unknown. 79/05/30. ip. 


7910250093 Forwards summary of meeting held between NRC 6 DDE re 
environ surveys being conducted by DOE for selecting high 
level waste repository site. Also foruards meeting handout. 

W/o end. 

MALARO, J. C. High Level Waste Technical Development Branch. 

79/06/20. Ip. 


7910250503 Confirms that J Dudley of NM Environ Improvements Div, Water 
Quality Group will send uatar samples for analysis. 

EADJE, 0. Uranium Recovery Licensing Branch. 79/10/03. lp. 


7910260152 Summary of 790523 meeting u/DOE in Bilver Spring, MD re 
environ survey plans for high level uasto repositories. 

BOYLE, R.R. High Level Waste Licensing Management Branch. 

79/06/04 lp. 


XPDRTL1C EXPORT AND IMPORT LICENSES 


7910010029 Executive Dranch position re Westinghouse application for 
license to export 4,306 kg U-235 contained in 122,220 kg U, 
enriched to max 3. 55X. Ltr of assurance encl. License should 
be granted. 

NOSENZO.L.V. State, Dept. of. 79/00/29. 3pp. 


7910010101 Submits application to amend export licenses to extend time 
limit for specified reactors due to slowdown of Swedish 
nuclear program. W/o end, 

HARMON, D. W. Edlou In t erna t i ona 1 Co. 79/00/24. lp. 


7910010101 Submits application to amend export licenses to extend tlmo 
limit for specified reactors due to sloudown of Suodiah 
nuclear program, W/o encl. 

HARMON, D. W. Edlou International Co 79/00/24. lp. 


7910010101 Submits application to amend export licenses to extend time 
limit for specified reactors due to sloudown of Swedish 
nuclear program. W/o encl. 

HARMON, D. W Edlou International Co. 79/08/24. lp. 


7910010101 Submits application to amend export licenses to extend time 
limit for specified reactors duo to sloudown of Swedish 
nuclear program. W/o encl. 

HARMON- D. W. Edlou Interna t i ona 1 Co. 79/00/24. lp. 


7910010101 Submits application to amend export licenses to extend time 
limit for specified reactors due to sloudown of Swedish 
nuclear program. W/o encl. 

HARMON. D. W. Edlou International Co. 79/08/24. lp. 


7910010110 Submits application to amend import liconoes to extend time 
covered to 010631. 

KEENAN, R. P. Westinghouse Electric Corp. ICS-9082. 79/0B/16. lp. 


7910010110 Submits application to amend import licenses to extend time 
covered to B10631. 

KEENAN, R. P. Westinghouse Electric Carp. ICS-9002. 79/00/16, lp, 


7910010254 Foruards application for export license for minor nuclear 
export. Ltr of assurance required. 

PETERSON. M. R. Assistant Director for E xp ort/ Import t. International 
Safeguards, 79/09/06, I p. 


7910010296 Submits application to amend export license to extend 
expiration date to 801001. 

MDWRY, W. 0. General Atomic Co. (subs, of Gulf Dll Corp.). 79/OQ/27. 
Ip- 


7910010302 Submits application to amend export license to extend 
expiration date to 811001.' 

WILSON, B. 0, General Electric Co. BDW-79198. 79/08/14. lp. 


7910010315 Submits application to amend export license to extend 
expiration date to 831201 and increase export quantity from 
1.392 to 1,452 kg U-235, from 51,009 to 53,615 kg U k 
max enrichment from 3. 157. to 3. 457.. 

LEENAN, R. P. Westinghouse Electric Corp, ICS-8945. 79/07/16. lp. 


7910010326 Submits application to amend export license to extend 
expiration dpto to 810701. 

DAHLSTRQM. C. 0. Westinghouse Electric Corp, IC8-91BB, 79/08/31. 

1pp. 


7910010513 Amend 1 to license for Edlou Inti Co. extending expiration 
date from B21201 to 840101. 

PETERSON, M. R. Assistant Director for Export/tmpor t 5, International 
Safeguards. 79/09/05, lp. 


7910010707 Application by Mltsuiline Travel Bvc of America Inc for 
license to import 70 mg U-235 from Japan. 

YAMAZAKI, M, Mitsuiline Travel Service of America, Inc. 79/0B/06, 

2pp. 


7910020012 Submits amend application to extend license expiration date 
to B01201 . 

DAHLSTRDM, C. 0. Westinghouse Electric Corp. 79/08/31. lp. 
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7910020013 Application by QE for license to Import up to 90 kg 0 , 
enriched to 47. U-239, lc up to 0.49 kg Pu contained in fuel 
rods, f rom Sweden. 

WILSDN. B. D. General Electric Co. 79/0B/I7. app. 


7910020016. Executive Branch position re OE application For license to 
e « port 20 neutron detectors to Finland. Ltr of assurance 
entl. License should be granted 
NOSENZO/L. V. State, Dept. of. 79/09/13. 3pp 


79100*2003^ Application by Edlow Inti Co for license to export U as 
U-308rU as metal t< U as depleted U-308 to Argentina. 

HARMON. D.W. Edlow International Co. CNEA-2. 79/09/05. 2pp. 


7910020060 License for Westinghouse to import 92,201 kg U, enriched to 
max 3. 37. U-235, from Sweden. 

PETERSON, M. R. Assistant Director for Export/Import 6 International 
Safeguards. 79/09/11. Ip. 


7910020168 Application by Westinghouse for license to export 600 g 
U dioxide p owd or , enr i c fled to 4.07. max U-233, to France. 

HER8CH, M-M, Wos t lnghouso Electric Corp. MNC-NRC-33. 79/00/30. 1 p. 


7910020174 Application by Westinghouse for license to export 600 g 
U dioxide powder, enriched to 4.07. max U-235. to Belgium. 

HERSCH, M. M. Westinghouse Electric Corp. MNC-NRC-32. 79/00/30. Ip. 


7910020179 Application by Westinghouse for license to export 600 g U 
dioxide powder, enriched to 4. OX max U-235, to Japan. 

HERSCH. M. M. Westinghouse Electric Corp. MNC-NRC-34. 79/0B/30. Ip 


7910020187 Application by Canberra Industries for license to export 
point sources Na-22. Co-57. Fe-35, Co-60 & mixed point source 
containing Co-97. Cd-109, Br-B3, Ce-139, Ca-137, Y-0B, Co-60, 

8n-113 t< Hg-203 to China & then back to US. 

FISHER. E. 0 Canberra Industries. F-l. 79/09/12, 2pp. 


791Q020194 Application by Ed 1 oui Inti Co for license to export 31.446 kg 
U. enriched to 20,37. U-235. tD Argentina. 

HARMON, D. W. Edlow International Co. CNEA-4. 79/09/05. Ip. 


7910020336 Executive Branch position re U3 Dept of Army application for 
license to export 102.3 kg depleted U to France. License 
should be granted. 

NQ8ENZO. L. 9. Btate, Dept, of, 79/09/17. 2pp. 


7910020341 Executive Branch position re Mitsui «< Co Inc application for 
llcenae to export 842 kg U-235, contained in 30.451 kg U, to 
Japan. Ltr of assurance end. License should be granted. 

N08ENZO, L. V. Bta te. Dep t. of . 79/09/17. 3pp. 


7910020506 Executive Branch position re United Kingdom Treasury & 
Supply Delegation application for amend to license to export 
addl 430 kg U to United Kingdom. Amend should be Issued. 

NOSENZO, L, V. State, Dept. of. 79/09/18. 2pp 


79100*20570 Application by Dept of Navy for license to export 9,604 kg 
depleted U in U-239 to Israel. 

ALTWEQOj D. M. Navy. Dept. of. 63/374900. 79/09/07. 3pp. 


7910020688 Executive Branch position re OA Co application for license 
to export component* for TRIOA research reactors to 
Japan. Ll c ense should he granted. 

HDBENZO. L. V. State, Dept. of. 79/09/18. 2pp. 


7910020709 License for Nissho-Iwal American Corp to export 10.000 kg 
heavy water to Japan. 

PETERSON, <1. fl, Assistant Director for Export/Import & International 
Safeguards. 79/09/19. 2pp, 

/ _ - 

79100B07H Submits application to amend license to export 0 kg' ~.lf-235, 
enriched up to 3. 4X, to Spain, 

KEENAN, H. P. Westinghouse Electric Corp. 79/09/12. Ip. 


7910020713 Amend 1 to export license for Byron Jackson Pump Div, adding 
addl nuclear reactor facility in Japan. 

PETERSON, M. R. Assistant Director for Export/Import & International 
Safeguards. 79/09/19. 2pp. 


7910020714 Submits application to amend export 1 icense. Increasing 
quantity to 09 kg U-235 contained in 2,774 kg u, to be 
sh ip pad to Spain. 

KEEhiANiR.P. Westinghouse Electric Corp. 79/09/07. Ip. 


7910020716 Submits application to amend export license increasing 
quantity to 89 kg U-233, contained in 2.774 kg U, to be 
shipped to Spain. 

KEENAN, R- P. Westinghouse Electric Corp. 79/09/07. ip. 


791002072B Application for license to export 2.5 deuterium in 10 kg 
deuterium oxide to Japan. 

EDELSTE1N.B. Aldrich Chemical Co., Inc. (subs, of Sigma-Al dr i ch 
Corp. ). 79/09/12. Ip. 


7910020707 Notifies that carrier of byproduct matl will be leaving on 
791004. 

PETERBON, M, R. Assistant Director for Export/Import *, International 
Safeguards. 79/09/24. Ip. 


7910030094 Amend 1 to license for Transnuc 1 ear. Inc to increase quantity 
of matl authoriied for export to 126,000 kg depleted U In 
form of U metal as Ingots 6 300 kg depleted U in form of 
depleted U hexafluoride as heels. 

PETERSON, M. R. Assistant Director for Ex port/ Import 6 International 
Safeguards. TNP201 70-357/0. 79/09/06. Ip. 


7910030102 Amend 1 to import license for Westinghouse extending 
expiration date to 010630. 

PETERSON, M. R. Assistant Director for Export/Import *, International 
Safeguards. 79/09/06. Ip. 


7910030106 Amend 1 to import license for Westinghouse extending 
expiration date to G10630. 

PETERSON, M. R. Assistant Director for Export/Import & Internet! onal 
Safeguards. 79/09/06. Ip. 


7910030114 Amend 3 to license for Edlow Inti Co extending expiration 
date to B30101 i, removing Conditions 1 6 5. Other conditions 
remain unchanged. 

PETERSON, M. R. Assistant Director for Export/Import fc International 
Safeguards. UEB/SW-2. 79/09/06. Ip. 


7910030120 License for OE to import 8.403 kg U containing 0.642 kg 
U-239, enriched 10. 3 u/o max, t, 34. 1 g Pu as metal clad fuel 
rods originating in US. 

PETERSON, M. R. Assistant Director for Export/Import 8, International 
Safeguards. 79/00/29. 2pp. 


79100301BS Application by Cordis Corp for license to export 45 g Pu-23S 
to Colombia, Japan, Taiwan, Phi 1 ippinos, Thai land & South Korea. 
PREOinCR.M. M Cordis Corp 79/09/11. 2pp. 


791003020B Requests amend to export license increasing quantity to 
B9 kg, U-239 contained in 2774 kg U, to be shipped to Spain. 

KEENAN, R.P. Westinghouse Electric Corp. 79/09/07. Ip. 


7910030224 Request* amend to export license increasing quantity to 
09 kg U-235, c onta 1 ned in 2774 kg U, to be shipped to Spain. 
KEENAN, R.P. Westinghouse Electric Corp. 79/09/07. Ip. 


7910030236 Application by Edlow Inti Co for license to export 50. 125 kg 
U-300, enriched to 20. 3X> to Argentina. 

HARMON, D. W. Edlow international Co. CNEA-3. 79/09/03. 2pp. 


7910030240 Requests license to import 1,000 kg U in form of 0d-2O3-U 
oxide pel lets*, enriched to 4, 05%, from We*t Germany. 

ZEFF, D. U. Babcock & Wilcox Co. 79/08/31. 2pp. 


7910030305 Application by B6W for license to export 1500 kg U as 
enriched U hexafluoride, U dioxide St triuraniun octoxide to 
United Kingdom. 

* Babcock 6 Wilcox Co. . BW-79-1. 79/00/31., 2pp. 


7910030341 License for Kawecki Berylco Industries, Inc to export four 
piece* of Zlrcaloy-II seamless tubing to Canada. 

PETERSON, M, R. Assistant Director for Export/Import (• International 
Safeguards. 79/09/19. Ip. 


7910030346 License for GE to export 2B neutron detectors to Finland. 
PETERSON, M. R. Assistant Director for Export/Import & International 
Safeguards. 79/09/19. 1pp. 


7910030353 Submits application for license to import B9 kg U-235, 
, enriched to max 3. 207., from Bpaln. 

KEENAN, R.P. Wostinghouse Electric Corp. 79/09/12. Ip. 


7910030301 Application by Byron Jackson Pump Div, Borg-Wamer Corp 
for license to export parts 1< component* for pump* used in 
connection w/nuclear power plants to Taiwan. 

* Borg Warner Corp., Bryon Jackson Pump Div. 79/00/28, 2pp. 


7910030305 Application by Westinghouse for license to export two 
primary sources w/m»x of 565 mierpgrame of Ca-252 per 
source to Spain. . 

KEENAN, R. P. Wa stinghouse Electr 1 c Corp. MNC-NRC-36. 79/09/04. 

2pp. 
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7710030410 Submits application to extend export lltimt expiration date 
to 60 1 00 1 . _ 

BLUMENFELD, A. Engelhard Hinarals t. Chemicals Corp., Engelhard 
Industries Olv. 79/00/31. Ip. 


7910030413 Submits application to extend export license expiration dote 
to 000401. 

HQAOLEY, S. Monsanto Research Corp. 79/09/30. ip. 


7910030421 Submits application to amend export license to read 
5> OOOi OOO is contained in 5*900.000 kg U-30B L to extend 
expiration date to Jan 19B4. 

HARMON. D. W. Edloux International Co. 79/09/07. ip. 


7910030573 Application by 5igma Chemical Co for license to export 5 kg 
deuterium oxide to India. 

STERN. W, C. Sigma Chemical Co. (subs, of Sigma Aldrich Corp,), D-23. 
79/09/07. Ip. 

7910030579 Submits application to renew license XB-0956 to export 

50.000 Ci per country per quarter to Philippines 6 
Singapore, 

JAKUBEK. J. J. Timex Corp. 79/OB/30. 2pp, . 


7910040366 Application by Kawecki Berylco Indus tr i e # , I nc for license to 
export Zircaloy-I I seamless tub lag to Canada, 

SNYDER, B. Kauiec ki Berylco Industries. Inc. 79/07/ IS. 2pp. 

7910040565 Forwards application for license for minor nuclear export. 
Ltr of assurance required, 

^ETEREON, M. fi. Assistant Director for Export/Import *, International 
’saf oguards. 77/09/20. ip. 

7910040567 Forwards application for license for minor nuclear export. 
Ltr of assurance required, 

PETERSON, M. R. Assistant Director for Export/Impart & International 
Safeguards. 79/07/20. Ip. 

7910040570 Forwards application for license for minor nuclear export. 
Ltr of assurance required. 

PETERSON. M. R. Assistant Director for Expert/lmport & International 
Safeguards, 79/09/20. Ip. 

7910040572 Amend 2 to 3M Co Static Control Bys export license extending 
expiration date & removing Condition 1. 

PETERSON, M, R. Assistant Director for Export/Impart & International 
Safeguards. 79/07/26. Ip. 


7910030579 Submits application to renew license XB-0956 to export 

50.000 Cl per country per quarter to Philippines 6 
Singapore. 

JAKUBEK, J. J. Timex Corp. 79/0B/3O. 2pp, . 


7910030904 Requests Executive Branch position re Dept of Navy 
application for license to export depleted li to Israel. 

PETERSON, M. H. Assistant Director for Export/Import U International 
Safeguards. 79/09/24. Ip. 

7910030905 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

PETERSON, M. R. Assistant Director for Export/Impart f< International 
Safeguards. 79/09/20. Ip. 

7910030906 Requests Executive Branch position re Westinghouse 
application for license to export 2,774 kg U. enriched to 
3, 20X u/o- max. tD Spain. 

PETERSON. M. R. Assistant Director for Export/ Impor t {< International 
Safeguards. 79/09/20. lp 


7910030907 Requests withdrawal of application to ship two mechanical 
seal cartridge assemblies to Taiwan Power Co. Equipment will 
be shipped pet GE License XR-80, Amend 3. effective 790911. 

NORTON, J. F Borg Warner Corp.. Bryan Jackson Pump Div. 79/09/13. 
IP- 


7910030909 Requests Executive Branch position re Westinghouse 
application for license to export 2,774 kg U, enriched to 
3.20)! w/o max. to Spain. 

PETERSON, M. R. Assistant Director for Expor t/ Imp ort !< International 
Safeguards. 79/09/24. Ip. 


10030911 Requests Executive Branch position re Westinghouse 
xpplicatlan f or license to export 2,774 kg l), enriched to 
3. 20X ma x, to Spain. 

’ETERSBN. M. R. Assistant Director for Export/Import t< International 
Safeguards. 79/09/20. Ip. 


7910030912 Forwards 790713 Telex 2213 re conversion of U at Allied 
Chemical Corp & enrichment at DDE facility per Contract 
UES/EU/100. Matl will be exported as U-3Q0 !< stored in OE 
facility prior to conversion. 

MATSON, 7. Transnuclear. Inc. 79-211/01. 79/09/14. 2pp. 


7910030913 Requests Executive Branch position re Westinghouse 
application far license to export 250 kg U, enriched to 3.4 7. 
u/a max, to Spain. 

PETERSON, M, R. Ass istant Director for Export/Import & International 
Safeguards. 79/09/24. lp, 


7910050016 Forwards applications far Import l< export licenses for BLW. 
EDLOW, J. Edlou International Co. 79/09/05, lp. 


•7910050021 Application by B?,W for llcenso to export 1500 kg U as 
enriched U hexaf Ivor ide, U dioxide & triuraniun octoxide to 
Uni ted Kingdom. 

» Babcock & Wilcox Co. BW-79-1. 79/OB/31. lp. 


7910050076 Requests Executive Branch position re Westinghouse 
application for license to export 2.774 kg U, enriched to 
3 . 205! w/o max. to Spain, 

PETERBON, M R, Assistant Director for Export/Impart International 
Safeguards. 79/09/24. lp. 


79 1 0030003 Requests Executive Branch position re Westinghouse 
application for license to export 2,774 kg U, enriched to 
3, 205! w/n max, to Spain. 

PETERSON, M. R. Assistant Director for Export/Import {. International 
■Safeguards. 79/09/24. lp. 


7910050-096 Requests Executive Branch position re Edlow lntl Co 
application for license to export SNM to Peru. 

OOSBICK.L.V, Office of the Executive Director for Operations. 
79/09/20. lp. 


7910050091 Requests Executive Branch position re Union Carbide Corp 
application for license to export ENM to Franco. 

GQSS ICK, L. V. Office of the Executive Director for Operations. 
79/09/20. lp. 


7910050090 Requests Executive Branch position re DfcW application for 
license to export SNM to United Kingdom. 

0050 ICK, L V, Office of tho Executive Director for Operations. 
79/09/24. lp. 


7910050099 Request* Executive Branch position re Edlow Inti Co 
application for license to export SNM to Argentina, 

OOBSKKi L. V. Office of the Executive Director for Operations. 
79/09/24. ip. 


7910050100 Requests Executive Branch position re Italian Natl 
Electrical Energy Co application for license to export 

20,000 metric tons of US-origln depleted O to France, 

G0S3ICK. L. V. Office of the Executive Director for Operations. 
79/09/24. ip. 


79 1 0050 14B Submits application to amend License to import 243.65 kg 0, 
147.3 kg U-235 t< 920 g Pu In addl quantl ties. Li »t of 
estimated quantities of Pu to be shipped to reactors end. 

MATSON. V. Transnuclear, Inc. 75C-31P/F. 79/OB/2B. 3pp, 


7910040351 Notifies that customary 15-day waiting period was waived for 
proposed export of components to Canada duo to urgency of 
request. 

PETERSON, M. R. Assistant Director for Export/Import U International 
Safeguards. 79/09/19. lp. 


910050598 6ECY-70-291 ... 

Informs Commmission of exemption from 10CFR110. 43 written 
assurance requirement for impor t/export license applications 
received prior to 790519. . 

SHEA. J. R. Office of International Programs. 70/06/01, 4pp. 


7910040384 Application by GE for license to export neixle fitting# to 
The Netherlands, 

WILSON, B. General Electric Co, 79/09/17. 1pp. 


7910040362 Submits application to extend export license to 001231. 

ROOI, J. P. Westinghouse Electric Corp, TFQ/NRC-3606. 79/09/12. Ip. 


7910090054 EECY-70-272 

Bum marl xes status of exports under NRC review prior to 
780509 which remain pending & Executive Branch export 
ana lyses received 7B0509-18. 

SHEA, J, R. Office uf International Programs. 7Q/03/22. 0pp. 
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7910090054 BECY-78-272 

Summarizes status of exports under NRC review prior to 
780309 which remain pending b Executive Branch export 
analyses received 780509-18. 

SHEAi J. R. Office of International Programs. 70/05/32. 0pp. 


7910090034 SECY-7B-272 

Summarizes status of exports under NBC review prior to 
780309 which remain pending b Executive Branch export 
analyses received 7B0309-1B. 

SHEA.J. R. Office of International Programs. 70/03/22. 8pp. 


7910090054 BECY-78-272 

Sirmmari lea status of exports under NRC review prior to 
780309 which remain pending b Executive Branch export 
analyses received 7BO3O9-10. 

SHEA. J. R. Office of International Programs. 78/03/22. 8pp. 


7910090054 SECY-78-272 

Summarize* status of exports under NRC review prior to 
7B0309 which remain ponding b Executive Branch export 
analyses received 700309-18. 

SHEA.J.R. Office of International Programs, 70/03/22. 0pp. 


79 10090034 SECY-70-272 

Summari xes status of exports under NRC review prior to 
7S0309 which remain pending & Executive Branch export 
analyses received 700509-18. 

EHEA, J, R, Office of International Programs. 78/03/22. 8pp, 


7910090034 BECY-78-272 

Summarizes status of exports under NRC review prior to 
7B0309 which remain pending & Executive Branch export 
analyses received 780309-10. 

SHEA. J. R. Office of International Programs. 78/05/22. 8pp. 


7910090054 SECY-7B-272 

Summarizes status of exports under NRC review prior to 
700309 which remain pending b Executive Branch export 
analyses received 780509-18. 

SHEA.J. R. Office of International Programs. 78/03/22. Bpp 


7910090034 SECY-70-272 

Summarizes status Df exports under NRC review prior to 
780509 which remain pending t< Executive Branch export 
analyses received 700509-18, 

SHEA. J. R. Office of Internationa 1 Programs. 70/05/22. Bpp. 


7910090034 8ECY-78-272 

Summarizes status of exports under NHC review prior to 
780309 which remain pending S< Executive Branch export 
analyses received 700509-10. 

SHEA. J. R. Office of International Programs. 78/03/22. Bpp 


7910090054 SECY-78-272 

Summarizes status of exports under NRC review prior to 
700509 which remain pending b Executive Branch export 
analyses roceived 780309-10. 

SHEA.J, R. Offieo of International Programs, 7B/Q5/22, Bpp 


7910090034 BECY-78-272 

Summarizes statu* of exports under NRC rovlow prior to 
780309 which remain ponding b Executive Branch export 
analyses received 7B05Q9-1B. 

SHEA. J. R. Office of International Programs. 78/05/22. Qpp. 


79100900S4 SECY-70-272 

Summarizes status of exports under NRC review prior to 
7B0909 which remain pending b Executive Branch export 
analyses received 700309-18. 

SHEA. J. R. Office of International Programs, 70/05/22. 0pp. 


7910090054 SECY-78-272 

Summarizes status of exports under NRC review prior to 
780509 which remain pending b Executive Branch export 
analyses received 780309-18. 

SHEA. J. R. Office of International Programs. 78/03/22. Qpp, 


7910090034 SECY-78-272 

Summarizes status of exports under NRC review prior to 
760309 which remain pending b Executive Branch export 
analyses received 700509-10, 

SHEA.J, R. Office of International Programs. 7Q/03/22. 0pp. 


7910090054 BECY-78-272 

Summarizes status of exports under NRC revleli) prior to 
760309 which remain pending b Executive Branch export 
analyses received 780309-10. 

SHEA.J.R. Office of International Programs. 70/09/22. 8pp. 


7910090054 SECY-70-872 

Summarizes status of exports under NRC review prior to 
700509 which remain pending b Executive Branch export 
analyses received 780509-10 

SHEA. J. R. Office of International Programs. 78/05/22. Bpp, 
7910090034 SECY-70-272 

Summarizes status of exports under NRC review prior to 
7B0309 which remain pending b Executive Branch export 
analyses received 780309-iB 

SHEA, J. R. Office of International Programs. 7B/05/22. Bpp. 
7910090034 SECY-7B-272 

Summarizes status of exports under NRC review prior to 
700309 which remain pending b Executive Branch export 
analyses received 7B05Q9-18. 

SHEA, J. R. Office of International Programs. 78/05/22. Bpp. 

7910090054 SECY-78-272 

Summarizes status of exports under NRC review prior to 
780509 which remain pending b Executive Branch export 
analyses received 700309-18, 

SHEA.J.R, Office of International Programs. 78/05/22. Bpp. 

7910090054 SECY-78-272 

Summar izos status of exports under NRC review prior to 
780509 which remain pending b Executive Branch export 
analyses received 780309-18. 

SHEA. J. R. Office of International Programs. 78/03/22. Bpp. 


7910090034 SECY-7B-272 

Summarizes status of exports under NRC review prior to 
7B0509 which r ema in pending b Execut i ve Branch export 
analyses received 7B0509-1B, 

SHEA. J R. Office of International Programs. 7B/05/22. Bpp. 


7910090054 SECY-78-272 

Summarizes status of exports under NRC review prior to 
780509 which remain pending b Executive Branch export 
analyses received 780509-10. 

SHEA.J.R. Office of International Programs. 78/03/22. Bpp. 


7910090054 SECY-78-272 

Summarizes status of exports under NRC review prior to 
780509 which remain pending b Executive Branch export 
analyses received 780309-10. 

SHEA.J.R. Office af International Programs. 78/05/22. 8pp. 


7910090054 Summarizes status of exports under NRC review prior to 
780309 which remain pending b Executive Branch export 
analyses received 7B0509-18, 

SHEA.J.R. Office of International Programs. 78/05/22. 0pp. 


7910090054 Summarizes status of exports under NRC review prior to 
700309 which remain pending b Executive Branch export 
analyses received 780509-1B. 

SHEA.J.R. Office of International Programs. 78/03/22. 8pp, 


7910090054 BECY-78-272 

Summarizes status of exports under NHC review prior to 
780309 which remain pending b Executive Branch export 
analyses received 700509-18. 

SHEA.J.R, Office of International Programs. 78/05/22. 8pp. 


7910090054 SECY-78-272 

Summarizes status of exports under NRC review prior to 
780509 which remain pending b Executive Branch export 
analyses received 780309-18. 

SHEA.J.R. Office of International Programs. 78/05/22. Bpp. 


7910090054 SECY-78-272 

Summarizes status of exports under NRC review prior to 
700509 which remain pending b Executive Branch export 
analyses received 700509-18. 

SHEA.J.R. Office of International Programs. 7B/03/22. 8pp. 


7910090054 SECY-78-272 

Summarize* status of exports under NRC review prior tD 
780509 which remain pending b Executive Branch export 
analyses received 700509-tB. 

SHEA.J.R. Office of International Programs. 7B/03/22. 8pp. 


7910090034 8ECY-7B-272 

Summarizes status of exports under NRC review prior to 
700509 which remain pending b Executive Branch export 
analyses received 780509-18, 

BHEA.J.R. Office of International Programs. 78/05/22. Bpp. 
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7910090034 SECY-7B-272 

Summarizes status of exports under NRC review prior to 
780309 which remain pending 6 Executive Branch export 
analyses received 700509-lB. 

9HEA, J. R. Office of International Programs, 70/03/22, 0pp. 


7910090034 BECY-7B-272 

Summarizes status of exports under NRC review prior to 
7B0S09 which remain pending k Executive Branch export 
analyse* received 780509-18, 

BHEA, J. R. Office of International Programs. 78/03/22. 0pp. 


7910090054 8ECY-7B-272 

Summariies status of exports under NRC review prior to 
760909 which remain pending & Executive Branch export 
analyse* received 780309-18. 

SHEA, J. R. Office of International Programs. 7B/05/22. Opp. 


7910090034 SECY- 76 -272 

Summariies status of exports under NRC review prior to 
700809 which remain pending & Executive Branch export 
analyses received 780509-IB. 

SHEA. J. R. Office of International Programs. 78/05/22. Opp. 


791009020B SECY-79— 304 

Forwards license application from Transnuc lear< Inc to export 
900 kg U. enriched to 8. 10% U-235. to France. Requests info re 
presently-ldenti f table issues to be included In analysis, 
SHEA. 0. R. Office of International Programs. 79/08/24. Ip. 


7910090399 Requests Executive Branch position re Mitsubishi Inti Corp 
application For license to export 16.453 kg.enriched to 337. 

U-233. to Japan, 

PETERSON* M. (I. Assistant Director for Export/Import h International 
Saf eguards. 79/09/27. 1 p. 


7910090404 Requests Executive branch position re Eberllne Instrument 
Corp application for license to export BNM to Korea. 

PETERSON. M, R. Assistant Director for Export/lmport & Internationa) 
Safeguards. 79/09/27. ip. 


7910090413 Request* Executive Branch position re OE application for 
export license. 

PETERSON, M. R. Assistant Director for Export/Impart (< International 
Safeguards. 79/09/27. 


7910090420 Request Executive Branch position re GA Co application for 
license to export BNM to Taiwan. 

PETERSON, ti. R. Assistant Director for Export/lmport & International 
Safeguard*. 79/09/27. ip. 


7910090426 Request* Executive Branch position re Edlotu Inti Co 
application for license to export SNH to Argentina. 

PETERBQN* hi. ft. Asilstant Director for Export/Import h International 
Safeguards. 79/09/29. Ip. 


7910090439 Application by Meetinghouse for license to export 600 g U 
dioxide powder* enr iched to 47. U-233, to Sweden. 

HEflBCH, M. M. Mestinghouse Electric Corp. MNC-NRC-35, 79/00/do. Ip 


10090337 Request* amend to Armco Inti license to export radioactive 
mails to USSR as part of well logging unit mfg by Dresser 
Industries. Amend author! xes Mitsui Ocean Development It 
Engineering Co a* intermediate consignee. 

O'HARA, W, 3. ARMCO International, Inc. 79/OB/22. 2pp, 


7910090S4I Request* amend to License XC0M-0197 to add Fukushima 2 to 
list of approved reactor sites. 

NORTON, J. F. Borg Warner Corp., Bryon Jackson Pump Dlv. 79/09/27. 
Ip- 


7910090349 Application for amend of Transnuelear, Inc export license, 
authorizing addl 1.287 kg U enriched to 3, 837., End use 
statement end. 

MAT80N, V. Transnuelear, Inc. 79/08/29. 2pp. 


7910090617 Discusses findings re proposed Mestinghouse Import of 1,300 
kg U, enriched to 3. 3X U-233, from France. Proposal conforms to 
stds & pose* no threat to environ or national security. 

MQQRE.R.N. Office of International Program*. 79/09/21. Ip. 


7910090809 Requests license to export xirconium tubes to United Kingdom 
for use as matalography samples. 

REENAN, R. P, Meetinghouse Electric Corp. 79/09/20. Ip. 


pproves issuance of License XSNM-1517 for Mitsui !< Co to 
431 kg U, enriched to 3.957, U-233, to Japan. 

ter national Program*. 79/09/19. Ip. 


7910100080 Approves issuance of License X9NM-1517 for Mitsui h Co to 
export 30,451 kg U, enriched to 3. 95X U-235, to Japan. 

MOORE, R.N. Office of International Programs. 79/09/19. Ip. 


7910100080 Approves issuance of License XBNM-1517 for Mitsui S, Co to 
export 30, 431 kg U, enriched tD 3. 93X U-233, to Japan. 

MOORE, R.N. Office of International Programs. 79/09/19. ip. 


7910100433 Forwards application by QA Co for license to export fuel 
cluster assembly «, handling tools, fuol rod lnsp devices tt 
fuel rod storage rack to Taiwan. 

MOMRY. M. R. General Atomic Co. (subs, of Gulf Dll Corp. >. IEL-U06. 
79/09/21. 2pp. 


—7910100457 Application by GA Co for llcenso to export fuel cluster 
assembly {< handling tools, fuel rod lnsp devices t, fuel rod 
storage rack to Taiwan 

MOWRY, H. R. General Atomic Co. (subs, of Gulf Oil Corp.), 
IEL-1106. 79/09/21. 3pp. 


7910100469 Correction notice re SECY-79-21BC, "Approval of Proponed 
License to Export Hi g h-Enr i c h od U to West Germany. " Changes 
second paragraph of Pago 2. 

« Office of the Secretary of the Commission. 79/09/18. ip. 


7910100631 Application by Eborline Instrument Corp for license to 
export DNS-10 calibr std set, consl st Ing of Pu-239, Am-24! & 

Th-230 sources, to Korea. 

JOHNSON, N. FI. Eborline Instrument Corp. BO 6957. 79/09/10. Ip. 


7910100634 Corrects 790B2Q application for export 1 i c ense. 1 i st i ng 
sample quantities an 16.0 kg U, enriched to max 4. OX U-233. 
MATSON, V. Transnuelear, Inc. 79-251/01. 79/09/24. ip. 


7910100635 License for Wostinghouso to export 160 g U, enriched to 
3.437. w/o max, to Switzerland. 

PETERSON, M, R. Assistant Director for Export/lmport l< International 
Safeguards. 79/09/21. 2pp. 


7910100640 Application by Boeing Co for license to export 1,600 Ci 
tritium gas activated !, 4. 2 uCl Co-60 aqueous salt to China. 
MORGAN, M E. Booing Co. X-46-592. 79/09/19. Ip. 


7910100647 Llcenso for Spex Disc Inc to export 0. B97 g U-233 to Japan 
PETERSON, M. R. Assistant Dlroctor for Export/lmport tt International 
Safeguards. 79/09/21, 2pp. 


7910100649 Submits application for llcenso to export 1.808 pieces 
Zlrcaloy-11 seamless tubing to Canada. 

SNYDER, B, Kawecki Derylco Industries. Inc. 79/09/04. 4pp. 


7910100650 License for Canberra Industries to export 1.5 uCl No-22 
point sourcoiO.3 uCi Ca-37 point source, 3.0 uCi Fe-93 point 
source, 1.5 uCi Co-60 point source U 2. 0 uCl mixed point 
source to China. 

PETERSON, M. R. Assistant Director for Export/lmport t< International 
Safeguards 79/09/24. 2pp. 


7910100653 Submits application to amend llconse to export 1,130 kg 
U-235. extending 791101 expiration date for six months. 

NECHDDOM, H. 6. Exxon Nuclear Co., Inc. (subs, of Exxon Corp,). 
79/09/14. Ip. 


791010065B Amend 3 to Transnuc loar, Inc 1 icense, increas ing quantity 
of mat I for import from 399. 40(3 kg U to 643.050 kg U. 

PETERSON, M. H. Assistant Director for Expor t/ Impor t 6 International 
Safeguards. 79/09/25, Ip. 


7910110066 Forwards application by GA Co for license to export’ 5,200 g 
U ilrconium hydrogen fuel cluster element, enri ehed to max 
19. 9W, to Ch ina, 

MOHR V, H. R. General Atomic Co. (subs, of Gulf Oil Corp ). IEL-1109, 

79/09/21, 2pp. 


—7910110075 Application by OA Co for license to export 5,200 g U 
zirconium hydrogen fuel cluster e laments. enr Iched to max 
19, 97. to China. 

MOWRY, W, R, General Atomic Co. (subs, of Gulf Oil Corp.). 
IEt-1103, 79/09/21. 2pp. 


79101 1007B License for Wostinghouso to import 1,300 kg of U, enriched to 
3.3 7. as U hexafluoride gas, from France. 

PED,M.R. Assistant Director for Export/Import & International 
Safeguards. 79/09/21. Ip. 


7910110080 Finds proposed Amend 3 to Import License ISNM-169B 
acceptable & within statutory requirements. Total matl 
authorized for import undor license is 643.058 kgs of U. 
MOORE, R.N. Office of international Programs. 79/09/25. Ip. 
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79101 100B2 Executive Branth position re Junta da Energia Nuclear 
Application for license to export low enriched U to Spain. 
Ltrs of assurance enci. License should be granted. 

NO8ENZ0.L. V. State, Dep t. Df. 79/09/19. 19pp. 


7910120130 Requests amend to import license to 
from 791231 to B01231. 

DAHLSTROM, C. G. West inn house Electric Carp. 


Chang e expiration 
79/09/14, lp. 


date 


79101 10093 Submits addl InfD In support of 790711 application for 
License XSNM-1342 to export experimental fuel rods to 
Tai wan. 

WILSON, B. D. General Electric Co., Nuclear Energy Products Div. 
79/09/20. 2pp. 


791 Ol 101 10 Requests Increase of quantities on Import license to Include 
02 5 O kg U, enriched to max of 1.07, U-235. 

MAT BON. 9. Transnuc lear, Inc. 79/08/10. Ip. 


791012025B Discusses staff conclusions ro Dept of 
license to export 102.3 kg U to France. Propound 
should be issued. 

MOORE, R. N. Office of International Programs. 


Army application 
1 1 cense 

79/09/23. 2pp. 


for 


7910120277 Forwards 790914 Itr from Transnuc 1 ear, Inc tronsmi 1 1 1 ng tele* 
from consignee stating that Allied Chemical mill he 
converting mail on license a p p 1 1 c a tl on. Mat 1 will ho exported 
to West Germany for storage, then returned l< re-exported, 

PETEREON, M. R. Assistant Director for Export/Import ti International 
Safeguards. 79/09/21. lp. 


7910110114 Forwards application for license to export !, import 
nonflns ionab le Pu to Central Bureau of Nuclear Measurements 
i n Deal , Belgium. 

MOORE, M. Los Alamos Scientific Laboratory. P-3/79-246. 79/00/21. 

1 p. 


7910120310 Application by Aldrich Chemical Co, Inc for license to export 
5 kg deuterium, contained in Id kg of deuterium oxide, to 
Japan. 

EDEL8TEIN, B. E. Aldrich Chemical Co., inc. isubs. of Si gma-A l dr i cb 
Corp. >. 79/09/12. lp. 


7910110122 Application by Alamos Scientific Lab Univ of CA for license 

to export 4.1 mCl of Pu oxide deposited on stainless steal 
backings to Central Bureau of Nuclear Measurements in Oeel, 

Belgium. 

MOORE, M. S. Los Alamos Scientific Laboratory. 79/00/21. lp. 


7910110171 License for GA Co to export miscellaneous specially designed 
or prepared parts fc components for use in TRIGA reactors to 
Japan. 

PETERSON, M. R. Assistant Director for Export/Import & International 
Safeguards. 79/09/21. lp. 


7910110194 License for Texas Nuclear Division to export 1.413 mg 
Pu— 23a, contained in 1.76 mg Pu as sealed sources, to 
Alls tra I ia. 

PETERSON, M. H. Assistant Director for Export/Import 6 International 
Safa guards. 79/09/21. lp. 


7910110199 Amend 1 to RCA Corp export 1 leense, ex tending expiration date 
from 791001 to 000401. 

PETERSON, M. R. Assistant Director for Export/Import & International 
Safeguards. 79/09/21. Ip. 


79101 10213 Amend 2 to Exxon Nuclear Co, Inc export license, extending 
• xplratlon date from 791101 to 000301 I< reflecting change 
In address. 

PETERSON, M. R. Assistant Director for Export/ Import i International 
Safeguard*. 79/09/21. lp. 


7910110230 License for Texas Nuclear Dlv to export 1.413 mg Pu-238, 
contained in 1.76 mg Pu as sealed source, to Australia, 

PETERSON, M. R. Assistant Director for Export/ Import !< International 
{Safeguards. 79/09/21. Bpp. 


7910120029 Bubmlts application to extend licenses as result of slowdown 
In Swedish nuclear program. 

HARMON, D. W. Edlow International Co. 79/08/24. ip, 


7910120032 Ltr of assurance re Edlow Inti Co appllactlon for license 
to export three units of NBB Std BRM 4334,0.9 micrograms 
Pli— 242, to Sweden. 

QRUNDITZ, M. Sweden. 79/00/29. 2pp. 


7910120109 Bubmlts application to amend export 1 leense, Chang ing 
mxplralion date from 791231 to B00630. 

DRVBH.P.N, Hoke, Inc. 79/09/24. 2pp. 


7910120106 License for Mltsullino Travel Svc to Import 70 mg U, enriched 
to 90>! U-235, from Japan. 

PETERSON, M. R. Assistant Director for Export/Import & International 
Sa P eguartfs, 79/00/06. lp. 


7910120110 Licenee for Mitsuillne Traviil Bvc to Import 70 mg U, enriched 
t« 90X U-233 in 19 vacuum neutron detectors. From Japan, 

PETERSON, M. R. Assistant Director for Export/Import fc International 
Baf i guards. 79/00/06. lp. 


7910120113 Application by Edlow Inti Cd for license to export SO. 128 
kg s 0, enriched 20. 3% to U-30B, to Argentina. 

HARMON, D.W. Edlow International Co, 79/09/03. lp. 


7910120121 Application by Reuter Stokes for license to export 0.0008 g 
U-235, deposited as U dioxide on. internal surface of 
fiB—C 6-020 1-231 radiation detector, tD Spain. 

BKARUPA, J. D. Reuter-Btokes, Inc. OE-7986. 79/09/13. 3pp. 


7910120333 Submits application to amend license to export 24 mC i 
Po-210, changing expiration date fTom 791001 to 800401. 

BRUCE, L. RCA Corp. 79/09/14. lp. 


7910120362 Forwards application for license to export slightly enriched 
U hexafluoride to Japan, 

WATANABE.N. Mitsubishi International Corp. (subs, of Mitsubishi 
Corp. >. H8A-5479-07. 79/09/21. 3pp. 


--7910120366 Application by Mitsubishi Inti Corp for license to export 
16,433 kg U. enriched to 3. 33X U-233. to Japan. 

FIMAZAWA. Y. Mitsubishi International Corp. laub*. of Mitsubishi 
Corp.). H9A-3479-07. 79/09/21. 3pp. 


7910150559 Discusses Mitsuilino Travel Svc of America, Inc 790006 
application to import 19 neutron detectors containing 70 mg 
U, enriched to 907, U-233, from Japan. No EIB of negative 
declaration required in support of imports. 

MOORE, R.N. Office of International Programs, 79/09/20, lp. 


7910150600 License for Aldrich Chemical Co Inc to export 2.3 kg 
deuterium to Japan., 

PETERSON, M. R. Assistant Director for Export/Import 6 International 
Safeguards. 79/09/13. 2pp, 


— 7910130691 Notification of export license issuance w/o customary 19-day 
waiting period due to urgent need fnT proposed export. 

PETERSON. M. R. Assistant Director for Exp ort/ Import 6 
International Bafeguards. 79/09/14. lp. 


7910160377 Forwards application by Nucleonic Data Eyiilnc for license 
to export x-ray fluorescence coating gauge to Soviet Union, 

USHINQ.T, Nucleonic Data Bystems, Inc. 79/09/17. Ip. 


— 79 i 0 1 6037B Application by Nucleonic Data By s Inc for license to export 
X-ray fluorescence coating gauge to Soviet Union. 

USHINQ.T. Nucleonic Data Systems, Inc. 79/09/14. Ip, 


7910160379 Executivs Branch position re Meetinghouse application for 
llcsnse to export pressurixad water nuclear steam supply tys 
to Philippines. Ltr of assurance end. License should be 
granted. 

NQSENZO, L. V, State, Dtp t. of . 79/09/28. 39pp. 


7910160304 Application by Edlow Inti Co for license to export 
2 units of BRM 4334 containing 0,6 micrograms Pu-242 to 
Finland. 

HARMON, D. U. Edlow International Co. FND-t. 79/10/01. lp, 


7910160866 Application by Aldrich Chemical Co, Inc for l.lcensa to export 
2.9 kg deuterium in 10 kg deuterium oxide to Australia. 

EDELBTEIN, B. E. Aldrich Chemical Cd. , Inc. (subs, of Bl gma-A 1 dr I eh 
Corp. >. 028, 79/09/27. lp. 


7910170003 Amend 2 to Wesfclnghouse export II cense, ex tending expiration 
date from B00101 tg B01231. 

PETERSON, M, R, Assistant Dimeter Fpt Export/Import 6 International 
Safeguards. FE-S0040. 79/09/20. lp, 


79IOI7O0S2 Application by Transnuc! ear, Inc for license to Import 
20,000 kg U, enriched to max of 1. 13X U-238, from France. 

MATSON, V. Transnuc lear, Inc. 79/09/20. 2pp. 


7910170139 Application by-Edlow Inti Co for license to export 9,298 
kg U, enriched to 3. tax U-535i to Japan. 

HARMDN, D, W. Edlow Intefha ti ona 1 Co. HSA-JA-13. 79/09/24, • ip. 
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7910170162 Cancels Tequest for License XCOM-0267 for export to Taiwan. 
License XR-113 will be used instead. 

P0CHAL, W. F. Westinghouse Electric Corp. ZE-60I40. 79/09/25, lp. 


7910170169 Application by Aldrich Chemical Co for license to export 
2. 3 kg deuterium in 10 kg deuterium oxide to Japan. 

EDELSTEIN. B. E. Aldrich Chemical Co. » Inc. (subs, of Sigma-Al drich 
Corp. ). 79/09/27. lp. 


79101701B9 Application by WJ Woolley Co for license to export 
personnel air locks to Republic of South Africa. 

* W. J. Woo 1 ley Co. 79/09/21. Ip. 


7910170493 Requests Executive Branch position re Edlow Inti Co 
application for license to export 9. 29a kgs U, enriched to 
3. 1S7, U-233i to Japan. 

PETERSON. M. R. Assistant Director for Export/Import J, International 
Safeguards. 79/10/03. lp. 


7910170S20 Application by Westinghouse for license to export ionixatlon 
chamber to Belgium. 

POCHALi W. F. Westlmghoose Electric Corp. ZE20274. 79/09/34. lp. 


7910180099 Submits application to renew license to export 3M Model 702 
& 703 instruments. Requests extension of 791001 expiration 
date or issuance of new license. 

LAHR.T. N. 3M Co., Minnesota Mining 8, Mfg. Co. 79/09/10. lp. 


7910130366 Application by Edlow Inti Co for license to export 6. 5 mg 
Cf-252 as cermet wire to United Kingdom. 

HARHON, D.W. Edlow International Co. RCC-CA. 79/09/24. 2pp. 


7910190374 Forward! 8&W application for license to export 1,000 kg U, 
enriched to 4, 05Z gadolinium oxide/U dioxide, to West 
Germany. 

EDLOW, J. Babcock *< Wilcox Co. 79/09/05. lp. 


— 7910180378 Application by B&W for license to export 1,000 kg U, enriched 
to 4. 08’X gadolinium oxide/ll dioxide, to West Qermany. 

* Babcock b Wilcox Co. BW-79-2. 79/00/31. 2 pp. 


7910180381 Forwards Union Carbide Corp application for license to 
export 10. 59 kg U, enriched to 93% U-239 w/o max, to France. 
BALALIB, C.J. Union Carbide Corp. 79/09/07. 2pp. 


— 79101B03B5 Application by Union Carbide Corp for license to export 
10.59 kg U, enriched to 937. U-235, to France. 

OALALIS. C. 0. Union Carbide Corp. NRC 979. 79/09/03. 3pp. 


7910180390 Forwards TX Nuclear Div application for license to export 
30 mCi Pu— 239 as sealed source contained in Model 9256 
source holder tp Braxil. 

HENDRICK, W. G. Texas Nuclear Dlv. (subs, of Ramsay Eng Co ). 
79/09/13. lp. 


--7910180392 Application by Ramsay Engineering Co, , TX Nuclear Div for 
license to export 30 mCi Pu-23B as sealed source contained 
In Model 9236 source holder to Braxil. 

HENDRICK, W. 0. Texas Nuclear Div. (subs, of Ramsay Eng. Co, ). 
T-1S23. 79/09/13. Ip. 


fl 0180439 Forwards export license application for Sandvik Special 
Metals Corp. 

DUBONSKY, E. Sandvik Special Metals Corp, 9393. 79/09/10. lp 


— 7910180445 Application by Sandvik Special Metals Corp for license to 
sxport 22,000 lb 2ircaloy-4 scrap to France. 

DUBQRSKV, E. Bandvlk Special Metals Corp. 9393, 79/09/10. lp. 


7910100619 Forward* ENEL application for license to export 20,000 
metric tons of depleted U, w/average 0.337, assay of U-235, In 
farm of U hexafluoride, to France. End use of statement end. 
MARCHAL, J. European Communities. Commission of. 79/09/13. 2pp. 


■7910180623 Application by ENEL for license to export 20.000 metric tuns 
of depleted U, w/average 0. 33X assay of U-235, in form of U 
hexafluoride, to France. 

* ENEL. AQN/2B3. 79/09/12. Ip. 


7910100637 Forwards application for license to export one sealed source 
containing 0. 3 Ci Kr-B3 encapsulated gas to East Germany, 

KRAMER, D. AccuRay Corp. 79/09/23. lp. 


— 79101B0641 Application by Accuray Corp for license to export one sealed 
source containing 0. 5 Ci Kr~B3 encapsulated gas to East 
Germany. 

STEPHENS, D. C . AccuRay Corp. JO 79-2596. 79/09/25, 2pp. 


7910190133 Forwards application by Monsanto Research Corp for license 
to export 0.33 g Pu, enriched to 007. Pu-238, In one 
encapsulated Pu-23B beryllium sealed neutron source, to 
Aus tralia, 

HOADLEYfS.D. Monsanto Research Corp. 207-9A01A). 79/09/10. lp. 


— 7910190135 Application by Monsanto Research Corp for license to export 
0.33 g Pu, enriched to 80% Pu-23B, In one encapsulated 
Pu-23B beryllium sealed neutron source, to Australia. 

HOADLEY, 8. Monsanto Co. 207-9A0(AI. 79/09/10. lp. 


7910220290 Application by Nissho-Iwai American Corp for license to 
export hydrogen recombiner to Japan. First shipment scheduled 
for 800201 . 

KATD. A. Nissho-Iwai American Corp. GDM-1024. 79/00/29. Ip. 


7910220301 Application by Nissho-Iwai American Corp for license to 
expDTt hydrogen recombiner unit to Japan. First shipment 
scheduled for B00301. 

KATO, A. Nissho-Iwoi American Corp. OBM-1072. 79/00/29. lp. 


7910220397 Application by Nissho-Iwai American Corp for license to 
export hydrogen recomblner unit to Japan. First shipment 
scheduled for 800102 

KATQ.A. Nissho-Iwai American Corp. GBM-1021. 79/08/29. lp 


791022039B Application by Nissho-Iwai American Corp for license to 
export hydrogen recombinor unit to Japan. First shipment 
scheduled for 791215. 

KAIO, A. Nt ssha-lwa i American Corp. OHM-1022. 79/00/29. lp. 


7910220402 Application by Nissho-Iwai American Corp for license to 
export hydrogen recombiner unit to Japan. First shipment 
scheduled for 791201, 

KATO. A. Nissho-Iwai American Corp, GBM-1023. 79/00/29. lp, 


7910220403 Application by Nissho-Iwai American Corp for license to 
export hydrogen recombiner unit to Japan. First shipment 
scheduled for 791101. 

KATO, A, Nissho-Iwai American Corp. QBM-1023. 79/00/29. lp. 


7910220406 6ECY-79-S77 

Notifies NRC of pending 790928 export ap p 1 1 cat l on. Forwards 
executive response on application f < "Concise Environ Ropt. " 
SHEA, J. R. Office of International Programs. 79/10/02. lp. 


—7910220409 Forwards revised executive branch analysis ra license 
application for export of pressuriied water N8S8 
supply sys to Ph 1 1 1 p p 1 nos , Rec ommend s issuance of export 
license. MC Belisarlo 770311 Hr cncl. 

NBSENZO, L. V. Sta te, Dep t. a f , Bureau of Oceans «, Internatl. Envlrnn. 
t Scientific Affairs, 79/10/01. 17pp. 


791022041B 8ECV-79-71B 

Discusses review of proposed license for Nissho-Iwai 
American Corp to export 15,075 kgs U, enriched to 1.827, 

U-235. to Japan. Forwards application for export license. N 
Tsuji 701229 Hr t, LV Nosemo 790730 ltr. 

SHEA, J, R. Office of International Programs. 79/09/23. 3pp. 


■7910220422 License for Nissho-Iwai American Corp to export 13,073 kgs 
Ui enriched tD 1.52% U-235, to Japan. 

* Assistant Director for Ex port/ Imp or t b International 
9af oguards, 79/09/25. 2pp. 


7910220429 8ECY-79-200A 

Forwards Executive Branch response on pending 790919 
export application. 

SHEA, J, R. Office of International Programs. 79/09/27. lp. 


7910220432 BECY-79-535 

Notifies NRC of receipt of license applications warranting 
immediate NRC ac 1 1 on. Forward a application for export 
licenses Jx end use statement. 

BHEA, J. R. Office of International Programs. 79/09/28. 2pp. 


7910220432 BECY-79-535 

Notifies NRC of receipt of license applications warranting 
immediate NRC ac 1 1 on. Forward s application for export 
licenses h end use statement. 

BHEA, J, R. Office of International Programs. 79/09/20. 2 pp. 


7910220432 BECV-79-393 

Notifies NRC of receipt of license applications warranting 
immediate NRC action. Forwards application for export 
licenses h end use statement. 

SHEA, J. R, Office of International Programs, 79/09/20. 2 pp. 



NONDOCKETED ITEMS 


421 


•—7910220439 Application by Edlow Inti Co. representing Comislon Nadonal 
its Energla Atomlca. For license to export U-303 to 
Arflontina. 

HARMON. D. W. Edlow International Co. 79/09/03. 2pp. 


--7910320445 Application by Edlou Inti Co. representing ComisiDn National 
do Energla Atomica. for license to export U at U 
hexafluoride to Peru. 

HARMON, D. W. Edlow International Co. 79/09/03. Ip. 


7910220463 Requests Executive Dranch position re Reuter Stokes, Inc 
application for license to export SNM to Spain. Forwards 
79-0913 app 1 icati on. W/o end. 

PETERSON, M. R. Assistant Director for Export/Import b International 
Safeguards. 79/10/03. lp. 


7910220464 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

PETERSON, M. R. Assistant Director for Export/Import b International 
Safeguard*. 79/10/09. lp. 


7910220460 Executive Dranch position re TranBnuclear Inc application 
for license to export 49,656 kg 0, enriched to max 3. 3Z 
0-235, to France. Ltr of assurance end. Liconse should be 
granted. 

NOSENZO. L. V. State, Dept. of. 79/10/09. 3pp. 


7910220473 Executive Drench position re Mitsui b Co application for 
license to export Zircaloy-2 tube shells to Japan. License 
should be granted. 

NdSENZO, L. V. State. Dept. of. 79/10/09. 2pp. 


7910220476 Executive Dranch position re GA Co application for license 
to export specially designed parts b components to South 
Korea. License should be granted. 

NOEENZQ, L. V. Sta te, Dep t. of . 79/10/09. 2pp. 


7910220470 Executive Branch position re GA Co application for license 
to export specially design parts & components to Turkey. Ltr 
of assurance end. License should be granted. 

NOBENZO.L. V. State, Dep t. of . 79/10/09. 3pp, 


79I02204B2 Executive Branch position re JT Bakor Chemical Co 
application for license to export 14.03 lb of depleted 0 
to Me xico. License should be granted. 

NOSENZOiL.V. State, Dept. of. 79/10/09. 2pp. 


79102204S4 Application by Isotec Inc for license tD export 1.000 g 
deuterium oxide b 10,000 litres deuterium gas to Western 
Europe, Austral la b Asia. 

* Isotec, Inc. 79/09/20. 2pp. 


7910220486 Application by Teledyne Wah Chang Albany for license to 
axport Zircaloy-4 tube shells to Canada. 

HATTENBARQE, J. Teledyne Wah Chang Albany. 23B6. 79/10/04. lp. 


7910220330 License for GE to import 90 kg U, enriched to 4’/. U-233 b 0.49 
kg Pu, from Sweden. 

PETERBON, M. R. Assistant Director for Export/Import b International 
Safeguards. 79/10/15. 2pp. 


7910220535 Requests Executive Branch position re WJ Woolley Cu 
application for license to export specially design nuclear 
equipment to South Africa. W/o end 790921 application. 

PETERSON, M. R, Assistant Director for Export/Import b It ternational 
Safeguards. 79/10/09. lp. 


7910220566 Forwards application by Drosser Industries, Inc for license 
to export nuclear matl to Hungary. 

CRAWFORD, D. S. Dresser Industries, Inc. 79/10/05. lp. 


--7910220572 Application by Dresser Industries, Inc for license to export 
4 Ci Cs-137, IB Cl Am-241-BE, 0. 002 Cl radium, 430 mCi 
Am-241-DE b 500 uCi Am-241 to Hungary. 

WILSON, D. J. Dresser Industries, Inc. 104-42-9-3060. 79/10/02. 

Ip. 


7910230043 Request* Executive Dronch position re GA Co application for 
license to export miscellaneous components to Taiwan. 

Forward* 790921 app 1 icati on. W/o end. 

PETERSON, II. R. Assistant Director for Export/Import b International 
Safeguards. 79/10/09. tp. 


7910230133 Submit* application to amend export 1 Icsnse, extending 
expiration date b increasing quantity of xireonium tubes. 
WILSON, B. D. General Electric Co. DDW-79224. 79/10/03. lp. 


7910230139 Application by Westinghouse for license to export 
compensated Ionization chamber to France. 

PACHAL, W. P Westinghouse Electric Corp. ZE-202B5. 79/09/27. lp. 


7910230166 Requests amend to export license to include Byron Jackson 
Nuclear Products as intermediate consignee. 

NORTON, J. Borg-Warner Corp. 79/10/03. lp. 


7910230170 Requests Executive Branch position re Transnuclear, Inc 
request to amend export license appl icat ion, to correct 
quantities of export to 16 kgs U containing 0.640 kgs U-235 
Forwards amend. W/o end. 

PETERSON, M. R. Assistant Director for Export/Import b International 
Safeguards. 79/10/09. lp. 


7910230352 Forwards Transnuclear, Inc 791009 ltr requesting that 
application to export B20 kgs depleted U to Japan be 
cancelled. W/o end. 

PETERSON. M. R. Assistant Director for Export/Import b International 
Safeguards. 79/10/09. lp. 


7910230362 Forward* Westinghouse 790924 Hr cancelling request for 
export of nuclear equipment to Taiwan for use in Talpouer 
Units 3 b 6. W/o end . Equipment will be exported under 
License XR-1 13. 

PETERSON, M. R. Assistant Director for Export/Import b International 
Safeguards. 79/10/09. ip. 


7910230362 Forwards Westinghouse 790924 ltr cancelling request for 
export of nuclear equipment to Taiwan for use in Taipower 
Units 3 b 6. W/o end. Equipment will be exported undeT 
License XR-113. 

PETERSDN, M. R. Ass i stant Di rec tor for Expor t/Import b International 
Safeguards. 79/10/09. Ip. 


7910230637 Discusses safety of transporting U hexafluoride. Hazards 
limited to chemical toxicity due to container rupture. 
Transnuclear, Inc import from France of 30,000 kgs U, enriched 
to 1 . 15X, conforms w/std provisions. 

MOORE, R. N. Office of International Programs. 79/10/13. ip. 


7910240357 SECY-79-551 

Discusses NRC review of proposed issuance of license to 
Nuclear Metals, Inc for export of 100,000 kg depleted U, 
as derbies or billets, to West Germany . Forward s license 
b 790020 application. 

SHEA, J. R. Office of International Programs, 79/09/26. 5pp. 


7910240303 Submits application to amend export license, extending 
expiration date to 811101. 

WILSON, B.D, General Electric Co. 79/07/28. lp. 


7910240520 Application by Huxley Barter Corp for license to export 
bare earth sodium sulphate in powder form containing 10"4 
thorium oxide to United Kingdom. 

SIEGEL, W. Huxley Darter Corp. 27940. 79/10/02. lp. 


7910240680 Experesses concern re financial losses caused by delay in 
license i ssuance. Watch mfg facility has moved to Hong Kong. 

Tritium light source inventory remains in Dallas, TX. 

SHERMAN. S. C. Micro Display Bystems. 79/09/05. lp. 


7910250053 Application by Rauter-Stokes, Inc for license to export 
Models RB-CH-2510-104 b RS-C 1-2514-1 1 S to West Germany. Ltr 
of assurance end. 

SKARUPA. J. D. Reuter-Btokes, Inc. V-8312. 79/10/04. 3pp. 


7910250503 Amend 3 to license for Westinghouse to import 10,931 kg U, 
enriched to 3. 2X, from Sweden. Extends expiration date from 
791231 to BO 1 23 1 . 

PETERSON, M. R. Assistant Director for Export/Import b International 
Safeguards. 79/09/27. lp. 


7910260020 Requests Executive Branch position re ITT Grinned Valve Cd, 
Inc application for license to export diaphragm valves to 
Spain. 

PETERSON, M. R. Assistant Director for Expor t/ Imp ort b International 
Safeguards. 79/10/19. lp. 


7910260023 Requests Executive Branch position re American Atomics Corp 
application for license to export 200,000 Ci tritium to 
Condition 2 countries. . 

PETERBON, M. R, Assistant Director for Export/Import b International 
Safeguards, 79/10/19. lp. 


7910260028 Requests Executive Branch position ra Oladix Corp 
application for license to export zircaloy tubes to Taiwan. 

PETERBON, M. R. Assistant Director for Export/Import b International 
Safeguard*. 79/10/19. lp. 
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7910260031 Request* Eiacutlve Branch position re Dopt of Navy 
application for license to expert depleted U to Saudi 
Arabia. 

PETERSON. M II Assistant Director for Export/Import 6 International 
Safeguards. 79/ 10/ 19 i p 


7910360035 Application by Dresser ] ndus tr j es. I n c , For license to export 
one Gulf Nuclear Model CS3 lo/tuio Ci of Cs-137 6 one Dresser 
Atlas Model C-933 Calibrator w/0. Q002 Cl radium to Soviet 
Union. 

WILSON. D. J. Dresser Industries, Inc. 79/10/03. Ip 


791026003® Forwards application to export 12,713 kq U, enriched to 3.237 
U hexafluoride, to West Oermang. 

MATSON, V. Trartsmjc 1 ear , Inc, 79/10/08. Ip. 


•7910260080 Application by Westinghouse For license to export 10 incore 
detectors containing 0.0440 g U, enriched to 93. 16Z U-235, to 
South Korea. 

RODI.J.P. Westinghouse Electric Corp. 79/10/02. Ip, 


7910260086 License for BtU to import 1,900 kg U, enriched to 4.'/, 

U dioxide p el 1 e ts, f rom United Kingdom. 

PETERSON, MR. Assistant Director for Ex por t/ Import 6 International 
Safeguards. 79/10/16. Ip. 


7910260091 License for Westinghouse to export 1 ioniiation chamber to 
Delg ium. 

PETERSON, M. R. Assistant Director for Expor t/Import t, International 
Safeguards. 79/10/17. Ip. 


■7910260042 Application by Tran snu c 1 ear, I nc, f ot license to export 12,713 
kg U, enriched to 3. 3514 U h e i af luoride, to West Germany. 

* Transnuclear, Inc. 79/10/00. 2pp. 


7910260040 Application by Rout er -Sto k es , Inc > for license to export one 
model RS-C2-2S10-1Q4 dotectoT containing 1,9 g U-233 6 pne 
HB-C 1-2514-119 detector containing 1.4 g u to Heat Germany. 

ROST, R. C. Router-Stakes, Inx. V-B312. 79/10/04. 7 pp 


7910260096 Requests Executive Branch position re Paul Munroe 
Hydraulics, Inc application for license to export 19 snubbers 
to Spain. 

PETERSON, M. K. Assistant Director for E x par t/ Import t. International 
Safeguards. 79/10/10, 1 p. 


7910260098 License far Univ af CA to import O. 161 g Pu-242 6 0 041 n 
Pu-244 from Belgium. 9 

PETERBON, M. R. Assistant Director for Export/Import 6 International 
Safeguards. 79/10/10. lp. 


7910260034 Application by Oept Df Navy Por license to export 27,729 
kg depleted U, enriched to 0.27. U-239 U contained in 
aoimuni tlon, to Oaudi Arabia. 

ALTWEGQ, D. M Navy , Dep t . o f . 79/09/13. 2pp. 


7910260057 Application by GE for license to export 2. 9B g of pouidercd 
U oxide 6 U dioxide as lab audit samples to Italy. 

WILSON, D. 0. General Electric Co. 79/10/03. ipp 


9 10260 059 Forwards application for license to export U-233 to Canada. 
BEN0EL3BDRF, M. Ene r g y . Da p t . of . 79/09/28. ip 


7910260133 Forwards application by P i tts b urgh -Des Moines Steel Co to 
export four sots of personnel airlocks, two bulkheads 6 one 
cylindrical shell barrel section to Republic of South 
Africa, 

HUNT, M. V, Pittsburgh-Des Moines. Steal Co. 79/10/04. 3pp, 


•7910260135 Application by Pittsburgh-Des Moines Steel Co for license to 
export four sets of personnel access airlock comp onent s, two 
bulkheads f< one cylindrical sholl barrel section to Republic 
of South Africa. 

JORDAN, R. W. Pittsburgh-Des. Moines Steel Co. 79/10/02. Ip. 


—7910260063 Application by DOE for license to export 22 kg U-233, 
enriched to 97. 07, to Canada. 

BENGELSDORF, H. D Energy, Dept of. 79/09/26. 7pp. 


7910260137 Forwards application for license to export 200,000 Ci 
tritium gas In sealed sources to Condition 2 countries, 

DOOLEY, H. H. American Atomics Corp, 79/10/11. lp. 


9 l 0260060 License far AccuRsy Corp to export 0.5 Ci Kr-89 to East 
Germany , 

PETERSON, M. R. Assistant Director for Ex port/import U International 
•Safeguards. 79/10/17. Hpp. 


7910260065 License for Aldrich Chemical Co to export 10 kg deuterium 
o i i do to Aus tra 1 la. 

PETERSON, M. R, Assistant Director For Export/Import 6 International 
Safeguards. 79/10/17. Ejpp. 


7910260066 Application by Natl Nuclear Corp, for license to export 911 
mC i Cf-292 to Japan, End use statement encl. 

WELSH, L. National Nuclear Corp, 79/09/ IB. 2pp. 


7910360060 Forwards application for license to export U to Belgium., 
HAT SON, V, Transnuclear. Inc. 79/10/03. lp, 


-7910260074 Application by Transnuc 1 ear , Inc, f or license to export 367 kg 
of U hoxaf 1 uoride, enr i c hed to 3.47 U-233, to Belgium. 

MATSON, V. Transnuclear, Inc. 79/10/03. 2pp. 


7910260071 License for Aldrich Chemical Co to export 2.3 kg deuterium 
to Japan. 

PETERSON, M. R. Assistant Director for Export/Import b International 

Safeguards. 79/10/17. 3pp. 


7910260077 License for Aldrich Chemical Co to export 10 kg deuterium 
ox ide to Austral ia. 

PETERSON, M. R. Assistant Director for Export/Import U International 
Safeguards. 79/IQ/17. 2pp. 


79 1 026007B Application by Edlou Inti Co, f nr license to export 1 g 
U-003, U-010, U-013, 11-020. U-030, 11-030, U-100 !, U- I 50, but 1 c hed 
to 13. 3077, to Japan, 

HARMON.D, W. Edlou Interna tional Co. 79/10/09. tp. 


7910260083 License far Blgma Chemical to export 3,0 tg deuterium oxide 
to Argent la. 

PETERSON, M. R. Assistant Director for Export/Import b International 
Safeguards. 79/10/17. 2pp. 


7 ' ? iSn <>OD05 Fo^u ' a^,^ ' , application for license to export U to Bouth Korea. 
RODliJ. P. Westinghouse Electric Corp. TFO/NRC-3797. 79/10/02. lp. 


— 7910260146 Application fi y American Atomics Co for license to export 
200,000 Ci tritium gas in scaled sources to Condition 2 
countries, 

DOOLEY, H. H. American Atomics Corp. 79/10/10. lp. 

7910260140 License for Dt<U to import 1,000 kg U, enriched to 4.057, 
gadolinium oxide, to West Germany. 

PETERSON, M. R. Assistant Director for Export/Import 6 International 
Safeguards. 79/10/13. lp. 


7910260430 Accepts, w/re s erva 1 1 ons, proposed license for Westinghouse to 
export 109,730 kg U. enriched to 3.57 U-235, to South Korea. 

CHILK.B.J. Office of the Secretary of the Commission, 79/10/12, 


7910290142 SECY—79— 34HB 

Recommends approval of application by Marubeni America Corp 
for license to export 620 kg U, enriched to 12.107 U-233, to 
Japan.. 

SHEA, J. R. Of fice op International Programs. 79/10/04, 4pp 


•7910290143 Draft license fur Marubeni America Corp to export 620 k n 
U. enriched to 12. 1BV. U-233, to Japan. 

PETERBON, M. R, Assistant Director for Export/Import 8, 
International Safeguards. 2H-0102. 79/10/04. lp. 


■7910290134 Requests change In 790925 application For license to export 
byproduct matl to East Germany, ra intermediate consignee & 
transportation route. 

KRAMER, D, AccuRay Corp. 79/10/01. lp, 


7910290372 Submits application to amend export license increasing total 
quantity of tritium to 200 Ci. 

LAHR» T. N. 3M Co., Minnesota Mining tx MFg, Co. 79/09/26. Ip. 

7910290375 Requests cancellation of 770627 application to export 020 
kg depleted U. 

MATSON, V, Transnuclear, Inc. 04008634. 79/10/09. lp. 


7910290407 Withdraws 790920 application to export Zircaloy tubes. 
KEENAN, R. P. Westinghouse Electric Corp. ICS-9270. 79/10/01. lp. 


, 7910300029 Advises that 790912 request to amend license to Increase 
total amount by 230 kg of U containing 0 kg of U-235 does 
not represent substantial change In Initial author! xation & 
may be processed at staff level. 

MOORE, R. N. Office of International Programs, 79/10/03. lp. 
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— j? 1G30QQ32 Requests addl info on Executive Branch position re 
application for license tn ciport U hexafluoride to Spain. 
facIHty plans to convert U hexafluoride into fuel elements 
far JEW-1 reactor not addressed 

PETERSON, M. R. Office of International Programs, 79/10/15. Ip. 


7910300402 Executive Branch position re Route r-St u k si, In c application 
to amend License X5NM-1343 to increase quantity of U-235 
exported to Indio. Recommend 3 that license amend be Issued. 

WOSENZO, L. V. 5tote, Dept, of. Bureau of Oceans 6 Internal) . Envi ron. t, 
Scientific AffalTS. 79/10/12. 2pp. 


*910300060 Discusses QE application for license to import 90 kg U, 
enriched to 4X U-235, t< 490 g Pg, con tax rved in fuol rods, from 
Sweden, Li c ense should be issued. 

MOORE, R. N. Office of Internationa l Programs. 79/10/05. 2pp. 


^910300074 Discusses matter of purchase cancellation !< requests 
processing of export license application as soon as 
possible. 

LIANG, 0. Oladix Corp. 79/10/11. lp. 


r 9l030f>Q76 Responds to FOIA request for info re nuclear exports to 
pra z il. Forwards documents. Certa i n documents entirely 
withheld (ref FOIA Exemption 31 6 others partially 
withheld (ref FOIA Exemption 1>. 

FELTON, J. M. Division of Rules and Records. 79/10/22. 4pp. 


791Q3000B9 Finds sufficient legal basla for issuing License XBWM-0909 
to export low enriched U to Bra x i 1. A1 though Brazilian 
statement la amb iguous, Commi ts i on is assured that matl will 
not be used to produce explosives. Discusses export policy. 

9701 HER, C . R. Office of the General Counsel. 7B/02/21. 10pp. 


■ — -7910300094 Wotifies of NRC acceptance of LV Qossicfe recommendation 
that license he issued for ciport of 51 , 889 Vg U, enriched to 
3. I3X U-235, to Brail 1. Submits NRC comments re use of U3 
nuclear matl 6 equipment Pur nucloar explosive purposes. 

CHILK, S. J. Office of the Secretary of tho Commission. 78/06/21 
Ip 


—7910300112 6ECY-77-60I 

Summarises NRC review of proposed issuance of license for 
Weatlnghouse to export 91.BQ9 kg U, enriched to 3 157 U-235, 
to Brax 1 1. Recommends closed meeting w/Dept of State as aourx 
as passible. 

SHEA, J. R. Office of International Programs. 77/12/05, 4pp. 


7910300406 Executive Branch position re Uos tin g hous r application to 
extend License XSNrt-SlO to export Pu to Japan, flee ommend s 
that license extension be granted. 

NOSENZO, L. V. State, Dept, of. Bureau of Oceans 6 In terna tl . Env l ran. 
Scientific Affairs. 79/10/05 2pp, 


7910300412 Executive Branch position re Edlou Inti Cn application to 
export 454 kg U-235, enr i c hed to 2. 637. to Japan Recommends 
that lie ense be issued. 

NOSENZO, L.V, state, Dept nf. Bureau of Oceans k I n terna 1 1 . Env i ran . U 
Scientific Affairs. 79/10/12. lp. 


7910300479 Executive Branch position re Mitsubishi Inti Corp 
application to export 1.302 kg U-235, enr i ched to 3. 237., to 
Japan. Recommends that license ha issued. 

NOSENZO. t. U. Stale, Dept, of, Bureau of Oceans !< In t ernat 1 . Env l r on 
Scientific Affairs. 79/10/12. 2pp. 


& 


7910300477 Executive Branch position re Shattuck Chemical Co, Inc 
application to export 11.3 lbs depleted U to Mexico. 

Recommends that license be issued. 

NOSENZO. L. V. State, Dept, of. Bureau of Oceans J, Internet 1 . Envlr on. t 
Scientific Affairs. 79/1Q/19. 2pp, 


7910310022 EECV-79-21BC 

Summar i ze s Comm (ssion review of proposed issuance of export 
license to Transnuc 1 Bar, 1 nt. Rec ornmond s license be issued 
Proposed license end. 

SHEA, JR. Office of I ntot n ati o nal Programs. 79/09/06. 4pp 


7910310024 Application by Thiakal Corp.Vontron Div Alfa Products for 
license tD rxpoTt 249.5 g liquid deuterium oxide. 99 OX 
isotopic purity, to India. 

UADHAUN, D. P. Thiokol Corp. 0097056-00. 79/10/04. 3pp 


-7910300116 Forwards Uestinghnuse application for license to export un 
to 1.392 Ig U-235 to Brail 1. 

KENEREDN, D, A. Ho st i ng h oils e Electric Corp. 76/04/09. lp. 


— 7910300121 Application by Westlnghouse for license to export up to 
1,392 kg U-235, contained in up to 31,009 kg U, to Brax il. End 
use statement one 1. 

KENERSCN, D. A. Hostinghouse Electric Corp ZWRT 90000 Alt 
76/04/09. 2pp. 


-7910300135 Requests assistance in expediting Issuance of License 
XBNM-0909 for expert of nuclear fuel assemblies to Uracil. 
BDETTIMGER, H. L, Westinghouso Electric Corp. IC9-62B6 77/11/2? 

>P 


910300262 Submits application to Amend license to increase quantity nf 
enriched U imported to 1,364.2 kg containing 16.32 kg U-235. 
tlrtTSON, V. Transnucloar, Inc. 79/10/05. lp. 


710300263 Submits application to amend expiration dates & values of 
Licenses XCOM-21 9. XCOM-222, XCOM-228 lc XCOM-H2S, Matl 
descriptions remain same, 

ORUBH, P. N. Hoke, Inc 79/09/24. 2pp, 


? 10300265 Submits application to amend expiration dates & values of 
Licenses XC0M-2I9, XCDM-222, XCOM-asa h XCOI1-2.23.Matl 
descriptions remain same. 

BRUSH. P.N. Hoke, Inc. 79/09/24. 2pp. 


^10300269 Submits application to amend expiration dates h< values of 
Licenses XCtJM-219, XCOM-222, XCaM-228 & XCDM-225. Ma tl 
descriptions remain same. 
fiRUSH.F. N, Hoke, Inc. 79/09/24. 2pp. 


p *0300265 Submits application to amend expiration dates & values of 
Licenses XCOM-2 19, XCOM-222. XCDM-223 & XCHM-225. Ma 1 1 
descriptions remain same, 

®fWSH. P, N. Hoke, Inc, 79/09/24, 2pp. 


*0300399 Executive Branch position re Mitsubishi Inti Corp 
~Fp 1 teat ion to export 496 kg U-235. enriched to 3. 297,, to 
*pan. Recommends that license bo issued. Ltr of assurance 
lu 1 

jJOSENrO. L. V, State, Dopt, of, Bureau of Oceans *, Interna tl . Environ, t, 
‘ a «ientlflc Affairs. 79/10/12. 3 pp. 


7910310031 Application by Chase Nuclear (UB) Div of Chase Brass for 
license bo export xirconium 2. 57 niobium alloy extruded 
tubes to Canada. 

TOOLE, t. Chase Brass U Copper Co., Inc., Chase NucleaT Div 
00-4069. 79/10/10. lp. 


7910310036 Application by Chose Nuclear <UB> Div of Chase Brass for 
license to export 250 lb i ire enium 2, 897. n let i uni a 1 log 
extruded tubes to United Kin g dom. Forwa rds ltr. W/q encl. 

TOCLE. T. Chase Brass fc Copper Co., Inc., Chase Nuclear Div. 
B0-40B3. 79/10/10 1pp. 


7910310045 Application by He3t ( nghouse for license to export 
two WL- 23192 miniature ionization chambers to West Germany. 
TERWILL 1 GER, C . Wootinghouse Electric Corp. FS-47466. 79/10/10 


7910310050- Application by GE for license to export p ip ing, p iping 
fl ttings, wold (ng matls pipe restraints 6 snubbers to Italy. 
HILBON.B.D, General Electric Co. 79-226. 79/10/12. 1pp. 


79103 1 0073 Forwards application for license for minor nuclear 
export. Ltr af assurance required 

PETERSON, M. R, Office of International Programs. 79/10/18. ip. 


7910310113 Amend 3 to license for Transnuc lean Inc, Increas ing quantity 
of matl exported to 6,739 U, enriched tD 1. 017. 11-233. All 
other conditions remain unchanged. 

PETERSON, M. R. Assistant Director for Expart/Import 6 International 
Safeguards. 79/10/10. 2pp. 


7910310147 8ECV- 79-537 

Summarizes status of application by OA Co to export 3,630 g 
U. enriched to max 19,97, U-233. to Republic of China. 

Recommends license be issued. 

BHEA. J. R. Office of International Programs. 79/09/19. 3pp. 

— 7910310155 Responds to 771123 Executive Branch position re OA Co 
app 1 lea 1 1 on to license ta export 3,630 g U, enriched to mar 
of 19.97 U-239, to Republic of China. License should be 
granted. 

NOSENZO, L. V. State, Dept, of, Bureau of Oceans h Internatl . Envi ron 
& Scientific Af fain. 78/08/10. 2 pp. 


■79 1031 01 BB Application by GA Co for license to export 3565 g U„ 
enriched to nominal 19.97 U-23S, to Republic of China. 

MOWERY, U. R . General Atomic Co. {subs, of Gulf Oil Coro ) 
IEL-86I. 77/11/11. lp, 
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— 7910310164 Application by <JA Co to amend license to export to 3.630 g 
U, enriched to IV. 9X U-233, to Republic of China. 

M3WHY, W. ff. General Atomic Co. (sub*, of Gulf Oil Carp.). IEL-900. 
78/03723. 2pp. 


-7910310169 License for GA Co to export 3,630 g U. ejiriched u/a mac to 
IV. VK 0-233, to Republic of China. 

PETERSON. M. R. Office of Interna ti ona 1 Programs. 7V/OV/19, 2pp. 


79I03101S2 5ECV-79-1B2B 

Summarixe* Convmi ssion review of proposed Issuance of export 
license to Uesting house. Recommend* revised license be 
Issued. Proposed license end. 

SHEA, J. R. Office of International Programs. 79/09/11. Bpp. 


7910310171 SECY-79-316 

Forwards Edlaw lntl Co application for license to export 
19.B50.fi tg U hexafluoride, enriched to max 2. 71% U-233. to 
India. 

SHEA.-J. R. Office of In t a rnat i onal Programs. 79/00/31. Ip, 


■7910310101 Executive Branch position re Marubeni 

application for license to export 620 kg u hen'l-^’isx 
enriched to max 12. IB/., to Japan. License should 6' S'* ’ 

Ltr of assurance end. 

NOSENZO, L. V. State, Dept, of, Bureau of Oceans 1'"'*' » 

t, Scientific Affairs. 79/DB/24. 3pp. 


7910310207 Requests Executive Branch position re C n « » » f < , . i 
application for license to export xirconium extruded t .»« 
to Romania through Canada. 

PETERSON, M. H. Office of Int erno t i on a 1 Programs i' *■ ' i ' 1 
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AUTHOR NUMBER CATEGORY 


ACCESSION SUBJECT 
AUTHOR NUMBER CATEGORY 


ACCESSION SUBJECT 
AUTHOR NUMBER CATEGORY 


BRIGGS, L. 

79101601*3* 

50-219 

Q 

BRIGGS, L. E. 

79101 10537* 

50-219 

Q 

BRIGHT, G. 0. 

791003033B 

50-358 

C 

BRIGHT,©. 0 

7910260260 

30-399 

G 

BRINK.T. 

79101 I00B1 

PR 


BR1STER, B. 

7910110402 

FOIA 


BROADHURST, R. H. 

7910240923* 

50-361 

K 

BROCKETT, T. 

7910110236* 

FOIA 


BROCKETT, T. U. 

79101 101B7# 

FOIA 


BROCKETT, T. W. 

7910160499 

50-201 

S 

BROOIEi C'. G. 

7910090639* 

30-344 

P 

BROEHL, D. J. 

7910110149 

30-344 

0 

BROEHL, D. J. 

7910030052 

30-344 

0 

BROEHL. D. J. 

7910090063 

30-344 

G 

BROEHL, D. J. 

7910030437 

30-344 

P 

0ROEK.C. V. 

7910220363 

NUREO 


BROOKS, B. L 

7910010323 

30-320 

P 

BROOKS, L. A 

7910250106* 

QA999 


BROOKS, T. H. 

7910090323 

PR 


BROOKS. W. L. 

7910040302* 

TOPREP 


BROOKS, U. 

7910030041* 

TOPREP 


BROWN, E. H. 

7910230700 

50-312 

G 

BROWN, E. H. 

7910230700 

50-312 

G 

BROWN, H. H. 

7910250390 

50-275 

0 

BROWN, F. R. 

7910250339 

50-409 

P 

BROWN, K. 0. 

7910110446 

50-33B 

U 

BROWN, M. S. 

7910160906* 

50-316 

S 

BROWN, D. H. 

7910260260* 

50-346 

S 

BROWN, S. C. 

7910030*21 

50-404 

0 

BROWN, S. C. 

7910050171* 

30-404 

A 

BROWN, S. C. 

7910050176* 

50-404 

A 

BROWN, S. C. 

7910030B92 

30-404 

0 

BROWN, S. C. 

7910100465 

50-404 

S 

GROWN, B. C. 

7910130577 

30-404 

S 

BROWN, S. C. 

7910020474 

30-339 

s 

BROWN, S. C. 

7910040304 

30-339 

s 

BROWN, B. C. 

7910190402 

50-339 

s 

BROWN, S. C. 

7910190393 

50-339 

s 

BROWN, S. C. 

7910120192 

50-339 

s 

BROWN, S. C. 

7910180451 

50-339 

s 

BROWN, S. C. 

7910190361 

50-339 

S 

BROWN, S. C. 

7910100313 

30-339 

A 

BROUN, B. C. 

7910100355 

30-404 

S 

BROWN, 8. C. 

7910100364 

50-404 

A 

BROWN, S. C. 

7910150433 

50-404 

A 

BROWN. B. C. 

7910150464 

50-404 

S 

BROWN, S. 

7910110351 

50-339 

A 

BROWN. S.C. 

7910150457 

50-339 

S 

BROWN, S. C. 

7910160492 

50-339 

S 

BROWN, S. C. 

7910190310 

50-339 

S 

BROWN, S. C. 

7910150449 

50-339 

A 

BROWN, 8. C. 

7910220283 

50-338 

P 

BROWN, S. C. 

7910230504 

50-404 

S 

BROWN, B. C. 

7910240677 

50-404 

A 

BROWN, S.C. 

7910290316 

50-339 

B 

BROWN, C. H. 

7910230201* 

50-156 

a 

BROWN, C. H. 

7910240336* 

50-IB6 

0 

BROWN, G. 0. 

7910120022* 

40-6622 


BROWN, 0. 0. 

7910120030* 

40-6622 


BROWN, 0. D. 

7910120017 

40-6622 


DROWN. 0. D, 

7910230675* 

PROJ 


DROWN, 0. 0. 

7910230666 

PRQJ 


BROWN, R. L. 

7910250145* 

QA999 


BROWN. R. L. 

7910220539* 

GA999 


DROWN, R. L. 

7910250360* 

GA999 


BROWN.fi. 9. 

791025067B 

PROJ 


DROWN. R. S. 

79102506B2* 

PRQJ 


BRUCE, L. 

7910120353 

XPORTLIC 


BHUOGER, R. M. 

791O10071S 

PR 


BRUGGE, R.O. 

7910120233* 

50-324 

p 

BRUGGE, R. 0. 

791010024B 

50-27B 

p 

BRUNET, R. R. 

7910300331* 

30-206 

p 

BRUNNER, E. 

79I01B0514 

30-286 

s 

BRUNNER, E. J. 

7910010336 

50-272 

a 

BRUNNER, E. J. 

7910120172* 

30-317 

a 

BRUNNER, E. J. 

7910020773 

50-243 

a 

BRUNNER, E. J. 

7910170631 

50-247 

a 

BRUNNER, E. J. 

7910030286* 

50-29 

0 

BRUNNER, E. J. 

7910010590 

50-272 

a 

BRUNNER, E. J. 

7910030B34 

30-220 

G 

BRUNNER, E. J. 

791003 0BB5 

50-271 

a 

BflUNNER, E. J. 

7910030891 

50-271 

0 

BRUNNER, E. J. 

7910020416 

30-244 

a 

BRUNNER, L. D. 

7910I5006B* 

50-244 

Q 

BRUNNER, £: J. 

7910010774 

50-219 

a 


BRUNNER, E. J. 

7910020071 

50-272 

Q 

BRUNNER, E. J. 

7910020410 

50-387 

Q 

BRUNNER, E. J. 

7910120336* 

50-272 

0 

BRUNNER, E. J. 

7910160150* 

50-219 

0 

BRUNNER, E. J. 

7910020446 

30-245 

a 

BRUNNER, E. J. 

7910300275* 

50-245 

Q 

BRUNNER, E. J. 

7910090750* 

50-334 

0 

BRUNNER, E. J. 

7910160172* 

50-293 

a 

BRUNNER, E. J. 

7910090006 

30-213 

a 

BRUNNER, E. J. 

7910090014 

50-309 

G 

BRUNNER, E. J. 

79100903B8 

50-317 

G 

BRUNNER, E. J. 

7910160083 

50-311 

a 

BRUNNER, E. J, 

7910160350 

30-245 

G 

BRUNNER, E. J. 

7910160343 

50-387 

0 

BRUNNER, E. J. 

7910110532 

30-219 

a 

BRUNNER, E. J. 

7910310052* 

50-277 

Q 

BRUNNER, E. J. 

7910090737 

50-272 

a 

BRUNNER, E. J. 

7910030751 

50-293 

p 

BRUNNER, E. J. 

7910090731 

30-272 

0 

BRUNNER, E. J. 

791 029004Q* 

50-243 

G 

BRUNNER, E. J. 

7910090021 

50-311 

a 

BRUNNER, E. J. 

7910030265 

30-29 

a 

BRUNNER, E. J. 

7910050172 

30-334 

p 

BRUNNER, E. J. 

7910150162* 

30-293 

Q 

BRUNNER, E. J. 

7910290030 

50-309 

a 

BRUNNER, E. J. 

7910290101 

50-247 

Q 

BRUNNER, E. J. 

7910290249 

50-206 

a 

BRUNNER, E. J. 

7910150077 

50-322 

a 

BRUNNER, E. J. 

791029003B 

50-2B6 

a 

BRUNNER, E. J. 

79102900B3 

50-247 

0 

BRUNNER, E. J. 

79102900S6 

50-247 

0 

BRUNNER. E J. 

7910150054 

50-244 

0 

BRUNNER, E. J. 

7910160133 

30-219 

a 

BflUNNER, E. J. 

7910160161 

50-293 

a 

BRUNNER, E. J. 

7910180224 

30-245 

p 

BRUNNER, E. J. 

7910090744 

50-334 

a 

BRUNNER, E. J. 

7910300267 

50-245 

a 

BRUNNER, E. J 

7910110519 

50-334 

G 

BRUNNER. E. J. 

7910310041 

50-277 

G 

BRUNNER, E. J. 

7910310134 

50-333 

Q 

BRUNNER, E. J. 

7910290043 

50-245 

G 

BRUSH, P. N. 

7910120105 

XPORTLIC 

BRUSH, P. N. 

BRYAN, J. K. 

7910300265 

7910250231* 

XPORTLIC 

50-483 

G 

BRYAN, J. K. 

7910250235 

30-483 

A 

BRYAN, J. K 

7910240622 

50-483 

F 

BRYAN, R. G. 

BRYANT, J. C. 

7910030107 
791004009 1 * 

nureq 

50-395 

Q 

BRYANT, J. C. 

79100202B2* 

50-390 

G 

BRYANT. J. C. 

7910010386* 

50-413 

a 

BRYANT, J. C. 

7910020431* 

50-369 

G 

BRYANT, J. C. 

7910040477* 

30-416 

G 

BRYANT, J. C. 

7910180528* 

50-309 

0 

BRYANT, J. C. 

7910180455* 

50-250 

0 

BRYANT, J. C. 

7910100465* 

50-339 

a 

BRYANT, J. C. 

79101 B0110* 

30-413 

G 

BRYANT, J. C. 

7910180081* 

50-400 

Q 

BRYANT, J. C. 

7910300277* 

50-201 

0 

BRYANT, J. C. 

7910180095* 

30-491 

a 

BRYANT, J. C. 

7910230031* 

50-416 

a 

BRYSON, J, W. 
BUCHANAN, J. D. 
BUCHHDLZ, R.H. 
BUCHHDLZ, R. H. 
OUCHHOLZ, R. H. 

BUCHHDLZ, R. H. 
BUCK, J. H. 

7910010551 
77103101 B0 
7910290175 
7910220311 
7910120162 

7910030518 

7910030178* 

NUREO 

NUREO 

REGGD 

REGGD 

TOPREP 

TOPREP 

50-3 

0 

BUCK, J. H. 

79100301B3* 

50-3 

0 

BUCKLEY, P. H. 
BUCKLEY, B, C. 

7910150009* 

7910240731 

PR 

30-364 

A 

DUDNITZ, B. 

7910240321* 

30-320 

p 

BUMP, S. E. 
BURCHETTE, U. 

7910310097 

7910220401 

71-176 

50-445 

M 

BURCHETT, 0. 
BURDETTE, T. E. 

7910100703 

771 00400B1 * 

NUREG 

50-395 

G 

BURDETTE, T. E. 

7910100528* 

30-389 

G 

BURKE, D. J. 

7910160347* 

50-2BO 

a 

BURKS, N. 
BURLINGAME, M. 
BURNET, 0, 

7910170329 

7910040591 

7910150309 

FOIA 

PR 

50-116 

p 

BURNETTE, 0. W. 
BURNETTE, 0. W. 
BURNETTE, 0. W. 
BURNETT, P.T. 

7910020320 

7910300470 

7910290060 

7910250411* 

RES 

RES 

RES 

50-339 

G 

BURNETT, P. T. 

791002020B* 

50-327 

Q 


DUHNETT, P. T. 

7910180530* 

80-340 

a 

BURNETT, P. T. 

7910190022* 

30—395 

a 

BURNETT, P. T. 

7910230017* 

30-327 

a 

BURNETT, P. T. 

7910240581* 

30-369 

a 

BURNETT, R. F. 

7910090045* 

6ECY 


BURNETT, R. F. 

7910090048* 

8ECV 


BURNETT, R. F. 

7910190222 

70-143 


BURNETT, R. F, 

7910190152 

70-27 


BURNHAM, D. 

79 10J 20409 

FOIA 


BURNHAM, J. 

79101 80050 

PR 


BURNS, D. J. 

7910250427* 

30-10 

M 

BURNS, R. A, 

7910230152 

WASTE MOT 

BURNS, R. D. 

7910090727 

ACR8 


BURNS, 0. Q. 

7910170061* 

30-346 

0 

BURNS- B. G. 

7910230441 

30-346 

0 

BURSTEIN, 8. 

7910010213 

50-266 

p 

BUR0TEIN. 8. 

7910290165 

REGGD 


BURSTEIN, 8. 

7910020426 

50-266 

a 

BURSTEIN, B. 

7910040279 

30-802 

( 

BURSTEIN, B. 

7910120221 

30-266 

p 

BURSTEIN, 8. 

7910030144 

30-266 

p 

BURSTEIN, E. 

7910160300* 

50-266 

n 

BURSTEIN, 8. 

7910110370 

30-266 

p 

BURSTEIN, S. 

7910160376 

50-266 

R 

BURSTEIN, 8. 

7910180462 

30-266 

a 

BURSTEIN. 8. 

7910230355 

50-266 

p 

BURT, L. 

7910090157 

30-471 

0 

BURT > L. 

7910020420 

AGREEMENT 

BURUELL, S. B. 

7910180554 

50-443 

A 

BURUELL, 8. B. 

7910240727 

S0-44D 

A 

BUSCH, R. W. 

7910290371 

50-822 

0 

BUSCH, R. W, 

7910100341 

50-322 

G 

BUSCH, R. W. 

7910290371 

30- 522 

0 

CAHILL, W. J. 

7910030638 

30-3 

P 

CAHILL. W. J. 

7910190219 

30-247 

G 

CAHILL, W. J. 

7910110339 

50-3 

a 

CAHILL, W. J. 

7910110377 

50-247 

a 

CAHILL, W. J. 

7910160272 

50-3 

0 

CAHILL. W. J. 

7910020383 

30-3 

R 

CAHILL, W. J. 

7910310436 

30-247 

G 

CAHILL, W. J. 

7910050203 

50-247 

P 

CAHILL, W. J. 

7910220295 

30-3 

R 

CAHILL, W. J. 

7910260252 

30-247 

H 

CAHILL, W. J. 

7910220270 

50-247 

R 

CAHILL, W. J, 

791022034Q 

30-3 

P 

CAHILL, W. J. 

7910300020 

50-247 

R 

CAIN. C. L. 

7909210443 

70-416 


CAIN, C.L. 

7910260002 

4Q-B625 


CALDWELL, R, A. 

7910290024* 

30-313 

a 

CALDWELL, R. A 

7910290035* 

80-1BB 

a 

CALDWELL. R. A. 

7910290063* 

50-14B 

a 

CALHOUN. J. R. 

7910020358 

50-296 

9 

CALHOUN. J. R. 

7910030450 

30-299 

9 

CALHOUN, J. R. 

7910100335 

30-259 

S 

CALHOUN, J. R, 

7910260167 

71-656D 


CALHOUN, J. R, 

7910150450 

50-239 

S 

CALHOUN, J. H. 

7910180468 

50-259 

s 

CALHOUN, d. R. 

7910170205 

30-29* 

8 

CALHOUN. J. R. 

7910180460 

00-239 

u 

CALHOUN, J. R. 

7910230454 

30-296 

8 

CALHOUN, J. R, 

7910230470 

30-259 

B 

CALHOUN, J. R. 

7910260362 

50-259 

8 

CALHOUN, J. R, 

7910300195 

80-260 

B 

C ALLEN. R. C. 

7910230144 

WASTE MOT 

CALTON, J. 

7910220145 

NUREO 


CAMPBELL, R. C. 

7910280305* 

GA999 


CANNON, J. M, 

7910171039 

FOIA 


CANNON, J. 

7910290339 

27-39 


CANNON, J. 

7910290346* 

27-39 


CANTER. H. L. 

7910040107# 

50-206 

0 

CANTER, H. L. 

7910030704* 

50-312 

0 

CANTRELL, C. E. 

7910360279* 

30-327 

A 

CANTRELL, F. 9. 

7910170723 

50-390 

S 

CANTRELL, F. 8, 

7910150648* 

50-327 

a 

CANTRELL, F. 9. 

7910080483* 

80-333 

a 

CANTRELL, F. 8. 

7910040113* 

80-390 

Q 

CANTRELL, F. 8. 

7910180349* 

50-430 

a 

CANTRELL, F. S. 

7910190063* 

50-327 

a 

CANTRELL, F. 0. 

7910230219# 

50-3 IB 

a 

CANTRELL, F. 3. 

7910230373* 

50-43B 

a 

CANTRELL, F. 8. 

7910260138# 

80-566 

a 

CANTRELL, F. 8. 

7910260161* 

30-310 

a 

CAPHTON, D. L. 

7910010602* 

80-272 

0 

CAPHTON, D. L. 

7910160348* 

30-387 

a 

CAPHTON, D. L. 

7910010371* 

80-272 

G 
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AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

CAPHTON, D. L. 

7910020419* 

30-244 

0 

CARRDLL, J. T. 

CAPHTON, D. L. 

7910120343# 

30-272 

Q 

CARROLL, J. T. 

CAPHTON. D. L. 

7910020411# 

30-387 

a 

CARROLL, J. T. 

CAPHTON, D. L. 

7910110543# 

30-334 

0 

CARRDLL, J. C. 

CAPHTON, D. L. 

7910020431# 

30-245 

0 

CARTER, P. 

CAPHTON. D. L. 

7910300279# 

30-245 

Q 

CARTER. A. R. 

CAPHTON, D. L. 

7910170643# 

50-247 

0 

CARTER, J, 

CAPHTON. D. L. 

7910290184# 

30-247 

Q 

CARTER, T. F. 

CAPRA, R. A. 

7910090536 

30-269 

P 

CARTWRIGHT, M. R. 

CAPRA, R. A. 

7910090413 

30-269 

P 

CARTWRIGHT, W. R. 

CAPRA, R. A. 

7910250436 

30-269 

P 

CARTWRIGHT, W. R. 

CAPRA, R. A. 

7910290297# 

50-289 

0 

CARTWRIGHT, W. R. 

CAPRA, R. A. 

791004002B 

50-269 

p 

CARTWRIGHT, U. R. 

CAPRA, R. A. 

7910290144 

TDPREP 


CARTWRIGHT, H. R. 

CAPRA, R. A. 

7910220202 

50-269 

p 

CARTWRIGHT, W. R. 

CAPRA, R. A. 

7910310167 

50-269 

p 

CARTWRIGHT, W. R. 

CAPRA, R. A. 

7910040016 

50-269 

p 

CARTWRIGHT, U. R. 

CARBON, M. W. 

7910170443 

30-320 

□ 

CARTWRIGHT, W. R. 

CARBON, M. W. 

7910170462 

50-320 

□ 

CARTWRIGHT, W. R. 

CARBON, M. W. 

7910170469 

50-320 

0 

CARTWRIGHT, W. R. 

CARBON, M. W. 

7910170478 

50-320 

0 

CARTWRIGHT, W, R. 

CARBON, H. W. 

7910170744# 

50-209 

p 

CARTWRIGHT. W. R. 

CARBON, M. W. 

7910020644 

ACRB 


CARTWRIGHT, W. R. 

CARBON, M. U. 

7910170481 

30-320 

0 

CARTWRIGHT, W. R. 

CARBON, M. W. 

7910240410# 

50-320 

p 

CARTWRIGHT, W. R. 

CARBDN, H. W. 

7910170269 

30-320 

0 

CARTWRIGHT, W. R. 

CARBON, M. 

7910160403 

ACR9 


CARTWRIGHT, W. R. 

CARBON, M. 

7910220201 

ACRB 


CARTWRIGHT, W. R. 

CAREY, J. J. 

7910300350 

30-334 

p 

CARTWRIGHT, W. R. 

CAREY, M. W. 

7910230329 

30-271 

J 

CARTWRIGHT, W. R. 

CARLSON, L. H. 

7910160475 

30-263 

1 

CARTWRIGHT, W. R. 

CARLSON, R. T. 

7910020662 

50-412 

8 

CARTWRIGHT, W. R. 

CARLSON, R. T. 

7910310493 

30-4 l 0 

3 

CARTWRIGHT, W. R. 

CARLSON, R. T. 

7910220147# 

30-332 

0 

CARTWRrQHT, W. R. 

CARLSON, R. T. 

7910220163# 

30-352 

a 

CARTWRIGHT, W. R. 

CARLBON, R. T. 

7910220173# 

30-332 

0 

CARTWRIGHT, W. R. 

CARLSON, R. T. 

7910030B34 

30-387 

0 

CARTWRIGHT, W. R. 

CARLSON, R. T. 

7910030814 

30-206 

0 

CARTWRIGHT, W. R. 

CARLBON, R. T. 

7910020001 

30-363 

Q 

CARTWRIGHT, W. R. 

CARLSON, R. T. . 

7910010323 

30-334 

Q 

CARTWRIGHT, W, R. 

CARLBON. R. T. 

7910010392 

30-272 

Q 

CARTWRIGHT, U. R. 

CARLSON. R. T. 

7910020442 

30-220 

Q 

CASE, E. G. 

CARLBON. R.T. 

7910030824 

30-286 

a 

CASE, E. 0. 

CARLBON, R. T. 

7910040226 

30-220 

a 

CASE.E. 0. ' 

CARLSON, R. T. 

7910020037 

30-272 

a 

CASE, E. a. 

CARLBON, R. T. 

791OO3OB0O 

30-272 

Q 

CABE, E. G. 

CARLSON, R. T, 

7910120275# 

50-352 

a 

CASE, E. G. 

CARLSON, R. T. 

7910190199 

50-320 

0 

CASE, E. G. 

CARLSON, R. T. 

7910090663# 

50-387 

a 

CASE, E. G. 

CARLBON. R. T. 

7910160171 

30-309 

0 

CASE, E. G. 

CARLSON, R. T. 

7910160183 

30-396 

8 

CASE, E. G. 

CARLSON. R. T. 

7910180349 

30-387 

0 

CABHWELL, R. J. 

CARLBON, R. T, 

7910090711# 

30-332 

Q 

CAS3AN. V, J. 

CARLSON, R. T, 

7910160361 

30-387 

a 

CATCHPOLE, 0. J. 

CARLBON, R. T. 

7910170603 

30-322 

a 

CATCHPDLE, 0. J. 

CARLBON, R. T, 

7910180154 

50-410 

a 

CATCHPOLE, G. J. 

CARLBON, R. T. 

7910310033# 

30-363 

a 

CATTON, I. 

CARLBON, R. T. 

7910180377 

50-320 

a 

CATTON, I. 

CARLBON. R. T. 

7910260458# 

30-332 

Q 

CAVANAUGH, W. 

CARLBON, R. T. 

7910090774 

50-272 

a 

CAVANAUGH, W. 

CARLBON, R.T. 

7910220138# 

50-352 

a 

CAVANAUGH, W. 

CARLBON, R. T. 

7910290027 

30-209 

a 

CAVANAUGH, W, 

CARLBON, R. T. 

7910290034 

30-423 

a 

CAVANAUGH, W. 

CARLBON. R. T. 

7910170007 

30-4 1 0 

s 

CAVANAUGH. W. 

CARLBON, R. T. 

7910170011 

30-387 

b 

CECCHI, T. 

CARLBON, R.T, 

7910290126 

30-322 

a 

CECCHI, T. 

CARLBON, R. T. 

7910120266 

30-352 

0 

CERNE, A. C. 

CARL80N, R.T. 

7910090637 

50-307 

a 

CERNE, A. 

CARLBON, R. T. 

7910150373 

30-307 

B 

CHADWELL, H. M. 

CARLSON, R. T. 

7910170027 

30-410 

8 

CHADWELL, H. M. 

CARLSON, R.T. 

7910090706 

30-332 

a 

CHAR OFF, H. E. 

CARLSON, R. T. 

7910310162 

30-410 

A 

CHANANIA, F. D, 

CARLBON, R. T. 

7910310025 

30-363 

Q 

CHANANIA, F. 0. 

CARLBON, R. T. 

7910260434 

30-392 

0 

CHANANIA, F. D. 

CARLBON, J. D, 

7910230406* 

30-133 

0 

CHANANIA, F. D. 

CARNEY, J. 

7910190318 

50-445 

M 

CHAO, B. T. 

CARNEY, J. A, 

79102204Q7 

50-445 

M 

CHAPELL, D. R. 

CARNEY, J, A, 

7910030763 

30-445 

M 

CHAPMAN, D. G. 

CARNEY. J. A. 

7910050763 

30-445 

M 

CHAPMAN, R.H. 

CARNEY. J, A. 

7910030763 

30-445 

M 

CHAPMAN, L. D. 

CARPENTER. 0. 

7910100184# 

30-220 

P 

CHAPMAN, L, 0. 

CARR, fit. V, 

7910230376 

50-344 

0 

CHARN0FF, 0. 

CARRICK, D, F. 

7910220037 

30-466 

0 

CHEATUM.E. L. 

GARRICK, P. 

7910110072 

50-209 

0 

CHEATUM, E, L. 

CARROLL, J. C. 

7910150549# 

QRO 


CHEATUM, E, L. 


ACCESSION 

NUMBER 

SUBJECT- 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

7910170311 

30-219 

8 

CHEATUM, E. L. 

7910260093 

30-466 

T 

7910100404 

50-219 

S 

CHEATUM, E. L. 

7910260105 

50-466 

T 

7910190450 

50-219 

S 

CHECK, P. 

7910020691 

90-305 

p 

7910130349# 

DRO 


CHEN. J. C. 

7910170479 

RE8 


7910030776 

30-289 

0 

CHEN, J. C. 

7910100007 

RES 


79102301 16 

WASTE MOT 

CHEN, J, C. 

7910300468 

RES 


7910290376# 

50-289 

H 

CHENG, T. M. 

7910020583 

SO-244 

p 

7910020345# 

10CFR 


CHERN, W. 5. 

7910170366 

RES 


7910030347# 

50-33B 

8 

CHERN, W. 8. 

7910290039 

RES 


7910030357# 

30-338 

8 

CHESTER, R. □. 

7910300346 

RES 


7910030459# 

5 0-33 B 

8 

CHILDS, W. V. 

7910010297* 

30-333 

8 

7910030440# 

30-338 

8 

CHILDS, U. V. 

7910010333# 

90-333 

S 

7910090356# 

50-338 

S 

CHILDS, W. V. 

7910050320# 

50-333 

s 

7910100206# 

50-338 

S 

CHILDS, W. V. 

7910090347* 

90-333 

S 

7910110332 

50-338 

F 

CHILDS, W. V. 

7910090331* 

50-333 

s 

7910100337# 

50-33B 

s 

CHILDS, W. V. 

7910090422* 

50-333 

8 

7910100263# 

5 0-33 B 

B 

CHILDS, W. V. 

7910Q90432* 

50-333 

B 

7910110330# 

50-338 

8 

CHILDS, W. V. 

7910090456* 

50-333 

S 

7910110294# 

50-338 

S 

CHILDS, W. V. 

7910100237* 

50-333 

8 

7910110333# 

30-338 

8 

CHILDS, W. V. 

7910100222# 

30-333 

S 

7910130360# 

30-338 

S 

CHILDS, W. V. 

7910100273* 

50-333 

S 

7910130303# 

30-330 

S 

CHILDS, W. V. 

7910100293* 

50-333 

8 

7910150307# 

50-330 

s 

CHILDS, W, V. 

7910100453* 

50-333 

S 

7910160491# 

50-330 

s 

CHILDS, W. V. 

7910100261* 

50-333 

S 

7910160493# 

50-330 

s 

CHILDS. W. V 

7910100334* 

50-333 

s 

7910160496* 

50-330 

s 

CHILDS, W. V. 

7910100390* 

50-333 

s 

7910160497# 

50-33B 

B 

CHILDS, W. V. 

7910110379# 

50-333 

s 

7910190510# 

50-338 

s 

CHILDS, W. V. 

7910130443* 

50-333 

6 

7910190525* 

S0-33B 

s 

CHILDS, W. V. 

7910160425# 

50-333 

S 

7910240373# 

50-338 

s 

CHILDS, W. V. 

7910160430# 

50-333 

8 

7910240402# 

50-338 

s 

CHILDS, W. V, 

7910160483# 

30-333 

S 

7910240609# 

50-330 

0 

CHILDS, W. V. 

7910220244# 

30-333 

8 

7910240630# 

30-338 

8 

CHILDS, W. V. 

7910230458# 

50-333 

8 

7910240670# 

50-330 

8 

CHILDS, W. V, 

7910230521* 

50-333 

8 

7910240679# 

50-330 

E 

CHILDS, W. V, 

7910230539* 

50-333 

S 

7910300210# 

50-338 

3 

CHILDS, W. V. 

7910290333* 

50-333 

B 

7910300249# 

50-338 

B 

CHILDS, W. V. 

791029034B# 

50-333 

S 

7910300246# 

50-338 

S 

CHILDS, W.V. 

7910290311* 

50-333 

s 

7910310417# 

50-338 

S 

chilk.s. J. 

7910300149# 

FOIA 


7910310442# 

50-338 

s 

CHILK, 6. J. 

7910300130* 

FOIA 


7910310433# 

30-330 

8 

CHILK.S. J. 

7910300104* 

FOIA 


7910170326 

50-320 

G 

CHILK, S. J, 

7910300094* 

FOIA 


7910030009# 

30-10 

P 

CHILK.S, J. 

7910190368 

ACRS 


7910240413# 

50-320 

P 

CHILK, 8. J. 

7910170530 

50-320 

D 

7910020241 

10CFR 


CHILK, B. J. 

7910190420 

ACRB 


7910220134 

50-352 

Q 

CHILK, B. J. 

7910190421 

ACR8 


7910220206# 

50-352 

a 

CHILK, B. J. 

7910190425 

50-336 

P 

7910260075 

30-424 

G 

CHILK.S, J. 

7910190445 

ACRS 


7910260081# 

50-424 

G 

CHILK, G, J. 

7910170316 

90-320 

a 

7910260034 

50-424 

0 

CHILK, 8. J. 

7910030626 

50-230 

0 

7910260087# 

50-424 

0 

CHILK.S. J, 

7910030603 

70-734 


7909210336 

50-156 

0 

CHILK.S. J. 

7910030738 

30-4B2 

0 

7910110589 

PRM 


CHILK.S. J. 

7910050662 

PRDJ 


7910030788 

40-8693 


CHILK, 8. J. 

7910190500 

ACRS 


7910180483 

40-8693 


CHILK.S. J. 

7910090176 

27-39 


7910230232 

40-8693 


CHILK.S. J, 

7910090199 

PRDJ 


7910120364 

ACRB 


CHILK.S. J, 

7910090194 

50-523 

0 

791010036? 

ACRS 


CHILK.S, J. 

7910090203 

50-309 

0 

7910110363 

50-313 

P 

CHILK.S. J. 

7910090211 

50-2S9 

G 

7910100099 

30-368 

0 

CHILK, 6. J. 

7910090333* 

50-309 

H 

7910100103 

50-313 

P 

CHILK, 8. J. 

7910090103 

PRM 


7910190304 

50-313 

P 

CHILK, 8. J. 

7910170428 

30-320 

P 

7910230246 

30-313 

P 

CHILK.S. J. 

7910010233 

5 0-5 IB 

0 

791029033B 

50-313 

P 

CHILK, S, J. 

7910040487 

50-510 

0 

7910100722# 

FOIA 


CHILK, 9. J. 

7910050631 

70-754 


7910100721* 

FOI A 


CHILK, B. J. 

7910110303* 

PR 


7910100160* 

50-410 

a 

CHILK, B. J. 

7910030221 

50-3 

0 

7910260467* 

50-352 

a 

CHILK.S. J. 

7910050666 

50-269 

G 

7910160473# 

S0-3I5 

8 

CHILK, B. J. 

7910090156 

50-2B9 

0 

7910300221* 

50-315 

S 

CHILK.S, J. 

7910190172 

ACRB 


7910020330 

NUREG 


CHILK.S, J, 

7910030190 

70-754 


7910040499 

50-250 

M 

CHILK.S, J. 

79101006B6* 

PR 


7910050650 

50-445 

M 

CHILK, 9. J. 

791019031) 

50-320 

0 

7910030692 

50-329 

M 

CHILK.S. J. 

7910020486# 

50-437 

0 

7910220170 

50-443 

M 

CHILK.S. J. 

7910020496# 

10CFR 


7910310239 

NUREG 


CHILK, 8. J. 

7910090120 

PRM 


7910220447 

70-143 


CHILK, B. J. 

7910190496 

ACRB 


79101 B0006 

NUREG 


CHILK.S, J. 

79100S075G 

50-522 

G 

7910010483 

RES 


CHILK.S. J. 

7910090172 

70-3623 


7910030477 

NUREG 


CHILK.S. J. 

7910050760 

30-4S2 

0 

7910030464 

NUREG 


CHILK.S. J. 

7910090615 

3Q-3B9 

0 

7910030399 

50-406 

G 

CHILK, B. J. 

7910220332 

50-437 

0 

7910260124 

30-466 

T 

CHILK.S. J. 

7910050753 

90-522 

0 

7910260099 

50-466 

T 

CHILK, S. J. 

7910220109 

10CFR 


7910260131 

30-466 

T 

CHILK, 3. J. 

7910260475 

70-3633 
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AUTHOR 
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CHILK, S, J, 

7910190474 

PRM 


CHILK, S J. 

7910250090 

PRM 


CHILK, S. J. 

7910170664 

70-754 


CHILK, S. J. 

7910170657 

50-346 

M 

CHILK, S. J 

7910220427 

50-3 

0 

CHILK, S. J. 

7910150003 

27-39 


CHILK, S. J. 

7910260430 

XP0RTLIC 

CHILK, S. J. 

7910310329 

COMMISSION 

CHILK, S, J. 

7910310340* 

COMMISSION 

CHILK, S. J. 

7910100604 

Pfl 


CHILK, S. J. 

7910260382 

50-522 

H 

CHINNERV, M. A. 

7910110274* 

50-443 

0 

CHIPMAN, 0. L. 

7909230453* 

50-437 

0 

CHISHOLM. J. ft. 

7910220400* 

CONTRACT 

CHO, J. 

7910090298 

50-387 

0 

CHOCKIE, A. 0. 

7910100717 

NUREG 


CHOULES, N. C . 

7910020725* 

50-305 

0 

CHOU, E. T. 

7910240205* 

50-331 

a 

CHRISTY, U, 

7910010072 

50-482 

H 

CHR IS THAN, J. N. 

7909230242 

50-33B 

0 

CHRISTMAN, J. H. 

7910110148 

90-338 

0 

CHR I STOPFER SON 

7910300331* 

71-142 


CHFIIBTOFFERSQN 

7910300349 

71-142 


CHR IBTNER, R . 5. 

7910300317 

30-334 

j 

CHRISTENSEN, S. R 

7910220254* 

90-344 

0 

CHRISTMAN, J. N. 

7909250135 

50-330 

0 

CHRI8TMAN, J. N. 

7910110148 

50-33B 

0 

chhistman, J. n. 

7910150704 

50-33B 

0 

CHRISTIAN, U. 0. 

7910250177 

REOOD 


CHR ISTENBURY, E. 

7909250344 

50-599 

G 

CHRISTEMBURY, E. 

7910150634 

70-2623 


CHRI3S0TIM03,N. 

7910020081# 

50-254 

a 

CHRISSOTIMOS, N. 

7910240049* 

50-234 

0 

CHURCH, L. 

7910030231 

PR 


CHURCHILL, n.U. 

7910310119 

50-346 

0 

CHURCHILL, B.. U. 

7910310125* 

50-346 

0 

CHURCHILL, B. U. 

7910110166 

50-346 

0 

CHURCHILL, B. U. 

7910310125* 

50-346 

0 

CHURCHILL, B H. 

7910110166 

50-346 

0 

CIEBZKIEWICZ. S 

7910160521* 

50-10 

R 

CLAGAUGH, W. J. 

7910170344* 

TOPREP 


CLARK. S. L. 

7910020809* 

50-275 

0 

CLARK, 8. L. 

7910020812* 

30-275 

0 

CLARK. R, L. 

7910300355 

71-163 


CLARK. L. 

7910150700 

50-20 

0 

CLARK. C. H. 

7910260261 

TOPREP 


CLARK. R. T. 

7910040044 

71-9B 


CLARK. J. R. 

7910130622 

71-19B 


CLARK, J. R. 

7910300023 

71-669B 


CLARK, R. H. 

7910100074 

50-445 

M 

CLARK, R. H. 

7910300421 

50-445 

M 

CLARK, R. A. 

7910220175 

NUREO 


CLARK, H. K. 

7910090269 

50-463 

0 

CLARY, T. A. 

7910220121* 

40-8752 


CLAY, E. L. 

7910040099* 

70-143 


CLAYTON, F. L. 

7910010659 

50-348 

P 

CLAYTON, F. L. 

7910110005 

30-348 

0 

CLAYTON, F. L. 

7910050607 

50-340 

0 

CLAYTON, F. L. 

7910150431 

50-340 

S 

CLAYTON, F. L. 

7910030478 

50-34B 

8 

CLAYTON, F. L. 

7910100343 

50-348 

P 

CLAYTON, F. L. 

7910100369 

90-340 

P 

CLAYTON. F. L. 

7910100443 

50-340 

8 

CLAYTON, F. L. 

7910230323 

90-348 

F 

CLAYTON. F. L, 

7910160440 

50-34B 

P 

CLAYTON. F. L. 

7910160434 

90-348 

F 

CLAYTON, F. L. 

7910160467 

50-340 

R 

CLAYTON, F. L. 

7910160512 

50-34B 

S 

CLAYTON, F.L. 

7910160535 

50-34 B 

P 

CLAYTON. F. L. 

7910230400 

50-34R 

8 

CLAYTON, F. L. 

7910220343 

50-348 

P 

CLAYTON. F. L. 

7910230267 

50-348 

P 

CLAYTDN, F. L. 

7910260110 

50-340 

Q 

CLAYTON, F. L. 

7910230462 

50-340 

8 

CLAYTON, F. L. 

7910300319 

50-340 

P 

CLAYTON, F. L. 

7910300314 

50-340 

P 

CLEMMONS, P.E. 

7910290374* 

50-272 

a 

CLEMMONS, P. E. 

7910110318* 

70-33 


CLEVELAND, C. J. 

7910300024* 

30-189 

p 

CLEVELAND, J. C . 

7910310243 

NUREO 


C LUCAS, J. 

7910260365 

50-275 

G 

COAD, R. B. 

7910010920 

30-320 

P 

COALWELL.T. N. 

7910300342 

30-264 

J 

COCHRAN, J. B. 

7910220934 

F01A 


COCHRAN, 0. T. 

7910260473* 

NUftEG 




ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

COCHRAN, B. J. 

7910040113* 

50-390 

a 

CQDELL. fl. B, 

7909250453* 

50-437 

G 

COELHO, T. 

7910310405* 

COMMISSION 

CDOGIN, C. L. 

7910010425* 

50-321 

0 

C0GQ1N, C. L. 

7910010422* 

50-321 

0 

CDQGIN, C. L. 

7910170228* 

50-366 

8 

CQOOIN.C.L 

7910170262* 

50-366 

S 

COGGIN, C. L. 

7910300301* 

50-366 

S 

CQGGIN.C. L. 

7910300241* 

50-366 

s 

COHEN, M. 0. 

7910120263 

RES 


COHEN, w. g. 

7910050025 

50-209 

G 

COHEN, w. g. 

7910030028* 

30-289 

G 

cohen, g. g. 

7910050029* 

50-209 

G 

cohen, g. g. 

7910050031# 

50-2B9 

G 

COHEN, W. y. 

7910050032# 

50-289 

0 

COHEN, I. 

7910290081* 

70-371 


COHEN. I. 

7910290103* 

70-33 


COKINOS, D, 

7910090360 

ORG 


COLCLASER, R, G. 

7910150717 

ACR8 


COLE, R. K. 

7910260489 

NUREG 


COLE, R. F. 

7910190069 

30-312 

G 

COLEMAN, A, C. 

7909260125 

50-311 

G 

COLEMAN, A. C. 

7908070406 

50-311 

G 

COLEMAN, A. C. 

7909260125 

30-311 

G 

COLEMAN, A. C. 

7909260130* 

50-311 

0 

COLEMAN, A. C. 

79090904B5 

50-31 1 

0 

COLEMAN, A. C. 

7910090052 

50-311 

G 

COLEMAN, A. C. 

7910150241 

30-311 

Q 

COLEMAN, A. C. 

7910240549 

50-334 

0 

COLEMAN, A. C. 

7910240623 

30-272 

G 

COLEMAN, M. 3. 

7910170444* 

30-320 

H 

COLL, N. A. 

7910220417 

50-250 

G 

COLL, N. A. 

7910150235 

50-250 

G 

COLL, N. A. 

7910150235 

30-250 

0 

COLLING, P. 

7910290394* 

CONTRACT 


COLLINS, H. E. 

7910020596* 

10CFR 


COLLINS, H. E. 

7910100496 

NUREO 


COLLINS, g. J. 

7910020443* 

30-220 

0 

COLLINS, J. T 

7910170354 

50-320 

P 

COLLINS, P. F. 

7910190258 

50-29 

P 

COLLINS, P. F. 

7910040330 

50-293 

V 

COLLINS, P, F. 

7910040344 

50-334 

V 

COLLINS, J. T. 

7910100599* 

50-320 

p 

COLLINS, J. T. 

7910190295 

50-320 

p 

COLLINS, J. T. 

7910190299 

30-320 

p 

COLLINS, J. T. 

7910190305 

50-320 

p 

COLLINS, J. T. 

7910190327 

30-320 

p 

COLLINS. J. T. 

7910240290 

50-320 

p 

COLLINS, J. T. 

7910190262 

50-320 

p 

COLLI NB, J, T. 

7910190236 

30-320 

H 

COLLINS. J. T, 

7910180353 

30-320 

P 

COLLINS, J, T, 

7910190260 

30-320 

P 

COLLINS, J. T. 

7910190224 

50-320 

P 

COLLINS, J. T. 

7910100547 

50-320 

H 

COLLINS, J. T. 

7910240302 

00-320 

H 

COLLINS, J. T. 

7910180560 

50-320 

P 

COLLINS, J. T, 

7910180393 

30-320 

P 

COLLINS, J, T 

7910100563 

30-320 

P 

COLNEY, M. J. 

7910040293* 

50-277 

8 

COLUMBO, R. g. 

7910130507* 

50-312 

R 

COLVIN, T. 

7910110231 

F0I A 


COMELLA, P. 

7910020610* 

10CFR 


COMPTON, R. M. 

7910010703* 

30-2 BO 

Q 

CONGDDN, J. R. 

7910170446* 

50-320 

H 

CONKLIN, J. C. 

7910310243 

NUREO 


CDNLON, T. E. 

7910010162* 

50-259 

0 

CONLGN, T. E. 

7910010174* 

30-413 

a 

CONLON, T. E. 

7910250491* 

50-370 

G 

CONLON, T. E. 

7910230036* 

30-366 

G 

CONLON. T. E. 

7910220330* 

50-400 

a 

CONLON, T, E. 

7910230022# 

50-416 

0 

CONLON, T. E. 

7910240407* 

50-400 

0 

CONLON, T. E. 

7910240032* 

50-510 

a 

CONN, C. 

7910220016 

50-466 

G 

CONNER, T. B. 

7910150001 

27-39 


CONNER, T. 0. 

7910090137* 

PRM 


CONNER,!. B. 

7910090059 

50-398 

0 

CONNER, T. 8. 

7910090206 

50-350 

G 

CONNER, T, B. 

7910120024 

90-350 

G 

CONNER, T. B. 

7910120027 

30-350 

0 

CONNER, T. B. 

7910310460 

50-35B 

G 

CONNER, T. B. 

7910160109 

50-395 

0 

CONNER, T, B. 

7910150627 

50-350 

G 

CONNETT, R. H, 

7910310026 

PR0J 


CONNER, T, H, 

7910120024 

50-350 

0 
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ACCESSION 
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CONNER, T. D. 

7910120027 

30-350 

0 

CONNER. T. D. 

7910130627 

30-350 

D 

CONNELL, C. 

7910190309* 

30-206 

H 

CONNELL, C. 

7910300207* 

50-206 

fl 

CONNER, T. B. 

7910160109 

50-395 

0 

CONNER, E. L. 

7910100040 

50-317 

F 

CONNER, E. L. 

7910290213 

30-317 

P 

CONNER, E. L. 

7910290157 

50-336 

ft 

CONNER, E. L. 

79103103B1* 

50-120 

P 

CONNOR, T. B. 

CONSTABLE, 0, L. 

7910150007 

7910160229* 

27-39 

50-290 

a 

CONTE, R, 

7910240452 

50-320 

8 

CONTI, E. F. 

CONWAY, W. F. 

7910310100 

7910110305 

NUREG 

50-271 

3 

CONWAY, W. F. 

7910110300* 

50-271 

8 

CONWAY. W. F. 

7910160499 

50-271 

8 

CONWAY, W. F. 

7910160301* 

30-371 

8 

CONWAY, W. F. 

7910230305 

50-271 

8 

CDNWAY, W. F. 

7910230600* 

50-271 

8 

CONWAY, W. F. 

7910230617 

50-271 

8 

CONWAY, W. F. 

7910230624* 

50-271 

0 

CONWAY, W, F. 

7910220226 

50-271 

0 

CONWAY, W, F. 

7910220243* 

50-271 

S 

CONWAY, W F. 

7910290336 

50-271 

8 

CDNWAY. W. F. 

7910290330* 

50-271 

8 

COOK, G. M. 

COOK, R, J. 

7910250030 

7910030646* 

71-348 

30-329 

0 

COOL, U. 8. 

7910190240 

50-320 

P 

COONEY, M. J. 

7910010430 

50-277 

s 

COONEY, M. J. 

7910010435* 

50-277 

8 

COONEY, M. J. 

79100402GB 

30-277 

8 

COONEY, M. J. 

7910020461 

50-277 

S 

COONEY, M. J. 

7910020465* 

50-277 

8 

COONEY, M. J. 

7910030314 

50-277 

8 

COONEY, M. J. 

7910030406 

50-278 

8 

COONEY, M. J. 

7910100142 

50-278 

P 

COONEY, M. J. 

7910310129 

90-277 

Q 

COONEY, M. J. 

7910100463 

50-277 

8 

COONEY, M. J. 

7910130484 

50-278 

8 

COONEY, M. J. 

7910170372 

50-278 

8 

COONEY, M. J. 

7910100393 

30-277 

R 

COONEY, M. J. 

7910260249 

50-278 

8 

COONEY, M, J, 

7910260235* 

50-278 

8 

COONEY, M. J. 

7910290352 

50-278 

0 

COONEY, M. J, 

7910290335* 

50-278 

B 

COONEY, M. J. 

7910260259 

50-278 

8 

COONEY, M. d. 

7910260266* 

50-278 

8 

COOPER, J. 

7910030303* 

50-302 

8 

COOPER, J. 

7910100276# 

50-302 

B 

COOPER, J. 

7910160400* 

50-302 

8 

COOPER. J. 

7910180472* 

50-303 

8 

COOPER, J. 

7910230530* 

30-302 

8 

COOPER, J. 

7910230309* 

50-302 

8 

COOPER, J. 

7910220293# 

50-302 

8 

COOPER. J. 

7910230292* 

90-302 

8 

COOPER, J. 

7910200330* 

50-302 

8 

COOPER, J. 

7910250242* 

50-302 

8 

COOPER, J. 

7910300353* 

50-302 

8 

CODPER, J. 

7910300322# 

30-302 

8 

COOPER, J. 

7910300340* 

30-302 

8 

CDQPERSTEIN, R. 
COPELAND, J. G. 

7910040372 

7910040437 

40-B064 

30-466 

G 

COPELAND, J. G. 

7910030133 

50-466 

G 

COPELAND, J, G. 

7910110052 

90-466 

G 

COPELAND, U. G. 

79101 10071 

30-466 

0 

COPELAND, J, G. 

7910050614 

90-466 

Q 

COPELAND, J. G. 

7910230361 

30-466 

0 

COPELAND, J, 0. 

7910170694 

50-466 

□ 

COPELAND, J, 0. 

7910220006 

30-466 

0 

COPELAND, J. G. 

7910300044 

30-446 

a 

COPELAND, J. G. 

7910300031 

30-446 

0 

COPELAND, J. 0. 

7910300033 

30-446 

0 

COPELAND, R. L. 
COPELAND, R. L. 

7910290092 

7910220100 

REGOD 

50-337 

B 

COPELAND, R, L. 

7910300130 

30-337 

A 

COPELAND, J. G. 

7910040437 

30-466 

0 

COPELAND, J. G. 

7910030133 

30-446 

o 

COPELAND, J. G. 

79101 10032 

30-446 

0 

COPELAND, J. G. 

79101 10071 

30-446 

0 

COPELAND, J, G. 

7910090338 

30-464 

0 

COPELAND, J. G. 

7910030614 

BO-464 

0 

COPELAND, J. 0, 

7910250361 

30-466 

G 

COPELAND, J. 0. 

7910170694 

30-466 

0 

COPELAND, J. G. 

7910220006 

30-464 

G 

COPELAND, J. 0. 

7910300044 

30-466 

0 
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AUTHOR 

ACCESSION 
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OF>ELAND, J. 0. 

7910300031 

30-466 

B 

CRANE, P. A. 

7910150331 

50-133 

a 

CURTIN, A. F. 

7910090590 

50-596 

0 

OPELAND. J. 0. 

7910300055 

50-466 

0 

CRANE, P. A. 

7910O3O3B3 

30-133 

p 

CURTIN, A. F. 

7910150383 

50-596 

G 

ORDETTi J. 0. 

7910010369 

71-6375 


CRANE, P. A 

7910050170 

50-133 

a 

CURTIS, N. W. 

7910170141* 

50-387 

K 

CIRBETT, J. a. 

7910030048 

27-47 


CRANE, P. A, 

7910030411 

50-273 

A 

CURTIS, N. W- 

7910170012* 

50-387 

S 

ORDANI.R. a. 

7910010483 

71-3341 


CRANE, P. A. 

7910030346 

30-275 

A 

CURTIS, N. W. 

7910150596* 

50-307 

8 

ORDANI.R. A. 

7910010487 

71-5563 


CRANE, P. A. 

7910160526 

30-275 

A 

CURTIB, N. W. 

7910030462 

50-387 

8 

:grdani,r. a. 

791001049! 

71-6172 


CRANE, P. A. 

7910160460 

30-273 

A 

CURTIB.N. w. 

7910040269 

50-387 

S 

ORDANI.R. A. 

7910030270 

71-6337 


CRANE, P. A 

7910170333 

30-133 

P 

CURTIB, N. W. 

7910220313 

30-307 

A 

‘ORDANI.R. A. 

7910030290 

71-5910 


CRANE, P. A. 

7910220332 

30-275 

A 

CURTIB.N. w. 

7910100246 

50-387 

8 

ORDANI, R. A. 

7910220010 

71-3149 


CRANE, P, A, 

7910230511 

30-133 

P 

CURTIS, N. W. 

7910170119 

30-387 

A 

ordani.r, A. 

791 01 80033 

PR 


CRAWFORD, D, 5, 

7910220566 

XPORTLIC 


CURTIS, N. W. 

7910170139 

30-387 

K 

OREV, D. A. 

7910040647 

71-32 


CREASY, D. 

7910130600 

30-387 

O 

CURTIB, N. W. 

7910190341 

30-387 

A 

ORSON, M. 

7910190009* 

50-320 

a 

CREED, J, R. 

7910010063* 

50-266 

a 

CURTIS, N. W- 

7910300106 

50-387 

A 

ORWIN.W. R, 

7910300473 

RES 


CREITZ, W. M, 

7910160296* 

30-320 

i 

CURTIS, J. R_ 

7910160106* 

30-206 

G 

ORYELL, 0. P. 

7910030232* 

70-143 


CRENE, A. C. 

7910170618* 

30-322 

a 

CUTCHIN, J. M. 

7910120003 

30-568 

G 

OR YELL, 0. P. 

7910220451 

70-143 


CRESWELL, J. 

7910090226 

SO-33B 

0 

CUTCH1N, J. M. 

79 101 10284 

50-568 

0 

ORYELL, 0. P. 

7910220459 

70-143 


CREWS, E. H. 

7910260027 

50-395 

a 

CUTCHIN, J. M 

7910240697* 

50-307 

0 

ORYELL, 0. P. 

7910220466 

70-143 


CREWS, E. H. 

7910010363 

50-395 

i 

CUTCHIN, J. M. 

7910050770 

50-307 

0 

ORYELL, 0. P. 

7910180410 

70-143 


CREWS. E. H. 

7910170273 

50-395 

A 

CUTCH1N, J. M. 

79 10100063 

50-387 

G 

ORYELL, 0. P. 

7910180247 

70-143 


CREWS, E, W. 

7910160331 

50-395 

F 

CUTCHIN, J, W. 

79 1 0170648 

50-3B7 

Q 

OSTELLO, 0. J 

7910190391* 

50-280 

R 

CREWS, E. H. 

7910300339 

30-395 

A 

CUTCHIN, J. M. 

79 1 0240609 

50-387 

0 

QSTELLQ, J. R. 

7910250201* 

0A999 


CREWS, J, L. 

7910040102* 

30-206 

a 

CUTCHIN, J. M. 

7910310023 

50-387 

0 

OTTER, H. W. 

7910010494 

50-320 

p 

CREWS, J. L. 

7910030727 

30-344 

a 

CYBULEKI8, P. 

79 1 0300481 

RES 


OTTLE, W. T. 

7910040470* 

50-327 

a 

CREWS, J. L. 

7910030701 

30-312 

a 

CYPHERT, 8. H. 

7910260434 

50-445 

M 

OUNSIL, W. 0. 

7910030370 

50-213 

a 

CREWS, J. L. 

7910040091 

30-206 

a 

CYPHERT. B. B. 

7910180074 

50-445 

M 

OUN91L, W. 0. 

7910030323 

50-213 

a 

CREWS, J, L. 

7910230403 

30-133 

a 

CYPHERT, B. B. 

7910300421 

50-443 

M 

aUNBIL.W, 0. 

7910040362 

50-213 

P 

CREWS, J. L. 

791025 0500 

50-275 

a 

CZERWIECrW. 

7910110325* 

TOPREP 


OUNBIL, W. 0. 

7910220195 

50-213 

a 

CRICHL0W, D. L. 

7910090370 

PR 


0 AHLBTRDM. C. 0. 

7910010326 

XPORTLIC 


OUNSIL, H. 0. 

7910160294 

30-213 


CROCKETT, D. A. 

7910090299 

PR 


DAHLSTROM, C. fl. 

7910020012 

XPORTLIC 


OUNB1L, W. 0. 

7910100189 

50-213 

3 

CROCKETT, J. 0. 

7910090466* 

30-336 

s 

DAHLBTROM.C. 0. 

7910120130 

XPORTLIC 


CJUNBIL, W. 0. 

7910010209 

30-213 

p 

CROCKETT, J, 0. 

7910160441* 

50-336 

8 

DAHLS TROM, C. <5. 

7910090373 

50-429 

P 

OUNSIL, W. 0. 

7910030296 

50-213 

p 

CROCKER, H, W. 

7910050436* 

30-277 

Q 

DAIL.L. C. 

7910050138* 

30-491 

F 

OUNSIL, W. 0. 

7910300499 

30-213 

a 

CROCKER, H. W. 

7910290374* 

50-272 

a 

DAIL.L. c. 

7910050153 

30-491 

F 

OUNSIL, W. 0. 

7910030275 

30-213 

p 

CROCKER, H. W. 

7910120082* 

70-371 


DAIL.L. C. 

7910010374 

30-413 

a 

OUNSIL, W. 0. 

7910040295 

30-213 

p 

CROCKER, H. W. 

79101 10485* 

70-1100 


DAIL.L. C. 

7910040524* 

30-491 

a 

OUNSIL, W. 0. 

7910100325 

50-213 

p 

CROCKER, H. W. 

79101 10310* 

70-33 


DA1L, l. c. 

7910310210 

REGOD 


OUNSIL, W. 0. 

7910300039 

50-213 

a 

CROCKER, H. W. 

7910160117* 

50-317 

G 

DAIL, L, C. 

7910010666 

50-413 

0 

OUNSIL, W. 

7910220231 

30-213 

j 

CROCKER, H. W. 

7910020414* 

50-309 

G 

□AIL, L, C. 

7910120063 

50-408 

G 

OUNSIL, U. 0. 

791 017046S* 

50-245 

a 

CROCKER, H. W. 

7910090654* 

50-245 

□ 

DAIL, L. C. 

7910240739 

REOOD 


OUNSIL, W. 0. 

7910300271* 

50-245 

a 

CROCKER, H. W. 

79101BO323* 

70-33 


DAIL, L. C. 

7910180006 

90-491 

a 

OUNSIL, H. 0. 

791 0090647* 

50-245 

a 

CROCKER, H. W. 

7910290122* 

70-135 


DALE. L. F. 

7910010337 

50-416 

a 

OUNSIL, W. 0. 

7910290047* 

50-245 

a 

CROBB, R. W. 

7910020422* 

50-280 

P 

DALE, L. F. 

7910010243 

50-416 

fl 

OUNSIL, U, 0. 

7910180231* 

50-245 

p 

GROSSMAN, W. A. 

7910020126* 

50-482 

G 

DALE, L. F. 

7910230310 

PRM 


.OUNSIL, H. 0. 

791029021 1 

REOOD 


CROSSMAN, W. A 

7910020140* 

30-458 

0 

DALE, L. F. 

791009-0730 

50-416 

a 

OUNSIL, W. Q. 

7910030663 

PR 


CROSSMAN, W. A. 

7910180344* 

30-445 

a 

DALE. L. F. 

7910170045* 

30-416 

a 

IOUNBIL, W, 0. 

791 0Q 30830 

50-336 

Q 

CROSSMAN, W. 

7910180400 

30-482 

s 

DALE, L. F. 

7910100127 

50-416 

8 

IOUN8IL, W. 0. 

7910030859 

30-336 

Q 

CROSSMAN, W. 

7910180316 

50-402 

3 

DALE, l. f. 

7910190413 

50-416 

8 

OUNSIL, W. Q. 

7910030004 

30-243 

P 

CROUSE, R. P. 

7910010274 

50-346 

G 

DALE, L. F. 

7910100235 

50-416 

A 

OUNSIL, W. 0. 

7910090690 

30-336 

a 

CROUSE, R. P. 

7910020776 

50-346 

Q 

DALE, L. F. 

7910150301 

50-416 

S 

OUNSIL, H. 0. 

7910040366 

30-423 

a 

CROUSE, R. P. 

7910090763 

30-346 

a 

DALE, L, F. 

7910170377 

50-416 

s 

OUNSIL. W. 0. 

7910290149 

30-336 

p 

CROUSE, R. P. 

7910100476 

30-346 

G 

DALE, L. F. 

7910240336 

50-416 

s 

OUNSIL, U. 0. 

7910190171 

30-336 

Q 

CROUSE, R. 

79101 10728 

50-346 

G 

DALE, L. F. 

7910240634 

50-416 

e 

OUNSIL, W. 0. 

7910220222 

30-245 

a 

CROUSE, R. P. 

7910150603 

50-346 

G 

DALE, L. F. 

7910310320 

50-416 

s 

dUNBIL. W. 0. 

7910150192 

30-336 

a 

CROUSE, R. P. 

7910050357 

50-346 

8 

DALTON, J. N, 

7910180440* 

COMMISSION 

OUNSIL, W. 0. 

7910160203 

50-336 

a 

CROUSE, R. P- 

7910230229 

50-346 

a 

DALTON, d. N. 

7910160393 

50-339 

H 

OUNSIL, U. 0. 

7910190223 

50-243 

a 

CR0W.W. T. 

7910090343 

40-0027 


DALTROFF, *5. L. 

7910050443* 

50-277 

0 

OUNSIL, W. 0, 

7910290413 

50-245 

a 

CROW, W. T. 

7910090644 

40-3392 


DALTR0FF, B. L. 

7910040671 

50-277 

P 

OUNBIL, U. 0. 

7910030209 

30-336 

p 

CROW, W. T. 

791OO9O5S0 

40-8027 


DALTROFF, B. L. 

7910120302 

30-277 

P 

OUNSIL. W. 0. 

7910010206 

50-245 

p 

CROW, W. T. 

7910020792 

40-0027 


DALTROFF, B, L, 

7910230328 

50-277 

P 

OUNBIL, W, 0. 

7910020367 

30-213 

p 

CROW, W, T, 

7910260349 

70-984 


DALY. H. 

7910100420 

50-396 

4 

O UN8IL, H. 0. 

7910040306 

50-213 

F 

CROWLEY, C. J. 

7910030101 

NUREO 


DALY, H. 

7910100428* 

50-596 

« 

OUNSIL, W. 0. 

79i 0040319 

50-336 

P 

CROWLEY, J. L. 

7910010405 

RES 


DAMON, D. L. 

7910020023 

30-344 

0 

OUNBIL, U. 0. 

7910290103 

30-245 

a 

CROWLEY, B. R. 

7910250336* 

30-553 

Q 

DAMON, E. N. 

7910170303* 

50-443 

0 

OUNSIL, W. 0. 

7910100260 

30-243 

a 

CROWLEY, B, R, 

7910180343* 

30-348 

Q 

DAMON, E. N. 

7910170294 

50-443 

0 

OUNSIL, H. Q. 

7910150481 

30-336 

p 

CROWLEY, B. R. 

7910250131* 

30-339 

a 

DANCE, h. c, 

7910230017* 

90-327 

a 

OUNBIL. U. 0. 

7910160262 

30-245 

p 

CRUTCHFIELD, D. M 

7910180564 

30-153 

p 

DANCE, H. C. 

79101 B0483* 

50-321 

a 

OUNSIL, W. 0. 

7910160359 

30-213 

F 

CUCCHIARA, I. L. 

7910170306 

FOIA 


DANCE, H. C, 

7910020338* 

50-239 

a 

OUNSIL, W. 0. 

7910240315 

50-213 

F 

CULBERTSON, D. L. 

7910190209 

71-23 


DANCE, H. C. 

7910040470* 

50-327 

a 

OUNSIL, W. 0. 

7910260143 

50-213 

P 

CULP, R. H. 

79l 0220420 

30-466 

o 

DANCE, H. C. 

7910100867* 

30-321 

a 

OUNBIL, M. 0. 

7910230279 

30-336 

P 

CUMIN09, E.P. 

7910220009 

30-466 

0 

DANEAU, D. E, 

7910120264 

FOIA 


OURCHAINE, R. J. 

7910290305 

30-341 

A 

CUhINOS, E. P. 

7910220393* 

30-466 

o 

DANIEL, D. 

7909230461* 

COMMISSION 

OMAN, C. 

7910220229 

NURE0 


GUNN I NO HAH, J. D. 

7910220465 

30-289 

0 

DANIEL, D. 

7909200463* 

COMMISSION 

OMAN, B. Z. 

7910230226 

50-574 

O 

CUNNINGHAM, 0. E. 

7910290170 

71-6400 


DANIEL, D. 

7909230466* 

COMMISSION 

OWAN, B. Z. 

7910160071 

30-437 

Q 

CUNNINGHAM, 0, E, 

7910030291 

71-9134 


DANIEL, D, 

7909280469* 

COMMISSION 

QWAN, B. Z. 

7910250226 

30-374 

O 

CUNNINGHAM, G. E. 

7910300373 

71-9136 


DANIELS, R. H. 

7910260279* 

80-327 

A 

O VI DEN, J. W, 

7910030037 

PR 


CUNNINGHAM, G. E. 

7910230232 

30-73 

p 

DANIELSON, D-H. 

7910010164* 

30-350 

a 

OW0ILL, C. J. 

7910290184* 

30-247 

a 

CUNNINGHAM, A. R, 

7910100726 

PR 


DANIELSON. D. H. 

7910020409* 

30-436 

Q 

OWCILL.C. 

79103101 14* 

30-317 

a 

CUNNINGHAM, A. L. 
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7910300321 

50-193 

0 

DOUGHERTY, D. J. 

7910110113* 

7910020697 

70-1810 


DOUGHERTY, D. J. 

7910180268* 

7910110014 

Pfi 


DOUGHERTY, T. A. 

7910120196* 

7910190146 

70-1151 


DOUGHERTY. D. J. 

791 016026B* 

7910040425 

71-9009 


DOUGLAS, M, H. 

7910170118 

7910020785 

71-291 


DOUGLAS, K. A. 

7910030594 

7910170181 

REGOD 


DOUGLAS, R. L. 

7910290735 

7910230627 

40-8304 


DOUGLAS, R. P. 

7910050772* 

7910290414 

71-9009 


DOUGLAS, R. P. 

7910110245* 

7910160583* 

10CFR 


DOYLE, H. M. 

7910030010 

7910220069 

90-220 

Q 

DOYLE, H. M. 

7910030010 

7910020494 

50-220 

F 

DRAGONETTE.K. 8. 

7910020796 

7910100190 

50-220 

P 

DRAGONETTE, K. B. 

7910020797* 

7910110348 

50-220 

P 

DRAKE, J. H. 

7910040299 

7910120306 

90-220 

P 

DRAKE, J. H. 

7910110408 

7910170387 

50-220 

P 

DRAKE, J. H. 

7910110418* 

7910250309 

REQGD 


DRAKE, J. H. 

7910150452 

7910300200 

50-220 

P 

DRAKE, J. H. 

7910240406 

7910030730* 

90-500 

0 

DREW, J. E. 

7910220005 

7910170010* 

50-928 

0 

DUB0I8E, J. 

.7910250646 

7910040350* 

90-528 

a 

DUB01SE, J, 

7910030476* 

7910040139* 

50-460 

0 

DUBOISE, J. 

7910030468* 

7910030349* 

50-460 

a 

DUBONSKY. E. 

7910180439 

7910030671* 

50-397 

a 

DUD0R6KY, E. 

7910180449* 

7910190028 

90-466 

0 

DUBRV.N. e. 

7910010027* 

7910090789 

90-466 

0 

DUBRY, N. E. 

7910110320* 

7910090313 

90-466 

0 

DUCK, J. R. 

7910100305 

7910090318* 

90-466 

G 

DUCK, J. R. 

7910290272 

7910090326* 

50-466 

0 

DUDA, E. 

7910090345* 

7910050745 

50-466 

0 

DUFOUR, L. 

7910110033 

7910090173 

90-466 

0 

DUGGAN, H, 0. 

7910100667* 

7910030747 

50-466 

0 

DUNBAR, J. 

7910300214* 

7910100680 

90-466 

0 

DUNCAN, R. N. 

7910010509 

7910100683* 

50-466 

0 

DUNDA8, W. J. 

7910170417 

7910090749 

90-466 

G 

DUNDA8, W. J. 

7910260295 

7910090790* 

50-466 

G 

DUNENFELD, M, 

7910240498 

7910050791* 

90-466 

G 

DUNENFELD, M, 

7910030330 

7909210475* 

90-316 

S 

DUNOAN. K. W. 

7910290190 

7910030118 

90-319 

G 

DUNN, C. N. 

7910010672 

7910170014* 

90-319 

a 

DUNN, C. N. 

7910190130 

7910010279 

50-319 

p 

DUNN, C. N. 

7910110524* 

7910250390* 

90-319 

a 

DUNN, C. N. 

7910090747* 

7910050202* 

90-319 

a 

DUNN, C. N. 

7910220200 

7910090477* 

90-319 

Q 

DUNN, C. N 

7910220003 

7910030804 

50-319 

p 

DUNN, C. N. 

791017006B 

7910030B08 

90-319 

a 

DUNN, C. N. 

7910310020 

7910040906 

90-319 

a 

DUNN, C. N. 

7910030300 

7910090795 

90-319 

a 

DUNN, C. N. 

7910030407 

7910160698 

50-315 

a 

DUNN, C. N, 

7910040349 

7910030246 

90-315 

Q 

DUNN, C. N. 

7910110413 

7910030399 

90-315 

0 

DUNN, C. N. 

7910160547 

7910170317 

50-315 

0 

DUNN, C. N. 

7910180365 

791024072B 

50-319 

fl 

DUNN, C. N. 

7910230263 

7910300290 

50-310 

P 

DUNN. C. N. 

7910260290 

7910I703B9* 

PR 


DUPONT, P. B. 

7910310397# 

7910230933* 

90-390 

9 

OURENBERQER, D. 

7910310467* 

7910170075 

70-1821 


DURHAM, N. L. 

7910020430 

7910290139* 

50-94 

0 

DURHAM, si. W. 

7910020830 

7910020208* 

50-327 

a 

DURKIN, P. J. 

7910090660 

7910190022* 

90-399 

0 

DURKIN, P. J. 

7910220461 

7910230017* 

50-327 

a 

DURKIN, J, A. 

7910230221 

7910240901* 

90-369 

a 

DURR, J. P. 

7910090667* 


EUDJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

90-409 

G 

DURR, J.P. 

7910030819* 

50-286 

a 

NUREG 


DURR, J. 

791030D279* 

30-243 

a 

71-6690 


DURR, J.P. 

7910160180* 

50-309 

a 

90-309 

H 

DURST, J. 

7910020539* 

10CFR 


90-409 

G 

DUTTON, D. 

7910030344 

50-424 

8 

XPQRTUC 


DUTTON. D. 

79 10 0201 £3 9 

90-424 

Q 

XPORTHC 


DUTTON, D. 

7910190407 

50-424 

A 

50-968 

A 

DUVALL, D. D. 

7910180235* 

GA999 


50-974 

A 

DYER, J, A. 

791024050 1 * 

50-369 

Q 

90-574 

G 

DYER, J. A. 

7910180405 

50-335 

8 

50-574 

G 

DYER, J. A. 

7910170708 

30-269 

8 

WASTE MOT 

EADIE.O. 

7910290503 

WASTE MOT 

50-33B 

G 

EADIE, 0, G. 

7910260009 

PRO J 


50-33B 

0 

EAGLE8FIELD, E. 

7910050518* 

PROJ 


50-330 

G 

EAGLETON, T. F. 

7910310104 

F1EGGD 


50-33B 

0 

EARLS, J. M. 

7910190123 

70-807 


90-333 

G 

EARLY. P, J. 

7910010786 

50-286 

a 

50-33S 

G 

EARLY, P, J, 

7910190228 

50-286 

a 

90-338 

G 

EARLY, P. J. 

7910010323 

50-333 

p 

CONTRACT 


EARLY, P. J. 

7910090306 

30-333 

H 

CONTRACT 


EARLY, P. J. 

7910090320* 

50-333 

H 

CONTRACT 


EARLY, P. J, 

7910100109 

50-286 

P 

CONTRACT 


EARLY, P, J. 

7910100199* 

50-286 

P 

CONTRACT 


EARLY, P. J. 

7910100202* 

50-286 

P 

CONTRACT 


EARLY, P. J. 

7910100327 

30-333 

P 

CONTRACT 


EARLY, P. J. 

7910160469 

30-286 

P 

CONTRACT 


EARLY, P. J. 

7910160452 

50-333 

P 

90-289 

G 

EARLY, P. J. 

7910160459* 

50-333 

P 

PR 


EARLY, P. J, 

7910250277 

50-333 

P 

PROJ 


EARLY. P. J. 

791 0250288 

50-286 

P 

50-272 

G 

EASDN, C. F. 

7910260170 

71-258 


50-272 

0 

EASTMAN, P. H. 

7910300320 

50-284 

■J 

PROJ 


EATON, M. R. 

7910050656* 

50-312 

0 

PROJ 


EBERT, D. D. 

7910110364* 

30-77 

P 

27-47 


EBNETER, 8. D. 

7910020039* 

50-272 

0 

27-47 


EBNETER, b, d, 

7910030829* 

30-286 

0 

50-206 

S 

EBNETER, B. D. 

7910040231* 

50-220 

Q 

90-206 

P 

EBNETER, S. D. 

7910160364* 

50-387 

a 

90-206 

P 

EBNETER, S. D. 

7910090778* 

30-272 

a 

50-206 

3 

EBNETER. 8. D. 

791029G0SB* 

30-423 

0 

50-361 

K 

EBNETER, S, D. 

7910 1805B3* 

50-320 

0 

50-974 

0 

ECKHAROT, J. H. 

7910170510* 

30-528 

0 

PROJ 


ECONOMDS, N. 

7910020217* 

50-302 

0 

FOIA 


EC8N0MBS, N. 

7910020923* 

30-269 

Q 

FOIA 


ECONOMDS, N. 

7910020211* 

30-269 

G 

XPDRTLIC 

XPORTLIC 

50-294 

Q 

EDDLEMAN, W. 
EDELSTEIN.B, 
EDELSTEIN, B. E. 

7910170491 

7910020728 

7910120310 

PR 

XPGRTLIC 

XP0RTLIC 


90-156 

Q 

EDELSTEIN, D. E. 

7910160366 

XPORTLIC 


50-321 

J 

EDELSTEIN, B.E. 

7910170169 

XPGRTLIC 


50-321 

J 

EDGAR, T. V. 

7910100642* 

40-B6BI 


50-220 

8 

EDOAR.E, 0. 

7910170250* 

30-244 

8 

PR 

71-9797 

50-237 

S 

EDLOW. J. 

EDLOW, J. 

EDMUNDSON, J. A. 

7910180374 

7910050016 

7910030741* 

XPORTLIC 

XPORTUC 

FOIA 


90-320 

P 

EDWARDS, E. U. 

7910020B25 

30-344 

0 

90-266 

J 

EDWARDS, E. W. 

791 00303B9* 

30-344 

<? 

90-266 

J 

EDWARDS, E. W. 

7910030595* 

90-344 

0 

90-320 

P 

EDWARDS, E. W. 

7910030997* 

50-344 

0 

90-330 

P 

EDWARDS, E, W, 

7910030619* 

50-344 

0 

REGOD 


EDWARDB, E, W. 

7910030648* 

50-344 

0 

90-334 

0 

EDWARDS, E. W. 

7910090285* 

50-344 

o 

50-334 

0 

EDWARD8, D, R. 

7910220001 

90-123 

<t 

90-334 

G 

EDWARDS, D. R. 

7910220341 

50-123 

p 

90-334 

0 

EDWARDB, A. F. 

7910230441 

30-72 

J 

90-334 

a 

EDWARDS, B. L. 

7910290409 

30-390 

H 

90-334 

a 

EHERTB, R. F. 

7910010312* 

50-317 

B 

90-334 

G 

EHNETER, 8. D. 

7910020002* 

50-363 

a 

90-334 

G 

EHNEVAJSA, J. 

7910040412* 

PR 


90-334 

P 

EHRENSPEROER, u. 

791012010B 

50-424 

A 

50-334 

H 

EHRENBPERGER, W. 

7910100426 

50-321 

O 

50-334 

P 

EHRLICH, R. 

7910040086 

PR 


90-334 

P 

EHRLICH, R. 

7910110736 

PR 


90-334 

R 

El OMAN, V. 

7910050673 

30-466 

0 

90-334 

P 

EILERS, fl. 

7910020652* 

30-482 

H 

50-334 

P 

EISENHUT, D, G. 

7909140043 

50-3 

P 

50-334 

H 

EISENHUT, D. 

7910130713 

30-346 

F 

50-272 

a 

EISENHUT, D. 0. 

7910190538 

30-333 

F 

COMMISSION 

EISENHUT, D. G. 

7910020692* 

GEN TEC 

IS 

90-466 

0 

EISENHUT, D. 0. 

7910040423 

30-269 

p 

90-922 

G 

EISENHUT, D. G. 

7910020684 

50-302 

p 

90-466 

G 

EISENHUT, D. 0. 

7910040630 

90-213 

F 

90-466 

0 

EISENHUT, D. G. 

7910180237 

30-135 

P 

90-466 

0 

EISENHUT, D. G. 

7910190246 

50-235 

H 

50-307 

Q 

EISENHUT, D. 0. 

7910030761 

OHO 
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AUTHOR 


El SEN hut. d. 0. 
EISENHUT. 0. 
EISENHUT, D. 8. 
EISENHUT, D. 
EISENHUT, D. G. 

EISENHUT, D. G. 
El SEN HUT/ D. 0. 
EISENHUT, D. 
EISENHUT, D. G. 
EISENHUT. D. G 

EISENHUT, D 0. 
EISENHUT, D. G. 
EISENHUT, D. G. 
EISENHUT, D. G. 
EISENHUT, D. 0. 

EISENHUT, D. G. 
EISENHUT, D. G. 
EISENHUT, D. G. 
EISENHUT, D. G 
EISENHUT, D. Q. 

EISENHUT, D. 0. 
EISENHUT, D. B. 
EISENHUT, D. 0. 
EISENHUT, D. 0. 
EISENHUT, D. 0. 

EISENHUT, D. 
ELDER, G. R 
ELDER, 0. R. 
ELGASSER, T. C. 
ELLER SHAW, L. E. 

ELLER SHAW. L E. 
ELLERSHAU, L. E. 
ELLIOTT, J. H. 
ELLIOTT. G. 0. 
ELLIOTT, 0. D. 

ELLISON, B. 
ELLIS, L. J. 
ELLISON, C. 
ELLISON, C. 
ELLISON. C. 

ELLISON, C. 
ELLIS. J. W. 
ELMORE. W. E. 
IL8ASSER, T. C. 
XL WELL. J A. 

EMPSQN. F. M. 
EMPSON, F. M. 
EMSWILER, T. R. 
E-MSWILER, T. R. 
ENGEL. R. E. 

ENGEL, R. E. 
ENGEL, R. E. 
ENGELHAR&T, T. F 
ENCELHARDT, T. F. 
ENCELHARDT, T. F. 

ENCELHARDT, T. F. 
ENGELKEN, ft. H 
ENGELKEN. R. H. 
ENGELKEN. H.H. 
ENGELKEN, R. H. 

ENGEL KEN. R. H. 
ENG EL HEN, R. H. 
ENGELKEN, R. M. 
ENGELKEN, R. H. 
ENGELKEN, R. H. 

ENGELKEN, R. H. 
ENGELKEN, R. H. 
ENGELKEN, R. H. 
ENGELKEN, R. H. 
ENGELKEN, R. H. 

ENGELKEN, R. H. 
ENGELKEN, R. H 
ENGELKEN, R. H. 
ENGELKEN, R. H. 
ENGELKEN, R. H. 

ENGELKEN, R. H. 
ENGELKEN, R. H. 
ENGELKEN, ft . H. 
ENGELKEN, R. H. 

PWOCl UlfH n 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 


79101901*6 
79 1 00307*4 
79 1 024 0401 * 
7910030123 
7910030243 

7910220250 

7910030628 

7910020769 

7910030826 

7910030831 

7910030B33 

7910220186 

7910230561 

7910260427 

7910220413 

7910260291 

7910260263 

7910230578 

7910240163 

7910260260 

7910260103 
7910260301 
7910260286 
79 1 0260292 
7910260293 

7910020015 
7910260014 
7910300375 
791 02201 58» 
79 10250169# 

7910250237» 

7910290259# 

7910190150* 

7910300260* 

7910300278 

79100504B7 

7910030769* 

7910110174* 

7910110170 

7910050676 

7910110209 

7910090335 

7910260248 

7910230080 

7910040636# 

7910230532 

7910290310 

7910310416 

7910290168 

7910100395# 

7910100409# 

7910260354 

7910020241 

7910090167 

7910130137 

7910190109 
791 00501 88 
7910220236# 
7910220228# 
7910010607 

7910020285 

7910020290 

7910020291 

7910020297 

7910020300 

7910020302 

7910110472 

7910040017 

7910040019 

7910040020 

7910040021 

7910040023 

7910040025 

7910110301 

7910110306 

7910110307 

7910110299 

7910110300 

7910110302 

7910110304 

7910110309 

7910120201 

7910120203 

7910120204 

7910120206 


SUBJECT 

CATEGORV 


30-10 P 
ORG 

50-320 P 
50-315 0 

50-315 P 

50-10 H 
50-295 P 
TOPREP 
50-305 P 
50-266 P 

50-261 P 
50-272 P 
50-3 Q 
50-280 P 
30-3 P 

50-324 P 
50-330 P 
50-344 P 
50-346 H 
50-334 P 

50-340 P 
50-250 P 
50-335 P 
50-309 P 
50-202 P 

TOPREP 

71-78 

71-70 

50-352 0 

QA999 

0A999 

0A999 

70- 2623 

71- 333 
71-353 

PROJ 

50-510 G 
50-312 G 
50-312 G 
50-312 G 

50-312 G 
50-522 G 
50-83 J 
WASTE MOT 
50-309 H 

70-1300 

70- 1308 

71- 5026 
71-9096 
50-271 P 

50-239 P 

TOPREP 

10CFR 

50-556 G 
50-322 G 

50-289 G 
50-344 P 
50-344 G 
50-344 G 
50-433 Q 

50-528 0 

50-133 0 

50-344 0 

30-206 0 

50-312 Q 

50-397 0 

50-344 P 
50-52B Q 
50-133 Q 
50-344 Q 

50-206 0 

50-312 Q 
50-397 Q 

50-344 Q 

50-206 a 

80-312 a 
S0-52B Q 
50-133 Q 
30-522 a 
50-361 a 

30-397 O 
50-528 Q 
50-133 0 

50-344 0 

30-206 Q 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

ENGELKEN, R. H. 

7910120207 

50-312 

Q 

ENGELKEN, R. H. 

7910120210 

50-397 

Q 

ENGELKEN, R. H. 

7910110180 

50-52B 

0 

ENGELKEN, R. H. 

7910110190 

50-133 

Q 

ENGELKEN, R. H. 

7910110192 

50-344 

a 

ENGELKEN, R. H. 

7910110195 

30-206 

a 

ENGELKEN, R. H. 

7910110197 

50-312 

Q 

ENGELKEN. R, H. 

7910110201 

50-397 

Q 

ENGELKEN, R. H. 

7910100052 

50-528 

Q 

ENGELKEN, R. H. 

7910180057 

50-133 

Q 

ENGELKEN. R. H. 

7910100060 

50-275 

0 

ENGELKEN, R. H. 

7910180061 

50-344 

a 

ENGELKEN, R. H. 

7910180064 

50-362 

a 

ENGELKEN, R. H. 

7910100066 

50-361 

0 

ENOELKEN.fi. H. 

79101B006B 

50-206 

0 

ENGELKEN, R. H. 

7910180070 

30-313 

a 

ENGELKEN, R. H. 

7910180072 

50-397 

Q 

ENGELKEN, R. H. 

7910170535 

50-520 

0 

ENGELKEN. R. H. 

7910170536 

50-133 

a 

ENGELKEN. R. H. 

7910170339 

50-344 

0 

ENGELKEN, R. H. 

7910170541 

50-206 

a 

ENGELKEN, R. H. 

7910170542 

50-312 

0 

ENGELKEN, R. H 

7910170545 

50-397 

Q 

ENGELKEN, R. H. 

7910190212 

50-528 

a 

ENGELKEN, R. H. 

7910190214 

30-133 

0 

ENGELKEN, R. H. 

7910190217 

50-344 

a 

ENGELKEN. R. H. 

791 019021 B 

50-206 

a 

ENGELKEN, R. H. 

7910190221 

50-312 

a 

ENGELKEN, R. H. 

7910190324 

50-397 

0 

ENGELKEN, R. H. 

7910240695 

50-344 

a 

ENGELKEN, R. H. 

7910310270 

50-344 

a 

ENGELKEN, R, H, 

7910310271 

50-361 

a 

ENGELKEN, R. H. 

7910310272 

50-206 

a 

ENGELKEN, R. H. 

7910310274 

50-312 

0 

ENGELKEN, R. H. 

7910310430 

50-520 

a 

ENGELKEN, R. H, 

7910310433 

50-133 

Q 

ENGELKEN, R. H. 

7910310435 

50-397 

a 

ENGELKEN, R. H. 

7910310260 

50-275 

a 

ENGLE, L. 0. 

7910040366 

50-289 

p 

ENGLE, L. 0, 

7910030254 

50-269 

F 

ENGLISH, R. A. 

7910090751 

71-9001 


ED-ASHRY, H. T, 

79101 B0372 

50-390 

A 

EPLER, E. P. 

7910160159 

ACflB 


EPLER, R. E. 

7910240472 

50-320 

H 

EPLER, E. P. 

7910020637 

ACR3 


EPLER, E. D. 

7910020667 

ACRS 


EPSTEIN, E. 0. 

7910240475 

50-320 

H 

ERAAS, C. J. 

7910090324# 

50-496 

0 

ERB,C. H. 

7910020407# 

50-436 

0 

ERESTAIN, J. 

7910310131 

50-374 

G 

ERICKSON, P. 0. 

7910020367 

50-285 

P 

ERICKSON, P 

7910240741 

50-335 

F 

ERICKSON, P. D. 

7910310400* 

50-225 

P 

ERICKSON, P. B. 

7910310163 

50-2B5 

P 

ERICSQN, D. m, 

7910030055 

NUREG 


ERNST, H. L. 

7910220365 

1QCFR 


ERNST. M. L. 

7910220372# 

10CFR 


ERNST. M, L. 

7910220374* 

10CFR 


eruin, A. m. 

7910100409# 

50-239 

P 

ERVIN, A, M. 

7910120233# 

50-324 

P 

ERVIN, N. E. 

79102S0020 

I6E 


ERVIN, N. 

79102601 14# 

70-143 


ESSIG, T. H. 

7910010054# 

70-36 


ESS 10, T. H. 

7910050469* 

50-202 

a 

ESSIG, T. H. 

7910240027* 

50-483 

a 

ESSIO, T. h. 

7910170704 

50-282 

3 

ESSIG, T. H, 

7910250031 

I&E 


ETHERIDGE, M. R. 

7910230194* 

QA999 


ETON. M, R. 

7910050653 

30-312 

G 

EVANS, K, R. 

7910170106 

PR 


EVANS, J, A. 

7910160049* 

71-9B53 


EVANS, d. A. 

7910160055* 

71-9053 


EVANS, J. A. 

7910160061# 

71-9853 


EVANS, J. A. 

7910160066* 

71-9853 


EVANS, J. A. 

7910160072* 

71-9B33 


EVANS, J. A, 

7910160075* 

71-9033 


EVANS, J. A. 

7910030101# 

71-9053 


EVRAETS. J, C. 

7910300294 

50-142 

p 

EWING, T. N. 

7910030559* 

30-556 

G 

EWING, T. N. 

7910230478 

30-556 

A 

EWING, T. N. 

7910240397 

80-356 

A 

EYED, J. A. 

7910250462# 

50-B4£ 

G 

FAIN, J, 

7910090462 

FDIA 


FAIRBROTHER, d. b 

7910010524 

50-320 

p 

FAIRTILE, M. B. 

7910010192 

50-269 

P 



ACCESSION 
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FAIRTILE, M. D 

7910020751 

30-269 

P 

FAITH, B. E. 

7910290014# 

40-0726 

FARMER, W. S. 

7910040330 

REVIEW 

GRP 

FARRAR, M. C. 

7910130290 

50-322 

G 

FARRAR, M. C. 

7910030109* 

30-3 

G 

FARRIS, J. R. 

7910260213 

30-336 

0 

FA6AN0, A. 

7910220101# 

30-332 

a 

FAULKENDERRY. 0. 

7910040107* 

50-206 

a 

FAULKENBERR V, B. 

7910030704* 

30-312 

a 

FAUST, C. C. 

7910170450# 

50-320 

M 

FAUST, H. M. 

7910030797 

70-8 


FAY, C. W. 

7910220035 

30-301 

A 

FAY, C. W. 

7910020344 

50-266 

6 

FAY, C, W. 

7910020347# 

50-266 

8 

FAY, C, W. 

7910090033 

30-266 

P 

FAY, C, W. 

7910260421 

50-502 

A 

FAY, C. W. 

7910090706 

30-266 

0 

FAY, C. W. 

7910150201 

50-266 

0 

FAY, C. W, 

7910290104 

REGGD 


FAY, C. W. 

7910020480 

30-266 

a 

FAY, C. W. 

7910020404 

30-266 

F 

FAY, C. W. 

79 101 S0539 

30-266 

s 

FAY, C. W. 

7910150346* 

30-266 

3 

FAY, C. W. 

7910220202 

30-266 

0 

FAY, C, W. 

7910190417 

30-301 

S 

FAY, C. W. 

7910190429# 

30-301 

S 

FAY, c. w. 

7910220336 

30-266 

P 

FAY, C. W, 

7910290327 

30-302 

c 

FEE, W. F. 

7910300499 

50-213 

a 

FEE, W. F. 

7910170460# 

50-245 

a 

FEE, W. F. 

7910290211 

REOQD 


FEE, W. F. 

7910290413 

30-243 

a 

FEE, U. F. 

7910290103 

30-245 

0 

fehlau, P. E. 

7910300463 

NUREG 


FEIERABEND, C. D. 

7910010733# 

30-282 

a 

FEIERAHAND, C . D. 

7910120313# 

30-202 

a 

FEIERABEND, C. D. 

7910170031 

30-206 

8 

FEIST, C. K, 

7910010273 

30-445 

A 

FE1T, R, 

791002062Q 

30-296 

P 

FEIT, R. 

7910230146 

REVIEW GRP 

FELT, R. 

7910030441# 

50-373 

a 

FELTON, P. t, 

7910010631 

PR 


FELTON, J. M, 

7910090633 

F01 A 


FELTON, J. M. 

7909270227 

70-1300 


FELTON, J. M. 

7910230040 

50-209 

0 

FELT0N, d. m. 

7910240300# 

30-209 

0 

FELTON, J. M. 

7910010016 

30-206 

p 

FELTON, J. M. 

7910020626 

FOI A 


FELTON, J, M. 

7910030300 

FOIA 


FELTON, I. M. 

7910160233 

FOI A 


FELTON, J. M. 

7910030288 

FOIA 


FELTON, J. M. 

7910030699 

90-346 

A 

FELTON, J, M. 

7910030707 

FOIA 


FELTON, J. H, 

7910110S39 

FOIA 


FELTON. J. M. 

7910100077 

FOIA 


FELTON, J. M. 

7910100083 

50-269 

P 

FELTON, J. M 

7910110309 

30-320 

H 

FELTON, J. M. 

7910100109 

FOIA 


FELTON, J. M. 

7910030742 

FOIA 


FELTON, J. M, 

7910100068 

FOIA 


FELTON, J. M. 

7910100720 

FOIA 


FELTON, d. H. 

7910090487 

FOIA 


FELTON, J. M. 

7910100666 

50-206 

P 

FELTON, J. M. 

7910090437 

FCHA 


FELTON, J. M. 

7910090467 

FOIA 


FELTON. J. H. 

7910090494 

FOIA 


FELTON, J. M. 

7910090310 

FOIA 


FELTON. J, M. 

7910070333 

30-330 

A 

FELTON, J. M. 

7910100619 

90-3 

p 

FELTON, J, M. 

7910100729 

FOIA 


FELTON, J, M. 

79101 10002 

FOIA 


FELTON. J. M, 

7910110203 

30-206 

P 

FELTON, J, M. 

7910110214 

FOIA 


FELTON, d. M. 

7910110367 

FOIA 


FELTON, J. M, 

7910110390 

FOIA 


FELTON, J. M, 

7910110409 

50-320 

P 

FELTON, d. M. 

7910110444 

30-320 

P 

FELTON, J. M. 

7910120304 

50-200 

P 

FELTON, J. M, 

7910120407 

FOIA 


FELTON, d. M. 

7910290083 

90-490 

H 

FELTON, J. M. 

7910120273 

FOIA 


FELTON, J. M. 

7910130607 

FOIA 


FELTON, J. M. 

7910120403 

50-373 

A 

FELTON, J. M. 

79101 60B 1 0 

30-330 

P 

FELTON, J. M. 

7910170197 

FOIA 
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AUTHOR 

FELTON. J. M. 

7910170202 

FOIA 


FIORELLI, 0. 

FELTON, J. M. 

7910170319 

FOI A 


FIORELLI, 0. 

FELTON, J. M. 

7910170340 

FOIA 


FIORELLI, G. 

FELTON, J. M. 

7910100011 

FOIA 


FIORELLI, 0. 

FELTON, J. M. 

7910170333 

FOIA 


FIORELLI, G. 

FELTON, J. M. 

7910171061 

FOIA 


FIORELLI, 0. 

FELTON, J. M. 

7910190394 

FOIA 


FIORELLI, 0. 

FELTON, J. M. 

7910190410 

FOIA 


FIORELLI, G. 

FELTON, J. M. 

7910190410 

FOIA 


FIORELLI, G. 

FELTON. J. M, 

7910190426 

FOIA 


FIORELLI, 0. 

FELTDN, J. M. 

7910300076 

FOIA 


FIORELLI, G. 

FELTON, J. M. 

7910290465 

50-440 

A 

FIORELLI, G. 

FELTON. J. M. 

7910310409 

FOIA 


FIORELLI, 0. 

FELTZ, ». E. 

7910300336# 

30-120 

R 

FIORELLI, 0. 

FERGUS ON, n. 

7910160113 

30-239 

F 

FIORELLI, 0, 

FESS.X. Q, 

7910110436 

40-0733 


FIORELLI. 0. 

FIALKA, J. J. 

791009063a 

FOIA 


FIORELLI, 0. 

FIALKA, J. J. 

7910160231# 

FOIA 


FIORELLI, 0. 

FIALKA, J. J. 

7910110437 

50-320 

P 

FIORELLI, 0. 

FIELD, H. P. 

7910100089 

50-289 

G 

FIORELLI, G. 

FIELDER, J. 

7910230515 

50-390 

J 

FIORELLI, 0. 

FINDLEY, D. E. 

7910250591 

CONTRACT 


FIORELLI, 0. 

FINFRDCK, I. R. 

7910310030# 

50-363 

Q 

FISH, H. 

FINFRDCK, I- R. 

7910020378 

30-219 

P 

FISH, R, F. 

F INFROCK, I. R. 

7910020306# 

50-219 

P 

FISHER, E. G. 

FINFRDCK. I.R. 

7910310218 

90-219 

a 

FISHER. F. 

F INFROCK, I. R. 

7910090224 

30-219 

p 

FITHIAN. F. J. 

FINFRDCK, I. R. 

7910090219 

90-219 

p 

FITZGERALD, J. A. 

FINFRDCK, I. R, 

7910090222# 

50-219 

p 

FITZGERALD, J. A. 

FINFRQCK, I. R. 

7910100097 

90-219 

p 

FITZGERALD, J. A. 

FINFRDCK. I. R. 

7910110326 

30-219 

R 

FITZPATRICK, A. 

FINFRDCK, I. fi. 

7910170179 

90-219 

F 

FITZPATRICK, R. 

FINFRDCK, I. R. 

7910220280 

90-219 

R 

FITZRANDOLPM, L. 

FINFRDCK, I. R. 

7910220248 

90-219 

6 

FITZSIMMONS, 0. 

FINFRQCK, I. R. 

7910230322 

50-219 

P 

FITZSIMMONS, T. R 

FINK, D. W. 

7910120158 

REGOD 


FLACK, G. 

FINKEL.A.E. 

7910020839* 

30-272 

0 

FLACK, E. D. 

FINKEL.A. E. 

7910160364# 

30-387 

0 

FLEISHER, Z. 8. 

FINKEL.A.E, 

.7910090778# 

30-272 

0 

FLEIBHER, Z. 9. 

FINLEY. A. 0. 

7910240691* 

70-1113 


FLE1SCHAKER, D. 

FINLEY, A. 0. 

7910240361* 

70-1201 


fleisckaker, D. 

FIORELLI , 0. 

7910030673# 

50-546 

Q 

FLEI6CHAKER, D. 

FIOflELCI , G. 

79 I 0230205# 

30-316 

0 

FLEISCHAKER, D. S 

FIORELLI, 0. 

7910110726 

30-454 

0 

FLEISCHAKER, D. 

FIORELLI, 0. 

7910240003 

90-202 

Q 

FLEISCHAKER, D. 

F I ORELL I , Q. 

7910240011 

90-341 

G 

FLEISCHAKER, D. 

FIORELLI i 0. 

79 102301 BO 

90-461 

8 

FLUEGOE, R. M, 

FIORELLI, G. 

7910100490 

30-461 

S 

FLUEGGE, R. M. 

FIORELLI, Q. 

7910030082 

30-440 

s 

FLYNN, C. B. 

FIORELLI i G. 

7910030333 

50-440 

8 

FLYNN, W. J. 

FIORELLI, 0. 

7910050470 

50-293 

G 

FLYNN, P. G. 

FIORELLI, 0. 

7910030073 

30-341 

B 

FLYNN, P. 0. 

FIORELLI, 0. 

79100304134 

30-373 

0 

FLYNN, J. D. 

FIORELLI, Q. 

7910010134 

30-3 3B 

G 

FLYNN. J. D. 

FIORELLI, 0. 

7910020034 

30-494 

G 

FLYNN, P, G. 

FIORELLI, 0. 

7910020400 

30-456 

G 

FLYNN, C. B. 

FIORELLI, 0. 

7910030621 

30-329 

Q 

FLYNN, M. 

FIORELLI, 0. 

7910040174 

30t483 

0 

FLYNN, M. 

FIORELLI, G. 

7910040186 

90-295 

a 

FLYNN, M, 

FIORELLI, G. 

7910030425 

50-461 

a 

FLYNN, R. 

FIORELLI, 0. 

7910030610 

50-135 

0 

FLYNN, R. 

FIORELLI, G. 

7910170026 

50-440 

a 

FOBEB.R, L. 

FIORELLI, 0. 

7910170032 

50-341 

a 

FOGELOUIST, d. D. 

FIORELLI, 0. 

7910030500 

30-346 

0 

FOLEY, T, 

FIORELLI, G. 

7910090202 

30-202 

G 

FOLEY, T. 

FIORELLI. G. 

7910160202 

50-234 

0 

FOLEY, T. 

FIORELLI. 0. 

7910160324 

00-946 

G 

FOLEY, T. 

FIORELLI. 0. 

7910160238 

90-373 

G 

FORD, E. J. 

FIORELLI. G. 

7910030613 

00-329 

8 

FORD, E. J. 

FIORELLI. 0. 

7910030626 

30-346 

8 

FOREMAN, H. 

FIORELLI, 0. 

7910030631 

30-346 

8 

FORSYTHE, E. B. 

FIORELLI. 0. 

7910240005 

50-346 

Q 

FORTHMAN, R. 0. 

FIORELLI, G. 

7910240141 

50-293 

a 

FQBTER, R. F. 

FIORELLI. G. 

7910240134 

30-373 

a 

FOBTER, R. M. 

FIORELLI, 0. 

7910240171 

30-329 

G 

FOSTER, R. M, 

FIORELLI. 0. 

7910240199 

00-046 

G 

FOSTER, R. M. 

FIORELLI. G. 

7910240226 

50-436 

G 

FOSTER, J. D, 

FIORELLI, 0. 

79102301 81 

30-315 

Q 

FOSTER, W. E. 

FIORELLI, ©. 

7910090643 

30-546 

8 

FOSTER, W, E. . 

FIORELLI. 0. 

7910230611 

30-263 

0 

FOULSHAM, P. A. 

FIORELLI,©. 

7910030041 

90-341 

G 

FOWLKES, E; J. 

FIORELLI, 0. 

7910030330 

30-329 

a 

FOX, C. W. 

FIORELLI. 0. 

7910030379 

50-329 

S 

FRALEY, D. W. 

FIORELLI. 0. 

7910030303 

50-329 

8 

FRALEY, R, F. 

FIORELLI, ©. 

7910030300 

50-329 

8 

FRAM80N, M. B. 
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SUBJECT 


ACCESSION 
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NUMBER 
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AUTHOR 

NUMBER 

CATEGORY 

7910110051 

50-329 

E 

FRANK, L. 

7910110397 

30-344 

K 

7910240664 

50-10 

a 

FRANK, L. 

79IO10O46B 

50-344 

P 

7910250131 

50-346 

G 

FRANSEN C. D. 

791026029B 

50-360 

J 

7910240036 

50-358 

a 

FREDERICK, J. R. 

7910220363 

NUFIEG 


7910250076 

50-436 

a 

FREDERICK, E. R. 

7910170435# 

50-320 

H 

7910040078 

50-454 

G 

FREDERICK, N. 

7910100218 

50-289 

P 

7910020712 

50-350 

s 

FREEMAN, C. 

79102503BB 

50-289 

0 

7910090312 

50-350 

G 

FREY, T. R. 

7910230449 

50-3 

0 

7910250414 

50-341 

G 

FRIEDMAN, R. N. 

7910220044 

50-250 

0 

7910020831 

50-329 

S 

FR1E9, T. J. 

7910230064 

WASTE MOT 

7910250224 

50-403 

a 

FRIZZLE, C. D. 

7910130405# 

50-309 

s 

7910040355 

50-440 

a 

FRIZZLE, C. 

7910300190* 

50-309 

8 

7910090683 

30-350 

0 

FROMMER, P. L. 

7910170424 

PR 


7910310123 

30-403 

G 

FUKAZAWA, V, 

7910120366* 

XPDRTLIC 


7910150273 

30-341 

s 

FULLER, J. K. 

7910160244 

30-267 

P 

7910160314 

00-330 

G 

FULLER, J. K. 

7910300302 

50-267 

0 

79101 50590 

50-34 1 

s 

FULTON, J. M. 

7910110424* 

50-293 

s 

7910100546 

30-440 

Q 

FUNG, F. C. 

7910100302# 

50-29 

p 

7910230370 

30-546 

S 

FURBUSH, M. H 

7910300433 

50-133 

0 

7910240696 

50-350 

S 

FURR, B. J. 

7910020195 

50-261 

0 

.7910230094 

50-329 

S 

FURR, D. J. 

7910020674 

50-261 

0 

7910000092 

50-329 

S 

FURR, B. J. 

7910020531 

00-261 

0 

7910260442 

90-3 

U 

FURR, B. J. 

7910030216 

50-324 

0 

7910260197# 

50-344 

a 

FURR, B. J. 

7910030227 

50-261 

0 

7910020107 

XPDRTLIC 


FURR, B. J. 

7910D50437 

50-261 

0 

7910020581# 

10CFR 


FURR, B. J. 

7910050069 

50-261 

p 

7910010638 

PR 


FURR, 0. J. 

7910050191 

90-324 

Q 

7910110532 

30-546 

H 

FURR, B. J. 

7910040653 

50-324 

a 

7910260241# 

50-549 

G 

FURR, B. J. 

7910030289 

50-261 

G 

7910260234 

30-549 

0 

FURR, B. J. 

7910090672 

50-261 

Q 

7910310100 

REQQD 


FURR, B. J. 

7910220203 

90-261 

0 

7910310082# 

50-3B9 

0 

FURR, B. J. 

7910300292 

50-261 

P 

7910220115 

40-0702 


FURR, B. J. 

7910310353 

50-261 

P 

7910170135# 

TQPREP 


GABRIEL, E. 

79102302B2 

PROJ 


7910040504 

71-5939 


GABRIEL, H. J. 

7910290460 

FOIA 


7910190110 

50-321 

0 

GAFFNEY, C, M, 

7910160463# 

50-293 

R 

7910100302 

50-247 

8 

GAFFNEY, C. M. 

7910170401# 

50-293 

R 

7910100713 

PR 


GAGE, L. W. 

7910180383# 

90-320 

a 

7910110300 

PR 


QAQNER, 0. F. 

7910240307 

50-320 

H 

7910310137 

50-3 

G 

GAHMi J. W. 

791003030B# 

90-267 

8 

7910220410 

30-237 

<i 

QAHM, J. W. 

7910100352# 

50-267 

R 

7910220431 

50-437 

0 

QAHM, J. W. 

7910160417# 

90-267 

S 

791 0030700 

50-275 

0 

QAHM, J. W. 

7910230437# 

90-267 

B 

7910220410 

50-237 

0 

QAHM, J. W. 

7910230469# 

90-267 

B 

7910220431 

50-437 

0 

GAHM, J. W. 

7910230479# 

90-267 

8 

7910190111 

50-3 

G 

GAHM, J. W. 

791031033B# 

90-267 

S 

7910130469 

30-403 

A 

GALLAGHER, P M. 

7910030464 

90-361 

0 

7910150488 

30-402 

A 

GALLAGHER, P. M. 

7910030464 

50-361 

G 

7910110427# 

30-320 

P 

GALLAGHER, J. W. 

7910130181 

50-277 

G 

7910170327# 

50-320 

H 

GALLAGHER, J. W. 

7910050023 

50-277 

a 

7909260146 

30-445 

M 

GALLAGHER, J. W. 

7910310040# 

50-277 

Q 

7910090084 

50-49B 

M 

GALLAGHER, J. W. 

7910190170 

50-277 

G 

79101 100BS 

50-33B 

0 

GALLAGHER, J. W. 

7910010271 

50-277 

P 

7910030920 

50-350 

J 

GALLAGHER, J, W. 

7910100386 

50-277 

P 

7909260151* 

50-445 

M 

GALLAGHER, J. W. 

7910300303 

90-277 

P 

7910110427# 

50-320 

P 

OALLAHER, R. B. 

7910100711 

NUREO 


7910040607 

CONTRACT 


GALLAGHER, E. J. 

7910240239# 

90-331 

0 

7910100699 

CONTRACT 


GALLEN, K. P. 

7910300426 

30-409 

0 

7910110054 

CONTRACT 


GALLETLY, R. 

7910100722* 

FOIA 


7910170130 

CONTRACT 


GALLEN, K. P. 

7910300426 

90-409 

0 

7910170149 

CONTRACT 


GALLO, J. 

7910050645 

90-986 

0 

7910160060# 

50-255 

S 

GALLO, J, 

7910030090 

90-936 

0 

7910250199 

REOOD 


GALLO, J, 

7910030349 

90-956 

0 

7910030893# 

50-271 

a 

GALLO, J. 

7910030534# 

50-396 

G 

7910150073# 

30-244 

a 

GALLO, J. 

7910030690 

90-936 

0 

7910020431# 

50-243 

G 

GALLO, J. 

7910090337 

90-936 

0 

7910300279# 

30-245 

a 

OALLO, J. 

7910030334# 

90-996 

G 

7910250028# 

50-339 

a 

GALLO, R. M, 

7910030860# 

50-387 

a 

7910250040# 

50-338 

a 

GALLO, R.M. 

7910180350# 

50-387 

Q 

7910170377 

50-382 

0 

GALUBHA, H.M. 
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XPORTLIC 


KENNA, H. B, 

7910020163 

30-335 

JDNES, W. C. 

7910150630 

50-205 

a 

KATO, A 

7910220397 

XPORTLIC 


KENNA, W, 0. 

7910100405 

30-335 

JONES, W. C. 

7910040273 

50-283 

F 

KATO, A. 

791 0220393 

XPORTLIC 


KENNA, VI. 8. 

791032Q451 

70-143 

JONES, H C. 

7910030402 

90-203 

P 

KATO. A. 

7910220402 

XPORTLIC 


KENNA, U. B. 

7910050106* 

70-143 

JONES, W. C. 

791012021 1 

50-283 

Q 

KATO, A. 

7910220403 

XPOR TLIC 


KENNA, W. B. 

7910240691* 

70-1113 

JONES, U. C. 

7910100203* 

30-203 

P 

KAUFMANN. R, 

7910260207 

40-8747 


KENNA, VI. B. 

7910040090# 

70-143 

JONES, U. C. 

7910160413 

SO-205 

R 

KAUFMANN. R, 8. 

7910250141# 

40-8747 


KENNA, VI. B. 

7909200070 

70-143 

JONES, U C. 

7910220492 

50-203 

P 

KAWULA. L. 

7910220279# 

50-247 

ft 

KENNA, H. B. 

7910240606* 

70-1113 

JONES, W. C- 

7910300335 

50-2B3 

P 

KEARNEV. J. J. 

7910110106 

PR 


KENNA, VI. B. 

7910020224* 

70-143 

JONES, W. C. 

7910300310 

50-285 

F 

KECK, H. S. 

7910260140 

PR 


HENNA, VI. B. 

7910170049 

70-27 

JONES, □. C. 

7910170495 

RES 


KECK, H, S. 

7910110417 

50-289 

0 

KENNA. W. B. 

79101BQ267 

70-143 

JONES, a. C. 

7910170303 

REE 


KECK, H 3- 

7910240206 

50-289 

0 

KENNA, W. B, 

7910180530# 

50-321 

JONES, 0. C. 

7910170509 

RES 


KECK, H. S. 

7910240319 

50-289 

0 

KENNA, VI. B. 

7910030206 

70-143 

JONES, 0. W. 

JONES, D. N. 

JONES, C. E. 

7910030108* 

7910170053* 

7910030506* 

70-143 

70-27 

50-546 

a 

KEENAN, R. P. 

KEENAN, R. P. 

KEENAN, R. P. 

7910010! 10 
7910030305 
7910020714 

XPORTLIC 

XPORTLIC 

XPORTLIC 


HENNA, H. a. 

KENNA. H. D, 

KENNA. VI. B. 

7910050009 
7910240351* 
7910 180235 

70-143 

70-1201 

70-143 

JONEB, C. E. 

7910240213* 

50-546 

a 

KEENAN- R. P. 

7910020716 

XPORTLIC 


KENNA, VI. B. 

7910100516 

50-321 

JoaSTEN, J. K 

7910150369* 

50-293 

3 

KEENAN, R. P. 

79 1 0030200 

XPORTLIC 


KENNA, Vf. B. 

7910240600 

70-1113 

JORDAN, W, S. 

791009Q2B1* 

90-443 

G 

KEENAN, R. P . 

7910030224 

XPORTLIC 


KENNA, VI. D. 

7910260112 

70-143 

JORDAN, V). S. 

7910300031 

90-209 

G 

KEENAN, R. P. 

7910020711 

XPORTLIC 


KENNA, Vf. B 

7910240320 

70-120! 

JORDAN, W- 3. 

7910180303 

90-209 

G 

KEENAN, R. P. 

7910030353 

XPORTLIC 


KENNA. W. D. 

7910240361* 

70-1201 

JORDAN, E. D. 

7910110364* 

90-77 

P 

KEENAN, R. P. 

7910290407 

XPORTLIC 


KENNEDY. B 

7910230390 

HASTE MOT 

JORDAN, E. D, 

7910110339 

90-77 

P 

KEENAN, T. D. 

7910300362 

30-271 

p 

KENNEDY, R. T, 

7910170271 

50-320 

JORDAN, E. D. 

7910100321 

90-77 

P 

KEENAN. T- D. 

7910100434 

TOP REP 


KENNEDY, R. T. 

7910040347 

50-330 

JORDAN, W. 9. 

7910090201* 

30-443 

G 

KEENAN, T. D. 

7910100390 

TOPREP 


KENNEDY, R. T. 

79101 901S2 

30-320 

JORDAN, W. S. 

7910300031 

50-289 

G 

KEENAN, T. D. 

7910230474 

50-271 

p 

KENNEDY, R. T 

7910170426 

10CFR 

JORDAN, W. S. 

7910130303 

50-289 

G 

KEENAN, T. D. 

7910290267 

50-271 

p 

KENNEDY, R. T. 

7910170440 

50-320 

JORDAN, R. N. 

7910260135* 

XPCRTL 1 C 

KEENE, W. E. 

7910110364# 

50-77 

p 

KENNEDY, J. T. 

79 103 GOO 40 

10CFR 

JORDAN, J. 

7910250502 

71-351 


KEEPING, W. 

79(0050015 

50-596 

G 

KENNEKE. A. 

7910310140# 

10CFR 

JORDAN, U. H. 

7910170577 

50-382 

G 

KEEPING, VI. 

7910050017* 

50-596 

G 

KENHICK, J. R. 

7910160071 

80-437 

JORDAN, E. L. 

7910020096 

50-346 

P 

KEEPING. W. 

7910090713 

30-596 

A 

KEPFDHD, C. 

7910190230 

50-320 

JORDAN, E. L. 

7904130330* 

50-133 

G 

KEEPING, H, 

7910090716# 

30-396 

A 

kepfdrd. c. 

7910180239 

30-2B9 ( 

JORGENSEN, B. L. 

7910240165* 

50-255 

G 

KEHGE, D. 

7910160163# 

50-219 

a 

KEPFDfiD, C. 

7910250333 

50-307 

JORGENSEN, B. L. 

7710250044# 

50-255 

Q 

KEIMIG, R. R. 

7910240432 

50-320 

s 

KEPPLER, J. G. 

7910230229 

50-331 

JOVCE, J. J. 

7910220455 

70-1309 


KEIMIG, R 

79101B0514 

50-206 

a 

KEPPLEft, J. G. 

7903010177 

PT9 

JOVNER, J. H. 

79102900B1* 

70-371 


KEIMIG, R. ft. 

7910090011# 

50-213 

a 

KEPPLEft, J. 0. 

7910290470* 

50-440 

JQVNER, J. H. 

7910290105* 

70-33 


KEIMIG, R. ft. 

79 10150073# 

50-244 

a 

KEPPLER, J. G. 

7910110101* 

FOIA 

JOYNER, J. H, 

7910120521* 

70-690 


KEIMIG, R. R. 

791012O17B* 

30-317 

a 

KEPPLER, J. G. 

79100403 1G 

50-301 

JOYNER, J. H. 

7910310012* 

70-020 


KEIMIG, R. R. 

7910090754* 

50-334 

a 

KEPPLER, J. 0, 

7910110240* 

FCIIA 

JQVNER, J. H 

7910310074* 

70-1143 


KEIMIG, R. FI, 

7910090393* 

50-317 

a 

KEPPLEft, J. 0. 

7910090026 

SO-5SO 

JOVNER, J. H. 

7910310036* 

30-S 

0 

KEIMIG, R. ft. 

79 1 OD90Q1B# 

50-309 

a 

KEPPLEft. J. 0. 

7910010032 

80-341 

JOYNER, J. H. 

7910090739# 

70-133 


KEIMIG, R. R. 

7910090734# 

50-272 

G 

KEPPLEft. J. 0 

7910020B45 

50-255 

JQVNER, J. H. 

7910090799# 

70-364 


KEIMIG, R. R. 

79103101 14* 

50-317 

a 

KEPPLER, J. G. 

7910050218 

50-546 

OUDEL. 0. 

7910230421 

50-225 

J 

KEIMIG, R. R. 

7910290250# 

30-206 

a 

KEPPLER. J. G. 

7910030549 

40-3392 

JULIAN- C. A. 

7910020773* 

50-245 

0 

KEIMIO-R. ft. 

7910290035* 

50-309 

a 

KEPPLER, J. 0, 

7910050352 

70-36 

JULIAN, C, 

7910090146# 

50-259 

0 

KEIMIG, R. R. 

7910290041* 

30-206 

a 

KEPPLER, J, 0. 

7910030353 

50-264 

KAHLE, J. B. 

7910040160# 

70-1319 


KEIMIG, R. ft. 

7910290004# 

30-247 

a 

KEPPLER. J. 0, 

7910050336 

70-1220 

KAISER, K H. 

7910290490 

NUREG 


KEIMIG, R. ft. 

7910290000# 

50-247 

a 

KEPPLER, J. 0. 

79IOGS053Q 

70-1489 

KALIVTANAKIS, N. 

7910030379 

71-9103 


KELBER, C. N. 

7910120300# 

50-369 

0 

KEPPLER, J. 0. 

7910030559 

70-925 

KALIV1ANAKIS, M. 

7910230715* 

50-254 

P 

KELLEY, D. L. 

7910250473* 

50-295 

a 

KEPPLER, J. 0. 

7910030863 

50-07 

KAL1VIANAK.IS, N. 

7910100173 

30-365 

B 

KELLEY, D. L. 

7910090772* 

50-205 

a 

KEPPLER. J. 0. 

7910090003 

90-263 

K ALIVIANAKIS, N. 

7910130542 

50-365 

' S 

KELLEY, U. D. 

7910040361* 

QA999 


KEPPLER, J. G. 

7910090499 

80-116 

KALIVLANAKIB, N. 
KALIVIANAKIS.N. 

7910290164 

7910190300 

71-9010 

90-354 

P 

KELLEY, W, D. 

KELLEY, H. D. 

791O1BO609* 

7910250467* 

0A999 

GA999 


KEPPLER, J. 0. 
KEPPLER, J. G. 

7910090501 

7910090302 

50-294 

70-132 

K ALIVIANAKIS, N. 

7910160479 

50-254 

R 

KELLEV, J, L. 

7910260246# 

50-549 

Q 

KEPPLER, J.G. 

7910090304 

50-1B2 

K ALIVIANAKIS, N. 

7910190367 

90-265 

B 

KELLOGG, P. J. 

7910250075# 

50—330 

a 

KEPPLER, J. ©, 

7910090303 

70-158 

KALMAN, J. 

7910240300 

50-320 

O 

KELLOGG, P. J. 

791003066S* 

50-62 

a 

KEPPLER. J.G. 

7910090307 

90-151 

KALMAN, 0. 

7910010602* 

50-272 

G 

KELLOGG, P. J. 

79 LO 170540 

30-339 

8 

KEPPLER, J. G. 

7910090508 

50-2 

K ALTMAN. M. 

7910220342 

50-320 

H 

KELLOGG, P. J. 

7910170616 

30-330 

s 

KEPPLER, J. G. 

7910090512 

30-123 

K ALT MAN, M. 

7910220344 

50-320 

H 

KELLOGG, P. J. 

7910250037 

30-261 

8 

KEPPLER, J. O. 

7910Q 90313 

50-186 

KAMMERER, C. 

7910250640 

PRO J 


KELLOGG, P. J. 

7910020305# 

30-330 

G 

KEPPLER, J. G, 

7910090514 

30-186 

KAMA, D. D. 

7910100707 

NUREG 


KELLOGG, P. J. 

7910020059* 

30-330 

a 

KEPPLER, J. Q. 

7910090317 

50-315 i 

KANAK, K. K. 

7910300546 

RES 


KELLOGG, P. J. 

7910040200* 

30-330 

G 

KEPPLER, J. G. 

7910090321 

50-10 

KANE, J. D. 

7910030507* 

FOIA 


KELLOGG, P. J. 

7910160347* 

30-200 

G 

KEPPLER, J. G. 

7910090525 

50-155 

KANE, W. F. 

7910040339 

TOPREP 


KELLOGG, P. J. 

7910190045* 

50-261 

a 

KEPPLER, J.G. 

7910090527 

50-404 

KAPLAN, A. L. 

7910260401 

70-1113 


KELLOGG, P, J. 

7910100535* 

50-324 

Q 

KEPPLER, J. G. 

74 1 0090S29 

30-331 
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PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 
AUTHOR NUMBER CATEGORY 


AUTHOR 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 


ACCESSION SUBJECT 

NUMBER CATEQURY 


KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER, J 0. 

7910090530 

7910090332 

7910090534 

7910090535 

7910050070 

50-346 a 
50-266 Q 
50-305 0 
70-8 

50-35B 0 

KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. 0. 

KEPPLER. J G. 
KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER. J. 0. 
KEPPLER, J. 0. 

7910090140 

7910090151 

7910090153 

791009015a 

7910090160 

50-313 a 
50-295 0 
50-10 Q 
50-350 a 
50-440 0 

KEPPLER, J. G. 
KEPPLER. J. G. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. 0. 

KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. C 
KEPPLER, J. 5. 
KEPPLER, J. G. 

7910090163 

7910090168 

7910090174 

7910090177 

7910090101 

90-155 a 
30-255 0 
50-329 a 
50-409 Q 
50-341 G 

KEPPLER, J. G. 
KEPPLER, J. Q. 
KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER, J. 0. 

KEPPLER, J. 0. 
KEPPLER. J. 0 
KEPPLER, J G. 
KEPPLER. J. G. 
KEPPLER, J. 0. 

791 0090 1B2 
7910090183 
7910090186 
79100901 89 
7910090191 

50-331 Q 
50-461 G 
50-367 0 
50-263 Q 
50-282 0 

KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. G. 

KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J 0. 

7910090196 
7910090198 
79 J 0090200 
7910090202 
7910090204 

50-404 Q 
50-580 a 
50-546 G 
50-346 a 
50-483 0 

KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. G. 

KEPPLER, J. G 
KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER. J. Q 
KEPPLER, J. 0. 

7910090207 

7910090209 

7910050375 

7910050376 

7910050377 

50-266 G 
50-305 a 
30-264 Q 
50-07 G 
50-116 a 

KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J. G. 

KEPPLER, J. G. 
KEPPLER, J. G 
KEPPLER, J. C. 
KEPPLER, J. 0. 
KEPPLER, J. C. 

791 0050380 
7910050381 
79100303B2 
7910050384 
7910050386 

S0-294 Q 
50-130 G 
50-102 a 
50-151 Q 
50-2 Q 

KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. G. 

KEPPLER, J G. 
KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER, J. B. 
KEPPLER, J. G 

7910050387 

7910030209 

7910050390 

7910050392 

7910050396 

50-123 Q 
50-106 Q 
50-156 Q 
50-10 G 
50-358 0 

KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER, J. G, 
KEPPLER, J. G. 

KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER. J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. 0. 

7910050400 

7910050402 

7910050404 

7910050407 

7910050409 

50-440 0 
50-329 0 
50-153 G 
50-409 a 
50-341 a 

KEPPLER, J. 0. 
KEPPLER, J. G, 
KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER. J. G. 

KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER. J. G. 
KEPPLER, J. G. 

7910050411 

7910050414 

7910050415 

7910050410 

7910050420 

50-331 Q 
50-461 0 
50-315 a 
50-367 Q 
50-263 Q 

KEPPLER, J. 0, 
KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER. J. G. 

KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER. J. G. 
KEPPLER, J G 
KEPPLER. J 0. 

7910050423 

7910050424 

7910050428 

7910050429 

7910050432 

50-484 Q 
50-346 Q 
50-580 a 
50-346 0 
50-4B3 0 

KEPPLER, J. 0. 
KEPPLER. J. 0. 
KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER, J. 0. 

KEPPLER, J. G 
KEPPLER, J. G. 
KEPPLER, J. 0, 
KEPPLER, J. G. 
KEPPLER, J. 0. 

7910050434 

7910050439 

7910050448 

7910050450 

7910050453 

50-266 Q 
50-305 a 
50-315 a 
50-440 a 

50-10 0 

KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER, J. G. 

.EPPLER, J. 0. 
EPPLER, J. 0. 
EPPLER. J. 0. 
■EPPLER, J.O. 
KEPPLER. J. 0. 

791 00304 6B 
7910050472 
7910030476 
7910030478 
7910030402 

50-338 0 
50-329 Q 
50-135 a 
30-409 a 
50-341 Q 

KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER. J. G. 
KEPPLER, J.O. 

KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. 0. 

7910050463 

7910050486 

79I00504B8 

7910050409 

7910050493 

30-331 Q 
50-461 0 
50-367 0 
50-404 Q 
50-263 Q 

KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. Q. 
KEPPLER, J. 0. 

KEPPLER, J. 0. 
KEPPLER. J. 0 
KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. 0. 

7910050495 

7910050499 

7910050501 

7910050303 

7910050505 

50-580 0 
30-346 0 
50-346 0 
50-483 Q 
50-266 Q 

KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J.O, 

KEPPLER, J. 0. 
KEPPLER. J. 0. 
KEPPLER. J.O. 
KEPPLER. J. 0. 
KEPPLER, J. 0. 

7910050507 

7910030795 

7910030660 

7910230203 

7910230205# 

50-305 a 

50-10, a 

50-546 Q 

50-316 Q 
50-316 a 

KEPPLER, J. 0. 
KEPPLER, J. 0, 
KEPPLER, J, 0. 
KEPPLER, J. 0. . 

KEPPLER, J. O. 

KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. 0. 

790921 0436 
7910020133 
7910020135 
7910020130 
7910020139 

40-2061 

50-264 Q 

50-07 fl 

50-116 Q 

50-294 0 

KEPPLER, J. O, 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER, J. 0. 


7910020142 

50-150 

a 

KEPPLER, J. G. 

7910020130 

50-182 

a 

KEPPLER. J. G. 

7910020152 

50-151 

0 

KEPPLER, J. G, 

7910020154 

50-2 

a 

KEPPLER, J. 0, 

7910020157 

30-123 

a 

KEPPLER, J. G. 

7910020160 

30-186 

a 

KEPPLER, J. G. 

7910020162 

50-156 

a 

KEPPLER, J. G. 

7910020172 

30-315 

a 

KEPPLER. J. G. 

7910020176 

50-10 

0 

KEPPLER, J. 0. 

7910020105 

50-358 

a 

KEPPLER, J. G. 

791OO2O10B 

50-440 

a 

KEPPLER, J. G. 

7910020191 

30-329 

a 

KEPPLER, J. G. 

7910020192 

50-135 

a 

KEPPLER, J. G. 

7910020196 

50-409 

a 

KEPPLER, J. G. 

7910020197 

50-341 

a 

KEPPLER, J. G. 

7910020199 

50-331 

a 

KEPPLER, J. G. 

7910020204 

50-461 

a 

KEPPLER, J. G. 

7910020213 

50-367 

a 

KEPPLER, J. G. 

7910020213 

30-263 

a 

KEPPLER, J. G. 

7910020218 

50-346 

a 

KEPPLER, J. G. 

7910020219 

50-580 

a 

KEPPLER, J. G. 

7910020220 

50-346 

0 

KEPPLER, J. G. 

7910020221 

50-403 

a 

KEPPLER, J. G. 

7910020225 

50-266 

a 

KEPPLER, J. G. 

7910020226 

50-303 

a 

KEPPLER. J. G. 

7910090643 

50-346 

p 

KEPPLER, J. G. 

7910010504 

50-329 

a 

KEPPLER, J. G. 

7910030222 

50-315 

Q 

KEPPLER, J. 0. 

7910030228 

50-10 

a 

KEPPLER, J, G 

7910030242 

30-440 

a 

KEPPLER, J. G. 


7910030243 

7910030249 

7910030250 

7910030255 

791003025B 

7910030260 

7910030262 

7910030266 

791Q03Q26B 

7910030273 

7910030276 
7910030277 
7910030201 
791 00302B3 
7910030207 

7910020026 
7910020S 19 
7910040079 
7910090037 
7910090040 


50-359 0 
30-135 0 
30-329 G 
50-409 a 
50-341 Q 

50-331 fl 
50-461 a 
30-367 Q 
50-263 0 
30-580 O 

Q 
a 
a 
a 
o 

30-409 S 
50-305 P 
50-341 0 
50-358 Q 
30-329 Q 


KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. G, 
KEPPLER, J, G, 
KEPPLER, J. 0. 

KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. G 
KEPPLER, J. G. 

KEPPLER. J, G. 
KEPPLER, J. G. 
KEPPLER, J, 0. 
KEPPLER, J. G. 
KEPPLER, J. 0. 

KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. Q. 
KEPPLER, J. G. 
KEPPLER, J. O. 


50-546 

30-346 

50-403 

30-266 

50-305 


7910090042 

7910110111 

7910110119 

7910110121 

7910110125 


50-155 Q 
30-10 0 
50-440 0 
30-409 a 
30-341 G 


KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER. J. G. 
KEPPLER, J. G. 
KEPPLER, J. 0. 


7910110126 

7910110128 

7910110131 

79101'10133 

7910110136 


50-331 G 
30-461 0 
50-315 Q 
30-367 0 
50-263 G 


KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. Q, 
KEPPLER, J. 0, 
KEPPLER, J. Q. 


7910110139 

7910110141 

7910110143 

7910110144 

7910110146 

7910110150 

7910040195 

7910040230 

7910040232 

7910040234 

791 0D40237 
7910040230 
7910040239 
7910040242 
7910040247 

791 004024 B 
7910040249 
7910040251 
7910040233 
7910040236 

7910040257 

7910040258 

7910040261 

7910040263 

7910040032 


50-380 0 
50-546 0 
30-346 Q 
30-493 0 
50-266 Q 

50-303 0 
30-10 G 
30-35B G 
50-440 a 
30-153 G 

30-329 G 
30-409 G 
50-341 0 
30-331 a 
30-315 G 

50-461 Q 
30-367 G 
50-263 G 
50- 5 BO G 
30-346 G 

30-346 G 
50-483 G 
50-266 G 
50-303 Q 
30-313 □ 


KEPPLER, J. o. 
KEPPLER, J. 0. 
KEPPLER, J, 0, 
KEPPLER, J. 0. 
KEPPLER, J. 0. 

KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. G. 
KEPPLER, J. G. 

KEPPLER, J. G, 
KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. G, 

KEPPLER, J. G. 
KEPPLER, J. 0. 
KEPPLER, J. 0. 
KEPPLER, J. G. 
KEPPLER, J. G. 

KEPPLER, J. G. 
KEPPLER, J. G, 
KEPPLER, J. 0. 
KEPPLER, J, G, 
KEPPLER. J, G. 


7910040034 

7910040037 

7910040039 

7910040040 

7910040042 

7910040043 

7910040046 

7910040047 

7910040049 

7910040052 

7910040053 

7910040035 

7910040056 

7910040039 

7910040062 

7910040063 

7910040063 

7910040066 

7910160214 

7910160231 

7910170239 

7910170241 

7910170242 

7910170243 

7910170243 

7910170246 

7910170240 

7910170249 

7910170251 

7910170232 

7910170233 

7910170234 

7910170256 

7910170257 

7910170230 

7910170239 

7910170260 

7910170261 

7910100394 

7910100390 

7910100600 

7910100611 

7910100614 

7910100613 

7910100610 

7910100621 
7910100623 
7910100624 
7910100626 
79 10100627 

7910100629 

7910100630 

7910100634 

7910100636 

7910100630 

7910180640 

7910310300 

7910100647 

7910230233 

7910260376 

7910230710 

7910260233 

7910260236 

7910230090 

7910300036 

7910310233 

7910310250 

7910310239 

7910310261 

7910310264 

7910310266 

7910310267 

7910310379 

7910310307 

7910310390 

7910310393 

7910310397 

7910310390 

7910310399 

7910310401 

7910310403 

7910310404 

7910310405 

7910310409 

7910310411 


50-10 G 
50-373 G 
30-330 0 
30-440 fl 
SO- 153 G 

50-329 fl 
30-409 0 
50-34 l 0 
30-331 G 
30-461 0 

30-367 G 
30-263 0 
30-300 Q 
30-946 Q 
30-346 G 

50-403 a 
30-266 Q 
30-305 G 
30-350 Q 
50-373 0 

30-313 a 
so-io a 
30-390 a 
30-440 fl 
30-159 G 

30-329 0 
30-409 0 
30-341 G 
50-331 Q 
30-461 O 

30-367 0 
30-262 Q 
30-900 0 
30-346 0 
30-346 Q 

50-403 Cl 
50-266 0 
50-303 0 
30-313 a 


50-10 

a 

30-358 

a 

30-440 

a 

50-329 

a 

30-155 

a 

50-409 

(t 

50-341 

a 

30-33 1 

0 

30-461 

0 

90-367 

a 

50-263 

a 

50-900 

ci 

90-346 

a 

50-346 

G 

50-403 

0 

50-266 

a 

50-309 

a 

90-546 

QRG 

A 

50-546 

0 

50-10 

a 

30-284 

p 

90-254 

p 

30-254 

p 

30-350 

a 

30-346 

p 

90-295 

a 

30-293 

0 

50-315 

a 

so-aea 

0 

90-346 

G 

90-266 

fl 

50-309 

a 

50-10 

a 

50-350 

a 

50-440 

o 

90-198 

a 

30-329 

a 

90-409 

G 

90-341 

a 

30-331 

0 

30-461 

a 

50-367 

a 

50-263 

a 

50-900 

a 

90-346 

a 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUDJECT 

CATEGORY 

KEPPLER. J. 0. 

7910310413 

50-403 

0 

KEPPLER, J. 0. 

7910310091 

50-329 

A 

KERMIG, R. R. 

79100907394 

50-272 

a 

KERN, R. 

79100200294 

50-3 

0 

KERNA, W. D. 

7910020147 

50-325 

0 

KERR, M. 

7910170269 

50-320 

a 

KERR, 0. W. 

79102507014 

PROJ 


KEBAVAN. K. 

7910040341# 

T0PREP 


KESSLER, J. 

7910110163 

PR 


KESSLER. J. 

79101B0031 

PR 


KETCHEN. E.O. 

7910110069 

70-2623 


KETCHEN, E. 0. 

79102200 IB 

70-2623 


KETCHEN, E. G. 

7910110225 

70-2623 


KETCHEN, E. 0. 

7910150699 

70-2623 


KETCHEN, E. 0. 

79 I 0090 I 07 

70-2623 


KETCHEN, E. 0. 

7910150245 

70-2623 


KETCHEN, E. 0. 

7910240053 

70-2623 


KETCHEN. E. G. 

7910150216 

70-2623 


KETCHEN, E. Q. 

7910150694 

70-2623 


KETCHEN. E. 0. 

7910220395 

70-2623 


KETCHEN, E. 0. 

7910220395 

70-2623 


KETCHEN, E. 0. 

7910220435 

70-2623 


KEY, W. J. 

79102406684 

50-10 

0 

KHO, W. 

7910310131 

50-574 

0 

KIDD. M. S. 

79100203054 

50-338 

0 

KIDD, M. 9. 

79100200594 

50-330 

a 

KIDD. M. 8. 

79102500754 

50-330 

0 

KIDD, M. 8. 

79101900374 

50-330 

a 

KIMMITT, J. 8 

7910240247 

PROJ 


KING, M. J. 

7910110459 

BO-289 

T 

KING, A. P. 

79102603714 

50-219 

u 

KINO, A. P. 

79103101424 

50-219 

p 

KINO, B. 

79100304634 

FDI A 


KINO, M. J. 

79100307124 

FOIA 


KINNEY. W. W. 

7910120QB24 

70-371 


KINNEY, W. H. 

79101805254 

70-33 


KIRK, w. r. 

7910150364 

70-371 


KIRMAN, 8. T. 

7910110443 

50-289 

p 

KIRSCH 

79100307304 

50-500 

0 

KIR8CH. D.F. 

79102401104 

50-275 

a 

KIR8HEN. A H. 

7910300379 

50-205 

0 

KIRBHEN. A. H. 

7910300376 

50-205 

0 

KISTER. H. B. 

79103100574 

50-277 

a 

KISTER, H. B. 

79101901794 

50-320 

a 

KIBT6R, H. D. 

791003029B» 

50-29 

a 

KISTER, H. 

79100300304 

50-220 

B 

KIBTER, H. D. 

79101601794 

50-293 

a 

KLEIN. J. A. 

7910250390 

50-275 

0 

kleinborqe, w. P. 

79100901754 

50-438 

0 

KLEINSOROE, W. F. 

7910020023* 

50-269 

0 

KLEINSDRGE, W. P. 

79102905364 

50-593 

a 

KLEINSOROE, W. P. 

79101801294 

00-413 

0 

KLEINSOROE, W. P. 

79102403254 

50-553 

0 

KLEINSOROE, W. P. 

79100303494 

50-460 

a 

KLETT, M. E. 

7910310310 

BO-580 

A 

KLIOFIELD, 0. 

79100205814 

10CFR 


KLINQLER, 0, * 

79102900414 

50-286 

Q 

KNEP, R. C. 

79102504174 

80-341 

a 

KNIOHTON, 0. W. 

7910170419 

50-272 

0 

KNIGHTON, 0. W. 

7910100290 

50-346 

0 

KNIOHT, J. P. 

79102406444 

50-3 

0 

KNIOHT, J. P, 

7910250324# 

50-443 

0 

KNIOHT, J. P. 

79100305044 

FDIA 


KNOP, R, C. 

7910030646# 

50-329 

0 

KNOP.R.C. 

7910050430# 

50-461 

a 

KNOP, R. C. 

7910310127# 

50-403 

0 

KNQP, R, C. 

7910250180 

50-461 

8 

KNOP, R. C. 

79101 B049B 

50-461 

B 

KNOTTS, J. B. 

7910190352 

50-445 

M 

KNOTTB, U. D. 

7910260444 

50-445 

M 

KNOTTS, J. D. 

79102604404 

50-443 

M 

KNOTTS, J. B. 

7910190352 

30-445 

M 

KNOTTS, J, B. 

7910220077 

50-445 

M 

KN0TT8, J. B. 

7910170679 

50-445 

M 

KNUPP, R. L. 

79101 10450 

50-209 

0 

KNUPP, R. L. 

79101 1047 1 # 

50-209 

0 

KNUPP, R.L. 

7910110028 

80-209 

0 

KNUTH. D. F. 

7910090399 

PR 


KNUTH, 0. F. 

7910040530 

TOPREP 


KNUTH, D. F. 

7910310392# 

COMMISSION 

KOBERTB, B. 

7910230100 

PR 


KODNER, J. L. 

; 7910120394 

50-373 

A 

K068TER, 0. L. 

7910090800# 

50-402 • . 

A 

KOE0TER,,O. L. 

79102302974 

50-402 

, a 

K0E8TER, 0, L. 

7910230306# 

50-402 

a 



ACCESSION 

9UBJECT 

AUTHOR 

NUMBER 

CATEQORY 

KOEBTER, 0. L. 

7910020490 

50-402 

I 

K0E8TER, 0, L, 

7910100172 

50-402 

A 

KOESTER, 0. L. 

79101 103B5 

50-4B2 

A 

KDESTER, 0. L. 

7910110320 

50-402 

I 

KOH,B. 

7910250579 

71-6475 


KOHLER, J. E. 

79101601564 

50-295 

a 

KOHLER, J. E. 

7910240067# 

50-295 

a 

K0LTAY, P. 3. 

79100300294 

50-206 

Q 

KDLTAY, P. 

7910100503# 

50-320 

0 

KOMES, J. M. 

79103002904 

QA999 


KOPECK. J. 

7910050565 

50-307 

0 

K0PLIK, B. 

7909240759 

50-199 

a 

KDRCHVNBKY, M. 

7910300173# 

50-249 

S 

KOSIBA, R. E. 

7910010343 

50-320 

p 

KDSIK, L. S. 

7910090228# 

50-350 

0 

KOBIK, L. 8. 

79100902334 

50-350 

0 

K08IK, L. S. 

7910090244# 

50-35B 

0 

KOSIK.L. S. 

7910090251# 

50-330 

0 

kosik.l. 0. 

79100902574 

50-350 

0 

KOBIK. L. S. 

79100902204 

50-358 

0 

KOSIK, L, 6. 

7910090228# 

50-350 

0 

KOSIK, L. S. 

7910090233# 

50-35B 

c 

KOSIK.L. S. 

7910090244# 

50-35B 

0 

KOSIK, L. B. 

7910090251# 

50-358 

0 

KOSIK, L. 0. 

7910090257# 

50-358 

0 

KOTSCH. J. L. 

79101600114 

40-299 


KOTSCH, J. L. 

7910250716 

PROJ 


KOTSCH, J. L. 

7910260072 

40-299 


KOTSCH, J. L. 

7910260009 

PROJ 


KOTTAN. J. J. 

7910290066# 

50-293 

a 

KOVACH, 0. A. 

7910220299# 

50-346 

s 

KOWALSKI, J. F. 

7910090522 

REGQD 


KRAHN. T. 

79102301724 

50-275 

0 

KRAMER, D. 

7910180637 

XPORTLIC 


KRAMER, D. 

7910290154 

XPORTLIC 


KRAUSB, R. W. 

7910240456 

50-320 

s 

KREBB, A. H. 

7910130069# 

CONTRACT 


KREQER, W. E. 

7910150176 

NUREQ 


KREIDER, H. 0. 

7910120225# 

50-324 

p 

KREIMER IER, Q. R. 

79100201 16 

50-272 

H 

KRIPP8. L. 

7910010460 

50-320 

T 

KRI8E, D. L. 

7910300133# 

70-2256 


KRISTER, H. D. 

7910160090# 

50-311 

a 

KROEHLER, C. J. 

7910240350 

50-320 

H 

KROEHLER, C. J. 

7910240442 

50-320 

H 

KRUQ, M. E. 

7910100610 

40-8740 


KRUO.M. e 

7910260220 

40-9740 


KUBICEK, T. 

79100505224 

PROJ 


KUHLMAN, W. A. 

79101001374 

50-324 

0 

KUHNS, W. 0. 

79101602644 

50-320 

I 

KUZMYCZ, 0. 

7910010411 

TOPREP 


KUZMYCZ, 0. 

7910040371 

TOPREP 


LACK, H. L. 

7910020177 

PR 


LACKER, D. K. 

7910110151 

PR 


LACKER, D. K. 

7910010041 

PROJ 


LAFLEUR, J. D. 

7910190302 

50-320 

P 

LAFLEUR, J. D. 

7910160201 

50-574 

A 

LAFLEUR, J. D. 

7910190100 

50-320 

P 

LAFLEUR, J. D. 

7910300153# 

FOIA 


LAFLEUR, J. D. 

79103001574 

FOIA 


LAOIEWSKI, J. 

7910030400# 

50-318 

8 

LAOIEWBKI.J. s. 

7910170209# 

50-317 

S 

LAOIEWSKI, J. 0. 

7910230322# 

50-3 IB 

8 

LAOIEWSKI, J. S. 

7910290295# 

50-317 

S 

LAOIEWSKI, J. B. 

7910290320# 

50-317 

0 

LAQOMARBINO, R, J 

79092803304 

COMMISSION 

LAQOMAR8IN0, fi, 

7910260107 

PR 


LAGRANGE, R. 0. 

7906250037 

OEN TEC 18 

LAORANOE, R. 0. 

7910150649# 

50-409 

0 

LAHR, T. N. 

7910020005 

40-0305 


LAHR, T. N. 

7910100099 

XPORTLIC 


LAHR, T. N. 

7910150006 

PR 


LAHR, T. N. 

7910290372 

XPORTLIC 


LAINA8, 0. 

7910160029# 

50-206 

P 

LAINAS, 0. 

7909130067# 

50-237 

0 

LAI NAS, 0. 

7910150195 

50-317 

p 

LAINAS, 0. 

7910160025 

50-206 

p 

LAINAS/ 0. 

7910220400 

50-266 

p 

LAINAB, 0, 

7910020681 

50-321 

p 

LAINAS, 0. 

7910040435 

50-290 

p 

LA I NAS. 0. ' 

7910160136 

50-29 

p 

LAINAS, 0. 

7910030004 

50-266 

p 

LAINAS/ 0. 

7910050027 

50-200 

F 

LAINAS, 0. 

7910050024 

50-324 

P 

LAINAB, 0. 

.. 7910040363 

50-344 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

LAINAB, 0. 

7910050165 

30-10 

P 

LAINAS, 0. 

7910100005 

50-335 

F 

LAINAB, 0. 

7910040360 

30-315 

P 

LAINAS, 0. 

7910090629 

50-319 

E 

LAINAS, 0. 

7910020691 

50-303 

P 

LAINAS, 0. 

7910020041 

50-185 

F 

LAINAB. 0. 

7910170044 

30-230 

F 

LAINAS, 0. 

7910170364 

30-344 

P 

LAINAS, G. C. 

7910150314 

30-259 

P 

LAINAS, 0. 

7910130274 

30-344 

P 

LAINAS, 0. 

7910230231 

30-10 

F 

LAINAB, 0. 

7910170410 

30-202 

P 

LAINAS, 0. 

7910220487 

50-295 

P 

LAINAB, 0. 

7910260160 

50-344 

P 

LAINAB, 0. 

7910230127 

50-259 

P 

LAINAS. D. 

7910290420 

50-271 

P 

LAINAB, Q. 

7910230140 

30-312 

F 

LAINAS, 0. 

7910300479 

HEGGO 


LAINAS, 0. 

7910300550 

50-255 

P 

LAMBUTH, E. 

7910020686# 

30-002 

P 

LAMDUEUX, C. H. 

7910260210 

PR 


LAMPHER, L. C. 

7910230700 

50-312 

G 

LANDRETH, J. R. 

7910240367 

30-394 

J 

LANO, A, 

7910250413# 

30-10 

H 

LANGAN.P. 

7910240455 

30-320 

H 

LANNINO, W- D. 

7910240127# 

90-320 

P 

LANNINQ, W. D. 

7910240193# 

50-320 

P 

LANNINO, W. D. 

7910240135# 

30-320 

P 

LANPHER, L. C . 

7910230700 

50-312 

Q 

LANTZ, E. 

7910160126# 

30-259 

F 

LARIV1ERE. J. L. 

7910090520 

RECOD 


LA3SAHN, P. L. 

7910310006 

NUREQ 


LATA1LLE, J. P. 

7910100722# 

FOIA 


LATIMER, T. 

7910120200 

50-466 

H 

LATORRE, V. R. 

7910170569# 

50-309 

P 

LAUDIO, B. 

7910030694 

50-346 

A 

LAVENDER, A, 

79101101654 

FOIA 


LAWTON. R.O. 

7910300232 

CONTRACT 


LAZAR, J. 

791 00901 OB# 

50-322 

0 

LAZARS, A. 

7910110310 

50-574 

A 

LAZARO, A. 

7910110517# 

50-574 

& 

LAZARUS, W. J. 

7910030298# 

50-29 


LAZARUS, W. J. 

79100900114 

50-213 


LAZARUS, W. J. 

7910090010# 

50-309 


LAZARUS, W. J. 

7910290035# 

50-309 


LAZO, R. M. 

7910090060 

50-237 


LAZO. R. M. 

7910030709 

PROJ 


LAZO, R. M. 

7910050640 

30-592 

Q 

LAZO. R. M. 

7910090047 

50-437 

G 

LAZO. R. N, 

7910090041 

50-314 

0 

LAZO, R. M. 

7910090117 

SO-135 

6 

LAZO, R, M. 

7910260361 

50-133 

0 

LAZO, R. M. 

7910260362 

50-133 

G 

LEBLANC, R.W. 

7910100707 

NUREQ 


LEBO, C. D. 

7910120129 

CONTRACT 


LEBO. C. D. 

7910100491 

CONTRACT 


LEE, E. W. 

7910020050# 

50-454 

a 

LEE, E. W. 

7910040184# 

50-4B3 

a 

LEE, E. W. 

7910030611# 

50-155 

a 

LEE, E. W. 

7910250080# 

50-456 

0 

LEE, J. 

7910300048# 

50-289 

0 

LEE, J. 

79101806034 

50-289 

0 

LEE, J. 

7910260120 

PR 


LEE, J. 

791 02902 5B 

30-209 

G 

LEE, J. 

7910300046 

30-209 

0 

LEE. J. 

791 0290226 

50-309 

A 

LEE, J. Y. 

7910190276 

50-320 

P 

LEE, L. B. 

7910020320 

RES 


LEE, M. B. 

7910230414 

WASTE MOT 

LEE, 0. R. 

7910100330 

30-267 

P 

LEE, T. D. 

7910020230# 

70-143 


LEE, W. B. 

79102503314 

30-369 

0 

LEECH, W. J. 

7910300110# 

TOPREP 


LEED, R. M. 

7910050237 

30-522 

0 

LEED, R. M. 

7910030254 

SO-822 

0 

LEED, R. M. 

7910090230 

30-922 

0 

LEED, R. M. 

7910050237 

30-522 

0 

LEED, R. M, 

7910050254 

50-522 

0 

LEED, R. M. 

7910260247 

30-522 

o 

LEENAN, R. P. 

7910010315 

XPORTLIC 


LE0IEW6KI, J. B. 

7910020368# 

30-317 

-B 

LEHMAN, E. W, 

7910050684 

30-209 

■0 

LEIFER, U. P. 

79101604B6 

30-409 

T 

LEIPPER, J. K, 

7910290137 

REOOD 


LEITHAUBER, J. 

7910020122 

30-155 

0 
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NUMBER 


7910010697 

7910150339 

7910220432 

7910030261 

7910160321 

7910230056* 

7910220539* 

7910220254* 

7910170097 

7910120399 

7910040430 

7910170076 

7710150362 

7910010292 

7910010352 

7910100164 

7910290146 

7910100413 

7910030320 

7910090345 

7710090349 

7910090417 

7910090420 

7910090454 

7910100221 

7910100207 
79 1 Q10022B 
7910100270 
79 1 01002QQ 
791010044B 

79 1 0100 107 
7910100347 
7910100373 
7910310144 
7910110376 

79101 30443 
7910260426 
7910160316 
7910160410 
7910160420 

79101 6Q4BO 
7910220230 
7910230456 
7910230514 
7910230553 

7910290306 

7910290330 

7910290345 

7910150594 

7910030003 

7910260434 

7910090217 

7910220170 

7910100174 

7910300200 

7910020296 

7910100207 

7910300447 

7910170495 

7910040576 

79 1002 0840 

7910240207* 

7910170350 

7910100717 

7910090334 

7910290487 

7910090334 

7910290487 

7910240308* 

7910010177 

7910010633 

7909250593 

7910030642 

7910290472* 

7910190310* 

7910190132* 
7910090322 
7910190119* 
7910240368 
79101 BO I 17 

7910190017 
7910240306 
7910260425 
791029043 1 
7910190405 


SUBJECT 

CATEGORY 


50-155 0 
50-307 0 
50-466 G 
50-220 P 
30-220 a 

50-366 Q 
50-400 a 
50-344 0 
PR 

50-333 0 

50-333 a 
30-333 « 
50-333 0 
50-333 S 
30-333 B 

50-333 3 
50-333 8 
50-333 3 
50-333 3 
30-333 5 

30-333 B 
30-333 8 
30-333 S 
50-333 S 
90-333 S 

30-333 E 
50-333 R 
50-333 8 
50-333 B 
50-333 S 

30-333 0 
50-333 S 
50-333 3 
50-333 S 
50-333 S 


AUTHOR 


LEWIS.S. 8. 
LEWIS.S. R. 
LEWIS.S. fl. 
LEWISES. R. 
LEWIS.S. R. 

LEWIS, B. Ft. 
LEWIS, 8. Fl. 
LEWIS, B. II. 
LEWIS, S. H. 
LEWIS, R„ C. 

LEWIS, R. C. 
LEWIS, Fl. C. 
LEWIS, n. c. 
LEWIS, Fl. C. 
LEWIS, Fl. C. 

LEWIS, Fl. C. 
LEWIS, R. C 
LEWIS, n. C. 
LEWIS, R. C. 
LEWIS, R. C. 

LEWIS, R. C. 
LEWIS, R. C. 
LEWIS, R. C. 
LEWIS, R. C. 
LEWIS, R. C. 

LEWIS, R. C. 
LEWIE, R. C. 
LEWIS, R. C. 
LEWIS, R. C. 
LEWIS, R. C. 

LEWIS. R. C. 
LEWIS, R. C. 
LEWIS, R. C. 
LEWIS, R. C. 
LEWIS, R. C. 


50-333 

S 

LEWIS, R, C. 

50-333 

s 

LEWIS, R. C. 

50-333 

3 

LEWIS, Ft. C. 

50-333 

B 

LEWIS, R. C. 

30-333 

3 

LEWIS, It. C. 

30-333 

3 

LEWIS, Ft. C. 

50-333 

0 

LEWIS, ft. C. 

30-333 

3 

LEWIS, ft. C. 

50-333 

3 

LEWIS, ft. C. 

50-333 

a 

LEWIS, ft. C. 

50-333 

S 

LEWIS. Fl. C. 

50-333 

S 

LEWIS, fl. C, 

50-333 

3 

LEWIS, R. C. 

50-290 

R 

LEWIS, R. C. 

30-445 

M 

LEWIS, R. C. 

50-445 

M 

L I , C. Y. 

50-493 

M 

LIANG, G. 

50-445 

M 

LJBRIZZ I , F. P. 

30-346 

M 

LIDRIZZI, F. P. 

RES 


LIDft I ZZ I , F P. 

RES 


L1DRIZZI, F. P. 

50-2(39 

0 

LIDRIZZI, F. P. 

50-209 

G 

LIDRIZZI.F. P. 

REB 


LIBRIZZI, F. P. 

50-10 

P 

LIDRIZZI, F. P. 

RES 


LIDRIZZI, F. P. 

30-320 

P 

. LIDRIZZI, F. P. 

30-320 

P 

LIDRIZZI, F. P. 

NUREO 


LIBRIZZI, F. P. 

30-471 

G 

LIBRI ZZI, F. P. 

50-417 

0 

LIBRIZZI, F. P. 

50-471 

G 

LIBRIZZI, F. P. 

50-417 

G 

LIBRIZZI, F. P. 

50-320 

H 

LIBRIZZI, F. P. 

50-269 

H 

LIDSCH. J. F. 

FIEGBD 


LI BSC 11, J. F. 

PRM 


LICHTENBEftGER.H 

PR 


LIC1TRA, E. A. 

50-3B7 

H 

LIC1THA.E. A. 

00-320 

H 

L IC1TRA, E- A. 

70-2623 


LIEBERMAN, J. 

90-209 

0 

LIEBERMAN, J. 

50-269 

G 

LIED Eft MAN, J. 

90-320 

H 

LIEDEftBACH. F. J. 

Pit 


LIEOERHACH.F. J. 

30-209 

0 

LIMB, R. F. 

50-209 

0 

LINDER, F. 

fiEGGD 


LINDER, F. 

50-209 

0 

LINDER, F. 

30-235 

8 

LINDER, F. 


ACCESSION 

SUBJECT 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

7910010373* 

90-269 

6 

LINDER, F. W. 

7910040077* 

50-409 

a 

7910100219* 

50-269 

B 

LINDER, F. 

7910190363 

50-40? 

a 

7910110331* 

50-269 

S 

LINDER, F. 

7910100177 

50-409 

p 

7910170247* 

50-270 

S 

LINDER, F. 

7910230242 

50-409 

o 

79 1 OIB0433* 

50-269 

S 

LINDEf), F. 

7910030330 

50-409 

s 

7910230497* 

50-269 

s 

LINDER. F. 

7910230245 

50-409 

a 

7910240469* 

30-269 

3 

LINDER. F. 

7910090424 

50-40? 

s 

79 1 0220205 

50-346 

G 

LINDER, F. 

7910 100363 

90-409 

R 

7910290303 

50-346 

G 

LINDER, F. 

7910240071 

50-409 

Q 

7910090123 

50-259 

a 

LINDER, F. 

7910120214 

50-409 

R 

7910250477 

50-302 

a 

LINDER, F. 

7910260263 

50-409 

G 

7910260393* 

50-302 

a 

LINDER, F. „ 

7910320302 

50-409 

J 

7910100106 

30-324 

a 

LTNDER, F. 

7910300171 

50-40? 

R 

7910030657* 

50-62 

a 

LINDER, F. 

791O3OO10B 

50-409 

R 

79 101 301 2B» 

50-324 

a 

LINED ERGEfti 0. A. 

7910260099 

50-466 

T 

7910100479* 

50-321 

a 

LINEMAN. J. J. 

7910050399 

40-1162 


7910020322 

50-259 

a 

LINEMAN, J. J. 

7910030539 

40-1162 


7910020200 

90-327 

a 

LINEMAN. J. J. 

7910160152 

40-3453 


7910020293 

50-33B 

a 

LINEMAN, J. J. 

7910090221 

REOGD 


7910050299* 

50-269 

a 

LINEMAN. J. J. 

7910020844 

40-8584 


7910040200 

50-338 

a 

LINEMAN, J. J. 

7910260145 

40-0452 


7910040460 

50-327 

a 

LINENBEUGER, G. A 

7910260124 

90-466 

T 

7910160338 

50-200 

a 

LINEMDEROER, g. A 

7910260131 

90-466 

T 

7910190041 

50-261 

a 

LINENBERGER, G. A 

7910260093 

50-466 

T 

7910130353 

50-34B 

a 

LINENBERGER, 0. A 

7910260105 

30-466 

T 

7910100562 

50-321 

a 

LINK, R. W. 

7910030337* 

50-350 

A 

79101 900 1 S 

50-395 

a 

LINKER, IH. 

7910160101 

RM 


7910190030 

50-33B 

a 

LINTON, O. W. 

7910170451 

PR 


7910040359 

50-324 

a 

LIPINSKI. W, C. 

7910020672 

ACRS 


79101Q0532 

50-324 

a 

LIPINSKI, W. C. 

7910100060 

ACRS 


79ID230570* 

50-324 

a 

LIPINSKI, W. C. 

7910100058 

ACRS 


79101 10117 

50-302 

a 

LIPINSKI. W. C. 

7910050228 

ACRS 


7910230015 

50-327 

a 

LIPFOLD W. J. 

7910010442* 

30-317 

0 

7910230033 

90-340 

a 

LIST, R. 

7910220379* 

COMMISSION 

7910250026 

30-339 

a 

LITTLE, D. S. 

7910100107 

30-322 

G 

7910250030 

30-261 

0 

LITTLE, D. 6, 

7910300430 

30-522 

G 

79 102 5003 B 

30-338 

0 

LITTLE, D. S. 

791 01B0107 

50-322 

0 

7910020037 

50-338 

G 

LITTLE, D. S. 

7910310304 

90-322 

0 

7910030650 

90-62 

a 

LITTLE, D. 8. 

7910300430 

50-322 

o 

7910250023 

50-302 

G 

LITTLE, W. S. 

7910120262* 

90-266 

a 

7910250072 

50-333 

G 

LIVERMORE, H. H. 

7910020409* 

50-496 

a 

7910250406 

50-339 

G 

LLOYD, D. E. 

7910300160 

50-134 

j 

7910050290 

50-269 

G 

LLOYD, ft. D. 

7910230547 

50-390 

j 

7910240571* 

50-369 

0 

LQCHSTET, W. A, 

7910230179 

PRM 


7910020550 

50-269 

a 

LOCKE, ft. F. 

7910300433 

50-133 

0 

7910250569* 

50-324 

a 

LDGIUDICE. J. M. 

7910190105* 

CONTRACT 


7910180471 

50-321 

a 

LDGUEi ft. H. 

7910290344 

50-392 

A 

7910250560 

50-324 

a 

LOHER, E. M. 

7910190213 

50-320 

11 

7910260385 

50-302 

a 

LOMAX, F. 

791 00205B1 * 

10CFR 


7910110132* 

50-302 

Q 

LONDON, E. J. 

7910170479 

RES 


7910240325* 

50-361 

K 

LONG, A. 

7910250646 

PROJ 


7910300074 

XPDHTLIC 


LQNO, 3. M. 

7910030191 

PR 


7910040314 

50-272 

R 

LONG, D. 

7910230464 

50-237 

s 

79 1 00 J 0376 

50-272 

p 

LONG, D. 

7910230466* 

50-237 

s 

7910100306 

30-272 

p 

LONG, F. J. 

7910250538* 

90-369 

0 

7910030271 

50-272 

p 

LONG, F. J. 

7910290231* 

50-438 

a 

7910090246 

50-272 

p 

LQN0E8T , A. W. 

7910090060 

NUREO 


7910110343 

50-272 

s 

LOOKINQBILL, D. P 

7910190013* 

50-209 

G 

7910120226 

30-272 

p 

LCJOKINCBILL, G. 

7910090335 

50-277 

G 

7910160 529 

50-272 

p 

LOOMIS. J. S. 

7910290172 

REOGD 


7910150575 

30-272 

B 

LOOMIS, J. S. 

7910220561 

REGGD 


7910160399 

50-272 

s 

LORENZ, R. A. 

7910220235 

50-156 

J 

7910160440 

50-272 

s 

LOWENSTEIN. R. 

7910190062 

PRM 


7910160462 

50-272 

p 

LU,T. 

7910190226* 

50-320 

p 

7910160451 

50-272 

a 

LUCAS, C. C, 

791 029032B* 

50-317 

s 

7910160498 

50-272 

p 

LUKZ.F. J. 

7910300091* 

CONTRACT 


7910190416 

90-272 

s 

LUKZ.F. J. 

7910180017* 

CONTRACT 


7910260304 

50-272 

a 

LUNA, C. M. 

7910230639* 

90-275 

G 

7910240521 

50-272 

B 

LUNDVALL, A. E. 

7910120170* 

50-317 

0 

7910110734* 

CONTRACT 


LUNDVALL, A. E. 

7910020690 

50-317 

0 

7910120040* 

CONTRACT 


LUNDVALL, A. E. 

7910160100* 

50-317 

0 

79 101 10475* 

70-1100 


LUNDVALL, A. E. 

7910050234 

50-317 

G 

7910050269 

50-483 

A 

LUNDVALL, A. E. 

7910190102 

90-317 

Q 

7910030135 

50-482 

A 

LUNDVALL, A. E. 

7910310102* 

50-317 

fl 

7910220193 

50-498 

A 

LUNDVALL, A. E. 

7910O4029B 

50-317 

s 

7910 1 10227* 

FBI A 


LUNDVALL, A. E. 

7910040348 

50-317 

P 

7910110244* 

F0I A 


LUNDVALL, A. E. 

7910100160 

50-317 

P 

7910170059* 

50-546 

G 

LUNDVALL, A. E. 

7910100420 

50-317 

Q 

7910040373 

T0PREP 


LUNDVALL, A. E. 

7910100425 

50-317 

P 

7910260080 

TOPREP 


LUNDVALL, A. E. 

7910230552 

50-317 

P 

7910230340 

ft EGG 0 


LUNDVALL, A. E. 

7910290257 

50-317 

P 

7910030060* 

50-409 

a 

LUNKENHEIMER, K. 

7910150599 

FOIA 


7910010195 

50-409 

a 

LUTTERBIE, 0. W. 

7910020395* 

50-254 

R 

7910050267 

50-409 

a 

LYKOUDIS.P. S. 

79100505B3* 

NUREO 


791002041 B 

50-409 

3 

LYKOUDIB, P. 9. 

7910050713* 

COMMISSION 
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NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 


LYNCH, M. D. 


791 02203 50 

50-410 

A 

MACDDNALD, C. 

E. 

LYNCH, m. d. 


7910180046 

50-397 

A 

MACDONALD, C. 

E. 

LYNCH, H D. 


7910240733 

50-397 

A 

MACDDNALD, C. 

E. 

MACARTOR, J. D. 

7910150289 

50-272 

G 

MACDONALD, C. 

E. 

HACDONALD, P. 

7910030482* 

foia 


MACDDNALD, C. 

E. 

NACDOUGALL 

, E. A. 

7910170344 

REB 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910110429* 

71-6280 


MACDONALD. C. 

E. 

MACDONALD, 

C. E. 

7910010474* 

7 1 -9033 


MACDDNALD, C. 

E. 

MACDONALD, 

C. E. 

7910010476* 

71-9033 


MACDONALD. C. 

E. 

MACDONALD, 

C. E. 

7910030376* 

71-9033 


MACDDNALD, C. 

E. 

MACDONALD, 

C. E. 

7910010446 

71-40 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910010449* 

71-40 


MACDDNALD, C. 

E. 

MACDONALD, 

C. E. 

7910010316 

71-141 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910010519* 

71-141 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

791 001061 B 

71-92 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910010619* 

71-92 


MACDONALD. C. 

E. 

MACDONALD, 

C, E. 

7910050230 

71-246 


MACDDNALD. C. 

E. 

MACDONALD, 

C. E. 

7910030252* 

71-246 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910110217 

71-136 


HACDONALD, C. 

E. 

MACDONALD, 

C.E. 

79101 10222* 

71-136 


MACDONALD, C. 

E. 

MACDONALD, 

C.E. 

7910020007 

71-6275 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910020008* 

71-6275 


MACDONALD, C. 

E. 

MACDDNALD, 

C.E. 

7910020009 

71-5026 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910020010* 

71-3026 


MACDONALD, C. 

E. 

MACDONALD, 

C, E. 

7910020022 

71-5094 


MACDONALD, C. 

E. 

MACDONALD. 

c. e. 

7910020023* 

71-5B94 


MACDDNALD, C. 

E. 

MACDONALD, 

C. E. 

7909290340 

71-236 


MACDDNALD, C. 

E. 

MACDONALD, 

C. E. 

7910030568 

71-9021 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910030569* 

71-9021 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910030575 

71-3760 


MACDONALD, C. 

E. 

MACDONALD, 

C.E. 

79 1 004Q220 

7 1 -230 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910090606 

71-9003 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910100570* 

71-236 


MACDONALD, C. 

E. 

MACDONALD, 

C.E. 

7910020759 

71-337 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910020761* 

71-337 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910020048 

71-24 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

791 0020B49 

71-241 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910020BS2 

71-277 


MACDONALD, C. 

E. 

MACDONALD, 

C, E. 

7910020B53 

71-22B 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

791 0020B35* 

71-22B 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

791003062B 

71-9097 


MACDONALD, C. 

E. 

MACDONALD. 

C. E. 

7910030013 

71-3796 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910030B1B* 

71-3796 


MACDONALD, C. 

E. 

MACDONALD, 

C, E. 

7910030B73 

71-6373 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910030B76* 

71-6373 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910030571 

71-5754 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910030372* 

71-5734 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910030269 

71-9133 


MACDONALD, C. 

E. 

MACDONALD, 

C. E. 

7910110312 

71-5797 


MACDDNALD. C. 

E. 

MACDONALD, 

C, E. 

7910110529 

71-6291 


MACDDNALD, C. 

E. 

MACDONALD, 
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MCCABE. E. C. 

7910020038* 
7910100697# 
791 0010697# 
7910240705* 
7910010115* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MCCAFFREY, D. R. 
MCCARTNEY. L. B. 
MCCAUQHIN, K. 
MCCAULEY, W. R. 
MCCLAREN, 8. A. 

7910020091* 

7910040610* 

7910090782* 

7910090790* 

7910100701* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MCCLAREN. S. A, 
MCCLAIN, C, M. 
MCCLINTOCK.R, 0. 
MCCLINTOCK, ft. 0. 
MCCLINTOCK, R. 0. 

7910110061* 
7910100490* 
7910190016* 
7910190120* 
791023 003B# 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MCCLINTOCK, R. 0, 
MCCLINTOCK, fi. 0. 
MCCLINTOCK, R. 0, 
MCCLINTOCK, R.O. 
MCCLINTOCK, R. O. 

7910240723* 

7910010335* 

7910120123* 

7910120135* 

7910120253* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MCCORKLE, B. 
MCCORMACK, T. 
MCCORMICK, W. N. 
MCCORMICK, W, N. 
MCCORMACK, M. 

7910100260* 

7910180440* 

7910180493* 

7910260226* 

7910290301* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MCCORKLE, 0. W. 
MCCORKLE, 0. W. 
MCCORKLE, 0. W. 
MCCORKLE, 0. W. 
MCCORKLE, 0, W, 

7910100496* 

7910190129* 

7910180234* 

7910290394* 

7910240711* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MCCORKLE, 0. W. 
MCCORKLE, 0, W. 
MCCORKLE, 0. W, 
MCCOY- H. 

MCCOY, H. A. 

791004059B* 

7910220101* 

7910120284* 

7910090717* 

7910260467* 

CONTRACT 

50-332 Q 

30-332 G 

50-332 0 

30-332 a 

MCDANIEL, D. E. 
MCDIARMID, R.C. 
mcdiarmid.r. c. 
MCDIARMID. R.C. 
MCDIARMID, R.C. 

7910040364* 

7910240121* 

7910170361 

7910170369 

7910170307 

50-200 0 

30-320 P 

50-320 P 

50-320 P 

30-320 H 

MCDIARMID, R.C. 
MCDIARMID.R. C. 
MCDIARMID, R.C. 
MCDIWITT. R. M. 
MCDONALD, B. 

7910050479 

7910030329 

7910170370 

7910240238 

7910240104* 

NURE0 

50-320 , H 

50-320 P 

50-320 ;■ p 

50-329 0 

MCDONALD, J, P, 
MCDOWELL, M. 
MCDOWELL, M. 
MCDOWELL, H. B. 
MCDOWELL. B. 


ACCESSION SUBJECT 

NUMBER GATES OR V 


7910110333* 30-29 □ 


7910010104 

7910020337 

7910290173 

7910090^38 

7910100377 

7710100308 

7910100392 

7910110416 

7910110333 

79101 10441 
7910110612 
7910130472 
7910170359 
7910190370 

7910230313 

7910230312 

7910230337 

7910240619 

7910240363 

7910300300 

7910230290 

7910300142 

7910300299 

7910300336 

791 0030 13B 
79101 10482 
7910230223 
7910310443 
7910010397* 

7910020443* 

7910170305* 

7910030800* 

7910030873* 

7910010702* 

7910160163* 

7910110337* 

7910160358* 

7910130117* 

7910130162* 

7910120390 

7910090324* 

7910190167 

7910100613 

7910180207 

7910300447 

7910220286* 

7910110433# 

7909240708 

7910110493* 

7910110443* 

7910110403 

791O10OBSO 

7910310040 

7910110435 

7910290304 

7910030661 

7910040392* 

7910160062 

7910220426 

7910100673* 

7910010066# 

7910010027* 

7910100631 

7910040225 

7910030172 

7910310080 

7910310083 

7910040311 

7910040314* 

7910300366 

7910130226 

7910090260 

7910090264* 

7910030706 

7910260338 

7910130226 

7910260330 

7910170289 

7910230149 

7910310124 

7910030124 

7910090384 

7910260386 

7910030306 


30-202 0 

30-263 P 
71-909* 
50-30* 8 

50-263 R 
50-263 F 
50-263 0 

90-2*3 P 
50-263 0 

50-282 P 
90-263 P 
30-202 fi 
30-202 P 
30-2B2 P 

90-283 0 

30-263 P 
50-202 F 
30-2B2 P 
30-282 F 

30-263 P 
90-282 F 
50-202 P 
50-202 P 
90-263 P 

40-0747 
40-8747 
90-34* U 
flEQQD 

50-272 Q 

30-220 Q 
90-320 0 

30-271 0 

30-271 0 

50-219 0 

90-219 Q 
50-219 0 

30-248 Q 
50-322 0 

30-293 0 

30-322 a 
30-48* O 
30-209 0 

30-3 P 

30-289 O 

30-209 0 

50-219 R 

40-672 
70-2301 
40-040* 

40-672 

40-840* 

40-7994 

70-690 

40-672 

30-466 0 

30-346 Q 

30-400 E 

30-400 A 

30-522 0 

30-206 P 

30-324 P 

30-269 P 

70-1237 
70-27 

70-27 

70-364 

70- 1300 

71- 196 
71-196 

PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

30-293 M 
PROJ ‘ ■■■■■ . . 

50-293 M 
50-320 © 

WASTE MOT 

71-129 ■ 
30-402 H 
30-402 O 
30-289 Q 
80-329 R 



PERSONAL 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

MCDUFFIE, M. A. 

7910050331 

30-400 

0 

MEIS8, R. L. 

MCDUFFIE, M. A. 

7910010277 

30-400 

A 

MEISS, R. L. 

MCFARLAND, C. R. 

7910 ISO 1 10* 

30-413 

0 

ME1SS, T. L. 

MCFARLANE, E. 0. 

7910230446 

50-2BB 

J 

MELCHER, J. 

MCFARLAND, C. R. 

79100103B6* 

50-413 

a 

MENCZER, W. B. 

MCFARLAND, C. R. 

7910180465# 

30-339 

G 

MENCZER, W. B. 

MCQARRY, J. M. 

7910230220 

70-2623 


MENCZER, W. D. 

MCOARRY, J. M. 

7910220163 

3Q-4BB 

0 

MENCZER, W. D. 

MCQARRY, J. M. 

7910190121 

70-2623 


MENCZER. W. B. 

MCOARRY, J. M. 

7910020700 

50-408 

0 

MENCZER, W. B. 

MCQARRY, J. M. 

7910220163 

30-408 

0 

MENCZER, W. B. 

MCOARRY, J. M. 

7910310027 

30-486 

0 

MENCZER, W, H. 

MCOARRY, J. M. 

7910290326 

70-2623 


MERRILL, D. N. 

MCOAUOHY, ft. W. 

7910030660# 

50-387 

G 

MERRITT. M. L. 

MCOAUQHY, R. W. 

7910310038# 

30-363 

0 

MERBON, 8. D. 

MCOAUOHY, R.W. 

79102201 Bt» 

50-352 

Q 

MEH8QN, 0. D. 

MCOAUOHY, R. W. 

7910010329# 

30-354 

0 

MERTZ, L. r. 

MCOAUOHY. R. 

79101202B4# 

50-332 

0 

HERTZ, L. R. 

MCOAUOHY, R. 

7910090717# 

30-332 

G 

ME8LER.R. B. 

MCOAUOHY, R. W. 

7910160191* 

50-396 

0 

ME88ITT, B. R, 

MCOAUOHY, R. W. 

79101B0330* 

50-387 

G 

ME8SITT, D. R, 

MCOAUOHY, R. W. 

7910170618# 

30-322 

G 

METZENBAUM, H. M, 

MCOAUQHY, R. M. 

7910180160# 

30-410 

G 

METZENBAUM. h. 

MCOAUOHY, R. 

7910260467# 

30-332 

G 

METZGER, F. 

MCOAUOHY, R. W. 

7910290128# 

30-322 

G 

MEYER, P. E. 

MCQLYNN, R. D. 

7910020726 

30-289 

H 

HEYER, W. H. 

MCOLYNN, R. 0. 

7910090620# 

50-209 

0 

MEYER, W. H, 

MCGOVERN, F. 

7910240436 

30-320 

H 

MEYER. 0. L. 

MCGOVERN. J. J. 

7910270132# 

50-34 

Q 

MICHELBON, C. 

MCGOVERN, H. 

791001046B 

50-320 

T 

MICHEL BON, C. 

MCGOWAN, 0. V. 

7910230269 

30-317 

P 

MICHLEWICZ.D, 

MC OR AW, P. 

7910190433# 

50-471 

0 

HJDDUHA9, A. P, 

MCORATH, E. J. 

7910220012 

PROJ 


MI DURA, H. J. 

MCORATH, E. J. 

7910220007 

40-0751 


MIDURA, H. J. 

MCORATH, E, J. 

7910290462 

PRQJ 


MI DURA, H. J. 

MCOUIRE, P. J. 

7910110419 

50-293 

S 

MIDURA. H. J. 

MCOUIRE, P. J. 

7910130530 

50-293 

8 

MIERNICKI, M. J. 

MCOUIRE, P. J. 

7910190439 

50-293 

3 

MIERN1CKI, M. J, 

MCOUIRE, P. J. 

7910160450 

30-293 

R 

MIERNICKI, M. J, 

MCGUIRE, P. J. 

7910170396 

30-293 

R 

MILCAREK, 0. 

MCOUIRE, P. J. 

7910260208 

30-293 

P 

MILE8, , J. C. 

MCOUIRE, P. J. 

7910260206 

30-293 

P 

MILEY, 0 H. 

MCOUIRE, P. J. 

7910260231 

50-293 

S 

MILHOLLIN, 0. L. 

MCOUIRE, W. F. 

7910090493 

50-466 

0 

MILHDLLIN, 0. L. 

MCOUIRE, D. R. 

7910290231* 

30-438 

fl 

MILHOLLIN, 0. L. 

MCOURREN, H. J. 

7910110230 

30-338 

0 

MILICI, R. C. 

MCOURREN, H. J. 

79101 10233# 

30-338 

0 

MILLER, J, B. 

MCOURREN, H. J. 

7910010256 

50-341 

0 

MILLER, N. 

MCOURREN, H. J. 

791003063B 

50-341 

G 

MILLER, M, I. 

MCOURREN, H. J 

7910130721 

30-336 

0 

MILLER, M. I. 

MCOURREN, H. J. 

7910300307 

50-341 

0 

MILLER, M, I. 

MCHENRY, T. J. 

7910190045* 

00-261 

G 

MILLER, M, I. 

MCHENRY, T. J. 

7910230025* 

30-302 

G 

MILLER, M, I. 

MCHENRY. T. J. 

79102B04B4* 

30-302 

G 

MILLER, T. 

MCHENRY, J. C. 

7910170616 

30-338 

S 

MILLE, L. E. 

MCHENRY, T. 

7910250037 

50-261 

8 

MILLER, F. D. 

MCKEE, F. 

7910030175 

PR 


MILLER, M, 

MCKIDBEN, J. C. 

7910030377 

50-166 

P 

MILLER, J. W. 

MCKNIGHT, B. W. 

7909240732 

70-1237 


MILLER. M. I. 

MCLEMORE, C, W. 

7910160513* 

71-178 


MILLER, M. I. 

MCLEOD, C. 

7910030317 

FQIA 


MILLER, M. I. 

MCNAMARA, A. E. 

7910160394* 

50-244 

R 

MILLER, M, J, 

MCNEILL. W. M. 

7910170046* 

QA999 


MILLER, M. I. 

MCNEILL, W. M. 

7910190060* 

QA999 


MILLER, J. 

MCNEILL, W. M. 

7910250121* 

QA999 


MILLER, d. P. 

MCNULTY, A, 

7910240094* 

30-289 

0 

MILLER, 0. P. 

MCNULTY, A. 

7910100302 

CONTRACT 


MILLER, 0. P. 

MCNULTY. A. 

7910020053 

CONTRACT 


MILLER/.G. P. 

MCNULTY, A. 

7910180602 

CONTRACT 


MILLER, I)/M, 

MC OSCAR, J. J. 

7910150117* 

50-322 

a 

MILLER, L. K.' 

MCWHORTER, R. J. 

7910180029 

PR 


MILLER, M^ E;”" 

MCWHORTER, R. J. 

7910290337 

50-380 

A 

KILLER, M. E. 

MCWILLIAMS, D. K. 

7910120231* 

30-263 

a 

MILLER, M. E. 

MEANS, D, 8, 

7910290371 

30-522 

0 

MILLER, M. E. 

MEANS, D. S. 

7910100341 

30-322 

0 

MILLER, M. E. 

MEANS, D,B, 

7910290371 

30-522 

0 

MILLER, M. E^ 

MEDLAND, P. 

7910090452 

30-367 

0 

MILLER, M. E. 

MEDLOCK, R. L, 

7910230606 

40-04 32 


MILLER, M. E, 

MEDROW, L. K. 

7910040593 

contract 


MILLER, M. E. 

MEDROW, L, K, 

7910090797 

CONTRACT 


MILLER, life, 

MEDROW, L. K. 

7910190018 

CONTRACT 


MILLER, M. E. 

MEDROW, L, 

7910180232 

CONTRACT 


MILLER, M. E. 

MEDROW, L. 

7910290392 

CONTRACT 


MILLER, M. E. 

MEHLER, B. A. 

7910170476# 

30-320 

H 

MILLER, M. E, 

MEIS8, R. L. 

7910030706 

PROJ 


MILLER, M, E. 


AUTHOR INDEX 
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ACCESSION 

SUBJECT 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEOORY 

7910030010 

PROJ 


MILLER, M. E. 

7910220472 

90-344 

0 

7910030706 

PROJ 


MILLER, M. E. 

7910260364 

30-445 

M 

7910120055 

PROJ 


MILLER, W. □. 

7910040172 

30-298 

P 

7910090331 

30-322 

0 

MILLER, W. 0. 

7910010762 

50-260 

0 

79 100 90 BOO 

CONTRACT 


MILLER. W. □. 

7910190210 

50-261 

P 

7910110731 

CONTRACT 


MILLER, H. 0. 

7910010365 

70-364 


7910110097 

CONTRACT 


MILLER, W. 0. 

791005030Q 

70-135 


791 012013B 

CONTRACT 


MILLER, W, 0. 

7910020732 

30-368 

H 

7910100265 

CONTRACT 


MILLER, U. 0. 

7910030901 

30-203 

F 

7910120153 

CONTRACT 


MILLER, W, Q. 

7910040203 

SO-244 

P 

7910160238 

CONTRACT 


MILLER, W. Q. 

7910050093 

50-269 

F 

7910160335 

CONTRACT 


MILLER, W. 0. 

79100303B6 

30-313 

P 

7910170414* 

50-443 

A 

MILLER, W, 0. 

7910090813 

30-344 

H 

7910230230 

WASTE MOT 

MILLER, W. 0. 

79101 301S9 

30-293 

P 

7910230564 

50-317 

R 

MILLER, W. 0. 

7910130213 

30-312 

F 

7910230367* 

50-317 

R 

MILLER, W. 0. 

7910040631 

80-346 

F 

7910260003 

71-160 


MILLER, W. 0, 

7910040632 

30-220 

F 

7910090356 

71-160 


MILLER, W. 0. 

7910090630 

50-133 

P 

7910250330 

30-146 

P 

MILLER, W. 0. 

7910160033 

50 - 280 

p 

7910280032* 

50-261 

G 

HILLER, W. 0. 

7910190007 

50-267 

F 

7910260403# 

30-302 

a 

MILLER, W. 0. 

7910230149 

40-0027 


7910010609 

0O-33B 

u 

MILLER, W. 0. 

7910260327 

70-371 


7910110446 

30-336 

u 

MILLER, W. □. 

7910240701 

50-331 

F 

7910050370* 

PROJ 


MILLER, W, 0, 

7910220479 

50-313 

P 

7910040341# 

TOPREP 


MILLER, W. □. 

7910230045 

30-259 

F 

7910310316 

30-515 

A 

MILLER, W. 0. 

7910300361 

50-133 

P 

7910310275 

50-273 

A 

MILLER, W. H, 

7910240032* 

30-51B 

0 

7910230376 

WASTE MOT 

MILLER, D.E. 

79101 10206* 

30-6 

0 

79101B0473 

30-206 

8 

MILLER, e. 

7910240108# 

30-263 

0 

7910050041 

ACRB 


MILLER, V. L. 

7910110041# 

40-8696 


7910180426 

50-3B2 

A 

MILLER, H. J. 

7910110038 

40-6740 


7910180B43 

30-289 

0 

MILLER, H. J. 

7910160213 

PROJ 


7910040030 

30-272 

s 

MILLER, H. J. 

7910220237# 

40-6783 


7910160302 

50-272 

R 

MILLER, H. J. 

7910220272* 

40-1341 


7910300225 

30-272 

R 

MILLER, M. J. 

7710230437 

40-6727 


7910300231 

50-272 

R 

MILLER, H. J. 

7910260211 

40-B782 


7910010403* 

30-317 

S 

MILLER, H. J. 

7910260216* 

40-6732 


7910020355# 

30-317 

s 

MILLER, J, fl. 

7910040357 

30-200 

0 

7910020360* 

30-317 

8 

MILLER, J. R. 

7910090048* 

SECY 


7910010739 

30-367 

0 

MILLIKEN, W. G. 

7910010611 

30-133 

H 

7910220125 

NUREO 


MILLIKEN, W, G. 

7909210403* 

50-315 

B 

7910150320 

30-336 

P 

MILLIKEN, W. G. 

791O3J0323* 

50-135 

P 

7910090163 

30-272 

0 

MILLOY, J. A. 

7910030453 

NUREO 


7910030600 

30-272 

0 

MILLS, J. E. 

7910050740 

50-153 

0 

7910220303 

30-272 

0 

MILLS, 8. 

7910170110 

30-269 

0 

7910230448 

WASTE MOT 

MILLS, L. M. 

7910110452 

30-320 

A 

7910010623 

PR 


MILLB, L. M 

7910090273 

50-390 

0 

7910230171 

WASTE MOT 

MILLS. L. M 

7909250272 

PRM 


7910030627 

30-434 

0 

MILLB, L, M. 

7910020237* 

30-390 

G 

7910030313 

30-434 

0 

MILLB, L. M. 

7910090263 

PR 


7910050353 

30-434 

0 

MILLS, L M, 

7910240709 

PRM 


7910130109 

30-454 

0 

MILLS, L, M, 

7910020429 

30-390 

8 

7910040113 

30-436 

c 

MILLS, L. M, 

7910030576# 

50-438 

0 

7910030444# 

FQIA 


MILLS, L. M. 

7910020833 

40-1341 


7910030136 

PR 


MILLS, L. M. 

7910260412 

30-353 

A 

7910030720# 

FQIA 


MILLB, L. M. 

7910010293 

30-327 . 

B 

7910230100 

WASTE MOT 

MILLS, L, M. 

7910040390 

PR 


7910230407 

WASTE MOT 

MILLS, L. M. 

7909100439 

30-239 

l 

7910030627 

30-454 

0 

MILLS, L. M. 

7910010370 

30-327 

S 

7910030513 

30-434 

0 

MILLB, L. M. 

7910010332 

50-438 

S 

7910030535 

50-434 

0 

MILLB, L. M. 

7910030467 

50-327 

G 

79101B0109 

30-434 

0 

MILLB, L. M. 

7910020514 

30-239 

Q 

7910040115 

30-436 

0 

MILLB, L, M. 

7910030238 

30-866 

a 

7910010454 

30-320 

A 

MILLB, L. M. 

7910030251 

30-833 

a 

7910170365 

30-320 

p 

MILLS, L. M. 

7910030667 

30-289 

0 

7910170437 

30-320 

H 

MILLB. L, M, 

791Q03O436# 

90-833 

a 

7910170440# 

30-320 

H 

MILLS, L, M, 

7910100046 

40-1341 


7910170434# 

50-320 

H 

MILLS. L. M. 

7910010316 

50-438 

s 

7910180029 

PR 


MILLB, L. M. 

7910010339 

50-390 

s 

7910160306# 

30-272 

R 

MILLB, L. M, 

7910030141 

40-1341 


7910090369 

30-344 

0 

MILLB, L. M. 

7910130397 

90-390 

s 

7910080723 

PRQJ 


MILLB, L, M, 

7910040209 

90-327 

G 

7910090100 

PROJ 


MILLS, L. M, 

7910020453 

50-390 

S 

7910110422 

30-434 

0 

MILLB, L, M. 

7910090674 

30-259 

G 

7910050523 

70-2623 


MILLS, L. M. 

7910130544 

90-327 

S 

7910050726 

PRQJ 


MILLS, L, M, 

7910190 033# 

90-327 

a 

7910120058 

PROJ 


MILLS, L. M. 

7910020439 

50-390 

6 

7910190316 

30-344 

0 

MILLB, L. M. 

7910100038 

30-259 

a 

7910220380 

PRQJ 


MILLS, L, M. 

7910100036 

50-327 

a 

7910050778 

PROJ 


MILLS, L, M. 

7910250313# 

30-583 

a 

7910220421 

30-344 

0 

MILLS, L. M. 

7910220136 

30-327 

a 

7910190307 

30-344 

0 

MILLS, L, M. 

7910020502 

30-327 

8 

7910050754 

PROJ 


MILLS, L. M. 

7910040276 

30-390 

0 

7910220204 

PROJ 


MILLS, L, M. 

7910040284 

80-327 

6 

7910190180 

30-443 

M 

MILLS, L. M. 

7910040294 

90-327 

a 
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ACCESSION SUBJECT 


Al» .HDR 

NUMBER 

CATEGORY 

M ILLS, L. H 

7910100360 

50-296 

P 

MILLS, L. M. 

7910040364 

50-390 

a 

MILLS- L. M. 

7910040274 

50-390 

s 

MILLS, L. M. 

7910130310 

50-327 

s 

MILLS. L. M. 

7910190424 

50-390 

s 

HILLS, l. m. 

7910050327 

50-390 

A 

kills, l k, 

7910100336 

50-327 

S 

MILLS, L. M 

mills, l. m. 

7910190435 

7910230622 

50-327 

40-1341 

s 

MILLS, L. M. 

7910050211 

50-327 

A 

MILLS, L. M. 

7910030231 

50-327 

A 

MILLS, L. M. 

7910100120 

50-510 

B 

HILLS. L. M. 

7910100133 

30-518 

S 

MILLS, L. (1 

7910100365 

50-390 

8 

MILLS. L. K. 

7910190431 

50-510 

S 

MILLS, L. H. 

7910190493 

50-510 

S 

MILLS, L. h. 

7910100371 

50-327 

A 

MILLS, L. M. 

7910100406 

50-259 

P 

MILLS. L. M. 

7910110395 

50-259 

F 

HILLS. L, M. 

7910130513 

50-390 

S 

MILLS, L. M. 

7910150559 

50-327 

3 

MILLS, L. M. 

MILLS. L. M. 

79101 50567» 
7910290446 

50-327 

40-1341 

S 

MILLS. L. M. 

7910110396 

50-43B 

A 

MILLS.L. M. 

7910150446 

50-438 

A 

KILLS. L. M. 

7910150473 

50-327 

S 

MILLS.L. M. 

7910150347 

50-390 

a 

MILLS, L. M. 

79101903B3 

50-327 

s 

MILLS.L. M. 

7910120143 

30-259 

Q 

MILLS.L. M. 

79101201 IS 

50-296 

P 

MILLS.L. M. 

7910160539 

50-259 

P 

MILLS.L. M 

7910170163 

50-327 

A 

MILLS.L. K. 

79101S03B7 

50-327 

S 

MILLS.L. M. 

7910100443 

50-518 

e 

MILLS.L. M. 

7910170170 

50-327 

F 

MILLS. L. M. 

7910170263 

50-327 

A 

MILLS. L. M. 

7910170279 

50-327 

A 

MILLS, L. M. 

7910170367 

50-327 

A 

MILLS. L. K. 

79101703B9 

50-327 

A 

MILLS, L. M. 

7910170183 

50-327 

F 

MILLS, L. M. 

7910170264 

50-327 

A 

MILLS, L. M 

7910230526 

50-390 

S 

MILLS, L. M. 

7910240376 

50-430 

s 

MILLS. L. M. 

79I02405B6 

50-327 

s 

MILLS, L. M. 

7910240659 

30-327 

s 

MI LLS, L. M. 

7910240667 

50-430 

s 

MILLS, L. M. 

7910230519 

50-296 

p 

MILLS, L. M. 

79102404B4 

50-327 

A 

MILLS, L. M. 

7910240648 

50-327 

s 

MILLS, L. M. 

7910240630 

50-327 

s 

MILLS, L. M. 

7910250273 

30-259 

F 

MILLS, L. M. 

791O2503B0 

50-327 

F 

MILLS, L. M. 

7910250401 

50-327 

A 

MILLS. L. M. 

7910260311 

50-430 

A 

MILLS. L. M. 

7910260313 

50-327 

A 

MILLS, L. M. 

7910260272 

50-327 

A 

MILLS, L. M. 

7910250278 

30-327 

A 

MILLS, L. M. 

7910260159 

50-327 

F 

MILLS, L. M. 

7910260305 

50-327 

A 

MILLS, L. M. 

7910300263 

30-259 

P 

MILLS, L. M. 

7910300325 

50-390 

a 

MILLS, L. M. 

7910300131 

50-327 

F 

MILLS, L. M. 

7910300155 

50-553 

A 

MILLS.L. M. 

7910290231 

50-296 

P 

MILLS.L. M. 

7910310325 

50-327 

8 

MILLS.L. M. 

7910190495 

50-438 

A 

MIL8TEAD. W. C. 

7910I703B1* 

50-320 

P 

MILSTEAD, W. C. 

7910240266* 

50-320 

P 

MINALCIK, J. A. 
MINER. R. J. 

7910010442* 

7910030477 

50-317 

NUREO 

S 

MINER, S. M. 

79100103SS 

50-400 

A 

MINER. S. 

HINGBT.B. 

M I NOQUE, R. B. 

7910090195 

7910040382 

7910030009 

50-397 

27-47 

PRM 

A 

MJNOOUE.R. B. 

MINOQUE.R.B. 

MI NQQUE. R. B. 

7910010550 

7910050302 

7910090815 

50-259 

PRM 

NUREO 

P 

KINO QUE. R. B. 

MINOR, E. E. 

MINOR, E. E. 

79101702B1 

7910220117 

7910220162 

50-320 

NUREO 

NUREO 

P 

MITCHELL, D. Q. 

7910190201* 

50-289 

R 

MITCHELL. D. 0. 

7910240428# 

50-289 

R 

MITTL.R. L. 

7910050537 

50-354 

A 

MITTL.R. L. 

7910110425 

30-3U 

A 

MITTL. R. L. 

7910160490 

50-311 

A 
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ACCESSION 
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MITTL.R. L. 

7910250276 

50-311 

A 

MITTL, H. L. 

7910260156 

50-311 

A 

MITTL.R. L. 

7910260169 

50-311 

A 

MOCKLI, B. 

7910290455* 

71-29 


MQDENQB. L. 

7910040190* 

50-324 

a 

MOD ENOS. L. 

7910250450* 

50-302 

0 

MDDENOS, L. 

7910290220* 

50-259 

0 

M0ERKE, N. H. 

7910250561* 

QA999 


MQERKE, N. H. 

7910250553* 

QA999 


HQERSCHEL.W. N. 

7910190251* 

50-320 

H 

MOFFETT, T. 

7910310410* 

COMMISSION 

MOFFETT, T. 

7910310444* 

COMMISSION 

MOFFETT, T. 

7910310520 

50-546 

U 

MOFFETT, T. 

7910310464* 

COMMISSION 

MOHR, D. 

7910300457 

REB 


MOLEN, H. V. 

7910020594 

50-219 

P 

MOLLOY, k. j. 

7910180273* 

50-320 

F 

MQMANZ IN. A. P. 

7910290347 

50-274 

J 

MONQGUE. R. B. 

7910110292 

PR 


MONTGOMERY, J. L. 

7910190151 

40-8754 


MONTGOMERY, J. L. 

7910240271 

PR 


MONTGOMERY, J. L. 

7910290241 

40-B740 


MONTGOMERY, D. M. 

7910250070* 

50-321 

G 

MONTI, W. A. 

7910120241 

50-3 

R 

MOODY, D. E. 

791 OD3OS0B 

50-309 

Q 

MOODY, D. E. 

79101700 BO 

50-309 

a 

NODDY, D. E. 

7910310062 

50-309 

Q' 

MOODY, D. E. 

7910160407 

50-309 

R 

MOODY, D. E. 

7910220289 

50-309 

F 

MOODY, D. E. 

7910240560 

50-309 

P 

MOODY, 0. E. 

7910290420 

50-271 

a 

MOODY, D. E. 

791031021 1 

50-271 

G 

MOODY. D. E. 

7910150556 

50-271 

p 

MOODY, D. E. 

7910160370 

50-271 

R 

MOODY. D. E. 

7910240604 

50-271 

p 

MOODY, D. E. 

7910030279* 

50-29 

a 

MOODY, D. E. 

7910100376 

30-29 

p 

MOODY. D. E. 

7910150543 

50-29 

F 

MOODY, D. E 

7910160374 

50-29 

R 

MOODY, D. E. 

7910240611 

50-29 

P 

MOON, B. T. 

7910020200* 

50-327 

G 

MOON, B. T. 

7910250032* 

30-261 

G 

MOON, B. T. 

7910260403* 

50-302 

G 

MOON, C. W. 

791 003004B 

50-373 

A 

MOON, C. U 

7910250459 

50-454 

A 

MOORE, J. 

7910290147 

REGGD 


MOORE, R. W. 

7910300251# 

CONTRACT 


MOORE. R. L. 

7910050664* 

71-6346 


MOORE, J. S. 

7910220166 

70-1143 


MOORE, J. 8. 

7910310067* 

70-1143 


MODRE, 0. W. 

7910040270 

50-334 

R 

MOORE, Q. C. 

7910110347 

50-302 

P 

MOORE, G. C. 

7910150466 

50-302 

P 

MOORE, 0. C. 

7910150564 

50-302 

P 

MODRE, 0. C. 

7910160434 

30-302 

P 

MOORE, 0. C. 

79101B02S8 

50-302 

P 

MOORE, M. 

7910110114 

XPORTLIC 


MOORE, M. S. 

7910110122* 

XPORTLIC 


MOORE, R. N. 

7910100080 

XPORTLIC 


MOORE, R. N. 

7910150259 

XPORTLIC 


MOORE, R. N. 

7910090617 

XPORTLIC 


MOORE, R. N. 

79101 lOOBO 

XPORTLIC 


MOORE, R. N. 

7910120250 

XPORTLIC 


MOORE, R. N. 

7910300029 

XPORTLIC 


MOORE, R. N. 

7910300068 

XPORTLIC 


MOORE, R. N. 

7910230637 

XPORTLIC 


MOORE, J. E. 

7910110249 

50-596 

G 

MOORE. J. E. 

7910220050* 

50-155 

0 

MOORE, D. E. 

7910020171* 

50-335 

G 

MOORE, V. A. 

791001049B 

NUREG 


MORAN. R. Q, 

7910170220# 

50-206 

R 

MORAN, D. M. 

7910110383* 

□ 0-2B9 

G 

MORAN, D. M. 

7910090303 

50-289 

Q 

MORAN, D. M. 

7910100200# 

30-209 

G 

MORENO. P. 

7910240550* 

50-280 

P 

MORGAN, J. 

7910310462 

PR 


MORGAN, W. E. 

7910100640 

XPORTLIC 


MORI ARTY. J. M. 

7910250320 

REODD 


MORIN, J. P. 

7910240587 

50-323 

F 

MORRISSEY, J. C. 

7910300433 

50-133 

G 

MORRIS, c. J. 

7910220175 

NUREO 


MORRILL, P. J. 

7910250406* 

30-133 

G 

MORRIS.P.A. 

7910100141# 

50-3 

0 

MORTON, K. V. 

7910300261* 

CONTRACT 


MORTON, K. V. 

7910010664* 

CONTRACT 



AUTHOR 

ACCESSION 

NUMBER 

SUOJECT 

CATEGORY 

MORTON, K. V. 
MORTON, K, V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON, K. V. 

7910100069* 

7910300096* 

7910010048* 

7910010272* 

7910010683* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MORTON, K. V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON, K, V. 

7910030193* 
7910170346* 
79 100405B9* 
7910040581* 
7910010233* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MORTON, K. V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON, K, V. 

7910110734* 

7910120040* 

7910040395* 

7910030283* 

7910110737* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MDRTON, K. V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON, K, V. 

7910300274* 

7910170173* 

7910020648* 

7910020639* 

7910190089* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MORTON, K. V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON, K.V. 

7910040332* 

7910040410* 

7910030153* 

7910030171* 

7910040615* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MORTON, K. V. 
MDRTON, K. V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON, K. V, 

7910020675* 

7910090434* 

7910170142* 

7910190101* 

7910170095* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MORTON, K. V. 
MORTON, K. V. 
MORTON, K. V. 
MDRTON, K. V. 
MORTON, K. V. 

7910100027* 

7910300235* 

7910170070* 

7910170003* 

7910180076* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MORTON, K, V, 
MORTON, K. V. 
MORTON, K, V. 
MORTON, K. V. 
MORTON. H, V, 

7910190097* 

7910190137* 

7910190103* 

7910190122* 

7910190149* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MORTON, K, V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON. K. V. 
MORTON, K. V. 

7910300251* 

7910300091* 

7910180023* 

7910190116# 

7910190142* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MDRTON, K. V. 
MORTON, K. V 
MORTON, K. V. 
MORTON. K. V. 
MOSER, W. E. 

7910300247* 

7910300077* 

79103000B1* 

7910300102* 

7910300330 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
30-B4 J 

HOUR I NO, R, 
MOURINQ, R. 
MOURING, R. 
MOURINQ, R. 
MOURINQ, R, 

7910160049* 

7910160035* 

7910160061* 

7910160066* 

7910160072* 

71-9033 
71-9033 
71-9033 
71—90 53 
71-9833 

MOURING, R, 
MOURING, R. W. 
MOUSER. G. J. 
MOWERY. W. R. 
MOWRY, W. R. 

7910160075* 

7910050101* 

7910250469* 

7910310150* 

7910310164* 

71-9Q33 
71-9833 
50-346 0 

SECY 

SECY 

MOWRY, W. R. 

MOWRY, W. R. 

MOWRY, W. R. 

MOWRY, W. R. 

MOWRY, W. R. 

7910010396 

7910050663 

7910100455 

7910100457# 

7910110066 

XPORTLIC 

71-6346 

XPORTLIC 

XPORTLIC 

XPORTLIC 

MOWRY, W. R. 

MOYER, L. 0. 
MUELLER, E. E. 
MUIR, A. M. 

MULKEY, M. E. 

7910110075* 

7910110355 

7910160050 

7910120313 

7910090540 

XPORTLIC 
50-263 R 
50-466 0 

PR 

50-209 0 

MULKEY, M. E. 
MULKEY, M. E. 
MULKEY, M. E. 
MULKEY, M. E. 
MULKEY, M. E. 

7910050670 

7910160040 

7910220050 

7910180022 

7910180071 

50—289 0 

50-209 0 

50-1 S3 0 
50-2B9 0 

50-289 0 

MULKEY, M. E. 
MULKEY. M. E. 
MULKEY, M. E. 
MULLER, M. H, 

MULLE, R. J. 

7910240671 

7910290290 

7910130716 

7910040092 

7910030112 

50-289 G 

30-209 0 

50-209 G 
PR 

50-289 H 

MULLER, R. 

MULLER, D, R. 
MULLER, D, R. 
MULLER, D. R. 
MULLER, D. R. 

7910050037 

7910050008* 

7910170331 

7910010498 

7910170452 

ACR8 

50-338 P 

30-320 H 

NUREQ 

50-320 H 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MULLER. D. R. 

7910190216* 

50-320 

P 

MULLON. T. P. 

MUNRO. J. J. 

MUNRO. J. J. 

MUNRO, J- J. 

MUNRO, J. J. 

7910230429 

7910100670 

7910230193 

7910300027 

7910260218* 

30-131 

71-9029 

71-9020 

71-9029 

71-40 

J 

MURDOCK. L. 

MURLEY. T. E. 

7910230411 

7910040304* 

WASTE MOT 
QRG 

MURPHY, P. M. 

7910030075 

30-454 

0 

MURPHY, P. M. 

7910050627 

50-454 

G 

MURPHY, P. M. 

7910050513 

30-434 

0 

MURPHY, P. M. 

7910100677 

50-436 

0 

MURPHY, P. M. 

. 7910050355 

9 7910150109 

50-454 

0 

MURPHY, P. M. 

50-434 

0 

MURPHY, P. M. 

MURPHY. J. D. 

7910040113 

7910260231 

30-436 

71-1 

G 

MURPHY. P. M. 

7910030075 

30-454 

G 

MURPHY, P. ». 

7910030627 

50-454 

0 

MURPHY, P. M. 

7910050513 

50-434 

G 

MURPHY. P. M. 

7910100677 

50-456 

G 

MURPHY, P. M. 

7910050555 

50-454 

0 

MURPHY, P.M. 

7910150109 

30-434 

G 

MURPHY. P. M.. 

7910040113 

50-436 

G 

MURPHY, C. E. 
MURPHY. D. J. 

7910160507* 

7910030055 

50-316 

NUREQ 

S 

MURPHY. C. E. 

7910180459 

50-339 

0 

MURPHY, C. E. 

7910230213 

30-438 

Q 

MURPHY, C. E. 

7910220520* 

30-400 

Q 

MURPHY, C. E. 

7910010379* 

30-413 

0 

MURPHY, C.E. 

7910040531* 

30-491 

Q 

MURPHY, C.E. 

7910150631 

30-327 

0 

MURPHY, C.E. 

7910020210 

30-302 

0 

MURPHY, C.E. 

7910040073* 

30-393 

0 

MURPHY. C. E. 

7910050442* 

30-333 

G 

MURPHY, C. E. 

7910010135 

30-239 

G 

MURPHY, C.E. 

7910040192 

30-324 

a 

MURPHY, C. E. 

7910020427* 

30-369 

0 

MURPHY, C.E. 

7910010160 

30-413 

0 

MURPHY, C. E. 

7910010703* 

50-200 

G 

MURPHY, C. E. 

7910020010* 

30-269 

0 

MURPHY, C. E. 

7910040473 

50-416 

G 

MURPHY, C. E. 

7910180323 

30-309 

G 

MURPHY, C, E. 

7910180450 

30-230 

Q 

MURPHY. C. E. 

7910250403* 

50-370 

a 

MURPHY, C. E. 

7910100084* 

30-321 

a 

MURPHY, C. E. 

7910100339 

50-340 

G 

MURPHY. C.E. 

7910100343 

30-43B 

G 

MURPHY, C.E. 

7910230522* 

30-353 

G 

MURPHY, C.E. 

7910180104* 

50-413 

G 

MURPHY, C.E. 

7910190038* 

50-327 

G 

MURPHY, C. E. 

7910230214 

30-310 

G 

MURPHY, C. E. 

7910230446 

30-302 

a 

MURPHY. C. E. 

7910020233 

30-390 

0 

MURPHY, C. E. 

7910180073* 

30-400 

G 

MURPHY, C.E. 

7910230048 

30-366 

G 

MURPHY, C.E. 

7910100120* 

30-413 

G 

MURPHY, C. E. 

7910240309* 

30-400 

G 

MURPHY, C. E. 

7910290214 

30-239 

G 

MURPHY, C. E. 

7910230010 

30-416 

G 

MURPHY, C. E. 

7910230025 

30-416 

0 

MURPHY. C. E. 

7910300272 

50-2B1 

G 

MURPHY, C. E. 

7910020003* 

30-269 

G 

MURPHY, C. E. 

7910020000* 

30-269 

G 

MURPHY, C.E. 

7910100092* 

30-491 

G 

MURPHY, C.E. 

7910020207* 

30-269 

G 

MURPHY, C. E. 

7910030374 

30-438 

G 

MURPHY, C. E. 

7910040316 

30-491 

G 

MURPHY, C. E. 

7910230364 

50-430 

G 

MURPHY. C. E. 

7910240042 

30-310 

G 

MURPHY, C. E. 

7910240077 

30-269 

G 

MURPHY, C. E. 

7910240003 

30-3 IB 

Q 

MURPHY, C. E. 

7910240320 

30-333 

a 

MURPHY, C. E. 

7910230037 

30-335 

G 

MURPHY, C.E. 

7910230128 

30-339 

0 

MURPHY, C, E. 

79101B0049 

30-321 

G 

MURPHY, C, E. 

7910290140 

50-416 

G 

MURPHY, C. E. 

7910260130 

30-366 

G 

MURPHY, C. E. 

7910260142 

30-510 

G 

MURPHY, C. E. 

7910030427 

50-333 

G 

MURPHY, C.E. 

7910230206 

30-395 

0 

MURPHY, C. E- 

7910190050 

30-327 

G 

MURPHY. C. E. 

7910170041 

30-416 

G 

MURPHY, C. E. 

7910240371 

50-400 

G 

MURPHY, C.E. 

7910230471 

30-370 

G 

MURPHY, C. E. 

7910230493 

30-413 

a 


AUTHOR 

ACCEBSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

MURPHY, C. E. 
MURPHY. C. E. 

MURPKV, c E 

MURPHY, C. E. 
MURPHY. C.E. 

7910230490 

7910250392 

7910020090 

7910040109 

7910050046 

50-353 a 
30-353 0 
50-2BO a 
50-390 0 
50-413 G 

NELSON, J. M. 
NELSON, J. M. 
NELSON, J. M. 
NELSON. J. 

NELSON, C. 

79101904BO* 

7910020475* 

7910170358* 

7910190469* 

7910020608 

MURPHY, T. D. 
MURPHY, T. D. 
MURPHY, J. A. 
MURRAY, J. G. 
MURRAY, R. 

7910100035 

79101702B5 

7910170355* 

7910030101 

7910100106* 

REGOD 

50-320 H 

50-320 P 

NUREO 

50-265 8 

NESDIT.D. D. 
NESBIT, D. D. 
NESBITT, J. C. 
NEUFER, H. A. 
NEUHAU8ER, H. 

7910190337 
7910240416 
7910160442 
7910230236 
79101 I0G64 

MURRAY, T. D. 
MURRAY, T. D. 
MURRAY, T. 0. 
MURRAY, T. D. 
MURRAY, T. D. 

7910020471 

7910110350 

7910120197 

7910170349 

7910190463 

50-346 9 
50-346 B 
30-346 H 
30-346 5 
50-346 8 

NEVISSI, A. 
NEVI9SI, A, 
NEWACHECK, R. L. 
NEWMAN, P. 

NEWMAN, P. 

7910310237 

7910310247 

7910260294 

7910050222 

7910240001 

MURRAY, T. D. 
MURRAY, T. D. 
HURRAY. T. D. 
MURRAY, T. D. 
MURRAY, J. P. 

7910220294 

7910260264 

7910310366 

7910310299 

7910220411* 

50-346 S 
30-346 S 
50-346 B 
30-346 S 
50-311 G 

NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 

7910040509 

7910040446 

7910030629 

7910110067 

7910190100 

MURRAY, J. P. 
MURRAY, J. P. 
MURRAY, J. P. 
MURRAY, J. P. 
MURRAY, J. P. 

7910090272* 

7910170308* 

7910180297* 

7910170053 

7910250441 

30-443 G 
50-320 G 
50-4B4 G 
30-546 G 
50-546 G 

NEWMAN, J. R. 
NEUMAN, J. R. 
NEUMAN, J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 

7910030155 

7910050623 

7910110071 

7910100119 

7910030662 

MUSSELMAN, L. B. 
MUBTAIN, M. J. 
MU8TAIN, M. J. 
MYCRdFT, H. 

MYERS, K. E. 

79102603B1 

7910250675* 

7910120030* 

7910230193 

7910180597 

PR 

PR0J 

40-6622 

WASTE MOT 

50-289 G 

NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 

7910090330 

7910030610 

7910050614 

7910090493 

7910310150 

MYERS, J. 

MYKYTA, L. 

MYNATT, F. R. 
MYNATT, F. R. 
MYNATT, A. W. 

7910020710 

7910020300 

79101S0002 

7910290044 

7910110735 

50-346 U 

71-260 

REB 

RES 

CONTRACT 

NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN, J. R 
NEWMAN. J. R. 
NEWMAN, J. R. 

7910230361 

7910170694 

7910220006 

7910300044 

7910300051 

MYNATT, A. 

MYNATT, A. 

MYNATT, A. 

MYNATT, A. 

MYNATT, A. 

7910020630 

7910020654 

7910040614 

7910090429 

7910170111 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

NEWMAN, J. R. 
NEWMAN, R. I. 
NEWMAN, R. I. 
NEWMAN, J. R. 
NEUMAN, J. R. 

7910300055 

791P030755 

7910180359 

7910040437 

7910040446 

MYNATT, A. 

MYNATT, A. 

MYNATT, A. 

MYNATT, A. 

MYRABO, A. L. 

7910100025 

7910190119 

7910300007 

7910190130 

7910110360* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

30-263 R 

NEWMAN, J. R. 
NEWMAN, J. H. 
NEWMAN, J, R. 
NEWMAN, J. R. 
NEWMAN. J. R. 

7910030629 

7910110067 

7910030155 

7910040509 

7910050623 

NAFT. B. N. 

NAGAI , Y. 

NAOAI, Y. 

NAIDU, K. R. 

NAPUDA, G. 

7910230104 

7910160301 

7910230298 

79102401B4* 

7910030938* 

WASTE MOT 

30-219 P 
50-219 P 
50-329 Q 
30-220 G 

NEWMAN, J R 
NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 

7910110071 

7910050613 

7910100119 

7910030662 

7910090338 

NAPUDA, 0. 

NAPUDA. 0. 

NARDUT , P. P. 
NARDACCI, G. A. 
NARDACCI, G. A. 

7910160090* 

7910160191* 

7910170510* 

7910170293* 

7910170208 

50-311 0 
50-396 0 
50-528 0 
30-320 R 
50-320 R 

NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN. J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 

7910030618 

7910050614 

7910020044 

7910310150 

7910260284 

NARDACCI, 0. A. 
NARROW, L. 

NARROW, L. 

NARROW, L. 

NARROW, L. 

7910290359* 

7910010329* 

7910160191* 

7910100160* 

7910310038* 

30-320 R 
50-334 Q 
30-396 0 
30-410 G 
30-363 0 

NEWMAN. J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 
NEWMAN, J. R. 

7910250361 

7910170694 

7910220006 

7910300044 

7910300051 

NAUQHT0N, W. F, 
NAUGHTON, W. F. 
NAUQHTON, W. F. 
NAUMAN, G. 

NAYLOR, R. 

7910030256 

7910040313 

7910040320 

7910030441* 

7910190476* 

30-295 P 

TOPREP 

TOPREP 

50-373 0 

50-346 S 

NEWMAN, J. R. 
NICHOLS, T. C. 
NICHOLAS, N. 8. 
NICHOLAS, H. H. 
NICHOLAS. H. H. 

7910300095 

7910290317 

7910020044 

7910160340* 

7910030411* 

NEALE, B. 

NECHODOM, W. 8. 

NEC H DOOM, W. B. 
NECHODOM. W. S. 
NECHODOM, W. S. 

7910030136 

7910100026* 

7910100022 

7910150340 

7910100633 

PR 

71-6501 

71-6501 

71-9022 

XPDRTLIC 

NICHOLAS, H. H. 
NICKOLITE, 0. 

N I ELAND. R. 
NIJHAWAN, G. 
NIJHAWAN.S. 

7910090734* 

7910230422 

7910220450 

7910180007 

7910300469 

NEELY, D. R. 

NEELY, D. R. 

NEELY, D. R. 
NEHNEVAJSA, J. 
NEIDIG.R. E. 

7910050436* 

7910170505* 

7910190179* 

7910040418* 

7910010333 

30-277 0 

50-320 G 

50-320 a 

PR 

50-320 A 

NILSEN.R. 

NILSON, R. 

NIL80N, R, 

NILSON, R. 

NILSON, R. 

' 79101 50497* 
7910090254 
7910120317 
7910110207 
7910040022 

NEIGHBORS, D. 
NEIGHBORS, D. 
NEIBLER, J. H. 
NELLI 0. R. A. 
NELSON. 0. D, 

7910040202 

7910290456 

7910240167* 

7910190320* 

7910100642* 

30-280 P 
50-280 P 
50-373 0 
30-320 H 
40-0601 

NILSON, R. 
NIMITZ.R. L. 
NI8HITA, H. 
NISHITA, H. 

NIX, R. T. 

7910250346 

7910160117* 

7910220498 

7910180843 

7910040246* 

NELSON, J. D. 
NELSON, J. D. 
NELSON, J. D. 
NELSON, J. 0. 
NELSON, 0. D. 

7910030493* 

7910100630 

7910030360* 

7910290423 

7910300261* 

FOIA 

4O-06B1 

FOIA 

40-8681 

CONTRACT 

NIX, R.T. 

NIX, R. T. 

NIX. R.T. 

NIX, R. T. 

NIXON, R. B. 

79101003S7* 

7910170274* 

7910240476* 

7910290276* 

7910170135* 


SUBJECT 

CATEGORY 


30-346 S 
30-346 S 
50-346 S 
50-346 S 
30-70 A 

50-320 0 

50-320 0 

80-29 J 
WASTE MOT 
PR 

NUREO 
NUREQ 
50-22B J 
40-8693 
40-8698 

50-466 G 
30-466 0 

50-466 0 

80-466 0 

50-466 G 

30-466 0 

50-466 0 

50-466 0 

50-466 0 

50-466 0 

50-466 G 
50-466 G 
50-466 G 
50-466 0 

50-466 G 

50-466 G 
50-466 0 

50-466 G 
50-466 C 
50-466 G 

50-466 G 

40-3392 

PR 

50-466 0 

50-466 0 

50-466 O 
50-466 G 
50-466 G 
50-466 G 
50-466 G 

50-466 G 
50-466 0 

50-466 0 

50-466 0 

50-466 G 

50-466 G 
50-466 G 
PR 

50-466 G 
50-466 0 

50-466 G 
50-466 G 
50-466 G 
30-466 Q 
30-466 G 

50-466 0 

50-395 J 
PR 

50-397 0 

50-307 0 

50-272 Q 
WASTE HOT 
50-409 Q 
RES 
RES 

50-302 P 

PR 

PR 

PR 

70-2219 

REGOD 
50-317 0 

NUREO 
NUREQ 
50-321 9 

30-366 S 
50-321 S 
30-321 8 

50-366 S 
TOPREP 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

NIXON. N. A. 

79J0I 10277 

40-2061 


NOLAN, P. 

79102*0103 

PR 


NOLAN. T. 

7910100512 

50-437 

G 

NaONAN, V. S. 

7910240292* 

30-320 

P 

NOONAN, V. S. 

7910240204* 

50-320 

P 

NDRBERG, J. A. 

7910170340 

50-320 

P 

norderhauo. l. 

7910150705 

70-734 


horderhaug, l. r. 

7910240123 

50-312 

a 

norelins,c. e. 

7910010037* 

50-341 

0 

norrholm.l. j. 

7910090734* 

50-272 

0 

NORRHDLN.L. j. 

7910090739* 

50-272 

a 

NORTON. J. 

7910230166 

XPQRTLIC 


NORTON, J. F. 

7910090541 

XPDRTLIC 


NORTON, J. F. 

7910030907 

XPDRTLIC 


norutcri, S, J. 

7910180195 

50-219 

p 

NOSENZO. L. V. 

7910010029 

XPDRTLIC 


NOSENZO, L. V. 

791002001* 

XPDRTLIC 


nosenzo, l. v. 

79 I 0020336 

XPDRTLIC 


NOSENZO, L V. 

7910020341 

XPDRTLIC 


NOSENZO, L. V. 

7910020506 

XPQRTLIC 



nosenzo, l. V. 
nosenzo. l. V. 
NOSENZO, L. V. 
NQSENZO, L. V. 
NOSENZO, L. V. 

7910020680 
79101 10002 
7910160379 
7910220460 
7910220473 

XPDRTLIC 

XPDRTLIC 

XPDRTLIC 

XPORTLIC 

XPDRTLIC 

NOSENZO, L. V. 
NdSENZO, L. V. 
NOSENZO, L. V. 
NOSENZO, L. V. 
NOSENZO, L. V. 

7910220476 

791022047B 

7910220482 

7910310155* 

7910310101* 

XPORTLIC 

XPORTLIC 

XPORTLIC 

SECY 

SECY 

NOSENZO, L. V. 
NOSENZO, L. V. 
NOSENZO, L. V. 
NOSENZO, L. V. 
NOSENZO, L. Y. 

7910220409* 

7910300406 

7910300399 

7910300402 

7910300412 

SECY 

XPORTLIC 

XPDRTLIC 

XPORTLIC 

XPORTLIC 

NOSENZO, L. V. 
NOSENZO, L. V. 
NOVAK, T. M. 
NAVARRO. J. P. 
NOVARRO, J. P. 

7910300475 

7910300477 

7910240140* 

7910150335 

7910120268 

XPDRTLIC 
XPORTLIC 
50-320 P 
50-322 Q 
50-322 G 

NDVARRO, J. P. 
NOVARRO, J. P. 
NOVARRO, J. P. 
NDUICKI. S. J. 
NOWICKI. S. J. 

7910300312 
7910300337 
7910310182 
791 0020673 
7910020733 

30-322 A 
50-322 A 
50-322 A 
50-10 P 
30-10 P 

NQWICKT, S. J. 
NOWICK I, S. J. 
NUGENT. E. L. 
NUGENT, E. L. 
NUGENT. E. L. 

7910220223 

7910250442 

7910250357 

7910240070* 

7910240060 

50-219 P 
50-10 P 

40-2259 
40-2259 
40-2259 

O'CONNER, J. J. 
O'CONNOR, E. F. 

0 'CONNOR, P. W. 
O'CONNOR, P. W. 

O' CONNOR, P. W. 

7910310492* 

7910010468 

7910010120 

7910010501 

7910020151 

COMMISSION 
50-320 T 
50-10 P 
30-10 P 
30-10 P 

O'CONNOR. P.W. 
''CONNOR, P. W. 

' DONNELL, E. P. 
'DONNELL, E. P. 
’DONNELL, E.P. 

7910020669 

7910030016 

7910250301 

7910290230 

7910290194 

; 50-29 P 

50-10 P 

REGGD 

REGGD 

REGGD 

1 DONNELL, E. P. 
KARA, W. 9. 

, 'HARE. M. 
O'KEEFE. A. J. 

O 'HALLY, A. 0 

7910290200 

7910090537 

7910230391 

7910230502 

7910220095 

REGGD 
XPORTLIC 
WASTE MOT 
50-47 J 

30-409 0 

□ 'NEILL, J. P. 
O'NEILL, J. P. 
O'REILLY, J. P. 
O'REILLY, J.P. 
O'REILLY, J.P. 

79101 10094 

7910110102* 

7910020247* 

7910090164 

7910020045* 

30-133 G 
50-155 0 
50-390 Q 
50-430 a 
50-330 a 

O'REILLY, J.P. 
O'REILLY, J. p. 
O'REILLY, J.P. 
O'REILLY, J. P. 
O'REILLY, J. P. 

7910030706 

7910290225 

7910010002 

7910010004 

7910010006 

50-340 0 
50-430 0 
50-413 a 
50-250 0 
30-321 G 

O'REILLY, J.P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY. J. P. 

7910010010 

7910010020 

7910010020 

7910020567 

7910020560 

50-259 Q 
30-200 G 
50-200 G 
50-437 Q 
50-340 a 

O 'BEELLY, J. P. 

O 'REILLY, J. p. 
O'REILLY, J.p. 
O'REILLY, J. P. 
O'REILLY, J.P. 

7910020572 

7910020376 

7910020577 

7910020379 

7910020504 

50-261 Q 
50-269 G 
50-413 Q 
50-302 Q 
30-250 a 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

O'REILLY, J. P. 

7910020585 

50-321 

G 

□ 'REILLY, J. P. 

7910020596 

50-416 

0 

O'REILLY, J. P. 

7910020568 

50-393 

Q 

O'REILLY, J. P. 

7910020591 

50-395 

a 

O'REILLY, J. P. 

7910020593 

50-259 

a 

O'REILLY, J. P. 

7910020603 

50-200 

G 

O'REILLY, J. P. 

7909280150 

50-269 

0 

O'REILLY, J. P. 

7909280154 

30-259 

Q 

□ 'REILLY, J. P. 

7909280159 

50-200 

G 

O'REILLY, J. P. 

7910110226 

30-34B 

0 

□ 'REILLY, J. P. 

7910110229 

50-261 

a 

O'REILLY. J, P. 

7910110248 

30-269 

a 

O'REILLY, J.P. 

7910110251 

50-302 

a 

O'REILLY, J. P. 

7910110253 

30-250 

a 

O'REILLY, J. P. 

7910110256 

50-321 

G 

O'REILLY, J. P. 

7910110260 

50-259 

Q 

□ 'REILLY, J. P. 

7910110270 

50-327 

a 

O'REILLY, J. P. 

7910110279 

50-200 

Q 

O'REILLY, J. P. 

7910110223 

50-364 

Q 

O'REILLY, J. P. 

7910110233 

30-400 

G 

O'REILLY, J. P. 

7910110238 

50-367 

Q 

O'REILLY, J. P. 

7910110342 

30-413 

0 

□ 'REILLY, J.P. 

7910110234 

30-309 

G 

O'REILLY, J. P. 

7910110259 

30-424 

G 

O'REILLY, J. P. 

7910110261 

50-416 

G 

O'REILLY, J. P. 

7910110262 

30-395 

Q 

O'REILLY, J. P. 

7910110264 

50-395 

G 

O'REILLY, J. P. 

79101 102B2 

30-339 

0 

O'REILLY, J. P. 

79101 I02B5 

50-437 

Q 

O'REILLY, J. P. 

7909200187 

50-261 

G 

O'REILLY, J. P. 

7910040136 

50-437 

a 

O'REILLY, J. P. 

7910040157 

50-340 

G 

O'REILLY, J. P. 

7910040161 

50-261 

Q 

O'REILLY, J. P. 

7910040165 

50-269 

0 

O'REILLY, J. P. 

7910040167 

30-413 

a 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

O'REILLY, J. P. 

7910170232 

50-280 

a 

O'REILLY, J. P. 

7910170236 

50-437 

a 

O'REILLY, J. P. 

7910170713 

30-348 

a 

O'REILLY, J. P. 

7910170717 

50-261 

a 

O'REILLY, J. P. 

7910170723 

30-269 

Q 

O'REILLY, J. P. 

7910170731 

30-413 

a 

O'REILLY, J. P. 

7910170737 

30-302 

Q 

0 'REILLY, J. P. 

7910170739 

30-250 

Q 

O'REILLY. J. P. 

7910170742 

30-321 

Q 

O'REILLY, J. F 

7910170740 

30-416 

a 

O'REILLY, J. P. 

7910170731 

50-395 

a 

O'REILLY, J. P. 

7910170733 

30-259 

Q 

O'REILLY, J, P. 

791 OJ 70774 

50-393 

0 

O'REILLY, J. P. 

7910170770 

30-200 

0 

O'REILLY, J. P. 

7910180300 

30-437 

0 

O'REILLY, J. P. 

7910230147 

30-302 

Q 

O'REILLY, J. P, 

7910260363 

30-280 

P 

OAKLEY, D. C. 

7910230030 

WASTE MOT 

ODERO, C. R. 

7910020126* 

30-402 

G 

OOERQ.C. R. 

7910020140* 

30-458 

a 

OBERG, C. 

7910100400 

30-402 

8 

OBERG, C. 

7910180316 

30-482 

9 

OBERG, C. R. 

ODDIS, C. E. 

7910160215* 

7910030200 

30-402 

71-3363 

G 

□ESTMANN, M. J, 

7910030469* 

30-282 

a 

0E8TMANN, M. J. 
OGDEN, D. M. 

7910170704 

7910100004 

30-202 

RES 

s 

OKRENT, D. 

7910170269 

50-320 

a 

OKRENT, D, 

7910220349 

30-320 

0 

OLDS, D. M. 

7910150110 

50-440 

M 

OLDS, D. M. 

7910300039 

30-440 

M 

OLDS, D. M. 

7910150118 

30-440 

M 

OLDS, D. M. 

OLLER, R, E. 

OLLER. R. E. 

7910300033 

7910230068* 

7910100263* 

30-440 

0A999 

GA999 

M 


O'REILLY. J. P. 7910040170 30-300 Q 

O'REILLY, J. P. 7910040171 30-250 0 

O'REILLY, J. P. 7910040176 50-321 0 

O'REILLY, J. P. 7910040179 50-416 0 

O'REILLY, J. P. 79100401B0 50-395 Q 


OLLER, R. E. 
OLMSTEAD.W. J. 
0LM8TEAD, W. J. 
OLMBTEAD, W, J. 
0LM8TEAD, W J. 


7910230400* 

791.01*0123 

7910150674 

7910130220 

7910310060 


0A999 
50-329 0 

70-2623 
70-2623 
50-309 0 


O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 


7910040182 50-395 Q 
7910040105 50-259 0 
79100401 B9 50-280 0 
7910190233 50-340 0 
7910190235 30-364 0 


0L8EN, A. F. 
OLSEN, A. F. 
OLSEN, A. F. 
OLSEN, A. F. 
OLSER, A. F. 


7910130710 

7910230277 

7910290111 

7910300337 

7910110024 


70-824 

70-024 

PR 

30-13 J 
PR 


O’REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 

O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 

O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 

O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. p. 

O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY. J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 

O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 

O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J.P. 
O'REILLY, J. P. 
O'REILLY, J, P. 

O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J.P. 
O'REILLY, J. P. 

Q 'REILLYj J, P. 


7910190238 

7910190239 

7910190242 

7910190243 

7910190247 

791019024B 

7910190230 

7910190232 

7910190233 

7910190233 

7910190257 

7910190259 

7910190261 

7910190263 

7910190264 

7910190267 

7910190271 

7910190273 

7910190275 

7910190277 

7910190280 

7910190203 

7910190205 

7910190206 

7910190208 

7910190290 

7910190291 

7910190292 

7910190293 

7910170206 

7910170207 

7910170210 

7910170213 

7910170215 

7910170217 

7910170221 

7910170223 

7910170225 

7910170226 

7910170230 


50-400 0 
50-261 Q 
30-324 0 
50-491 G 
50-488 0 

30-269 G 
50-369 G 
30-370 G 
50-413 Q 
50-230 0 

50-389 G 
30-302 G 
50-335 0 
50-424 Q 
50-321 G 

50-416 a 
50-395 0 
50-327 G 
50-259 G 
50-390 a 

50-310 0 
30-553 G 
30-328 Q 
30-366 0 
50-404 G 

30-280 a 
50-404 a 
50-330 Q 
30-437 0 
SO-34B G 

30-261 a 
50-413 a 
30-269 G 
50-302 Q 
50-230 a 

30-321 G 
30-416 G 
30-395 G 
30-259 0 
30-395 0 


OLSHAN, L. 

7910030032 

50-247 

F 

0L8HAN, L. 

7910030835 

30-206 

F 

OLSHAN, L. N. 

7910260073 

50-206 

a 

OLSHAN, L. N. 

7910250342 

50-247 

F 

OLSHAN. L. N. 

7910310137 

30-286 

P 

OLSON, R. C. 

7910130363 

50-317 

G 

OLSON, D. J. 

7910300362 

REB 


0N8D0RFF, K. A. 

7910110104* 

30-272 

0 

ON9D0RFF, K. A. 

7910110180 

50-272 

0 

0N8DDRFF, K. A, 

79101 10202 

30-272 

0 

ONBDORFF, K. A. 

7910150349 

30-272 

G 

OPEKA. J. F. 

7910010354 

50-245 

0 

OPEKA, J. F. 

7910010358 

30-245 

S 

OPEKA, J. F. 

7910240713 

50-245 

8 

OPEKA, J. F. 

7910030300 

50-336 

S 

DPEKAr J. F. 

7910010409 

50-243 

8 

OPEKA. J. F. 

7910030443 

30-336 

8 

OPEKA, J. F. 

7910100292 

50-245 

0 

OPEKA, J. F. 

7910180203 

30-336 

S 

OPEKA, J. F. 

7910030436 

50-243 

8 

OPERA, J. F. 

7910090461 

30-336 

0 

OPEKA, J. F, 

7910100314 

50-245 

8 

OPERA, J. F. 

7910160437 

50-336 

8 

OPERA, J, F. 

79101 70207 

50-245 

S 

OPERA, J. F, 

7910230451 

50-336 

R 

OPERA, J. F. 

7910230301 

50-336 

8 

OPERA, J* F. 

7910230599 

50-245 

R 

OPERA, J. F. 

7910300134 

30-245 

8 

OPERA, J. F. 

7910310423 

30-245 

R 

PPLINQER, 0. a. 

7910300166* 

FOIA 


ORLANDO, T. J. 

7910020177 

PR 


ORTH, 0. A. 

7910100065 

ACR8 


0RTUOFF, 0. D. 

7910240707* 

40-0102 


ORTLOFF, G. D. 

7910240704 

40-0102 


08ANN, E. W, 

791024067B 

30-367 

G 

OS ANN, E. W.. 

79102406B4# 

50-367 

0 

OSTRANDER, N, C. 

7910300297* 

30-142 

P 

OBTRANDER, F, W. 

7910050249 

30-344 

0 

□8TRANDER, F, W. 

7910180239 

50-344 

0 

OSTRANDER, F, W. 

7910180244* 

50-344 

0 
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OTTO. K. 

7910220014 

90-466 

0 

OWEN.R. H. 

79101BQD19 

90-409 

0 

OWEN.W. H. 

79 I 0220192# 

50-480 

0 

OWEN, D. E. 

7910030063 

NUREO 


OWENS. D. H. 

7910100017# 

CONTRACT 


PACHAL, W. P. 

7910230139 

XPORTLIC 


PAOANQ. F. 0. 

7910090473# 

90-471 

0 

PALCO, L. L. 

7910230423 

WASTE MOT 

PAOLINO, R. J. 

7910040231# 

50-220 

a 

PAPERNO. h. 

7910290147 

REQQD 


PAPERIELLD, C. J. 

7910010067# 

PT9 


PAPERIELLO, C. J. 

7910170047 

I&E 


PAPPAS. H. 

7910090492 

QRO 


PAPPAS, H. 

79101 10476 

90-10 

0 

PAPPAS, H. 

7910030292 

ORO 


PAPPAS. H. 

79101 102B6 

ORQ 


PAPPAS, H. 

79101 102B7 

90-10 

Q 

PAPPAS, H. 

7910090036 

ORO 


PAPPAS. H. 

791Q1B0077 

ORO 


PAPPAS. H. 

79101 B007S 

90-10 

0 

PAPPAS, H. 

7910170266 

ORO 


PAPPAS, H. 

7910170267 

50-10 

0 

PAPPAS, H. 

7910220303 

50-10 

0 

PARKER, F. L. 

7910090019 

ACRS 


PARKER, P, D. 

7910310441 

REQQD 


PARKER. 0. B. 

7910230440 

WASTE MQT 

PARKER, W. D. 

7910020006# 

PR 


PARKER, W. 0. 

7910090426# 

90-269 

a 

PARKER, W. 0. 

7910010046# 

70-2623 


PARKER, W. 0. 

7910020960# 

90-269 

0 

PARKER, U. 0. 

7910020969# 

50-269 

Q 

PARKER, W. 0. 

7910020901 

50-369 

S 

PARKER, W. 0. 

7910020904* 

50-369 

s 

PARKER, W. 0. 

791002090B 

90-369 

s 

PARKER, W. 0. 

7910020005 

PR 


PARKER, W. 0. 

7910090294# 

50-269 

a 

PARKER, W. 0. 

7910290521# 

30-369 

G 

PARKER, W. 0. 

79101B0093 

PR 


PARKER, W. 0. 

7910020203 

50-269 

0 

PARKER, W, □. 

7910030696 

50-269 

0 

PARKER. W. 0. 

7910050397 

90-413 

a 

PARKER, W. 0. 

7910050093# 

30-413 

0 

PARKER, W. 0. 

7910020202 

90-269 

a 

PARKER, W. 0. 

7910020424 

30-369 

a 

PARKER, W. 0. 

7910090609 

90-269 

0 

PARKER, W. 0. 

7910090B 1 1 

90-369 

A 

PARKER, W. 0. 

7910020799 

50-269 

0 

PARKER, W. 0. 

79101 10Q92 

90-369 

a 

PARKER, W. 0. 

7910190393 

90-269 

p 

PARKER, W. 0. 

7910010367 

30-269 

8 

PARKER, W. 0, 

7910090666 

30-269 

a 

PARKER, U. □. 

7910290479# 

30-370 

a 

PARKER, W, 0. 

7910010324 

30-369 

A 

PARKER, W. 0. 

7910010331 

50-269 

P 

PARKER, W. 0. 

7910010390 

50-369 

A 

PARKER, W. 0. 

7910240207# 

90-269 

Q 

PARKER, U. 0. 

7910180100 

90-413 

a 

PARKER, W. 0, 

791Q1BQ116 

90-413 

0 

PARKER, W. 0. 

791009094B 

90-269 

s 

PARKER, w. a. 

7910190409 

50-269 

p 

PARKER, W. O. 

7910230264 

90-369 

a 

PARKER, W. 0. 

7910290906# 

90-413 

a 

PARKER, W. 0. 

7910100209 

90-269 

B 

PARKER, W. 0. 

7910090237 

90-269 

p 

PARKER, W. 0, 

7910110362 

90-269 

8 

PARKER, W. 0. 

7910120171 

90-269 

P 

PARKER. U.O. 

7910120177 

50-269 

a 

PARKER, W. 0. 

791012O1B2 

50-269 

p 

PARKER, W. 0. 

7910120293 

90-269 

p 

PARKER, W. D. 

7910180535 

50-369 

A 

PARKER, W. 0. 

7910290139 

90-269 

a 

PARKER, W. 0. 

7910290239 

90-269 

0 

PARKER, W, 0. 

7910170240 

50-270 

s 

PARKER, W. D. 

7910170290 

00-269 

p 

PARKER, W. 0. 

7910240961 

30-369 

0 

PARKER, W. 0. 

7910260409 

80-269 

p 

PARKER. W. 0. 

791Q1602B2 

30-369 

F 

PARKER, W: 0. 

7910100429 

90-?69 

B 

PARKER, W. 0. 

7910230407 

50-269 

P 

PARKER, W. 0. 

7910230S39 

50-269 

P 

PARKER, W. 0: 

7910230525 

90-249 

' P 

PARKER, M. v 0. 

7910230493 

30-269 

P 

PAftKER. M. 0. 

' 7910230900 

30-269 .. 

P 

PARKER, W. 0. 

7910230491 

50-269 

B 

PARKER, W. 0. 

7910240469 

50-269 

a 
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PARKER, W. 0. 

7910230307 

30-269 

P 

PARKER, W. 0. 

7910300204 

50-369 

A 

PARKER, W. 0. 

7910300300 

90-369 

A 

PARKINSON, T. F. 

7910190392 

50-124 

F 

PARKS, D. 

7910040127 

50-454 

Q 

PARMENTER, F. H, 

7910100074 

50-445 

M 

PARMENTER, F. H. 

7910300421 

30-445 

M 

PARNEB, M, 

7910260239# 

50-549 

Q 

PARR, 0. D. 

7910220027 

50-311 

A 

PARR, 0. D. 

7910030606 

50-311 

A 

PARR, 0. D. 

7910030611 

30-339 

A 

PARR, 0. D. 

7910020635 

50-490 

A 

PARR. 0. D. 

7910100131 

50-520 

A 

PARR, 0. D. 

7910030534 

50-402 

A 

PARR, 0. D, 

7910030540* 

30-482 

A 

PARR, 0. D, 

7910020S03 

30-339 

A 

PARR, 0, D, 

7910030890 

30-311 

A 

PARR, 0. D. 

7910190044 

50-400 

A 

PARR, 0. D. 

7910300366 

50-400 

A 

PARR, D. D. 

7910040629 

90-339 

A 

PARR, 0, D. 

7910100001 

50-311 

A 

PARR. 0, D. 

7910230099 

90-528 

A 

PARR, 0. D. 

7910230931 

50-311 

A 

PARR, 0. D. 

7910230009 

90-339 

A 

PARR, 0. D. 

7910220216 

50-307 

A 

PARR, 0. D. 

7910240661 

50-373 

A 

PARR, 0. D, 

7910260147 

30-400 

E 

PARR, 0. 0. 

7910300506 

90-402 

F 

PARR. 0. D, 

7910310046 

90-311 

A 

PARR, 0. D. 

7910290397 

90-31 1 

A 

PARRISH, J, 

7910300067 

ORO 


PARSONNET, V. 

7910090315 

PR 


PARTLOW, J. 0. 

7910100041 

70-1100 


PARTLOW, J, 0. 

7910110010 

70-33 


PARTLOW. J. 0. 

7910180200 

70-1113 


PARTLOW, J, 0. 

7910310107 

70-1131 


PARTLOW, J. 0. 

7910260176 

70-36 


PARTLOW, J, 0. 

7910030720 

70-143 


PASTERNAK. A. D. 

7910230232 

WASTE MQT 

PATON. W. D. 

79101 100B4 

50-389 

0 

PATREK. 1, 

791O2901B6 

REQOD 


PATRICK, J. R. 

7910290325 

50-966 

A 

PATTERSON, B. J. 

7910170129# 

TOPREP 


PATTERSON, W. R. 

7910020671 

90-412 

S 

PATTERSON, J. M. 

7910100140# 

50-309 

Q 

PATTER, J. P. 

7910030232# 

70-143 


PATTERSON, J, P. 

7910240691# 

70-1113 


PAULINO, R. 

7910190205# 

50-320 

0 

PAVLOVIC, F. 

7910150047 

30-466 

0 

PEARL, W. L. 

7910170278* 

90-320 

P 

PEARLMAN, J, 

7910100061 

CONTRACT 


PECK, C. C, 

7910030600# 

70-36 


PECK, C. C. 

7910110206# 

90-6 

Q 

PED, M. R. 

7910110070 

XPORTLIC 


PEDERSEN, K. 

7910300174* 

FOIA 


PEEPLEB, W. P. 

7910310496 

PRM 


PEEPLEB, W. P. 

7910100317 

PRM 


PEEPLEB, W. P. 

7910030012* 

PRM 


PELTIER, 1. A. 

79 10030 B4 5 

90-338 

A 

PELTIER, I. A. 

79101B0173 

90-350 

A 

PELTIER, 1. A, 

7910220241 

50-358 

A 

PENCE, D. 

7910290293* 

50-317 

S 

PENDER, T. L, 

7910050634 

71-339 


PENDER, T. L. 

7910030633* 

71-339 


PENDERQRAFT, R. 

7910170233# 

30-368 

R 

PENDERQRAFT, R. 

7910230510# 

30-360 

8 

PENDERQRAFT, R. A 

7910300199# 

50-368 

8 

PENDERQRAFT, R. 

7910310424# 

50-360 

0 

PENDERQRAFT, R. 

7910310420* 

30-368 

a 

PENDERQRAFT, R, 

7910310431* 

50-368 

8 

PENDERQRAFT, R. 

7910310434# 

50-368 

S 

PENQOV, C. A. 

7910290239 

71-350 


PENNEBAKER, K. L. 

7910030606 

90-289 

G 

PENNER, P. 

79 101 701 SS 

F0IA 


PENSE, A. W. 

7910100054 

ACRB 


PEOPLES, D. L. 

7910020209 

50-484 

Q 

PEOPLES, D. L, 

7910160190 

50-237 

a 

PEOPLES, D.L. 

7910190343 

50-237 

0 

PEOPLES, D. L, 

7910190351 

30-237 

a 

PEOPLES- 0, L. 

79100400BO* 

30-434 

a 

PEOPLES, D, L. 

7910240000 

30-10 

a 

PEOPLES, D, L. 

7910240198 

50-494 

a 

PEOPLES. D, L. 

7910160021 

50-10 

a 

PEOPLES, D.L. 

7910160243# 

30-373 

0 

PEOPLES, D. L. 

7910171062 

30-299 

a 
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PEOPLES, D. L. 
PEOPLES, D, L. 
PEOPLES, D. L. 
PEOPLES, D. L. 
PEOPLES, D. L. 

7910030369 

7910020352 

7910030466 

7910030415 

7910040381 

30-373 A 
30-299 P 
50-293 P 
30-454 A 
50-299 P 

PEOPLES, D, L. 
PEOPLES, D, L. 
PE0PLE8, D. L. 
PEDPLEB, D. L. 
PEOPLES, D. L. 

7910230239 

7910040239 

7910110336 

7910110365 

7910110380 

50-237 0 
30-299 P 
50-295 Q 
30-10 F 
30-10 P 

PEOPLES, D. L. 
PE0PLE8, D. L. 
PEOPLES, D. L. 
PEOPLES, D. L. 
PEDPLEB, D. L. 

7910230633 

7910110269 

7910160334 

7910310143# 

7910260022 

30-295 ft 
30-10 P 
50-373 ft 
30-10 a 
50-837 a 

PEOPLES, D. L. 
PEOPLES, D. L. 
PEOPLES, 0. L. 
PEOPLEB, D. L. 
PEQPLEB, D. L. 

7910180376 

7910260413 

7910230291 

7910260275 

7910310322 

50-373 A 
50-254 0 
30-295 P 
50-456 A 
50-295 P 

PEOPLES, D. L. 
PEOPLES, D. L. 
PEPP.D, L. 
PERANICH. M. W. 
PERCY, C. H. 

7910310341 

7910300234 

7910010523 

7910040550# 

7910090620 

30-295 P 
50-373 K 
50-320 P 
QA999 

50-456 U 

PERDRI8AT, C. F. 
PEREZ, C. A. 
PERKINS, J. 
PERKINS, T. J. 
PERLMAN, J. 

7910220003 

7910180020 

7910220367 

7910170237# 

7910310017 

70-729 
50-466 Q 

50-289 Q 

50-220 R 

CONTRACT 

PERLMAN, J. 
PERLMAN, J. 
PERLMAN, J. 
PERLMAN. J. 
PEHIHAN, J. 

7910190134 

7910020110 

7910040601 

7910040590 

7910090758 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

PERLMAN, J. 
PERLMAN, J. 
PERLMAN, J. 
PERLMAN, J. 

PERRY, J. C. 

7910180385 
7910190075 
791 0290386 
7910240712 
7910030334# 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
50-344 S 

PEBSES, M. 
PETERSON, T. 
PETERSON, B. H. 
PETERBON, D, H. 
PETERS, R. J. 

7910110492# 

7910150163# 

7910300019 

79 1 0260003 
7910170302 

40-8406 
50-409 H 

71-9033 
71-60 

30-275 A 

PETERSON, M, R. 
PETERSON, M. R. 
PETERSON, M. R. 
PETERSON. M. R. 
PETERBON, M. R. 

7910310160* 

7910300032 

7910310075 

7910310220 

7910310207 

SECY 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PETERSON. M. R. 
PETERSON, M. fl. 
PETERSON, M. R. 
PETERSON, M. R. 
PETERBON, M, R. 

7910310217 

7910120106 

7910120110 

7910030120 

7910010313 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTUC 

XPORTLIC 

PETERBON, M. R. 
PETERSON, M. R. 
PETERSON, M. R. 
PETERSON, M. R. 
PETERBON, M. R. 

7910010254 

7910030094 

7910030102 

7910030106 

7910030114 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTUC 

XPORTLIC 

PETERBON, M. R. 
PETERSON, M. R. 
PETERSON, M. R. 
PETERBON, M. R. 
PETERBON, M. R. 

7910020060 

7910150688 

7910130691# 

7910020709 

7910020713 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PETERSON, M.R. 
PETERSON, M. R. 
PETERSON, M. R. 
PETERSON. M. R. 
PETERSON, M. R. 

7910030341 

7910030346 

7910040351 

7910030903 

7910030906 

XPORTLIC 

XPORTUC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PETERSON, M. R. 
PETERSON, M.R. 
PETERSON, M.R. 
PETERSON, M. R. 
PETERSON. M. R. 

7910030911 

7910040365 

7910040567 

7910040570 

7910170003 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PETERBON, M.R, 
PETERSON, M. R. 
PETERSON, M. R. 
PETERBON, M. R. 
’PETERBON, M.R. 

7910100635 

7910100647 

7910110171 

7910110194 

7910110199 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PETERSON, M. R. 
PETERSON. M. R. 
PETERSON, M. R. 
PETERSON, M.R. 
PETERSON, M, R. 

7910110215 

7910110230 

7910120277 

7910020787 

7910030904 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTUC 

XPORTLIC 



452 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 
AUTHOR NUMBER CATEGORY 


PETERSON 

M. R. 

791G030908 

XPDRTL IC 

PETERSON, 

M. R. 

79100309 I 3 

XPORTLIC 

PETERSON, 

M. R. 

79100S0076 

XP0RTL1C 

PETERSON, 

PETERSON, 

M. R. 

79100500 B3 

XPORTLIC 

H. R. 

7910100650 

XPORTLIC 

PETERSON, 

M. R. 

791010065B 

XPORTLIC 

PETERSON, 

M R, 

7910040572 

XPORTLIC 

PETERSON. 

M. R. 

7910090395 

XPORTLIC 

PETERSON, 

M. R. 

7910090404 

XPORTLIC 

PETERSON, 

M. R. 

7910090413 

XPORTLIC 

PETERSON, 

M. R. 

7910090420 

XPORTLIC 

PETERSON, 

K. R. 

7910250SB5 

XPORTLIC 

PETERSON, 

M. R. 

7910090426 

XPORTLIC 

PETERSON, 

M.R. 

7910170493 

XPORTLIC 

PETERSON, 

M. R. 

7910220463 

XPORTLIC 

PETERSON, 

M. R. 

79102901454 

SECY 

PETERSON. 

M. R. 

7910220464 

XPORTLIC 

PETERSON. 

M.R. 

7910220535 

XPORTLIC 

PETERSON, 

M. R. 

7910230043 

XPORTLIC 

PETERSON, 

H. R. 

7910230170 

XPORTLIC 

PETERSON, 

M. R. 

7910230352 

XPDRTLIC 

PETERSON, 

M. R. 

7910230362 

XPORTLIC 

PETERSON, 

M. R. 

7910260096 

XPORTLIC 

PETERSON, 

H. R. 

791026009B 

XPORTLIC 

PETERSON, 

M. R. 

7910290405 

50-226 A 

PETERSON, 

M. R. 

7910220530 

XPORTLIC 

PETERSON, 

MR. 

7910260148 

XPORTLIC 

PETERSON, 

K.R. 

79102600B6 

XPORTLIC 

PETERSON, 

H.R. 

7910260060 

XPORTLIC 

PETERSON, 

It. R. 

7910260065 

XPORTLIC 

PETERSON, 

H. R. 

7910260071 

XPORTLIC 

PETERSON, 

H. R. 

7910260077 

XPORTLIC 

PETERSON, 

M.R. 

7910260083 

XPORTLIC 

PETERSON. 

h. R. 

7910260091 

XPORTLIC 

PETERSON, 

M. R. 

7910310113 

XPORTLIC 

PETERSON. 

M. R. 

7910260020 

XPORTLIC 

PETERSON, 

M. R. 

7910260023 

XPORTLIC 

PETERSON, 

M.R. 

791026002B 

XPORTLIC 

PETERSON, 

M. R. 

7910260031 

XPORTLIC 

PETERSON. 

H. T. 

7910190284 

50-320 P 


PETRICK, N. A. 

79100307B2 

30-482 

0 

PETRICK, N.. A. 

791004027B 

50-482 

3 

PETRICK, N. A. 

7910120217 

50-482 

K 

PETRICK, N. A. 

7910240057 

30-402 

a 

PETRICK, N. A. 

7910240131 

50-4B2 

S 

PETROSKY, J. 

7910190387* 

50-320 

0 

PEVEAR, R. C. 

7910030061 

PR 


PEYSER, P. A. 

7910310056 

50-3 

u 

PHANOHS, N. H. 

7910220089 

50-409 

G 

PHILBRICK, 8. 9. 

7910050245 

ACRB 


PHILLIPS, P. C. 

7910020B12* 

50-275 

0 

PHILLIP, 0. A. 

7910190143* 

QA999 


PHILLIPS, L. E. 

7910240267* 

50-320 

P 

PICCARO, R. D. 

7910190434 

70-1236 


PICKERING, T.R. 

7910090027* 

SECY 


PIERCE, R.L. 

7910100346 

30-599 

C 

PILANT , J. M. 

7910010545 

50-298 

Q 

P ILANT , J.M. 

7910160041 

50-298 

a 

PILANT, J.M. 

7910050261 

50-298 

Q 

PILANT, J. M. 

7910190049 

50-298 

Q 

T LANT< J. M. 

7910260418 

50-29B 

0 

LANT, J. M. 

7910170341 

50-29B 

F 

LANT, J. M. 

7910120325 

50-29B 

P 

LANT. J. M. 

7910160519 

50-29B 

0 

LANT, J. M. 

7910240372 

50-298 

J 

.LANT, J. M. 

79102304BB 

50-298 

p 

ILANT, J. H. 

7910260312 

50-29B 

F 

PILANT, J.M. 

7910250271 

50-29B 

P 

PINNEY, S. <5. 

7910250161 

REOOD 


PINNEY, W. B. 

7910050542* 

PROJ 


P ITZER, X S. 

7910170367* 

50-320 

P 

FITZER.K. S. 

7910170553* 

50-320 

P 

PLATO, P. 

7910290436 

CONTRACT 


PLUMLEE, K. E. 

7910020414* 

50-309 

a 

POCHAL, H.F. 

7910170520 

XPORTLIC 


POCHAL.H. F. 

7910170162 

XPORTLIC 


PODHURST, B. U. 

7910110433 

40-B749 


POHL, L. 

7910050525* 

PROJ 


PCJLAK, R. 0. 

7910230098* 

40-8729 


POLK, P. J. 

7910090670 

50-220 

P 

POLK, P. J. 

7910090679 

50-220 

p 

POLK, P. J. 

7910230334 

50-220 

p 

POLLARD, R. 0. 

7910180203 

50-289 

0 

POLLARD, R. O. 

7910290016 

50-289 

Q 

POLLARD, R. 0. 

7910290017* 

S0-2B9 

G 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEQORY 

POLLARD, R. Q. 

7910340323 

50-289 

G 

POLLARD, R. Q. 

7910240341* 

50-289 

G 

POLLARD, R. 0 

7910180150* 

50-3 

0 

POLLOCK, R. P 

7910020436 

PR 


POLLOCK, R. P. 

7910310348* 

COMMISSION 

POLLOCK, R. P. 

7910020623 

FOI A 


PONTZ, J. 

7910240317* 

50-320 

0 

PORTER, 5. W. 

7909240597 

50-320 

p 

PORTER, W. L. 

7910290326 

70-2633 


POSTON, J. W. 

7910290069 

REGGD 


POTAPOVS, U. 

7910250332 

GA999 


POTAPOVS, U. 

79I017005B* 

GA999 


POTAPOVS, U. 

7910250526* 

QA999 


POTAPOVS, U 

7910040621* 

GA999 


POTAPOVS, U. 

7910300236* 

0A999 


POTAPOVS, U. 

7910040356 

QA999 


POTAPOVS, U 

7910250163* 

QA999 


POTAPOVS, U. 

7910170016 

GA999 


POTAPOVS, U. 

7910250062 

QA999 


POTAPOVS, U. 

7910170040* 

GA999 


POTAPOVS, U. 

7910180256 

GA999 


POTAPOVS, U. 

79I01900B9* 

GA999 


POTAPOVS, U. 

7910250210* 

GA999 


POTAPOVS, U. 

7910180240* 

QA999 


POTAPOVS, U. 

7910250171* 

QA999 


POTAPOVS, U. 

7910180052 

GA999 


POTAPOVS, U. 

7910030312* 

GA999 


POTAPOVS, U. 

7910180307* 

GA999 


POTAPOVS, U. 

7910250140* 

GA999 


POTAPOVS, U. 

79101B0601 

GA999 


POTAPOVS, U. 

7910220339* 

QA999 


POTAPOVS, U 

7910010113* 

GA999 


POTAPOVS, U. 

7910220527 

GA999 


POTAPOVS. U. 

7910250016* 

GA999 


POTAPOVS, U. 

7910250197* 

GA999 


POTAPOVS, U. 

7910250460* 

GA999 


POTAPOVS, U. 

7910190033* 

GA999 


POTAPOVS, U. 

7910170054* 

GA999 


POTAPOVS. U. 

7910250497* 

QA999 


POTAPOVS, U. 

7910290255* 

GA999 


POTAPOVS. U. 

7910300230* 

QA999 


POTAPOVS, U. 

7910030297 

QA999 


POTAPOVS, U. 

7910190083* 

GA999 


POTAPOVS, U. 

7910250556* 

QA999 


POTAPOVS, U, 

7910160289* 

QA999 


POTAPOVS, U. 

7910250130* 

GA999 


POTAPOVS, U. 

7910250365 

GA999 


POTAPOVS, U, 

7910250356 

GA999 


POTAPOVS, U. 

7910250392* 

GA999 


POTAPOVS. U. 

79101B022B 

GA999 


POTAPOVS, U. 

7910250156* 

QA999 


POTAPOVS, U 

79102501 10* 

GA999 


POTAPOVS, U, 

7910010097 

QA999 


POTAPOVS, U. 

7910040609 

QA999 


POTAPOVS, U. 

7910170048 

GA999 


POTAPOVS, U. 

7910190067 

GA999 


POTAPOVS, U. 

7910230133 

GA999 


POTAPOVS. U. 

791025021 1 

GA999 


POTAPOVS, U. 

791022048B* 

GA999 


POTAPOVS, U. 

7910220401 

QA999 


POTAPOVS, U. 

7910160266 

GA999 


POTAPOVS, U. 

7910170029 

GA999 


POTAPOVS, U. 

79101B029S 

GA999 


POTAPOVS, U. 

7910190048 

GA999 


POTAPOVS, U. 

7910230188 

GA999 


POTAPOVS, U. 

7910250434 

GA999 


POTAPOVS, U. 

7910190143* 

QA999 


POTAPOVS, U. 

7910250013 

GA999 


POTAPOVS, U. 

7910250162 

GA999 


POTAPOVS, U. 

7910230381 

GA999 


POTAPOVS, U. 

7910250100 

GA999 


POTAPOVS, U. 

7910250126 

GA999 


POTAPOVS, U. 

7910250150 

0A999 


POTAPOVS, U. 

7910290251 

GA999 


POTAPOVS, U. 

7910300285 

0A999 


POTAPOVS, U. 

7910250460 

GA999 


POTAPOVS, U, 

7910250545 

GA999 


P0TAPDV8, U. 

7910300222 

GA999 


POTTER. J. L. 

■7910300102* 

CONTRACT 


PDTTER, W. C. 

7910020375 

50-329 

0 

POTTER, W. C. 

7910020376* 

50-329 

G 

POTTER, W. C. 

7910020376* 

50-329 

G 

POTTER, J. 8. 

7910040168* 

70-1319 


POTTHOFF, F. H. 

79101200B5 

50-466 

G 

POTTHOFF, F. H. 

79101200B9* 

50-466 

G 


ACC EBB I ON SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

POTTHOFF, F. H. 

7910110124 

30-466 

0 

parrs, u. e. 

7910010542 

50-320 

A 

POTTS, W. E. 

791001053b 

50-320 

A 

POWERS, 8. 

7910240453 

50-320 

H 

POWERS, R. G. 

7910170156 

PR 


PRA3BIN0B, P. G. 

7910260474 

NUREG 


PfiEGIBOR, M. M. 

7910030185 

XPORTLIC 

PRELESNIK, W. L. 

7910260149 

PR 


PRELESN1K, W. L. 

7910090776 

50-387 

G 

PRESTON. J. W. 

7910010447 

50-395 

A 

PREVENAS, P. 

7910220071 

50-409 

0 

PREVENAS, P. 

7910220172 

30-409 

0 

PRICE, H. E. 

7910170511* 

50-320 

H 

PRICE, A. C. 

7910190323* 

30-320 

H 

PRICE, M. 

7910310497* 

COMMISSION 

PRIEBTER, L. E. 

7910030233 

PR 


PRIESTEH, L. E. 

7910110077 

PR 


PRINE, W. J. 

7910180027* 

CONTRACT 

PROFFITT, W. L. 

7910010780 

50-280 

a 

PROFFITT, W. L. 

7910100452 

30-200 

p 

PROVOST, L. 

7910170498 

PR 


PRYOR, D. 

7910090775 

50-437 

u 

PRYOR, W. A. 

7910050166* 

71-9033 


PRZYBYLA, L. J. 

7910250177 

REOOD 


PULLEY, D. V. 

79 10090 184 

50-318 

G 

PUNO. H. C. 

7910260039* 

30-574 

T 

QUARLES. L. R. 

7910030183* 

30-3 

0 

QUEEN ER, D. S. 

7910100716 

NUREG 


GUIE, A. H. 

7910230121 

WASTE MOT 

QUIRK, J. F. 

7910160602 

TOPREP 


QUIRK, J. F. 

7910110460 

TOPREP 


RADCLIFFE, L. 

7910030237 

PR 


RADER, R. M. 

7910220436 

50-498 

M 

RADER, R. M. 

7910220441* 

50-490 

M 

RADER, R. M. 

7910230692* 

30-272 

G 

RADER. R. M. 

7910230685 

50-272 

0 

RADER, R. M. 

7910230692* 

50-272 

0 

RAOONE, S. 

7910190001 

30-338 

H 

RAGONE, S. 

7910290277* 

30-200 

P 

RAMANDER, c. m. 

7910220145 

NUREG 


RAMNEY, E. M. 

7910220498 

NUREO 


RANDALL, K. 

7909280498 

30-546 

G 

RANDALL, J. D. 

7910300352 

50-128 

R 

RASH, J. L. 

7910120233* 

50-324 

P 

RATHKOPF, C. L. 

7910240212* 

50-320 

H 

RAU, L. A, 

7910300033 

50-440 

M 

RAU, C. A. 

7910300035 

50-440 

M 

RAUSCH, J. K. 

7910040477* 

50-416 

Q 

RAUSCH, J. K. 

7910180095* 

50-491 

Q 

RAUSCH, J. K. 

7910230031* 

50-416 

Q 

RAUBE, R. P. 

7910010309 

50-346 

0 

REAVES, T. E. 

7910150496 

30-416 

A 

REBELOWSKI, T. 

7910290250* 

50-206 

Q 

REBELOWBKI, T. 

7910290041* 

30-206 

0 

REBELOWSKI, T. 

791 029O0B4 * 

30-247 

Q 

REBELOWBKI , T. 

7910290088* 

50-247 

a 

REDDER, B. A. 

7910230435 

WASTE MQT 

REED, J. S. 

7910110400 

50-312 

G 

REED, C. 

7910300132 

TOPREP 


REED, B. R, 

7910240354* 

50-320 

P 

REED, C. 

7910050216* 

50-10 

Q 

REED, C. 

7910090005* 

50-234 

Q 

REED. C. 

7910030480* 

30-293 

Q 

REED, C. 

7910050496* 

30-373 

a 

REED, C. 

7909230309 

PR 

, 

REED, C. 

7910030098 

PR 


REED, C, 

7910110177 

PR 


REED, C. 

7910010204 

50-373 

a 

REED, C. 

7910030123 

50-10 

Q 

REED, C. 

7910010364 

30-10 

H 

REED, C. 

7910030509 

50-10 

H 

REED, C. 

7910020470 

TOPREP 


REED, C. 

7910230305 

30-10 

P 

REED, C. 

7910190517 

TOPREP 


HEENAN.R. P. 

7910090009 

XPORTLIC 


REESE, A, P. 

7910180226* 

TOPREP 


REEVES, E. A. 

7910300410 

30-295 

P 

REEVES, E. A. 

7910300414 

50-293 

P 

REFflE, A. 

7910310019* 

CONTRACT 


REGAN, W. H. 

7910050784 

30-387 

D 

REGAN, W. H. 

7910100654 

30-387 

D 

REGINA, A. F. 

7910120318 

71-117 


REHM, T, A. 

7910020631 

COMMISSION 

REHM, T. A. 

7910030339 

COMMISSION 

REHM, T. A. 

7910020119 

COMMISSION 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

REHM, T. A. 

79101 901 83 

50-320 

P 

REHM. T. A. 

7910090741 

COMMISSION 

REHM. T. A. 

7910300364 

COMMISSION 

REHM, T. A. 

7910300367* 

COMMISSION 

REHM, T. A. 

7910230307 

COMMISSION 

REHM, T. A. 

7910230425 

COMMISSION 

REID, C. 

7910040337 

TOFREP 


REID, R. W. 

791O24Q0B6 

30-2B9 

G 

REID, R. U. 

7910030110 

50-538 

A 

REID, R. W. 

7910050115* 

50-538 

A 

REID, R. W. 

7910050286 

50-283 

P 

REID, fl. W. 

7910090292* 

50-283 

P 

REID, R. M. 

7910090641 

50-336 

P 

REID, R. W. 

7910020705* 

30-302 

P 

REID, R. W. 

79 1 002070D* 

30-303 

P 

REID, R. W. 

7910150323 

50-70 

P 

REID, R. W. 

7910170005 

30-269 

0 

REID, R. W. 

7910230122 

50-269 

P 

REID, R. W. 

7910040390 

50-336 

P 

REID, R. W. 

7910040404 

30-289 

P 

REID, R. W. 

7910040411 

30-346 

P 

REID, R. W. 

7910040416 

30-317 

P 

REID, R. W. 

7910040417 

30-335 

P 

REID, R. W. 

7910050033 

50-2B9 

F 

REID. R. W. 

7910090366 

90-302 

P 

REID, R. W. 

7910170554 

30-309 

P 

REID, R. U. 

7910190260 

30-309 

P 

REID, R. W. 

7910190274 

30-285 

P 

REID, R. W. 

7910030674 

50-317 

P 

REID, R. W. 

7910030013 

30-317 

P 

REID, R. W. 

7910030019* 

30-317 

P 

REID, R. W. 

7910030023* 

50-317 

P 

REID, R. W. 

79101 10467 

SO-283 

F 

REID, R. W. 

7910120033 

50-269 

P 

REID, R. W. 

7910050197 

50-346 

F 

REID, R. W. 

7910040648 

30-269 

P 

REID, R. W. 

7910090339 

50-336 

P 

REID, R. W. 

7910100643 

50-317 

P 

REID. R. W. 

7910130551 

30-368 

V 

REID. R. H. 

7910130361* 

50-360 

P 

REID, R. W. 

7910110037 

50-309 

P 

REID, R. W. 

7910190024 

30-317 

H 

REID, R. W. 

7910190004 

50-289 

H 

REID, R. W. 

7910190020 

50-310 

P 

REID, R. H. 

7910190003 

50-318 

a 

REID, R. W. 

7910190154 

50-309 

p 

REID. R. W. 

7910190137* 

30-309 

p 

REID, R. U. 

7910190161* 

50-309 

p 

REID, R. W. 

7910230091 

50-269 

p 

REID, R, W. 

7910230421 

50-224 

p 

REID, R. W. 

7910250432* 

30-224 

p 

REID, R. W. 

7910180332 

50-346 

p 

REID, R. W. 

7910180556* 

50-346 

p 

REID, R. H. 

7910180361* 

50-346 

p 

REID. R. W. 

7910220305 

30-368 

p 

REID, R. W. 

79102204S4 

50-313 

p 

REID, R. W. 

7910220443 

30-36B 

P 

REID, R. W. 

7910220462 

50-70 

p 

REID, R. W. 

7910220532 

50-335 

F 

REID, R. W. 

7910290108 

30-313 

P 

REID, R. W. 

7910230371 

30-269 

P 

REID, R. W. 

7910260185 

50-224 

P 

REID, R. W. 

79103I0I 12 

50-313 

r> 

REID, R. W, 

7910250590 

50-269 

F 

REID. R. U. 

7910300301 

50-31 a 

F 

REID, R. W. 

7910310313 

30-317 

P 

REID, R. W. 

7910310374 

30-128 

P 

REID, R. W. 

7910310395 

50-223 

P 

REID, R. W. 

7910310406 

50-313 

II 

REID, R. W, 

7910310423 

50-269 

P 

REID, R. W. 

7910310044 

30-313 

P 

REINERT. S. 

7910020467 

30-483 

0 

REINMUTH, Q. W. 

7910040330* 

QA999 


REINMUTH, 0. W. 

791O10O2B5 

30-528 

s 

REIS, H. F. 

7910180442 

50-389 

G 

REIB, E. J. 

7910090193 

50-400 

G 

REIS, E. J. 

7910250319 

50-443 

G 

REKEMEYER, P.C. 

7910050520 

40-299 


REKEMEYER, P. C. 

7910110368 

40-299 


REKEMEYER, P. C. 

7910050317 

40-299 


REKITO.W. A. 

79101 10S49* 

50-334 

0 

REMICK.F. J. 

7910010382 

50-219 

P 

RENBEROER, D. L. 

7910040134 

50-508 

a 

RENBEROER, D. L. 

7910030375 

50-397 

Q 

RENBERCER, D. L. 

7910030709 

50-397 

a 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

RENBEROER, D. L. 

7910040117* 

30-460 

0 

RENBEROER, D. L. 

7910040199 

50-397 

K 

RENBEROER, D. L, 

7910120132* 

30-397 

K 

RENBEROER, D. L. 

7910040190 

30-397 

II 

RENBEROER, D. L. 

7910290072 

REOOD 


RENBEROER, D. C. 

7910170275 

50-397 

K 

RENBEROER, D. L. 

7910230482 

50-397 

S 

RENBEROER, D. L. 

7910240576 

50-460 

S 

REST I VO. T. 

7910300208 

RES 


REVELEY, W. T. 

7910110406 

50-322 

0 

REVELEY, W. T. 

7910110406 

30-322 

G 

REYES, L. A. 

7910180323 

50-346 

S 

REYNOLDS. W. 

7910100715 

PR 


REYN0LD3, W. 

7910110136 

PR 


REYNOLDS, W, B. 

7910160103 

50-346 

M 

REYNOLDS, W. B, 

7910010439 

50-346 

M 

REYNOLDS, W. B. 

7910310463 

50-346 

M 

REYNOLDS, W, B. 

7910310016 

50-346 

H 

REYNOLDS, L. E. 

7910190168 

71-231 


REYNOLDS. B. E. 

7910030433* 

FOIA 


REYNOLDS, S. E. 

7910030419* 

FOIA 


REYNOLDS, W. B. 

7910310016 

50-346 

M 

REYNOLDS, W, B. 

7910160103 

30-346 

M 

REYNOLDS, W. B, 

7910310016 

50-346 

M 

RHODE, 0. K. 

7910310507* 

50-410 

S 

RHODE, G. K. 

7910230343 

50-220 

P 

RHODE, G. K. 

7910300184 

50-410 

A 

RHODE, 0, K. 

7910300187 

30-410 

A 

RHODE, G. K. 

79103102B3 

50-220 

P 

RICE, D, W 

7910220368 

NUREG 


RICHARDSON, J. F. 

7910170430 

PR 


RICHARDS, B. R, 

7910110327* 

50-219 

R 

HICHART, F. E. 

7910030030 

ACHS 


RICKARD. C, L, 

7910190051* 

QA999 


RICKERT, A. H. 

7910030119 

50-466 

0 

RICKERT, A. H 

7910090613 

50-466 

G 

RIDOWAY. K R. 

7910040087* 

30-409 

0 

RILEY, J. L. 

7910220491 

70-2623 


RILEY. B. W. 

7910180533* 

30-324 

0 

RI8CHL1NQ, J. L. 

7910110317* 

30-315 

E 

RISCHL1NG, J. L. 

7910160311* 

30-316 

S 

RIBCHLING, J. L. 

7910300223* 

30-315 

6 

RISELEY, M. 

7910230072 

HASTE MGT 

RITSHER, J. A. 

7910020331 

50-443 

I 

RIT8HER. J. A, 

7910030338 

30-443 

I 

RITSHER, J. A. 

7910100246 

50-443 

G 

RITBHER, J. A. 

7910170404 

30-443 

A 

RIZZO, P. G. 

7910030494* 

50-317 

S 

RIZZO, P. G. 

7910030480* 

50-310 

0 

RIZZO, P. G. 

7910110391* 

50-310 

6 

RIZZO, P, G. 

7910110401* 

50-317 

8 

RIZZO, P. 0. 

79101 10415* 

50-310 

8 

RIZZO, P. C, 

79101 B0383* 

30-310 

S 

ROD BINS, R. L. 

7910110237 

30-367 

G 

ROBBINS, R, L. 

7910090473 

FOIA 


ROBBINS, fl L. 

7910310404 

FOIA 


ROBERTSON, B. C. 

7910230033 

NUREO 


ROBERTS, D. 

7910190141 

40-8675 


ROBERTSON, 0. R, 

7910120142* 

CONTRACT 


ROBERTSON, Q. R. 

79101 6026B* 

CONTRACT 


ROBERDS, H. W 

7910300240* 

(1A999 


ROBERD0. H. W. 

7910250176* 

GAR 9 9 


ROBERDS, H. W. 

7910180853* 

0A999 


ROBERDS, H. W. 

7910010121* 

GA999 


ROBINSON, J. J. 

7910230438 

50-387 

0 

ROBINSON, D. E. 

7910160344 

50-3B7 

D 

ROCCO, J, 

7910300326 

50-206 

J 

RDDOERB, S. 

7910230175 

WASTE HOT 

RODGERS, J. T. 

7910090633* 

50-445 

M 

ROD I, J, P. 

7910040362 

yPPRTLIC 


RODI, J, P. 

79102600BS 

XPORTLIC 


RODI, J, P. 

79102600BS* 

XFORTLIC 


RODINO, P. W. 

7910310457* 

COMMISSION 

RODNER, J. L. 

7910050431 

50-373 

0 

RODRIGUEZ, R. I. 

7910130302 

30-312 

R 

ROE, J. W. 

7910240390 

50-320 

P 

ROE, J. W. 

7910100542 

50-330 

F 

ROE, L. E. 

7910120235 

50-346 

P 

ROE, L, E. 

7910160366 

30-346 

P 

ROE, L. E. 

7910100201 

50-346 

P 

ROE, L. E. 

7910120223 

30-346 

P 

ROE, L. E, 

7910190461 

30-346 

P 

ROE, L. E. 

7910230318 

30-346 ' 

P 

ROE, L. E. 

7910260282 

30-346 

P 

ROE, L. E. 

7910290254 

30-346 

F 
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ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ROE, L, E. 

7910290364 

50-346 

P 

ROE, L, E. 

7910230325 

50-346 

P 

ROE, L. E. 

7910290322 

SO-346 

F 

ROEBUCK. A H. 

791 0290002* 

REGOD 


ROGERS, V. C. 

7910220160 

NUREO 


ROGERS, V. C. 

7910230053 

NUREO 


ROGERS, A. E, 

791 01B0226* 

TOP REP 


ROQERB, A E. 

7910170190* 

TOPREP 


ROGERS, C. S. 

7910090143 

50-536 

0 

ROGERS, C. S. 

7910090149* 

30-556 

0 

ROGERS, C, L. 

79101503B1* 

30-293 

e 

ROGERB, C L. 

7910190332* 

50-293 

s 

ROGERS, R, F, 

7910100483* 

50-321 

0 

ROGERS, R. F. 

79101B0S67* 

30-321 

0 

ROISMAN, A. Z. 

791 0020B21 

70-2623 


ROIBMAN, A. Z. 

7910030165 

70-2623 


ROISMAN, A. Z. 

7910090497 

FOIA 


ROIBMAN, A. Z 

791 0D4O463 

70-2623 


ROISMAN, A. Z, 

7910040473* 

70-8623 


ROISMAN, A. Z. 

7910130233 

70-2623 


ROIBMAN, A. Z. 

7910150222 

70-8623 


RQJAB, R. R. 

7910110113* 

CONTRACT 


FIOMNEY, E. M. 

79101S0043 

NUREG 


ROMNEY, K. M. 

7910040316* 

50-317 

8 

ROOD, H, 

7910020046 

50-206 

P 

ROOD, M 

7910110729 

50-361 

A 

RODNEY, V. L, 

7910090677 

50-29B 

P 

ROONEY, V. L. 

791009044B* 

30-366 

P 

ROONEY, V, L. 

791018034B* 

30-385 

P 

ROONEY. V. 

7910220507 

50-290 

P 

ROONEY, V. 

7910230340 

50-298 

P 

ROOT, L. D 

7910030049* 

50-331 

Q 

ROOT, L. D. 

7910030056* 

80-331 

0 

ROOT, L, D. 

79103 10108* 

50-331 

8 

ROOT, L. D. 

7910050256 

30-331 

a 

ROOT, L. D. 

7910020206 

50-331 

0 

ROOT, L. D. 

7910050240 

30-331 

Q 

ROOT, L. D. 

7910100471 

30-331 

G 

ROOT, L, D. 

7910090793 

50-331 

Q 

ROOT, L. D. 

7910230252 

30-331 

G 

ROOT, L, D. 

7910150268 

50-331 

« 

ROOT, L. D. 

7910130461 

30-331 

P 

ROOT, L. D, 

7910310133* 

30-331 

a 

ROOT, L, D, 

7910130203 

50-331 

p 

ROOT, L, D, 

7910260411 

50-331 

a 

ROOT. L, D. 

7910240730 

50-331 

a 

ROOT, L. D 

7910230263 

50-331 

p 

ROOT, L. D. 

7910240340 

50-331 

P 

ROOT. L. D. 

7910250206 

50-331 

p 

ROOT, L. D. 

7910300341 

50-331 

p 

ROREM, B L. 

790925071 1 

50-456 

G 

ROSE, M. 

7910100063 

FOIA 


ROBENFIELD, E, 

7910030065 

PR 


ROSENTHAL, B 

791 00506B9* 

7 l — l IB 


ROSENBAUM, D. M. 

791O1BO509 

50-380 

P 

ROSEN, B, L, 

7910120314 

50-293 

a 

ROBENFIELD, A. R. 

791 02201B9 

NUREO 


ROSENTHAL, A. 9, 

7910030170* 

50-3 

G 

ROSENTHAL, A, S. 

79101Q0194 

30-346 

M 

ROSENTHAL, J. E. 

7910020594 

SQ-219 

p 

R090LIE, E. 

7910290476 

50-344 

0 

ROSOLIE, E. 

7910310364 

30-344 

G 

RQSS.E. E, 

7910100003 

RES 


ROSS, H, L. 

7910170069* 

50-395 

D 

ROSB.D, A. 

7910300495 

50-819 

0 

ROSB.D, A, 

7910160142* 

30-219 

a 

RGSB, D. A, 

7910160170 

90-219 

Q 

ROSS, D. A. 

7910040266 

50-219 

e 

ROSS, D, A. 

7910030372 

30-219 

a 

nosB, D. A, 

7910030382* 

50-219 

8 

ROSS, D. A. 

7910300368 

90-219 

a 

R0S8, D. A. 

7910100401 

90-219 

s 

ROSS, D, A. 

7910100419* 

90-2 IV 

s 

ROSS, D. A, 

7910100441 

90-219 

s 

ROSS, D, A. 

7910100446* 

00-219 

B 

ROSS, D. A. 

7910260230 

90-219 

8 

ROBS, D. A. 

7910260242* 

30-819 

8 

ROHS, D. A. 

7910310368 

SO-219 

a 

ROBS, D. A, 

7910310376* 

30-219 

a 

ROBS, W. J, 

7910160346 

30-272 

F 

ROSS, W. J. 

7910310002 

30-272 

P 

ROSS, D, F, 

7910220252 

TOPREP 


ROSS, D. F, 

7910290300 

NUREG 


ROSS, D. F. 

7910190306 

30-320 

P 

ROSS, D. F. 

7910220460 

50-302 

P 
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ROSS, D. F. 

7910260299 

TOPREP 


ROSS, D. F. 

7910180030 

30-330 

P 

ROSS, D. F, 

7910300336 

TOPREP 


ROSS, D. F 

7910310300 

TOPREP 


ROST, R. C, 

7910260040 

XPORTLIC 

RQSZTOCZY, Z. R. 

7910240252* 

50-320 

P 

ROTH, L. 

7910230433 

HASTE MOT 

ROTH, J. 

79101 1Q4B5# 

70-1100 

ROTH, J. 

7910290122* 

70-133 


ROTHE, P. H. 

7910100714 

NUREO 


ROTHFUEISCH, J. E 

7910220371 

40-0692 


ROTHFLE ISCH, J. 

7910110040* 

40-8690 


ROTHFLEISCH, J, E 

79102505B6 

40-7069 


ROULSTONE. J. O. 

7910100333 

PR 


ROUSE, L. C 

7910020683 

70-364 


ROZEK, R. 

7910230159* 

QA999 


ROZEK, R. 

7910230154* 

QA999 


RUBENSTEIN, L. 

7910190232 

50-327 

A 

RUBENSTEIN, L. 8. 

7910020167 

30-454 

A 

RUBENSTEIN. L. S. 

7910020002 

30-329 

A 

RUBENSTEIN, L. S. 

7910020790 

50-327 

A 

RUBENSTEIN. L. S. 

7910110013 

TOPREP 


RUBENSTEIN, L. S. 

7910110032 

TOPREP 


RUBENSTEIN, L. S. 

791 00207 B3 

50-413 

A 

RUBENSTEIN, L. S. 

7910250331 

50-327 

A 

RUBENSTEIN, L. 9. 

7910310103 

50-327 

A 

RUBENSTEIN, L. S. 

7910030037 

TOPREP 


RUBENSTEIN, L. 

7910230337 

50-443 

I 

RUBENSTEIN, L. S. 

791016003 3 

50-546 

A 

RUBENSTEIN, L, S. 

7910160131 

50-327 

A 

RUBENSTEIN, L. S. 

7910290138 

50-390 

A 

RUBENSTEIN, L. 

7910170071 

50-410 

A 

RUBENSTEIN, L. S. 

7910150572 

50-327 

A 

RUBENSTEIN, L. B. 

7910260115 

50-327 

A 

RUBENSTEIN, L. B. 

7910310042 

50-329 

A 

RUBENSTEIN, L. S. 

7910310160 

30-322 

A 

RUBENSTEIN, L. S 

7910300339 

TOPREP 


RUDOLPH, J. P, 

7910190409* 

30-346 

S 

RUHLMAM, W. A. 

7910230375* 

50-324 

0 

RUHLKAN. W. A. 

7910230028* 

30-339 

Q 

R UHL MAN, W. A. 

7910230032* 

50-261 

Q 

RUHLMAM, W. A. 

7910230040* 

30-330 

0 

RUHLMAN, H. A. 

7910260403* 

50-302 

a 

RUHLMAN, H. A. 

7910110140* 

30-302 

a 

RUITER, 0. H. 

7910260330* 

30-305 

0 

RUI TER, <3. H. 

7910260334* 

50-305 

5 

RUITER, O.H. 

7910300229* 

50-305 

s 

RUNYON, J. 

7910160042 

50-599 

9 

RUSHMORE, J. U. 

7910240435 

50-220 

J 

RUSHMORE, J. H. 

7910290261 

30-220 

J 

RUSLING., 0. H. 

7910240626 

50-274 

9 

RUSSELL, J. E. 

7910120020* 

40-6622 


RUSSELL. L. B. 

7910190433 

50-317 

S 

RUSSELL, L. B. 

7910010300 

50-317 

S 

RU88ELL, L. B. 

7910010439 

30-317 

a 

RUSSELL, L. B. 

7910010307 

50-317 

8 

RUSSELL, L. B. 

7910010401 

30-317 

8 

RUSSELL. L. B. 

7910020349 

50-317 

s 

RUSSELL. L. B. 

7910020364 

30-317 

3 

RUSSELL. L.B. 

7910030431 

50-310 

3 

RUS5ELL, L. B. 

7910030440* 

50-310 

3 

RUSSELL. L. B, 

7910040311 

50-317 

8 

RUSSELL, L.B. 

7910030474 

50-318 

S 

RUSSELL. L. B. 

791003048B 

50-317 

8 

RUSSELL, L. B. 

7910110311 

30-317 

S 

RUSSELL, L. B. 

79101 103B2 

90-318 

0 

RUSSELL, L. B. 

7910110393 

50-317 

S 

RUSSELL, L. B. 

79101 10411 

50-310 

S 

RUSSELL, L. H. 

7910180369 

30-318 

s 

RUSSELL. L.B. 

7910170204 

50-317 

9 

RUSSELL. L. B, 

7910170383 

30-317 

3 

RUSSELL, L. B. 

79101B0317 

50-317 

S 

RUSSELL, L. B. 

7910180360 

50-317 

5 

RUSSELL. L. B. 

7910230313 

50-310 

8 

RUSSELL, L, B. 

7910290289 

50-317 

S 

RUSSELL, L. B. 

7910290324 

30-317 

8 

RYAN, R. 0. 

7610270190 

PR 


RYAN, R, 0. 

7910230004* 

PRQJ 


RYAN, R. 0. 

7910030736* 

foia 


RYAN, R. 0. 

7910030743* 

foia 


RYAN, R, 0, 

7910240513 

30-320 

P 

8AB0L, A. R. 

7910090659* 

50-387 

a 

9ADD0CK, H. 0, 

7910120205 

50-244 

p 

BADDOCK, H. 0. 

7910170244 

50-244 

s 

SAEN0EH, E, L. 

7910040636 

PR 




ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

SALAZAR, E. A. 

7910010473 

NUREO 


6ALTZMAN, J. 

79100106BI 

30-390 

J 

SALTZMAN, J. 

7910090648 

50-445 

M 

SALTZMAN, J. 

7910040216 

30-397 

M 

SALTZMAN, J. 

7910040217* 

50-397 

M 

SALTZMAN, J. 

7910170074 

50-266 

J 

SALTZMAN, J. 

7910160050 

30-445 

M 

SALTZMAN, J, 

7910220513 

50-361 

M 

SALTZMAN, J. 

7910220524* 

30-361 

M 

SALTZMAN, J. 

7910170072 

50-327 

J 

SALTZMAN, J. 

79101B0315 

50-320 

J 

SALTZMAN, J. 

7910230176 

50-293 

J 

SALTZMAN, J. 

7910230192 

50-22 

J 

SALTZMAN, J. 

7910190460 

50-129 

J 

SALTZMAN, J. 

791022025B 

30-262 

J 

SALTZMAN, J. 

7910230436 

50-124 

J 

SALTZMAN. J. 

7910220224 

50-202 

J 

SALTZMAN, J, 

7910220231 

50-213 

J 

SALTZMAN. J. 

7910220242 

50-263 

J 

SALTZMAN. J. 

7910220233 

50-136 

J 

SALTZMAN, J. 

7910220249 

50-116 

J 

SALTZMAN, T. 

7910230395 

70-754 


SALTZMAN, J. 

7910230403 

50-18 

J 

SALTZMAN, J, 

7910230412 

50-267 

J 

SALTZMAN, J. 

7910230429 

50-131 

J 

SALTZMAN. J. 

7910230441 

50-72 

J 

SALTZMAN, J. 

7910260056* 

50-361 

M 

SALTZMAN. J, 

7910230421 

50-223 

J 

SALTZMAN, J. 

7910230446 

50-280 

J 

SALTZMAN, J. 

7910240367 

50-394 

J 

SALTZMAN, J. 

7910250196 

50-348 

J 

SALTZMAN. J. 

7910290354 

50-27 

J 

SALTZMAN, J. 

7910290347 

50-274 

J 

BALZMAN, R. 8. 

7910180194 

50-346 

M 

SAMET, P. 

7910180366* 

50-320 

H 

SAMPSON, T. E. 

7910300463 

noreg 


SANCHEZ, R. 

7910260346 

RE GOD 


SANDERS, M. 

7910020596* 

I0CFR 


SANDERS, H. F. 

7910220144* 

50-352 

0 

SANDERS, H. 

7910120204* 

50-352 

a 

BANDERS, W. F. 

7910300277* 

50-201 

G 

SANDVIK, R, M. 

7910090204 

50-322 

0 

SANGER, H. S. 

7910020677 

PROJ 


SANKEN. I. J. 

7910220105* 

30-10 

H 

BANT AMOUR, W. J. 

7910300269* 

30-440 

A 

BANTAMOUR, H. J. 

7910300273* 

50-440 

A 

SANTORO, M. P. 

7910090762 

71-264 


SANTORO, M. P. 

7910090764* 

71-264 


SARGENT, P. 

7910030000* 

PR 


SAUDEK. R. H. 

7910250281 

50-271 

P 

SAUNDERS, S. C. 

7910090010 

ACRS 


SAWYER, R. G. 

7910090309 

REGGD 


BAX, R. I. 

7910310047 

nureg 


SAXE, R. F. 

7910040644 

50-1 1 1 

P 

SCARANO, R. A. 

7910170079 

40-8692 


SCARANO, R. A, 

7910240269* 

PROJ 


SCARANO, R. A. 

7910030499* 

FOIA 


SCARANO, R. A. 

7910110031 

40-8064 


SCARANO, R. A. 

7910160009 

40-299 


SCARANO, R. A. 

7910160110 

40-1162 


SCARANO, R. A. 

7910090004 

□RG 


SCARANO, R. A. 

7910020695 

4O-BO04 


SCARANO, R. A. 

7910220371 

40-8692 


SCARANO, R. A. 

7910260323 

40-8692 


SCARANO, R. A. 

79101 1004S* 

40-8698 


SCARANO. R, A. 

7910110036 

4O-069B 


SCARANO, R. A. 

7910220233 

40-0725 


SCARANO, R. A. 

7910220267 

40-1341 


SCARANO, R. A. 

7910250137 

40-0747 


SCARANO, R. A. 

7910260201 

40-B747 


SCARANO, R. A. 

7910260203* 

40-8747 


SCARANO, R. A, 

7910250466 

40-0746 


SCARTH. E. D. 

7910030241 

50-443 

M 

8CAVUZZ0, R. J. 

7910110033 

50-315 

P 

SC HACK, H, 

7910260049 

REGGD 


BCHADE, A. R. 

7910120335 

PROJ 


SCHAUER, F. P. 

7910050179 

50-275 

A 

SCHELL, W. 

7910310237 

NUREG 


SCHELL. W. 

7910310247 

NUREG 


SCHENDEL, K. R. 

7910050601 

40-8502 


SCHENDEL, K. R. 

7910240643 

40-0502 


SCHENDEL, K. R. 

7910160160 

40-0502 


SCHENDEL, K, R. 

7910020619 

4Q-8302 


SCHENDEL, K. R, 

7910020622* 

40-0502 


SCHENDEL, K. R, 

7910240673 

40-8302 



ACCESSION SUBJECT 
AUTHOR NUMBER CATEGORY 


SCHENDEL. K. R. 7910240633 40-0302 

SCHENDEL, K. R. 7910240658* 40-B302 

SCHERER, A. E. 7910100342 TOPREP 

SCHERER, A. E. 7910110324 TOPREP 

SCHERER, A, E. 7910160443 TOPREP 

SCHERER, A. E. 7910310228 TOPREP 

BCHILLINO, A. H. 7910230100 HASTE MOT 

SCH1MMEL, R.L. 7910130435* 70-372 

SCHIMMEL, R. L. 7910150004 PR 

SCHMIDT, E. R. 7910240523* 30-361 K 


SCHMIDT, P,L. 7910300081* CONTRACT 


SCHMIDT, A. D. 

7910090352 

50-251 

B 

BCHMIDT, A. D. 

7910010377 

30-251 

S 

SCHMITT, A. D. 

7910190446 

50-231 

8 

SCHMITT, A. D. 

7910190434 

30-251 

8 

SCHMIDT, A. D. 

7910190463 

50-251 

S 

BCHMIDT, A- D. 

7910190335 

50-335 

B 

BCHMIDT, A. D. 

7910190349 

50-251 

S 

BCHMIDT, A. D. 

7910190396 

50-333 

S 

SCHMIEDER, J. R. 

7910130305 

30-206 

a 

SCHNEIDER, R. R, 

791 0090002 

30-220 

a 

SCHNEIDER, R. R. 

7910030339 

30-220 

B 

SCHNEIDER, R. R. 

7910100375 

50-220 

S 

SCHNEIDER, R. fi. 

7910170234 

30-220 

R 

SCHNEIDER, F. W. 

7910120329* 

50-272 

a 

SCHNEIDER, F. W. 

7910160104 

50-272 

Q 

SCHNEIDER, F. U. 

7910190330 

30-272 

a 

SCHNEIDER, F. W. 

7910190331 

30-272 

a 

SCHNEIDER, F. W. 

7910170067 

30-272 

a 

SCHNEIDER, F, W. 

7910290093* 

30-272 

a 

SCHNEIDER, F. W. 

7910290331* 

50-272 

a 

SCHNEIDER, F. W, 

7910160210 

50-272 

0 

SCHOCK. K, 

7910290159 

REGOD 


SC HOCK, H. 

7910290206 

REGGD 


SCHOCK, H. 

7910290162 

REOOD 


SC HOCK, H. 

7910250153 

REGGD 


SCHOPPMAN, M. A, 

79100103B3* 

30-231 

s 

BGH0PPMAN, M. A, 

7910190449* 

30-231 

B 

BCHDPPMAN, M, A 

7910190470* 

30-231 

8 

SCHOPPMAN, M. A. 

7910190346* 

30-333 

3 

BCHDPPMAN, M. A. 

7910190337* 

30-231 

9 

SCHOPPMAN, M. A. 

7910190411* 

50-333 

a 

SCHROCK, V. E. 

7910110322 

50-224 

H 

SCHROEDER, F, 

7910190319 

30-320 

H 

BCHUEBBLER, W. J. 

7910090178 

30-466 

G 

SCHUE88LER, W. J, 

7910150042 

50-466 

0 

SCHULTZ, 0. R. 

7910230430 

30-307 

G 

SCHULTZ, L. D. 

7910300269* 

30-440 

A 

BCHULTZ, L, D. 

7910300273* 

50-440 

A 

BCHUMA.F, A. 

7910300366 

PROJ 


BCHUTT, R, 

7910050640 

50-396 

0 

SCHUTT, R. 

7910040303 

50-396 

0 

SCHUTT, P. F. 

7910110040 

PR 


8CHUTT, R. 

7910040S83 

30-396 

0 

SCHWARTZ, A. 

7910010631 

PR 


SCHWAB, J. C. 

7910030161 

30-599 

0 

BCHWARZ, H. R. 

7910240222* 

50-320 

p 

SCHWARTZ, 8. A. 

7910030723* 

FOIA 


SCHWARTZ, 0. 

7910260141 

10CFR 


SCHWARTZ, 8. A. 

7910220339 

State Prof} 

SCHHE IKER, R. S. 

79101S0374* 

50-320 

u 

8CHWEIKER.R.0. 

7910090539 

30-332 

u 

8CHWEIBINZ, E. R. 

7910160332* 

50-546 

a 

8CHWENCER, A. 

7910100053* 

50-220 

p 

BCHWENCER, A, 

7910100089* 

50-220 

p 

SCHWENCER, A. 

7910100064* 

50-220 

p 

SCHWENCER, A. 

7910020313 

50-261 

p 

SCHWENCER, A. 

7910020323* 

80-261 

p 

SCHWENCER, A, 

7910030064 

50-280 

p 

BCHWENCER, A. 

7910030030 

50-200 

p 

BCHWENCER, A. 

7910030042* 

30-2B0 

p 

BCHWENCER, A. 

7910030049* 

30-200 

p 

SCHWENCER, A. 

7910180147 

50-282 

p 

SCHWENCER, A. 

7910180150* 

50-282 

p 

SCHWENCER, A. 

7910180176* 

50-282 

p 

SCHWENCER. A. 

7910020613 

30-247 

p 

BCHWENCER, A. 

7910020617* 

50-247 

p 

SCHWENCER, A. 

7910020624* 

30-247 

p 

SCHWENCER, A. 

7910020B29 

50-2B0 

F 

BCHWENCER, A. 

7910030681 

50-313 

a 

BCHWENCER, A, 

7910020533* 

30-261, 

p 

BCHWENCER, A. 

7910020600 

30-372 

p 

SCHWENCER, A. 

7910020604* 

30-272 

p 

SCHWENCER, A. 

7910020612* 

30-272 

p 

SCHWENCER, A, 

7910020334 

30-280 

p 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


6CHWENCER, A. 
SCHWENCER, A. 
BCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER. A. 


SCHWENCER. A. 
SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER, A. 


SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER, A. 


SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER, fl. 
SCHWENCER, A. 
SCHWENCER, A. 


SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER. A. 
SCHWENCER, A. 
SCHWENCER, A. 


SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER, A. 


SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER, A. 


791QQ20540* 
7910020543* 
79 100200 IB 
7910020020* 
7910020021* 


7910030775 
7910040002 
7910050161 
7910100126 
791 01 90266 


7910020633 

7910020727 

7910030166 

7910030170* 

7910030177* 


7910040143 

7910040143* 

7910040155* 

7910040402 

7910040465* 


7910040492* 

7910090224 

7910020702 

7910020704 

7910020707 


7910020710 

7910020037 

7910030182 

7910030190* 

7910030200* 


7910030349 

7910030350 

7910030359 

7910050360 

7910050361 


SCHWENCER. A. 

7910090640 

50-206 

P 

SCHWENCER, A. 

7910090814 

30-250 

P 

SCHWENCER, A. 

7910090S17 

30-261 

P 

SCHWENCER, A. 

7910100044 

30-220 

P 

SCHWENCER, A. 

7910040000 

30-200 

P 

SCHWENCER, A. 

7910040010* 

30-200 

P 

SCHWENCER, A. 

7910040014* 

30-200 

P 

SCHWENCER, A. 

7910040646 

30-263 

H 

SCHWENCER, A. 

7910020795 

50-344 

P 

SCHWENCER, A. 

7910190034 

30-247 

P 

SCHWENCER, A. 

7910190197 

50-261 

P 

SCHWENCER, A. 

7910170431 

30-230 

P 

SCHWENCER, A. 

7910170436* 

50-230 

P 

SCHWENCER, A. 

7910150632 

80-338 

P 

SCHWENCER, A. 

7910IS0036* 

50-330 

P 

SCHWENCER, A. 

7910290133 

50-344 

P 

SCHWENCER, A. 

7910220323 

30-2B6 

P 

SCHWENCER, A. 

7910220324 

50-334 

P 

SCHWENCER, A. 

7910220326 

30-266 

P 

SCHWENCER, A. 

7910220331 

30-313 

P 

SCHWENCER, A. 

7910220333 

30-272 

P 

SCHWENCER, A. 

7910220338 

50-230 

P 

SCHWENCER, A. 

7910220470 

30-344 

P 

SCHWENCER, A. 

7910260341 

30-3 

P 

BCHWENCER, A* 

7910260350 

50-344 

P 

SCHWENCER, A. 

7910260370 

50-282 

P 

BCHWENCER, A. 

7910170329 

30-344 

P 

SCHWENCER, A. 

7910220329 

30-34B 

P 

SCHWENCER, A. 

7910230107 

30-266 

P 

SCHWENCER, A. 

7910260238 

50-348 

P 

SCHWENCER, A. 

7910260111 

50-250 

F 

SCHWENCER, A. 

7910260432 

30-200 

P 

SCHWENCER. A. 

7910260433* 

50-200 

P 

SCHWENCER, A. 

7910230102 

50-266 

0 

SCHWENCER, A. 

7910310001 

50-338 

P 

SCHWENCER, A. 

7910310032 

30-286 

P 

BCOTT , J. M. 

7910160036 

30-466 

0 

SCOTT, 8. 

7910010187 

30-466 

0 

BCOTT, J. M. 

7910040303 

50-466 

0 

SCOTT, J. M. 

7910130690 

30-466 

0 

8CDTT, J. M. 

7910130694* 

30-466 

0 

BCOTT, J, 

7910240340 

30-466 

0 

SCOTT, W, J, 

7910110237 

30-367 

0 

SCOTT, W. J. 

7910130214 

30-399 

0 

SCOTT, R. L. 

SCOTT, R. F. 

BEAL, M. M. 

7910100711 

7910030030 

7910030777* 

NUREO 

ACR9 

50-440 

0 

BEAL, M. M. 

7910010720* 

30-324 

H 

BEALE, R. L. 

8EALE, R. L. 

7910100660 

7910160102 

ACRB 

ACRB 



SEAMAN, W. H. 
BEAMAN, W. H. 
SEE6H0LTZ, J. R. 
SE IDLE, W. C. 

BE 1 OLE, W. C. 


SEIDLE, W. C. 
6EIDLE, W. C. 
SEIDLE, W. C. 
SEIDLE, W. C. 
SEIDLE, W. C. 


SEIDLE, W. C. 
SEIDLE, W. C. 
SEIDLE, W. C. 
SEIDLE, W. C. 
SEIDLE, W. C. 


SEKULER, 8. N. 
SEKULER, 8. N. 
BEKULER.S.N. 
SEKULER, S. N. 
BELLS, D. E. 


SELLS, D. E. 
SELLS, D. E. 
SELLS, D. E. 
BELLS, D, E. 
SELLS, D. E. 


SELLS, D. E. 
BELLS, D. E. 
SELLS, D. E. 
SELLS, D, E. 
BERABIAN, J. A. 


SEWELL, I 
SEXTON. 
8EYFHIT 
BEYFRIT 
BEYFfi IT 


SEYFRIT 

SEYFRIT 

BEYFRIT 

SEYFRIT 

SEYFRIT 


SEYFRIT 

BEYFRIT 

SEYFRIT 

BEYFRIT 

SEYFRIT 


SEYFRIT 

BEYFRIT 

SEYFRIT 

BEYFRIT 

SEYFRIT 


SEYFRIT 

SEYFRIT 

SEYFRIT 

SEYFRIT 

SEYFRIT 


SEYFRIT 

SEYFRIT 

BEYFRIT 

BEYFRIT 

SEYFRIT 


BEYFRIT 

SEYFRIT 

SEYFRIT 

BEYFRIT 

BEYFRIT 


BEYFRIT 

SEYFRIT 

SEYFRIT 

BEYFRIT 

SEYFRIT 


SEYFRIT 

SEYFRIT 

SEYFRIT 

BEYFRIT 

BEYFRIT 


SEYFRIT 

BEYFRIT 

SEYFRIT 

BEYFRIT 

SEYFRIT. 


BEYFRIT 

SEYFRIT 

BEYFRIT 

BEYFRIT 

BEYFRIT 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


7910020266 

7910020271 

7910020272 

7910020273 

7910010001 


7910030302 
7910030306 
7910030310 
791003031 1 
7910030314 


7910030315 
7910030319 
7910030321 
7910030324 
79 101201 B4 


7910120183 

7910120186 

7910120100 

7910110290 

7910110291 


7910110293 
79101 10296 
79101 10297 
7910110522 
7910110320 


79 101 101 32 
7910110155 
7910110159 
7910110139 
7910110161 


7910120193 

7910120196 

791012019B 

■7910120200 

7910110169 


7910110172 
7910110173 
7910110176 
7910110179 
79101 101BI 


7910010030* 

50-206 

P 

BEYFRIT, K. V. 

7910100669* 

30-206 

P 

SEYFRIT, K, V. 

7910310169 

71-144 


BEYFRIT. K, V. 

7910090433 

50-443 

Q 

SEYFRIT, K. V. 

7910230209 

30-402 

a 

BEYFRIT, K. V. 

7910020120 

50-482 

a 

SEYFRIT, K. U. 

7910020132 

50-4SB 

a 

SEYFRIT, K. V 

7910090496 

50-482 

A 

SEYFRIT, K. V. 

7910160208 

30-402 

Q 

SEYFRIT, K. V. 

7910100537 

50-443 

0 

SEYFRIT, K. V. 

7910050492 

50-490 

a 

SEYFRIT, K. V. 

7910250512 

50-382 

a 

SEYFRIT. K. V. 

7910250338 

30-490 

a 

SEYFRIT. K. V. 

7910240672 

50-443 

a 

SEYFRIT, K. V. 

7910230173 

50-443 

a 

SEYFRIT, K. V. 

7910190073 

50-295 

0 

SEYFRIT, K. V. 

7910190081* 

50-293 

0 

SEYFRIT, K. V. 

7910190091 

50-293 

0 

SEYFRIT, K. V. 

7910110237 

30-367 

0 

BEYFRIT. K. V. 

7910030B17 

30-263 

H 

SEYFRIT, K. V, 

7910030127 

30-307 

D 

SEYFRIT, K, V. 

7910150127 

50-310 

A 

SEYFRIT.K, V. 

7910130152* 

30-510 

A 

SEYFRIT, K. V. 

7910020814 

50-307 

D 

SEYFRIT, K, V. 

7910130647 

30-307 

A 

SEYFRIT, K. V. 

7910170066 

30-393 

D 

BEYFRIT, K.V. 

7910230034 

30-553 

A 

SEYFRIT.K. V. 

7910220467 

50-307 

D 

SEYFRIT, K, V. 

7910150300 

30-44B 

A 

SEYMOUR, A. H. 

7910030456* 

30-277 

a 

BHA, N. T. 

7910030021 

40-869B 


SHAFER, W. D. 

7910030077 

NUREO 


SHALLY, S. C. 

7910230363* 

QA999 


SHALLER, D. V- 

7910020313 

30-43B 

a 

SHALLER, D. V. 

7910020319 

30-490 

a 

SHALLER, D. V. 

7910020321 

30-402 

a 

SHALLER, D. V. 

7910020326 

30-302 

0 

SMALLER, D. V. 

7910020327 

30-311 

a 

SHALLER, D. V. 

7910020330 

30-443 

0 

SHALLER, D. V. 

791 002063B 

30-490 

A 

SHALLER, D. V. 

7910020249 

30-180 

a 

SHALLER, D. V. 

7910020234 

30-72 

a 

SHALLER, 0. V. 

7910020258 

30-458 

a 

SHALLER, D. V. 

7910020260 

50-498 

0 

SHALLER, D. V. 

7910020263 

30-482 

a 

SHALLER. D. V. 


SHALLER, D. V. 
SHANBAKY, M. M. 
SHANBAKY, M. M. 
SHAPAR, H. K. 
SHAPAR, H. K. 


ACCESSION 

NUMBER 


7910 1 101B2 
791OU0IB3 
79101 10183 
7910100034 
7910100036 


7910180030 
7910100039 
79101 BD041 
791 0 1B0043 
7910180043 


7910100047 

7910180051 

7910190139 

7910170322 

7910170325 


7910170526 

7910170531 

7910170532 

7910190202 

7910190203 


7910190206 

7910190207 

7910190209 

7910310419 

7910310421 


7910310422 

7910310426 

7910310427 

7910310237 

7910310239 


7910160466 

7910160304 

7910160500 

7910190374 

7910220251 


7910220266 
7910220339 
7910230347 
791030021 B 
7910300220 


7910310303 

7910170480* 

7910020004* 

7910230002 

7910030336 


SUBJECT 

CATECOR 


7910290053* 

7910250352 

7910040260 

7910090469 

7910110315 


SHAPAR, H. K. 

7910040517 

RM 

SHAPAR, H. K. 

7910240262* 

PROJ 

SHAPAR, H. K. 

7910190507 

BECY 

SHAPAR, H. K. 

7910220434 

70-1308 

SHAPIRO, n. 

7910030696 

50-322 ; 

BHAPP, M. J. 

79101703BI 

30-320 

SHARFMAN, J. e. 

7910180194 

30-346 

SHARPE, J.R. 

7910090269 

50-322 

SHEA, K. H. 

7910110218 

30-367 

SHEA, J. F. 

7910110062 

30-396 

SHEA- K. H. 

79 1QI 10218 

50-367 

SHEA, J.R. 

7910300139* 

FOIA 

SHEA, J. R. 

7910300112* 

FOIA 

SHEA, J R 

7910090054 

SECY 

SHEA. J, R. 

7910020679 

BECY 

SHEA, J. R. 

7910030398 

BECY 

SHEA, J.R. 

7910030293 

SECY 

BHEA, J. R, 

7910090020 

BECY 

SHEA, J. R 

7910260029 

30-374 

SHEA, J. R. 

7910090200 

BECY 

SHEA, J.R. 

7910310171 

SECY 

SHEA, J. R. 

7910310022 

BECY 

SHEA, J.R. 

7910310177 

SECY 

SHEA, J. R. 

7910310132 

BECY 

SHEA, J. R. 

7910310147 

BECY 

SHEA, J. H. 

7910220410 

SECY 

SHEA, J. R. 

7910240337 

BECY , 

SHEA, J.R. 

7910220429 

SECY 

SHEA, J.R. 

7910220432 

SECY 

SHEA, J. R. 

7910220406 

SECY 

SHEA, J. R. 

7910290142 

SECY i 

SHEA, J, R. 

7910290133 

80-374 

SHEA, J. R. 

791030001 1 

50-374 ; 

SHEA, J. R. 

7910300010* 

50-374 f 

SHEA, J. 

7910170S63* 

50-409 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 

SUBJECT 

CATEQORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

C AT EG D 

V 

7910050560 

50-245 

P 

SJOGREN, R. M. 

7910160412* 

30-309 

R 

BNYDER, B. 

7910040366 

XPORTLIC 

— 

7910180202 

50-213 

P 

GJQGREN, R. M. 

7910160372* 

30-271 

R 

50DEL, P. 

7910160460* 

50-269 


7910290053* 

50-245 

<1 

SJOGREN, R. M. 

7910160373* 

30-29 

R 

SDBQN, L. J, 

7910180222 

TOPREP 

F* 

791 0I&0358* 

50-245 

O 

SKARUPA, J. 0. 

7910120121 

XPORTLIC 


SOBON, L. J. 

7910170333 

TOPREP 


7910110260 

30-443 

o 

SKARUPA. J. D. 

7910250033 

XPORTLIC 


GDDGNi L. J. 

7910170126 

TOPREP 


7910110266* 

30-443 

o 

SKCJUHOLT, D. J. 

7910240190* 

30-346 

H 

BOBON, L. J. 

7910170133 

TOPREP 


7910180043 

50-289 

G 

SLAV1N, A. C. 

7910090324* 

50-4B6 

0 

SOUON. L. J. 

7910170146 

TOPREP 


7910300031 

50-289 

G 

S LEMMONS, D. B. 

7910290334* 

50-70 

P 

SOBON, L. J. 

7910160510 

TOPREP 


7910180303 

50-289 

G 

SLEMMONS, D. B. 

7910290327* 

50-70 

P 

SOBON, L. J. 

7910240610 

TOPREP 


7910090231* 

50-443 

O 

SLEMMDN9, D- B. 

7910290389* 

CONTRACT 


SOHINKI, 8. M. 

7909250450 

50-437 

<a 

7910190048 

50-289 

G 

SMITH. H. 

7910260157 

PR 


BOHINKI , 8. M. 

7910040003 

50-466 


7910260336 

50-155 

O 

SMITHGALL. T. 

7910090271 

50-209 

G 

SOHINKI, 8. M. 

7910090170 

50-437 


7910110260 

50-443 

G 

SMITH. J. P. 

7910170346* 

CONTRACT 


SOHINKI, S. M. 

7910090256 

50-466 

Q 

7910110266* 

50-443 

G 

SMITH. T. 

7910040061 

40-8692 


SOHINKI, 8. M. 

7910090376* 

50-466 


7910300031 

50-209 

G 

SMITH. T. C. 

7910220006* 

40-B751 


SOHINKI, S. M. 

7910130621 

50-466 

o 

7910100303 

50-269 

G 

SMITH. M. T. 

7910050265 

40-B681 


SOHINKI, B. M. 

7910130659 

50-466 

<5 

7910090773 

70-925 


SMITH, G. A. 

7910240310* 

30-320 

H 

SOHINKI, S, M. 

79101 B0D37 

50-466 


791023060a 

40-8027 


SMITH. P. B. 

7910230160 

WASTE MOT 

SOHINKI, S. M. 

7910180044* 

50-466 

Q 

7910090630* 

30-445 

M 

SMITH. G. L. 

7910290240* 

50-249 

8 

SOHINKI, 8. M. 

7910190064 

50-466 

l-C 

7910030434 

50-445 

M 

SMITH. G. L. 

7910300219* 

50-237 

8 

SOHINKI, S. M. 

7910300443 

50-466 

e 

7910110429 

71-6280 


5MITH.P. D. 

7910300072 

NUREO 


SDLENDEROER, R. 

7910020137* 

SO-3B7 

o 

7910240609 

XPORTLIC 


SMITH. I. U. 

79100506B5 

30-303 

0 

SOONG, A. L. 

7910090559* 

40-8027 


7910290441 

70-33 


SMITH. I. U. 

7910150459 

50-346 

G 

SOONG, A. L, 

7910020793* 

40-6027 


7910120423 

70-33 


SMITH. I. U. 

7910110142 

50-209 

Q 

SOUCY, A. R. 

7910230506 

50-29 

,J 

7910260064 

71-190 


SMITH. I. U. 

7910110369 

50-289 

Q 

SPANGLER, R. G. 

7910090768* 

50-313 

a 

7910160603* 

TOPREP 


SMITH. I. W. 

7910050671 

30-289 

0 

SPARK3, D. T. 

7910020630 

NUREO 


7910100301 

TOPREP 


SMITH. I. W. 

7910050761 

50-209 

Q 

SPARKS, E. 

7910230292 

50-341 

A 

7910160466 

90-409 

T 

SMITH, J. W. 

7910180276 

30-289 

0 

SPARKS, E. 

7910230290 

50-513 

A 

7910290453* 
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50-330 

a 

7910050060 

50-153 

f> 

bmotre, J, r. 

7910010478 

50-320 

p 

stallings.c. m. 
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7910050167 

TOP R El 

7910300216 

50-237 

s 


STOLZ, J. F. 

7910050463 

SO- 33! 

79101903B2* 

50-302 

R 


STOLZ. J. F. 

7910240710 

50-27! 

79100907S2 

50-312 

G 


STOLZ. J. F. 

7910240722 

50-27! 

7910050790 

50-466 

G 


STOWE, R. 

7910240149* 

50~32( 

79100401 12 

50-295 

0 


STOWE. 0. F. 

7910220263 

REGOD 

7910040670 

50-295 

Q 


BTCODLEY, D. G. 

7910090334 

50-47] 

7910150194 

50-155 

0 


STOODLEY, D 0. 

791029 04B7 

50-4 i’J 

7910220480 

50-599 

G 


STGTZ, J. 

7910120202* 

30-3 4< 

7910170594 

50-599 

G 


STOUT. J. W. 

7910310303 

30-311 

79 10310029 

50-295 

0 


STOVER, D, E. 

7910040009 

40-B?c 

79100401 12 

30-295 

G 


STR ATMAN, R . A. 

7910030309* 

50-33J 

7910040670 

50-295 

G 


STRAUS. D. 

7910030015 

30-59* 

7910040001 

50-599 

Q 


STRAUS, D. 

7910030017* 

S0-59I 

7910170594 

50-599 

O 


STRAUS, D. 

7910090712 

50-596 

7910310029 

50-295 

G 


STRAUS, D. 

7910090716* 

50-596 

7910150194 

30-135 

G 


STREETER. J. F. 

7910240205* 

50-331 

7910030573 

XPORTLIC 



STREILEIN, P. L 

7910220449 

30-466 

7910290406* 

50-133 

O 


STREMDA, H. J. 

7910290079 

REGQD 

7910030731* 

30-344 

0 


STftOPE, W. E. 

7910040410* 

PR 

7910290S84* 

30-275 

0 


STROP E, W. E. 

7910040412* 

PR 

7910030BBS* ' 

50-271 

0 


STRUMWA5SER, M J 

7910110204 

PROJ ' 

7910030S95* 

30-271 

0 


STRUMWASSEH, M J 

7910010244 

PRDJ 

7910230092 

40-0729 



STRUMWASBER, M J 

7910110491 

PROJ 

7910290095* 

40-B729 



STRUMWA3SER, M. 

791 0090 15S 

PROJ ' 

7910030457* 

FOI A 



STRUMWA3SER, H. J 

7910090223 

PROJ 

7910110127* 

50-302 

0 


3TRUMWASSER, M J 

7910030706 

PROJ 

7910110123* 

50-302 

0 


STRUMWASSER , M, 

79 10120093 

PROJ 

7910100079* 

30-269 

0 


STRUM WABSEfl, (1. 

7910310026 

PROJ . 

7910260419 

50-302 

0 


GTfUlTMWASSEft, M. 

7910050766 

PROJ 

7910030210 

30-302 

0 


STUBUE, E. 

7910110325* 

TOPREP 

79100501 16 

50-302 

<1 


STUCKEY, M. E. 

791 0230 iaa 

PR 

7910020595 

50-302 

fl 


STUKENBROEKER, L 

7909250269 

PR 

7910050196 

50-302 

fl 


SUER MANN, J. F. 

7910050430* 

30-461 

7910110029 

71-6244 



SUERMANN, J F. 

7910110727* 

30-454 

7910050001 

50-302 

fl 


SUERMANN, J. F. 

7910240239* 

50-456 

7910090321 

50-302 

a 


SULLIVAN, J. W. 

79 1 0100 113 

FOIA 

7910050336 

50-302 

0 


SULLIVAN, N 

7910010759 

50-367 

7910130671 

50-302 

G 


BULL IVAN, 7. J. 

7910230312 

REQGD 

7910030492 

50-302 

B 


SULLIVAN, T. J. 

7910310061 

REOGD 

791004020 5 

50-302 

p 


SULLIVAN, P. J. 

7910100326 

50-243 

7910100361 

50-302 

p 


SULLIVAN, R. F. 

7910020335* 

30-259 

7910100264 

50-302 

B 


SUMMERS, R. 

7910310074* 

70-114 

7910160505 

30-302 

a 


SUN, L. S. 

7910100304* 

30-220 

7910160423 

30-302 

p 


SUNDARAM, R. K. 

7910170479 

RES 

7910160477 

50-302 

R 


SUNDARAM, R. K. 

79 10180007 

RES 

7910190378 

50-302 

R 


SUNDARAM, R. K.. 

7910300469 

«es : 

7910260390* 

50-302 

G 


SUTHERLAND, R. 

79101 10030 

PR 

7910160472 

50-302 

s 


SUTHERLAND, J. T. 

7910030630 

50-2SQ 

7910180252 

50-302 

p 


SUTHERLAND, J. T. 

7910240296* 

8-0-269 

79I01803B9 

50-302 

H 


SUTHERLAND. J. T. 

7910150617* 

50-SSQ 

7910180469 

30-302 

s 


SUTHERLAND, d. T. 

7910020222 

30-280 

7910190491 

30-302 

p 


SUTHERLAND, J. T. 

7910130613 

30-8BQ 

7910230255 

50-302 

p 


SUTHERLAND. J. T. 

7910240230 

50-201 

7910220290 

30-302 

B 


SUTHERLAND. J, T. 

7910030219* 

70-143 

7910230522 

30-302 

S 


SUTHERLAND. J. T. 

7910010130 

50-338 

7910230543 

50-302 

s 


SUTHERLAND, J. T. 

7910040163 

70-131 

7910250236 

30-302 

s 


SUTHERLAND. J. T. 

7910230067 

50-321 

79I02502B3 

30-302 

S 


SUTHERLAND, J. T. 

79 J 024027 4 

30-269 

7910250294 

30-302 

B 


SWALES, J. 

7910150357* 

50-26S 

7710250347 

50-302 

S 


SWAN, W. □, 

7910 I 30648* 

50-327 

7910300333 

30-302 

s 


SWAN. w. a. 

791026016 1* 

30-518 

7910300345 

30-302 

S 


8WANBY, G. T, 

7910040212 

40-348 

7910300309 

30-302 

s 


BWANDY, 0, T. 

7910100656 

40-348 
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SWANN, U. B. 

7910250219# 

30-51B 

Q 

SWANSON, D. T. 

7910290422 

30-522 

G 

swansdn, 0. 

79101 10233# 

5 0-33 B 

0 

SWANSON, D. T. 

7910150721 

50-33B 

0 

SWANSDN, D. T. 

7910220360 

50-522 

0 

SWANSON. 0, T. 

7910310021 

50-322 

Q 

SWANSON, E. R. 

7910120262# 

50-266 

0 

8WARTZHAN. 0. L. 

7910220229 

NUREO 


BWARTZMAN, 0. L. 

7910180006 

NUREQ 


SWART, F. E. 

7910160047 

50-267 

Q 

SWART. F, E. 

7910190184 

50-267 

a 

SWART, F. E, 

7910090216 

50-267 

p 

SWART, F. E. 

7910230447 

50-267 

P 

EWART, F. E. 

7910170296 

50-267 

H 

SWART, F, E. 

7910230333 

50-267 

P 

SWIFT, A. 

7910020334 

50-522 

U 

SYLVESTER, B. 

7910170196# 

50-320 

P 

SYLVESTER, S. 

7910240468 

50-320 

H 

SYLVESTER, E. D. 

7910040427 

TOPREP 


SYL VEBTER, E. 

7910030263 

50-317 

F 

SYLVESTER, E. 

7910170201 

50-317 

F 

SYLVESTER, E. 

7910260061 

50-317 

F 

SYLVESTER, E. 

7910230124 

50-313 

F 

8ZABEL6K.I, C. 

7910300334# 

30-329 

S 

TALMAOE. P. 0. 

79 100300 BO# 

PR 


TAMBLINQ, T. N. 

7910030B65# 

50-346 

a 

TAMBLINQ, T. N. 

79 10180323 

50-346 

a 

TANNER, M. E. 

7910170129# 

TOPREP 


TANNER, A. 0. 

7910240698 

40-1571 


TAPIA, J. I. 

. 7910020140# 

50-4 5B 

a 

TAPI A, J. it. 

7910250524# 

50-382 

a 

TARA NOG, Y. 

7910260191 

PR 


TARNOFF, P. 

7910300137# 

FOI A 


TAYLOR, C. M. 

7910170425# 

50-320 

H 

TAYLOR, R. I. 

7910010645 

PR 


TAYLOR, R. I. 

7910250191 

REGGD 


TAYLOR, J.H. 

7910240735 

RECCD 


TAYLOR, J. H 

7910250396 

REOCD 


TAYLOR, J, H. 

7910150589 

TOPREP 


TAYLOR, J.H. 

7910160432 

TOPREP 


TAYLOR, J. H. 

7910160433 

30-312 

p 

TAYLOR, J. H. 

7910230237 

TOPREP 


TAYLOR, J. H. 

7910250291 

TOPREP 


TAYLOR, R. R. 

7910240065 

71-6144 


TAYLOR, J.W. 

7910110420 

50-409 

p 

TAYLOR, R.R. 

7910150616 

71-248 


TAYLOR, R.O. 

7910290049# 

30-445 

a 

TAYLOR, M. A. 

7910240180# 

50-320 

p 

TEDESCO, R. L. 

7910240249 

50-320 

p 

TEER. B. R. 

7909250339 

PR 


TENZER, B. E. 

7910310314 

TOPREP 


TERW1LLI0ER, C. 

7910310045 

XPDRTLIC 


THADANI, A. 

7910100725# 

FOI A 


THADANI, A.C. 

7910240232# 

50-320 

p 

THADANI, A. 

7930180249 

GEN TEC 

IB 

THADANI, A. 

7910190535 

GEN TEC 

IB 

THADANI. A. 

7910160312 

OEN TEC 

18 

THANUS, L. H. 

7910090654* 

50-245 

0 

THEOFANQUS, T. 0. 

7710050037 

ACRS 


THEOFANOUS, T. 0. 

7910240423 

50-320 

0 

THIES, A. C, 

7910090305 

PR 


THIESINQ, J. W. 

7910010506 

50-320 

P 

THOM, T. 

7910160369# 

50-259 

R 

THOMAS, C. 

7910230141# 

50-275 

G 

THOMAS. 0. 

7909250315 

PR 


THOMAS, J. L. 

7910230473 

50-297 

P 

THOMAS, J. 0. 

7910090149# 

50-356 

0 

THOMAN, J. H. 

7910230409 

WASTE MOT 

THOMAS, R. H. 

7910220300* 

50-213 

s 

THOMAS, B. 

7910150260 

30-3B7 

A 

THOMAS, W.N. 

7910110105 

PR 


THOMAS, W. N. 

7910020391 

30-280 

P 

THOMAS, W. N. 

7910240544 

50-280 

P 

THOMAS, W. N. 

7910240396 

50-291 

P 

THOMAS, W, N. 

7910290270 

30-280 

P 

THOMAS, J. T. 

7910050133* 

71-9853 


THOMAS, J, T. 

7910050154# 

71-9853 


TH0MA9, M. 

7910040113# 

30-390 

a 

THOMAS, M. 

7910170723 

50-390 

S 

THOMAS, R. D. 

7910030723# 

30-312 

0 

THOMAS, R. 0. 

7910300017# 

30-312 

a 

THOMAS, C. Q. 

791 01 SOI BS 

50-416 

A 

THOMAS, C. a. 

791 0300193 

30-416 

A 

THOMpBON, F. 

7910090192 

50-3B7 

0 

THOMPSON, K. V. 

7910030640 

PR .. 
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THOMPSON, J. E. 

7910110160 

40-8746 


THOMPSON. S. R. 

791002033B 

NUREG 


THOMPSON, M. A. 

7910110478 

40-8748 


THOMPSON. D. 

7910020592* 

10CFR 


THOMPSON, D. 

7910250344# 

50-369 

0 

THOMSEN, F. T. 

7910180107 

50-522 

0 

THOMSEN, F. T. 

7910150097 

50-522 

0 

THOMSEN, F, T. 

7910310504 

50-522 

C 

THOMSEN, F. T. 

7910300430 

50-522 

G 

THOMSEN. F. T. 

79101 B0107 

30-522 

G 

THOMSEN, F. T, 

7910150097 

30-322 

0 

THOMSEN. F. T. 

7910310504 

50-522 

G 

THOMSEN, F, T. 

7910300430 

50-522 

G 

TH0NU8, L. H 

7910160117# 

50-317 

0 

THORNBURGH. R. 

7910110208 

30-289 

G 

THORNBURGH, R. 

7910240346 

50-320 

H 

THORNBURG, H. D. 

7910250500 

50-369 

□ 

THORNBURG, J. D. 

7910180285 

50-528 

S 

TIBBITTS.D. L. 

7910300572 

50-352 

A 

TIBB ITTB, D. L. 

7910090489 

50-395 

A 

T1BBITTS. D. L. 

7910090483 

50-352 

A 

TI BBITTSi D. L. 

7910220230 

50-395 

A 

TIBBITTS, D. L. 

7910230377 

50-395 

F 

TIERNEY, F. P. 

7910100339 

50-202 

S 

TILTON, E. J. 

7910290076 

REGOD 


TILTON, E. J. 

7910290169 

REOCD 


TOALSTON, A. 

7910260046 

50-361 

M 

TOALBTON, A. 

7910260069 

50-361 

(1 

TOALSTON, A. 

791030052B 

50-361 

M 

TOBIN. W. J. 

7910020171# 

30-333 

0 

TOBIN. W. J. 

7910180336# 

50-321 

a 

TOBIN. W. J. 

7910220459 

70-143 


TOBIN, W. J. 

7910260114# 

70-143 


TOOD.G. A. 

7910040099# 

70-143 


tolan, J. h. 

7910220002* 

50-123 

0 

TOLL, D. R. 

7910050136 

PR 


TOLLISON, A. C. 

7910310391# 

50-325 

8 

TOLL I SON, A. C. 

7910100370# 

30-323 

S 

TOLLISON, A. C. 

7910100404* 

30-325 

S 

TOLLISON, A. C. 

7910090371# 

30-325 

B 

TOLLISON, A. C. 

7910090385# 

50-325 

S 

TOLL I EON, A. C. 

7910090397* 

30-324 

S 

TOLLISON, A. C. 

7910100286# 

50-323 

s 

TOLLISON, A. C. 

7910100433# 

50-325 

8 

TOLLISON, A. C. 

7910100316# 

30-325 

3 

TOLLISON, A. C. 

7910100310# 

50-324 

s 

TOLLISON, A. C. 

7910100340# 

50-325 

3 

TOLL I BON, A. C. 

7910100534# 

50-323 

s 

TOLLISON, A. C. 

7910110330# 

50-325 

s 

TOLLISON. A. C. 

7910110344# 

30-325 

s 

TOLLISON, A. C. 

7910170216# 

50-324 

s 

TOLLISON, A. C. 

7910170227# 

50-324 

s 

TOLLISON, A. C. 

7910170272# 

50-323 

8 

TOLLISON, A. C. 

7910150534# 

50-325 

9 

TOLLISON, A. C. 

7910130550# 

30-324 

S 

TOLLISON, A. C. 

7910130560* 

50-324 

8 

TOLLISON, A. C. 

7910230555* 

50-324 

8 

TOLLISON, A. C. 

7910310402* 

50-325 

3 

TOLLISON, A. C. 

7910310414* 

30-325 

S 

TOLLISON, A. C. 

7910300283# 

50-325 

s 

TOLLISON, A. C. 

7910300311# 

50-324 

B 

TOLL I BON, A. C. 

7910300327* 

50-324 

3 

TOLLISON, A. C. 

7910300354# 

50-323 

8 

TOLLISON, A. C. 

7910310380* 

30-325 

8 

TOMLINSON, D. P. 

7910160215* 

50-402 

0 

TONE. F. C. 

7910010522 

NUREO 


TONG, L. 8. 

7910040384# 

ORG 


tdnq, l. S. 

7910220257* 

TOPREP 


TONG, L. S. 

7910220256* 

TOPREP 


TOOLE, T. 

7910310031 

XPDRTLIC 


TOOLE, T. 

7910310036 

XPORTLIC 


TOOLE, R. J. 

7910010527 

30-320 

P 

TOPOL ISH 1,0. 

7910010042 

. 50-456 

G 

TOPP, A. A, 

7910290004 

40-0726 


TQPP, A. A. 

7910300026 

40-8726 


TOTH, A. D. 

7910220144* 

50-332 

0 

TOTH, A. D. 

7910220158# 

30-332 

G 

TOTH, A. D. 

7910170610* 

30-322 

Q 

TOTH, A. D. 

.7910290128* 

50-322 

a 

TOWNBEND, H. E, 

7910180226# 

TOPREP 


TOY, H, L. 

7910120046* 

30-6 

Q 

TRAGE8ER, C. M. 

7910020061 

CONTRACT 


TRACER, E. A. 

, 7910010539 

40-872B 


TRACER, E, A. 

7910050572 

40-1341 


TRACER, E. A. 

7910030574* 

40-1341 
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TRACER, E. A. 

7910020767 

40-8725 


TRAGER, E. A. 

7910050356# 

40-1341 


TRADER, E. A. 

7910160287 

40-1341 


TRAMMELL, C. 

79I0I 70445# 

50-230 

P 

TRAMMELL. C. M. 

7910040464 

30-344 

F 

TRAVERS. W. D 

7910180599* 

50-320 

P 

TRAVIS, W. H 

7910050142# 

71-9833 


TRAVIS. W. H. 

7910100664 

71-5797 


TRAVIS, W. H. 

7910160044 

71-9833 


TRIEBEL, W. C. 

7910180076# 

CONTRACT 

TRIFUNAC, M. D. 

7910050026 

ACRS 


TRIGIL10, G. J. 

7910100004 

71-6374 


TRIGILIO, G. J. 

7910090017 

71-6374 


TRIMBLE, D. C. 

7910040306 

50-360 

0 

TRIMBLE, D. C, 

7910040520 

71-341 


TRIMBLE. D, C. 

7910040656 

30-368 

a 

TRIMBLE, D. C. 

7910020312 

50-313 

a 

TRIMBLE, D. C. 

7910030632* 

30-313 

a 

TRIMBLE, 0. C. 

7910040634 

50-313 

G 

TRIMBLE, D. C. 

7910030263 

30-313 

0 

TRIMBLE, D. C. 

7910090794# 

50-313 

a 

TRIMBLE, D. C. 

7910220217 

50-368 

B 

TRIMBLE, D. C. 

7910040308 

50-313 

p 

TRIMBLE. D. C. 

7910030406 

30-368 

R 

TRIMBLE. D. C. 

7910040271 

50-313 

R 

TRIMBLE, 0, C. 

7910030412 

30-313 

R 

TRIMBLE, D. C. 

7910110341 

50-313 

P 

TRIMBLE, D. C. 

, 7910110434 

50-360 

P 

TRIMBLE, D. C, 

7910150536 

50-313 

P 

TRIMBLE, D. C. 

7910160326 

50-313 

P 

TRIMBLE, D. C. 

7910150492 

30-313 

S 

TRIMBLE, D. C. 

7910170191 

50-313 

R 

TRIMBLE, D. C. 

7910170229 

30-368 

R 

TRIMBLE, D. C. 

7910530570 

30-313 

J 

TRIMBLE, D, C. 

7910230307 

50-360 

S 

TRIMBLE, D. C. 

7910260163 

50-313 

F 

TRIMBLE, D. C, 

7910310204 

50-313 

P 

TRIMBLE, D. C. 

7910300192 

30-360 

S 

TRIMBLE, D. C. 

7910310320 

50-313 

P 

TRIMBLE, D. C. 

7910310410 

30-360 

B 

TRIPLETT, P. 

7910030762# 

ORG 


TRIPLETT, P. 

7910020817# 

TOPREP 


TRIPP, L. E. 

79I00308I9# 

30-206 

a 

TRIPP, L. E. 

791 0190203# 

30-320 

a 

TRIPP, L, E. 

7910160180# 

30-309 

0 

TRIPP, L. E. 

7910010397# 

30-272 

a 

tripp. l. e. 

7910020445# 

50-220 

0 

TRIPP, L.-E. 

7910290029# 

50-209 

0 

TRIPPLET, M. p. 

7910020790# 

TOPREP 


trombetta, r. 

7910100731 

FOI A 


TROMBETTA, R. 

7910090480 

FOI A 


TROUP, G. L. 

7910170708 

50-269 

8 

TROWBRIDGE, 0. F. 

7910040119 

30-289 

0 

TROWBRIDGE, 0. F. 

79 10 I 20018 

30-289 

G 

TROWBRIDGE, 0. F. 

7909250034 

30-289 

0 

TROWBRIDGE, G. F. 

7910050423 

30-209 

G 

TROWBRIDGE, 0. F. 

7910090056 

50-2B9 

G 

TROWBRIDGE, G. F, 

7910130346 

50-209 

G 

TROWBRIDGE. G. F. 

7910100196 

30-289 

G 

TROWBRIDGE, 0. F. 

7910180213 

30-289 

0 

TROWBRIDGE, 0. F. 

7910190176 

30-320 

G 

TROWBRIDGE, G. F. 

79101 60080 

30-2B9 

0 

TROWBRIDGE, G. F. 

7910160091 

30-289 

G 

TROWBRIDGE, G. F. 

7910160059 

30-289 

G 

TROWBRIDGE, 0. F, 

7910160067 

50-289 

G 

TROWBRIDGE, 0. F. 

79101B01U 

30-289 

0 

TROWBRIDGE, 0. F, 

7910160074 

50-289 

0 

TROWBRIDGE, 0. F. 

7910180284 

30-209 

0 

TROWBRIDGE, G. F. 

7910160080 

30-289 

G 

TROWBRIDGE, G. F. 

7910160083 

50-289 

0 

TROWBRIDGE. 0, F. 

7910160129 

30-209 

0 

TROWBRIDGE, 0. F. 

7910220240 

30-2B9 

G 

TROWBRIDGE, G. F. 

7910180020 

30-321 

G 

TROWBRIDGE. 0. F. 

7910190070 

30-400 

G 

TROWBRIDGE, T. R. 

7910040638# 

50-309 

H 

TROWBRIDGE. G. F. 

79101B0028 

80-321 

0 

TROWBRIDGE, G, F. 

7910040119 

30-209 

0 

TROWBRIDGE, 0. F. 

7910120018 

00-209 

0 

TROWBRIDGE, 0. F. 

7910050422 

30-209 

G 

TROWBRIDGE, G, F. 

7910090036 

50-289 

0 

TROWBRIDGE, a. F. 

7910150246 

30-289 

G 

TROWBRIDGE, G, F. 

7910180196 

50-209 

0 

TROWBRIDGE, O F. 

7910180213 

50-289 

G 

TROWBRIDOE, 0. F. 

7910160088 

30-289 

G 

TROWBRIDOE. 0. F, , 

7910160091 

30-289 

G 


PERSONAL AUTHOR INDEX 
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ACCESSION SUBJECT 


AUTHOR 

number 

CATEGORY 

TROWBRIDGE, G. F. 

7910160059 

50-289 

G 

TROWBRIDGE, 0. F. 

791 01 £0067 

50-289 

G 

TROWBRIDGE, G. F. 

79101801 1 1 

50-289 

G 

TROWBRIDGE, G F. 

7910160074 

50-289 

G 

TROWBRIDGE, G. F. 

7910100204 

50-289 

G 

TROWBRIDGE, 0. F 

79101 600B0 

50-289 

G 

TROWBRIDGE, 0. F. 

791Q16Q0B5 

50-289 

0 

TROWBRIDGE, 0. F. 

7910160129 

50-289 

0 

TRUDEAU, L. 

7910010739 

30-367 

0 

TUFFIN, W. D. 

79101 10439» 

40-672 


TUMBLE, D. C. 

7910030449 

50-368 

8 

TUR I , G. F. 

7910040250 

50-250 

P 

TURNER, E, A. 

7910050509* 

50-49B 

G 

TURNER, E. A. 

7910190413 

50-498 

S 

TURNER, E. A. 

7910090145 

50-498 

G 

TURNER, E. A. 

7910250342* 

50-490 

G 

TURNER, E. A. 

7910150254 

30-498 

A 

TURNER, E. A. 

7910160455 

50-498 

S 

TURNER, E. A. 

7910230104 

50-498 

K 

TURNER, E. A. 

7910230256* 

50-498 

K 

TYLER. P, E. 

7910190450 

50-170 

J 

TYLER, P. E. 

7910100431 

50-170 

P 

TYLER, P. E. 

7910260300 

40-6837 


UDALL, H. K. 

7910310149 

50-522 

U 

UHR IQ, R. E. 

7910030214 

50-309 

0 

, UHR 1 0 1 R. E. 

7910010217 

50-250 

H 

UHRIG, R. E. 

7910010533 

30-335 

Q 

UHR 10, R. E, 

7910090109 

50-250 

G 

UHRIG, R. E. 

7910010540 

50-250 

G 

UHRIG, R. E. 

7910010544 

50-335 

G 

UHRIG, R. E. 

7910030202 

PR 


UHR 10, R. E, 

7910020064 

50-335 

0 

UHRIG, R, E 

7910040639 

50-250 

a 

UHRIG, R. E. 

7910040571 

50-309 

a 

UHRIG, R. E. 

7910040617 

50-333 

G 

UHRIG, R. E. 

7910260407 

50-250 

Q 

UHR 10, R. E. 

7910030047 

50-335 

Q 

UHRIG, R. E. 

7910110009 

50-230 

a 

UHR 10, R. E. 

7910050072 

50-250 

p 

UHRIG, R. E. 

7910050236 

50-333 

Q 

UHRIG, R. E. 

7910050280 

50-335 

a 

UHRIG, R. E. 

7910100043 

50-333 

G 

UHRIO.fi. E. 

7910090669 

50-250 

Q 

UHRIG, R. E. 

7910020377 

50-250 

F 

UHRIOiR.E. 

7910230203 

30-250 

0 

UHRIG, R. E. 

7910230209 

50-335 

a 

UHR 10, R. E. 

7910290090 

REOGO 


UHRIG, R. E. 

7910100048 

50-250 

a 

UHRIG, R. E. 

7910090343 

50-230 

p 

UHRIG, R. E. 

7910100095 

50-335 

F 

UHRIG, R. E. 

7910100254 

50-250 

P 

UHRIG, R. E. 

7910120242 

30-333 

P 

UHRIG, R. E. 

7910250374 

30-309 

8 

UHRIG, R. E. 

7910120164 

30-230 

a 

UHRIG, R. E. 

7910120260 

30-335 

G 

UHRIG, R. E. 

7910130531 

50-250 

F 

UHRIG, R. E. 

7710170174 

50-250 

p 

UHRIG, R. E. 

7910220235 

50-250 

p 

UHRIG, R. E. 

7910250373 

30-230 

p 

UHR 10, R. E. 

7910230433 

50-335 

p 

UHRIG, R. E. 

7910310234 

50-333 

J 

UHRIG. R. E. 

7910310304 

50-250 

J 

ULLRICH, W. T. 

7910090703 

50-278 

8 

ULLRICH, W. T. 

7910090700 

50-277 

B 

ULLRICH, W. T. 

7910130403 

50-270 

B 

ULLRICH, W. T. 

7910150478 

30-278 

S 

ULMAN, (1. D. 

7910050787* 

30-344 

0 

ULMAN, M. B, 

7910220182 

70-1308 


ULMAN, M. B. 

7910230234 

70-1308 


USHINO, T. 

7910160370* 

XPORTLIC 


U8HIN0, T. 

7910160377 

XPDRTLIC 


UTLEY, E. E. 

7910010096* 

30-324 

p 

UTLEY, E. E. 

7910090259 

PR 


UTLEY, E. E. 

7910170063 

PR 


UTLEY, E. E. 

7910290408 

50-261 

p 

UTLEY, E.E. 

7910010289 

50-324 

p 

UTLEY, E. E, 

7910030267 

50-261 

p 

UTLEY, E. E. 

7910020382 

30-261 

F 

UTLEY, E. E. 

7910040220 

30-261 

P 

UTLEY, E, E. 

7910030287 

30-261 

P 

UTLEY, E. E. 

7910100163 

50-261 

P 

UTLEY, E, E, 

7910110350 

30-324 

a 

UTLEY, E. E. 

7910110371 

50r-Z61 

Q 

UTLEY, E. E. 

7910100223 

56-261 

a 

UTLEY, E.E. 

7910120224 

50-324 

p 


ACCESSION SUBJECT 


AUTH8R 

NUMBER 

CATEGORY 

UTLEY, E. E. 

7910120226 

50-324 

P 

UTLEY, E. E. 

7910100477 

50-324 

F 

UTLEY, E. E. 

7910220317 

50-324 

F 

UTLEY, E. E. 

7910230517 

50-261 

P 

UTLEY, E. E. 

7910230342 

50-324 

P 

UTLEY, E. E. 

7910250420 

50-324 

P 

UTLEY, E. E. 

7910250377 

50-324 

P 

UTLEY, E. E. 

7910300259 

50-324 

P 

UTLEY. E. E. 

7910300191 

50-261 

P 

VAGEL, T. N. 

7910120231* 

50-263 

0 

VAKERICB, T. V. 
VAKERICS, T. V. 
VALLISH, E. J. 

7910110001 

7910100073 

7910010705* 

FQ1 A 

FOI A 
50-280 

0 

VALLIGH, E. J. 

79101E0059* 

50-321 

a 

VALLISH, E. J. 

7910250061* 

50-335 

a 

VALOR E, C. 

7910030038 

50-272 

G 

VALORE, C. 

7910090243 

50-437 

0 

VALORg.C. 

7910090030 

50-272 

0 

VALORE, C. 

79100 50 03B 

50-272 

G 

VALORE, C. 

791009003B . 

50-272 

G 

VAN BRUNT, E. E. 

7910030365 

50-528 

a 

VAN BRUNT, E. E. 

7910040335* 

50-528 

G 

VAN BRUNT. E. E. 

7910020597 

50-520 

G 

VAN BRUNT, E.E. 

VAN BRUNT, E. E. 

7910180560 

7910010222 

REGOO 

30-528 

A 

VAN BRUNT, E. E. 

7910050314 

50-528 

F 

VAN BRUNT, e. e. 

7910050362 

50-528 

K 

VAN BRUNT, E. E. 

7910120189 

50-520 

D 

VAN BRUNT, E. E. 

7910160461 

50-520 

A 

VAN BRUNT, E.E. 

7910220334 

50-520 

A 

VAN BRUNT, E.E. 

7910230532 

50-528 

A 

VAN BDPRN, P. K. 

7910290231* 

50-438 

a 

VAN DO0RN, P. K. 

7910290141* 

50-416 

a 

VAN NESS, S. C. 

7910220424 

50-363 

G 

VAN R00YEN, D. 

VAN SLYKE, 0. 

7910170407 

7910110246 

RES 

50-466 

G 

VAN BICKEL, J. 

7910030471* 

30-331 

8 

VAN SICKEL, J. 

7910090411* 

30-331 

S 

VAN SICKEL, J. 

7910150571* 

30-331 

s 

VAN SICKEL, J. 

7910150391* 

50-331 

8 

VAN SICKEL. J. 

7910190401* 

50-331 

R 

VAN SICKEL, J. 

7910300206* 

50-331 

B 

VAN SICKEL, J. 

7910300217* 

30-331 

S 

VAN ULLEN, J. m. 

VAN WINKLE, W. 

VANDENBURGH, d. e 

7910170392 

7910310004 

7910030282 

PR 

RES 

30-309 

P 

VANDENDURGH, D. E 

7910040255 

30-309 

P 

VANDENBURGH. D. E 

7910110342 

50-309 

Q 

vandenburor.d. e 

7910110442 

30-271 

P 

VANDENBURGH, D. E 

7910110319 

50-271 

P 

VANDENBURCH. d. e 
VANDENBURGH, D. 

7910040033 

7910100116 

PR 

50-29 

P 

VANDERBURGH, D. E 

7910050277 

50-29 

P 

VANDENBURGH, D. E 

7910110426 

50-29 

P 

VANDEL, T. E. 

7910030646* 

50-329 

a 

VANNAN, K. V. 
VARANINI, E. E. 
VARELA. A. A. 

7910310222 

7910050498* 

7910020002* 

PR 

PROJ 

30-363 

a 

VARELA, A. 

7910090717* 

50-352 

0 

VARELA, A. A. 

7910290050* 

50-423 

G 

VARGA, B, A. 

7910120304* 

50-369 

G 

VARGA, S. A. 

VARGA, 0. A. 

7909200512 

7910120294 

TOPREP 

50-369 

G 

VARGA, B. A. 

7910190447 

50-471 

G 

VARGA, 8. A. 

7910100408 

50-482 

H 

VARGA, S, A. 

7910100416 

50-4B2 

H 

VARGA, 8. A. 

7910100525 

50-482 

H 

VARGA, 8. A. 

7910020647 

50-482 

H 

VARGA. B. A. 

7910020657 

50-482 

H 

VARGA, 8. A. 

7910220022 

50-402 

H 

VARGA, 8. A. 

7910300034 

30-341 

A 

VARGA, 8, A. 

7910220477 

50-267 

P 

VARGA, S. A. 

7910230050 

30-350 

A 

VARGA, 8. A. 

7910230703 

50-267 

a 

VARGA, 8. A. 

7910240231 

30-332 

A 

VARGA, 8. A. 

7910230086 

50-367 

A 

VARGA, S. A. 

7910230112 

30-410 

A 

VARGA, 8. A. 

7910230131 

50-322 

A 

VARGA, 8. A. 

7910230701 

50-373 

A 

VARGA, 8. A. 

7910290089 

30-332 

H 

VARGA, 8. A. 

7910300532 

50-397 

A 

VARGA, 8. A. 

791 024001B 

30-387 

A 

VARGO, Q. J, 
VA8BALL0, D. B. . 

7910290150 

7910020639 

REGOD 

50-443 

H 

VASBALLO, P. B, 

7910020643 

30-443 

H 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

VASSALLO, D, B. 

7910020646 

50-443 

H 

VAS3ALL0, D. U . 

7910030087 

50-368 

S 

VASSALLO, D. B. 

7910030093* 

50-368 

s 

VASSALLO, D. B. 

79101 00082 

50-368 

p 

VASSALLO, D. B. 

7910100084* 

50-368 

p 

VASSALLO, D. B. 

7910100513 

50-443 

H 

VASSALLO, D. B. 

7910150136* 

50-318 

A 

VASSALLO, D. B . 

7910150140* 

50-5* B 

A 

VASSALLO. D. B. 

7910150143* 

50-518 

A 

VASSALLO, D. B 

79101 50146* 

50-318 

A 

VASSALLO. D, B. 

7910050006 

50-330 

P 

VASSALLO, 0 B. 

7910100040 

50-4 S9 

A 

VASSALLO, 0. B. 

7910230362 

50-27 3 

H 

VAUGHAN, W. M. 
VAUGHAN, C. M 

VEATCH, R. I. 
VELASQUEZ, J. R. 
VELEHRADSKY, J. E 

7910220469 

7910040089 

7910310439 

7910110473 

7910050567* 

50-406 

PR 

REOOD 

40-8731 

PROJ 

G 

VERDERDER, J. J. 

7910120127 

50-397 

K 

VERDERY, E. H. 

7910050310* 

50-2 6 9 

0 

VERRELLI , D. M. 

7910010481 

50-32 t 

P 

VERRELH, D. ft 

7910090601 

50-32 1 

P 

VERRELLI, D. M. 

7910230316 

50-277 

P 

VERROCHI, W. A, 

7910160303* 

50-320 

I 

VERRGCHI , W, A. 

7910160300* 

50-320 

I 

VERRY, E. 

VILLALVA. I. 

7910220080 

79 10230 143 

50-409 

TOPREP 

0 

VILLFORTH, J. C. 
VINCELETTE.M. D. 
VINJAMUfi i , K. 

VINKLER. J. F. 
VINKLER, J. F. 

7910230401 

7910260190 

7910030063 

7910040619* 

7910040613* 

WASTE MOT 
40-06 B1 
NUREQ 

GA999 

QAV99 

VIBSING, a. 

7910020752 

30-31 3 

p 

VI 60 1 NO, 0. 

7910180169 

50-310 

p 

VIBSING, G.S. 

7910030856 

50-368 

P 

VI SSI NO, 0. S. 
VDGEL.R- J. 

7910040076 

7910260001 

50-346 

71-349 

p 

VOGEL, T. N. 

7910230674* 

50-2613 

Q 

VOIGT, H. H. 

7910050612 

S0-34I 

G 

VOIGT, H. H. 

7910050347 

50-2955 

H 

VOIGT, H. H. 

7910190175 

50-295 

0 

VOIGT, H. H. 

7910250316 

50-4 93 

9 

VOIGT, H. H. 

7910050612 

50-341 

G 

VQIGT, H. H. 

VOIGT. A F. 

7910250316 

7910050473 

50-403 

71-9001 

a 

V0LLEN, R. J. 

7910240678 

50-367 

G 

V0LLEN, R. J. 

7910240684* 

50-367 

G 

VOLLMER, R, H. 

7910170342 

50-320 

P 

V0LLMER, R. H. 

7910190475 

50-320 

P 

VOLLMER, R.H. 

7910170362 

50-320 

0 

VOLLMER, R. H. 

7910170397 

50-320 

H 

VOLLMER, R. H. 

7910170276 

50-320 

P 

VOLLMER, R. H. 

7910220094 

30-10 

H 

VOLLMER. R. H, 

7910250375 

50-10 

H 

VOLLMER, R.H. 

7910250389 

30-10 

H 

VDLLMER, R. H, 

7910250410 

50-10 

H 

VOLLMER, R. H. 

7910230416 

50-10 

H 

VOLLMER, R. H. 

7910300417 

50-10 

P 

VOLLMER, R. H. 

7910230030 

50-299 

1 

VOLLMER, R. H. 

7910240291 

50-320 

0 

VOLLMER, R. H 

7910240305 

50-320 

II 

VOLLMER. R.H. 

7910240313 

50-320 

G 

VOLLMER, R.H. 

7910250354 

50-2 B9 

P 

VOLLMER, R. H. 

7910180520 

50-320 

H 

VOLLMER, R. H. 

7910170735 

30-289 

P 

VOLLMER, R, H. 

VQLPE, R. A, 

7910300393 

7910290000* 

S0-2B9 
40-872 6 

P 

VORDERBRUEOGEN, 

7910030671* 

50-397 

a 

VDRELA, A. A. 

7910220170* 

50-352 

o 

VOSDRUGH, R. 0. 

7910160478* 

50-312 

p 

VOSBURGH, R. 0. 

7910010520 

50-320 

p 

wachter.l. j. 

7910090624 

50-263 

0 

WACHTER, L. J. 

7910030519 

30-263 

a 

WACHTER.L- J. 

7910050624 

30-2 02 

a 

WACHTER, L. J. 

7910020212 

50-28* 

a 

WACHTER, L. J. 

7910030338* 

50-282, 

a 

WACHTER.L. J. 

7910030578 

50-282 

0 

WACHTER.L. J. 

7910050127 

50-282 

p 

WACHTER, L. J 

79101 10050 

50-263 

0 

WACHTER.L. J. 

7910050279 

50-283 

p 

WACHTER, Lj J. 

791009078B 

50-202 

0 

WACHTER, L. J. 

7910090790 

50-263 

0 

WACHTER, L. J. 

7910090662 

50-202 

Q 

WACHTER, L. J. 

79101 5069S 

50-263 

a 

WACHTER, L. J. 

7910190131 

50-28 2 

0 
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AUTHOR 


WACHTER.L. J. 
WACHTER-L. J. 
WACHTER.L. J. 

WACHTER. L. J. 

WADE < 8. E. 

UADHAWN, D P. 
UAFFDRD. M. l. 
WAGNER, A 0. 
WACNEfl. A. G 
walbridoe.w. C. 

WALDINGER, J. 
WALKER. R.B. 
WALKER. R. S. 
WALKER. R D. 
WALKER. H- D. 

WALLACE. A, 
WALLACE. A. 
WALLACE. J. J. 
WALSH. E. 
WALTERS. D. K. 

WALTERS. D K. 
WALTON. G. 
WAMBACH, t. V. 
WAMBACH, T. V. 
UAHBACH. T. V. 

WAMBACH. T. V. 
WAMBLE. R. 0. 

wanat. s. w. 

WANAT. S. W. 
WANDKE, N. E. 

WANDKE. N. E. 
WANDKE. N. E. 
WANDKE. N. E. 
WANDKE. N.E. 
WANG. C. H. 

WANG. C. H. 

WANG. A. 

WANNINGER. A. J. 
WANNINGER, A. 
WANNINGER. A- 

WANNINOER. A. 
WANNINGER. A- 
WARD. J. E. 

WARD, C. E. 

WARD. E. C. 

WARD, K. D. 

WARD. K. D. 
UARD.K. D. 
WARD.K, D. 
WAREMBDURQ, D. 

WAREMBOURG. D. 
WAREMBOURG. D. 
WAREMBOURG, D. 
WAREMBOURG. D. 
WAREMBOURG. p. 

WAREMBOURG. D. 
WAREMBOURG. D. 
WAREMBOURG. D. 
WAREMBOURG, D. 
WAREMBOURG. D. 

WAREMBOURG. B 
WAREMBOURG. D. 
WAREMBOURG, D. 
WAREMBOURG, D, 
WAREMBOURG, D. 

WARNER, B. 
WARNER, J. W- 
WARNICK, R- F. 
WARNICK, R. F. 
WARNICK, R. F. 

WARNICK, R. F. 
WARNICK, R. F. 
WARNICK. R. F. 
WARREN. M. 
WARREN, M. 

WATANABE.W 
WATCHER. L. G. 
WATERMAN, M. I 
WATSON. L. E- 
WATSON, L. E. 

WATT, J. J. 
WATT, J. J. 
WATTENBARGE, 
WEAVER. D. D. 
WEBB.C. W. 


PERSONAL AUTHOR INDEX 


w. 

w. 


w. 


J. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

791022O35B 

7910240163 

7910240724 

7910220375 

7910170150* 

50-282 Q 

50-263 0 

50-202 P 

50-282 0 

TDPREP 

weoer.p.R. 

WEBER. 0. 

WEBER, 5 

WEBSTER, E. H. 
WEBSTER. T. 

7910310024 

79 1Q12024B* 
791018055B* 
7910250411* 
7910190344 

XPORTLIC 

50-261 R 

50-348 0 

50-339 0 

50-312 G 

WEBSTER. E.H, 
WECHSLER. M. S. 
WEEKS. E. D. 

WEEKS, J R 

WEEKS, J R 

7909210150* 

7910240120* 

7910170192 

7910240339* 

7910230036* 

COMMISSION 

50-320 U 

50-320 P 

50-263 0 

50-373 0 

WEI. 6. 

WEIDNER. L. J. 
WEIGAND. J. 0. 
WEIGAND. J G. 
WEIGAND. J- G. 

7910220498 

7910100043 

7910150523* 

791022006B 

7910020202* 

NUREO 

NUREO 

50-305 R 
70-130B 

90-390 0 

WEINBERG. A. M. 
WEISS, E. R. 

WEISS, E. R. 

WEISS, E. R- 
WEISS, E. R. 

7910010174* 

7910190205* 

7910160363* 

7910030097* 

7910040173* 

50-413 a 

50-320 0 

30-10 P 

50-219 P 

50-29 P 

WEISS, E. R. 

WEISS. E. R. 

WEISS, E. R. 

WEISS, E. R. 

WEISS, E. R 

7910310095* 

7910100509 

7910290339 

7910290346* 

7910020457 

50-206 P 
71-178 

27-39 

27-39 

50-295 S 

WEISS, E. R. 

WEISS. E. R- 
WEISS, E. R. 

WEI5S, D. 

WEISS. D. 

7910040267 

7910150576 

7910130565 

7910190320 

7910230404 

50-295 R 
50-295 S 
50-293 S 
50-295 S 
30-106 P 

WEISS, D. 

WEISZ, 0. 

WELSH. L. 

WENNER, S. 

WENNER, 6. 

7910100438 
7910160309 
79102501 5B 
7910260429 
7910290037 

30-243 P 
50-206 P 

REGGD 

REOGD 

REGGD 

WEN6L0W5KI. F. A. 
WERLING. J- A. 
WEALING, J. A. 
WERLING, J. A. 
WERLING, J. A. 

7910310110 

7910310213 

7910110147 

7910020769 

7910030132 

REGGD 

REGGD 

PR 

71-49 

50-202 R 

WERLINB. J. A. 
WERLINQ, J. A. 
WERLINO, J. A. 
WERLING. J. A. 
WESCOTT , H. M. 

7910170031* 

791009028B* 

7910160210* 

7910160240* 

7910190033 

50-440 0 
50-202 G 
50-254 0 
50-373 0 

PR 

WE9C0TT, H. M. 
WEST, R. 

WEST, L. D. 

WEST, L. D 

WE9TDY. K. 

7910020430 

79100204B3 

7910030497 

7910050541 

7910100340 

50-267 A 
50-267 P 
50-267 S 
50-267 F 
50-267 R 

WE6TERMAN. t. f. 
WE6TERMAN, T, F. 
WESTERMAN, T. F. 
WESTERMAN. T. F. 
WESTERMAN, T. F. 

7910160409 

7910180291 

7910240539 

7910230432 

7910230499 

50-267 S 
30-267 P 
30-267 F 
30-267 R 
30-267 R 

WESTERMAN, T. F. 
WESTERMAN. T. F, 
WESTON. B. J. 
WETHY, C. M. 

WETHY, C. M. 

7910230434 

7910230467 

7910230476 

7910310277 

7910310318 

50-267 9 
50-267 S 
50-267 S 
30-267 P 
50-267 S 

WETHY, C.M 
WETMDRE. J. 6. 
WETTERHAHN, M. J. 
WETTERHAHN. M. J. 
WETTERHAHN, M. J. 


7910020131 
7910190002 
7910030965* 
79 1001 0735* 
7910020735* 

7910170051 

7910170513 

7910120315* 

7910250516 * 

7910250478* 

7910120362 

7910090265 

7910300212 

7910030144* 

7910010614 

7910090491 

7910100645 

7910220486 

7910220444 

7910190365 


50-337 

50-338 

50-346 

50-202 

30-305 

50-206 

50-202 

50-202 

QA999 

OA999 


XPORTLIC 
50-263 0 

RES 

50-307 D 
30-307 G 


30-329 A 
GEN TEC IS 
XPORTLIC 
50-466 G 
50-77 U 


WETTERHAHN, M. J. 
WETTERHAHN. M. J. 
WETTERHAHN, M. J. 
WETTERHAHN. M. J. 
WETTERHAHN, M. J. 

WETTERHAHN, M. J- 
WETTERHAHN, M. J. 
WETTERHAHN. M. J. 
WETTERHAHN. M, J. 
WETTERHAHN, M. U. 

WETTERHAHN. M. J. 
WETTERHAHN, M. J. 
WETTERHAHN, M. J. 
WETTERHAHN. M. J. 
WETTERHAHN, M. J. 

WETTERHAHN, M. J. 
WETTERHAHN, M. J. 
WHARTON, R.J. 
UHI8LER, R.C. 
WHITAKER, M. D. 


ACCESSION 

NUMBER 


7910090101* 

7910300154 

7910100420* 

7910040200* 

7910170540 

7910030668* 

7910100031 

7910100250 

7910150637* 

7910170560* 

7910030101 

7910230452 

7910240020 

7910240130 

7910300239 

7910310362* 

7910100121 

7910IB0221 

7910100300* 

7910090270 

7910030073 

7910030090 

7910100719 

7910180121 

7910100221 

7910220475 
7910310438 
79101 B0308* 
7910230037 
7910260337 

7910250400 

7910090294 

7910260066 

7910090235 

7910050781 

7910100519 

7910030490 

7910030496* 

7910170200 

7910170212* 

7910230403 

79102304B6* 

7910230364 

7910230372* 

7910050430* 

7910310127* 

7910100050 

7910190006* 

7910190077* 

7910310120* 

7910090768* 

7910160229* 

7910250473* 

7910290049* 

7910250027 

7910290065* 

7910090772* 

7910090524 

7910150493 

7910150300 

7910150559 

7910230300 

7910050697 

7910090274 

7910030014 

7910050391 
79101 10241 
7910230694 
7910050771 
7910120024 

7910120027 

7910160109 

7910150627 

7910120024 

7910120027 

7910130627 

7910030220 

7910050014 

7910050391 

7910110241 

7910230694 

7910160109 

7910030760 

7910220453 

7910290096 


SUBJECT 

category 


50-322 

0 

30-546 

G 

50-396 

0 

50-330 

a 

30-338 

S 

50-62 

ACR9 

a 

30-133 

R 

30-409 

0 

50-407 

NUREG 

G 

WASTE MQT 

50-450 

G 

50-438 

S 

30-43B 

A 

COMM 180 ION 

SO-3 

0 

50-2B9 

G 

80-209 

G 

50-209 

PR 

PR 

FOIA 

0 

50-3 

G 

50-209 

G 

50-209 

G 

50-209 

G 

30-209 

70- 364 

71- 6375 

70-27 

PR 

D 

XPORTLIC 

50-596 

G 

30-396 

» 

50-142 

0 

30-334 

0 

50-334 

3 

50-334 

0 

30-334 

n 

30-334 

0 

30-334 

S 

30-334 

r> 

30-334 

s 

50-461 

a 

90-403 

PR 

QA999 

OA999 

a 


50-346 0 

50-313 0 

30-290 0 

30-283 0 

90-443 0 

50-267 B 

90-205 Q 
30-283 « 

50-350 A 
50-333 8 

50-335 8 

90-333 0 

50-409 P 
90-272 0 

50-272 P 
50-272 0 

80-272 0 

90-272 0 

30-272 G 
30-272 0 

30-350 0 

30-338 0 

30-393 0 

50-390 0 

. 30-330 Q 
30-338 Q 

30-358 0 

90-910 T 
30-272 0 

30-272 0 

90-272 0 

30-272 0 

30-399 0 

90-361 0 

50-209 H 
REQOD 


AUTHOR 


ACCESSION SUBJECT 

NUMBER CATEGORY 


WHITE, U. 
WHITE. >1. P 
WHITE. W. H 
WHITE. W. H. 
WHITE. J. G, 


7910310120* 

7910260199 

7910030623* 

7910030636* 

7910230296 


30-346 0 
PR 

30-344 0 
30-344 0 
REGOO 


WHITE, C. E 
WHITEMAN. 3 L. 
WHIT Is HOUSE, J R. 
WHITE. J. <>• 
WHITE. J. 0. 


7910250216* 
7910030311* 
7910100173 
7910020370* 
79101 10193 


0A999 
FOt A 

30-367 A 
30-466 0 
PR 


WHITE. L 0 
WHITE. 1 »■ 
WHITE, I-. 0. 
WHITE.L D 
WHITE. L. 0. 


7910030990 
7910130063* 
7910010500 
79100301164 
79101 70011 1 


30-244 Q 
30-244 0 
50-244 Q 
50-244 Q 
30-244 Q 


WHITE. L. I) 
WHITE,!- » 
WHITE. I- 0. 
WHITE. 1.. » 
WHITE. I ■ I> 


7910300301 
7910030490 
7910040312 
79 1 0030400 
7910050244 


50-244 0 
50-244 P 
90-244 P 
90-244 F 
50-244 P 


WHITE. !•• «. 
WHITE, L. I> 
WHITE. 1. I). 
WHITE. I. 0 
WHITE- 1. D. 


7910220309 

7910820351 

7910340370 

7910820347 

7910310276 


50-244 P 
90-244 P 
30-244 P 
50-244 9 
30-244 F 


WHITE. I. 0 
WHITE. J R 
WHITE HELL, 1). E 
Will TEflEI.I. i 8 Is. 
WIIITE0ELI.. D. IE 


7910310437 50-244 P 

79 l 0890099* 00-272 0 

7910040361* 0A999 

7910170084* QA999 

7910170046* 0A999 


WIUTEIU'.I.I., l>. E 
WHI TEI.ELL, I) E. 
Will TEflEI.I. • I) I' 

WHITE HELL. I). 1 
WHITEtml.. I> E 


7910030329* 0A999 
79101(10609* 0A979 
7910190060* 0A999 
79 1 0890467 * 0A999 
7910890369* 0A999 


Wl 1 1 TEfHT .1., l> E. 
WHITMAN, 0. 0 
WHITNEY. 0. 0 
WHITNEY, 0 « 
WIUTNEV, 0 0 


79101603011 « 0A999 

7910030107 NUREO 

79101903311* 30-293 8 

7910190491* 30-293 5 

7910260806* 30-293 8 


WIHTTI'-N, (t 0 
WHITTLE, II 0 
WHI Tl • R 
WIDNEIl. W. A 
WHINER. W A 


7910830049 NUREO 

7910090939* PltO.J 

7910890093* 30-243 Q 

791011)04/3" 30-321 Q 

7910030113 30-321 0 


WlllNER. W. A. 
WIDNIsR.H 6 

WHINER. W A 
WIDNEIl. W A 
WHINER. W A. 


79100110617 1)0-321 a 

79100901 1 l 50-321 0 

7910090803 90-321 0 

79100903911 90-321 0 

79101110936" 00-321 0 


WUsllEMANN.il A 
W I GO I NIL E J 
WtGOlNH.i; J. 

wi oo I no. c 

uiGomo. is 


7910110311) TOPHEP 

7910100699 CONTRACT 

7910840708 CONTRACT 

7910010333 CONTRACT 

79 1 <102001)11 CONTRACT 


WI001NU, E J ■ 
W 1 00 INI), E 3 
UHiQINIi. E 
W 1 00 1 NO. E 
WIQOINfi. E .1 


79100907(11 CONTRACT 

7910190189 CONTRACT 

7910180116 CONTRACT 

7910180847 CONTRACT 

7910890370 CONTRACT 


W100 INI), I; 
WHICH HIM: J 
WI001NUIN. 1). 
WIOOIMTON. 0 
Wl 06 INTOM, I). 

UICOtmllH. I> L 

WIOOTNTON. I) 

W 100 IN TON, l). 
WIGOINTON, I). 
WIMIOIIN. I,. 

WlEliUll. I, C. 

WILCOX. J. D 

WILDE. E E. 
WILDE, R . M. 
WILKE, 8 


Wll.K INUON, 1>, 
WILLIAMS. L. 0. 
WILLIAM'.), L, A. 
WILLIAMS, H K. 
Wll.LIAHfl, M. A. 


WILL 10, fi. 
WILLIAM, J A 
WULIAMIJ.CC. 
WILL I AMD, 0, C 
WILLIAMS. C. C. 


7910190186 

7910840706 

7910010674 

7910010484 

7910030.188 

79 1 OHIO mo 
7910860076 
79 10260 136 
7910390193 
79 10 1 80030* 

7910020406 
79101110493* 
7910090997 
7910880306* 
79 1 01 90340* 

7910010323 

7910300068 

7910300306 

7910030278 

7910090349 

7910180840* 

7910280373 

7910030679* 

7910090906* 

7910240167* 


CONTRACT 
CONTRACT 
30-315 P 
90-319 P 
90-334 P 

30-334 P 
30-334 (1 

50-200 P 
30-334 P 
40-6682 

50-134 t 
30-230 a 
90-443 G 
90-922 0 

90-320 0 

NUREO 

0R9 

80-406 J 
40-8747 
90-437 U 

30-324 R 
NUREO 
90-946 3 

90-946 0 

90-373 a 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WILLIAMS) C. C. 

79 1 02403 1 5« 

50-546 

G 

WILLIAMS. C. C. 

7910160332* 

30-546 

G 

UILLSEY, W. B. 

7910030353 

50-277 

fl 

WILLSEY, W. B. 

7910360307 

30-277 

R 

WILSON, J. H. 

7910120335* 

30-324 

P 

WILSON, J. W. 

7910390366 

50-160 

J 

WILSON, W. E. 

7910030193 

71-9034 


WILSON, W. E 

7910190456 

50-27 

F 

WILSON, C. 

79102301 1 1 

50-466 

G 

WILSON, D. J. 

7910220572* 

XPGRTLIC 


WILSON, D. J. 

7910260033 

XPORTLIC 


WILSON, B. D. 

7910310050 

XPORTLIC 


WILSON. B. D. 

7910010302 

XPORTLIC 


WILSON, B. 0. 

7910020013 

XPORTLIC 


WILSON, B. 

7910040354 

XPORTLIC 


WILSON, B. D. 

7910340503 

XPDRTHC 


WILSON. B. D. 

7910230133 

XPORTLIC 


WILSON, B. D. 

7910260037 

XPORTLIC 


WILSON, B. D. 

7910010321 

50-392 

A 

WILSON, B. D. 

7910110095 

XPORTLIC 


WILSON-ZALKO, L. 

791 Q030B 1 1 

50-356 

0 

WILSON, R. P. 

7910240721 

70-2623 


WIOT, E. R. 

7910230189 

WASTE MOT 

WITHERS, B. D. 

7910030591* 

50-344 

G 

WITHERS, B. D. 

7910030595* 

50-344 

G 

WITHERS, B. D. 

7910030603* 

50-344 

G 

WITTE, M. A. 

7910240647 

71-34 


WIZNER, 0. 0. 

7910090476" 

50-313 

S 

WIZNER, D, 0. 

7910230260* 

30-315 

8 

WIZNER, D. 0. 

7910310407* 

30-316 

S 

WOHL, M. L. 

7910150639* 

50-409 

0 

WDHLSEN, A. B. 

7910240464 

30-320 

II 

WOLF, J. F. 

7910090185 

50-399 

G 

WOLF, J. F. 

7910030527 

30-399 

G 

WOLF, J. F. 

7910030757 

50-399 

0 

WOLF, J. F. 

7910030623 

50-295 

G 

WOLF, J. F. 

7910090234 

50-295 

0 

WOLF, J. F. 

7910010463 

30-399 

T 

WOLF, J. F. 

7910190107 

30-295 

Q 

WOLF, J. F. 

7910260260 

50-399 

Q 

WOLFE, D. E. 

7910040379 

PR 


WOLFE, S. J. 

7910050632 

50-556 

0 

WOLFE, S. J. 

7910030633 

50-437 

0 

WOLFE, S. J. 

7910030203 

30-466 

G 

WOLFE. S. J. 

791003000B 

50-466 

Q 

WOLFE, S. J. 

7910030724 

50-466 

G 

WOLFE, 8. J. 

7910030602 

30-466 

G 

WOLFE, S. J. 

7910050669 

50-336 

0 

WOLFE, S. J. 

7910190317 

30-437 

0 

WOLFE, S. J. 

7910030638 

50-437 

0 

WOLFE, S. J. 

7910170577 

30-302 

G 

WOLFE, S. J 

7910090213 

30-466 

0 

WOLFE, 5. J. 

7910030736 

50-336 

G 

WOLFE, S. J. 

7910190314 

30-536 

0 

WOLFE, S. J. 

7910090134 

50-466 

G 

WOLFE, S. J. 

7910220211 

50-466 

G 

WOLFE, S, J. 

7910170607 

30-466 

G 

WOLFE, 0. J. 

7910190095 

50-466 

G 

WOLFE, S. J. 

7910180433 

50-466 

G 

WOLFE. S. J. 

7910220446 

50-466 

0 

WOLFE, S. J. 

7910260124 

50-466 

T 

WOLFE, S. J. 

7910260099 

30-466 

T 

WOLFE, S. J. 

7910260131 

30-466 

T 

WOLFE, S. J. 

7910260093 

50-466 

T 

WOLFE, S. J. 

7910260105 

50-466 

T 

WOLFE, a. J. 

7910170193 

FOIA 


WOLFF, T. A. 

7910230133 

WASTE MOT 

WOLFF, T. A. 

7910250631 

PROJ 


WQLIVER, J. 

7910050743 

30-330 

G 

WQLIVER, J. 

7910050743 

50-350 

G 

WOLLETT, 0. 

7910040309 

CONTRACT 


WOLLETT, S. A. 

7910050270 

CONTRACT 


WOLLETT, S. 

7910040407 

CONTRACT 


WOLLETT, S. 

7910190173 

CONTRACT 


WOLLETT, 8. 

7910100012 

CONTRACT 


WOO, c. w. 

7910220350 

NUREQ 


WOOD, J. 

7910250396 

50-209 

G 

WOOD, J, C, 

7910310440 

30-490 

M 

WOOD, J. C. 

7910260230 

71-352 


WOOD, J. □. 

7910230428 

UA9TE MOT 


WOOD, E. C. 

7910020400 

50-309 

8 

WOOD, E. C. 

7910100393 

50-309 

B 

WOOD, E. C. 

7910100405 

30-309 

S 

WDOD, E. C. 

7910150479 

30-309 

0 

WOOD, E. C. 

7910310014 

71-9111 




ACCESSION 

SUBJECT 


ACCESBION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

WOOD, E. C. 

7910300103 

30-309 

S 

ZARSKI-M. 

7910100655 

50-206 


WOODHEAD, C. P 

79 10150630 

50-409 

G 

ZARSKI.M 

7910110200 

50-362 


WOQDHEAD, C. P. 

7910150634* 

30-409 

Q 

ZARB1U , M. 

7910110200 

50-206 


WOODHEAD, C. P, 

7910040004* 

30-466 

G 

ZAVAD06KI.R.W, 

7910130630* 

50-200 


WOODHEAD, C. P. 

7910040013* 

50-466 

G 

ZEAGER, C. K. 

791 026O1B0 

PR 


WOODHEAD, C, P. 

7910100674 

50-466 

0 

ZEFF, D. U 

7910030248 

XPDR TL1C 

WOODHEAD, C. P, 

7910030746 

30-466 

0 

ZEFF, D. W 

7910090632 

70-1201 


WOODHEAD, C. P. 

7910220390 

30-466 

G 

ZEFF, 0. W 

7910240344* 

70-1201 


WOODHEAD, C. P 

7910130604 

30-466 

G 

ZIBULSKY. H. 

7910290001* 

70-371 


WOODHEAD, C. P. 

7910170330 

30-409 

G 

ZIBULSKY, H. 

791 03100B6* 

30-3 


WOODHEAD, C, P. 

7910300430 

50-466 

G 

ZIBULSKY, H 

7910290105* 

70-33 


WODDRUFF, H. T, 

791005Q6B6 

71-1 IB 


ZIBULSKY. H. 

7910090709* 

70-135 


WOODRUFF, H. T. 

7910310088 

71 - 1 IB 


ZIBULSKY, H. 

7910090799* 

70-364 


WOODRUFF, R. L. 

7910010125 

40-0609 


ZIBULSKY, H. 

7910120015* 

70-020 


WODDRUFF, R. 

7910010466 

70-2073 


ZIDAK. J. A. 

7910300374* 

71-9136 


WOODS, P. D. 

7910290233* 

GA999 


Z IEDERTHAL, A, S. 

7910120194 

REQQD 


WOOLEVER, E, J. 

7910010105* 

30-412 

Q 

ZIEMANN, D. L. 

7910160340* 

50-10 


WOOLEVER, E. J. 

7910020663* 

50-412 

3 

ZIEMANN, D. L. 

7910030007 

50-10 

F 

WODLEVER, E. J. 

7910120209 

50-412 

S 

ZIEMANN, D. L. 

7910050143 

50-155 

r 

WODLEVER, E. J, 

7910150293 

30-412 

3 

ZIEMANN. D. L. 

7910040060 

30-255 

r 

WOOLEVER, E. J. 

7910260104 

30-412 

S 

ZIEMANN, D. L. 

7910190130 

50-206 

r 

WOOLEVER, E. J, 

7910260171 

50-334 

P 

ZIEMANN, D, L, 

7910190162 

50-10 

F 

W0QL9EY, W. N. 

7910110076 

30-490 

M 

ZIEMANN, D. L. 

7910190177 

30-213 

F 

WOOTEN, R, D. 

7910030431* 

FOIA 


ZIEMANN, D L. 

7910190107 

50-409 

F 

WRENNj m. e. 

7910030022 

ACRB 


ZIEMANN, D. L. 

7910190194 

30-219 

F 

WRIGHT, F. 8. 

7910110090 

50-471 

G 

ZIEMANN, D. L. 

7910220337 

50-245 

F 

WRIGHT, F. 8. 

7910230045 

SO-47I 

G 

ZIEMANN, D. L. 

7910220362 

50-155 

P 

WRIGHT, D, 

7910040630* 

30-309 

H 

ZIEMANN, D. L. 

7910220366 

30-29 

P 

Wft I t»Hl r J. L, 

7910230444 

WASTE HQT 

ZIEMANN, D, L 

7910220369 

30-244 

P 

WRIGHT, L, 0, 

7910170463* 

50-320 

H 

ZIEMANN, D, L. 
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7910100425 

50-317 

p 

7910240733 

REGOD 




7910100425 

30-317 

p 

7910230237 

TOPREP 




7910110311 

50-317 

s 

7910230291 

TOPREP 




7910110313* 

50-317 

s 

7910230596 

REGQD 




7910110382 

50-318 

8 

7910290111 

PR 




7910110391* 

50-318 

5 

7910290114* 

70-135 




7910110393 

50-317 

S 

7910290321 

70-364 




7910110401* 

50-317 

s 

7910290430 

7 1 -9032 




7910110405 

30-317 

s 

7910300261* 

CONTRACT 




7910110411 

50-310 

8 

7910300337 

50-13 

J 



7910110415* 

50-310 

S 

7910300440 

71-79 




7910120170* 

50-317 

G 

7910300446* 

71-79 




7910150563 

50-3 1 7 

G 

7910300450* 

71-79 




7910160100* 

30-317 

Q 

7910180033 

PR 




7910170204 

30-317 

8 






7910170209* 

50-317 

6 

7910010323 

50-320 

P 











7910170383 

50-317 

S 






7910170391* 

50-317 

s 

7910020369 

50-466 

0 



7910180317 

50-317 

8 

7910030135 

50-466 

G 



7910180322* 

50-317 

S 

7910030618 

50-466 

0 



7910180361 

50-317 

0 

7910030629 

50-466 

G 






7910030662 

50-466 

G 



7910180360 

50-317 

s 






7910180369 

50-318 

s 

7910040437 

50-466 

G 



7910180373* 

□0-317 

s 

7910040446 

50-466 

G 



79101803B3* 

30-31B 

a 

7910040309 

30-466 

G 



7910190102 

50-317 

G 

7910050613 

50-466 

G 






7910050614 

50-466 

G 



7910190436* 

30-317 

a 






7910230352 

□0-317 

p 

7910030623 

50-466 

G 



7910230560* 

30-317 

p 

7910090493 

50-466 

G 



7910230564 

30-3 1 7 

n 

7910100119 

50-466 

G 



7910230564 

30-317 

R 

7910110032 

50-466 

G 






7910110067 

50-466 

G 



7910230567* 

50-317 

R 






7910230367* 

50-317 

R 

7910110071 

50-466 

G 



7910250269 

50-317 

P 

7910150609 

50-445 

M 



7910250313 

30-310 

S 

7910130609 

50-445 

M 



7910250322* 

50-310 

S 

7910170694 

50-466 

G 






7910220006 

50-466 

G 



7910290237 

50-317 

P 






7910290257 

50-317 

P 

7910230361 

50-466 

G 



7910290283 

50-310 

B 

7910260284 

50-466 

G 



79102902B9 

50-317 

0 

7910300044 

50-466 

G 



7910290295* 

50-317 

S 

7910300031 

50-466 

G 






7910300055 

50-466 

G 



7910290300 

50-317 

s 






7910290324 

50-317 

8 

7910310150 

30-466 

G 



7910290320* 

50-317 

B 

7910010300 

50-317 

S 



7910310102* 

50-317 

Q 

7910010304* 

50-317 

8 



7910310303 

50-317 

B 

7910010307 

50-317 

S 






7910010312* 

50-317 

8 

Datfcello Honorlat Institute! 

Columbus 

7910030797 

70-0 





Laboratories 





7910010373 

30-317 

J 



7910110327* 

50-219 

R 

7910010373 

50-317 

J 



7910120046* 

50-6 

G 

7910010401 

30-317 

a 



7910170347 

RES 


7910010403* 

50-317 

s 



7910100017* 

CONTRACT 


7910010439 

30-317 

s 











791 0220 1B9 

NUREO 


7910010442* 

50-317 

s 



7910290160 

71-9096 


7910020348 

50-317 

B 



7910300091* 

CONTRACT 


7910020355* 

50-317 

8 



7910300481 

REB 


7910020364 

50-317 

B 



79103 004B4 

REB 


7910020360* 

30-317 

8 


v 









7910310416 

71-3026 


7910020690 

50-317 

G 

Battel 1 e Memorial Institute! 

Pacific 

7910010522 

NUREO 


7910020690 

50-317 

Q 

Northwest Laboratory 





7910020693* 

30-317 

0 



7910100717 

NUREG 


7910020693* 

50-317 

G 



7910220175 

NUREG 


7910020694* 

50-317 

G 



791 02301 BO 

WASTE MOT 

7910020694* 

50-317 

G 



7910260290 

30-360 

J 

7910020696* 

50-317 

a 

Bear Crook Uranium Co. 


7909290017 

40-0452 


7910020696* 

50-317 

G 



7909290021* 

40-8452 


7910020698* 

30-317 

a 

Bechtel Associates Professional Corp. 

7910090046* 

00-329 

G 

7910020698* 

30-317 

G 



79 10090 16B* 

S 0-32 9 

G 

7910020699* 

50-317 

a 



7910160276* 

30-329 

8 

7910020699* 

30-317 

G 



7910260034* 

30-329 

S 

7910030431 

30-3 IB 

8 



7910310346* 

30-329 

S 



466 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Bechtel Corp. 


Bechtel Power Corp {subs. of Bechtel 
Carp. ) 

Belgium 
Berger, D. 

Bethlehem Steel Corp. 

Black & Veateh 


Black Hills Alliance 
Bob Neiner Farms, Inc. 

Boeing Co. 

Boomsoia, 0. L. 

Borg Warner Corp., Bryon Jackson Pomp 


ACCESSION 

NUMBER 


7910020823 

7910030589* 

7910030595* 

7910030597* 

7910030619* 

7910030623* 

7910030636* 

79I003064B* 

7910090285* 

7910100332 

7910170521 

7910250033 

7910300290* 


7910220453 

7910050096* 

7910050096* 

7910050097* 

7910050097* 

7910050487 
7910110056 
7910100640 
79101 10068 
79100303B1 


SUBJECT 

CATEGORY 


50-344 0 

50-344 G 
50-344 G 
50-344 0 

50-344 G 

50-344 0 

50-344 G 
50-344 G 
50-344 0 

TOPREP 

REGGD 

REGGD 

GA999 


G 

50-289 H 
50-556 G 
50-556 G 
50-556 G 
50-556 G 

PROJ 

50-456 G 
XPORTL IC 
50-463 G 
XPORTL I C 


7910110325* TOPREP 
7910240174 50-320 


Borg-Warner Carp 
Boston College 

Boston Edison Co. 


7910030907 

7910090541 

7910230166 

7910170346* 

7910220511 

7910020372 

7910020630 

7910030240 

7910090334 

7910100167 

7910100333 

7910110386 

7910110419 

7910110424* 

7910120314 

7910150529 

7910150530 

7910150538* 

7910150574 

7910160168* 

7910160458 

7910160463* 

7910170268 

7910170396 

7910170401* 

7910190433 

7910190439 

7910190451* 

7910220319 

7910230540 

7910240401 

7910260206 

7910260200 

7910260251 

7910260256* 

7910260450 

7910290100 

7910290105 

7910290407 

7910300347 


XPORTL IC 
XP0F1TL1C 
XPORTL IC 
CONTRACT 
NUflEG 

50-293 H 
50-293 G 
50-293 P 
50-471 G 
50-293 P 

50-293 S 
50-293 F 
50-293 6 

30-293 0 

50-293 Q 

50-293 0 

50-293 B 
50-293 S 
50-293 P 
50-293 0 

30-293 fl 
50-293 a 
50-293 S 
50-293 11 

50-293 R 

50-317 S 
50-293 8 

50-293 S 
50-293 P 
50-293 P 

50-293 P 
50-293 P 
50-293 P 
50-293 S 
50-293 S 

50-293 8 

71-9079 
71-9006 
50-4 1 7 0 

50-293 J 


Brigham Young Univ. 

Brookhavon National Laboratory 


7910300372 50-293 Q 

79102202SB 30-262 J 

7910090368 0RQ 

7910150637* 50-409 G 

7910170487 RE 8 


7910170495 RES 
7910170503 RES 
7910170509 RE9 
7910170517 RES 
7910170944 RES 


own i Root Corp. {subs, of Halliburton 
tirp. ) 


7910170360* 

7910100001 

7910240222* 

7910300208 

79100102B4 


50-409 

RE6 

90-320 

RES 

TOPREP 



ifcer Hill Community Collage 


7910290147 REGGD 
7910150009* PR 


AUTHOR 

AFFILIATION 


Durch, Horton, Bittner lb Monroe 
Burns !< Roe Co. 

C-E Power Systems 


CALLDATA 
CE Maguire, Inc. 

Cabot Corp. Stellite Div. 

California Institute of Technology 

California Polytech State Univ. 
California State Univ. , Sacramento 
California, State of 


California, Univ. of, Berkeley 


California, Univ, of, Los Angeles 


Gammer 6 Shapiro 
Canada 

Canberra Industries 
Capital X-Ray Service 

Carolina Environmental Study Group 
Carolina Power & Light Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


7910050741 FOI A 

7910120127 50-397 K 

7910100342 TOPREP 

7910110324 TDPREP 

7910160443 TOPREP 


7910310220 

7910100026 

7910230171 

7910100114 

7910170363 

7910240367 

7910220498 

7910010244 

7910030706 

7910040121 

79 100504 90* 

7910050902* 

7910050620 

7910050676 

7910050701 

7910050766 

7910090044 

7910090135 

7910090223 

7910100726 

7910110170 

7910110174* 

7910110204 

7910110209 

7910110436 

7910110491 

7910120053 

7910150226 

7910220013 

7910230137 

7910230426 

7910230700 

7910250390 

7910310026 

7910110322 

7910170553* 

7910170567* 

7910300330 

7910110737* 

7910100043 

7910300294 

7910300297* 

7910310452 

7910050696 

7910090269 

7910020187 

7910110145 

7910110153* 

7910220491 

7910010096* 

7910010277 
79 1001 0289 
7910020195 
7910020382 
7910020466 

7910020469* 

7910020531 

7910020674 

7910030216 

7910030216 

7910030227 
7910030267 
791 004022B 
7910040365* 
7910040370* 

7910040655 

7910050069 

7910050191 

7910050191 

7910050287 

7910050209 

7910030351 

7910050457 

7910050457 

7910050437 

7910090028 

7910090259 

7910090365 

7910090371* 

7910090375 


T0PHEP 
50-397 0 

HASTE MOT 
40-7578 
ACRS 

50-394 ' J 
NUREQ 
PROJ 
PHOJ 

50-312 Q 

PROJ 

PROJ 

PROJ 

50-312 G 
PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

PR 

50-312 0 

50-312 0 

PROJ 

50-312 0 

40-8703 

PHOJ 

PROJ 

PROJ 

PROJ 

WASTE MOT 

WASTE MOT 
30-312 G 
50-273 G 
PROJ 

50-224 H 

30-320 P 
30-320 P 
50-04 J 
CONTRACT 
NUREO 

30-142 P 
30-142 P 
PR 

30-322 G 
50-522 G 

XPORTL IC 
71-220 
71-228 
70-2623 


50-324 

P 

50-400 

A 

50-324 

P 

50-261 

a 

30-261 

F 

50-261 

P 

50-261 

P 

50-261 

0 

30-261 

0 

30-324 

a 

30-324 

Q 

50-261 

a 

□0-261 

p 

90-261 

p 

30-324 

a 

30-324 

a 

50-324 

a 

□0-261 

p 

30-324 

a 

50-324 

0 

30-261 

p 

50-261 

a 

50-400 

a 

50-26! 

a 

50-261 

a 

30-261 

a 

50-324 

PR 

0 

50-325 

S 

30-323 

s 

30-323 

B 
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author 

AFFILIATION 


ACCESSION 

NUMBER 

6UBJECT 

CATEQORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

7910090305* 

50-325 

S 


7910230377 

50-324 

P 

7910090307 

50-324 

a 


791 02303B3* 

50-324 

P 

7910090397* 

90-324 

0 


7910250303* 

50-324 

P 

7910090672 

50-261 

Q 


7910250420 

50-324 

P 

79101001 63 

50-261 

P 


7910250420 

30-324 

P 

7910100333 

50-261 

0 


7910250564* 

30-324 

a 

7910100335 

50-261 

Q 


7910250564* 

50-324 

a 

7910100231* 

50-261 

a 


7910260414 

50-324 

G 

7910100238* 

50-261 

0 


7910260414 

50-324 

a 

7910100241* 

50-261 

a 


791029040B 

50-261 

p 

7910100279 

50-325 

a 


7910290400 

30-261 

p 

7910100281 

50-261 

s 


7910300191 

30-261 

p 

79101 00206* 

50-325 

a 


7910300259 

50-324 

p 

7910100280* 

50-261 

8 


7910300201 

50-325 

8 

7910100307 

50-324 

a 


7910300203* 

50-325 

s 

7910100316* 

50-325 

B 


7910300292 

30-261 

p 

7910100310* 

50-324 

a 


7910300305 

30-324 

8 

7910100329 

50-325 

a 


7910300311* 

50-324 

8 

7910100340* 

50-325 

o 


7910300315 

50-324 

9 

7910100350 

50-325 

a 


7910300327* 

50-324 

8 

7910100370* 

50-325 

a 


7910300335 

50-325 

8 

7910100394 

50-261 

a 


7910300334* 

50-323 

8 

7910100397 

50-325 

a 


7910310355 

50-261 

P 

7910100399* 

50-261 

B 


7910310365* 

50-261 

P 

7910100404* 

50-325 

a 


7910310373 

30-323 

S 

7910100427 

50-325 

a 


7910310300* 

50-325 

9 

7910100433* 

00-325 

s 


7910310305 

50-325 

0 

7910110290 

50-325 

a 


7910310396 

50-325 

9 

7910110336 

50-325 

a 


7910310402* 

50-323 

8 

7910110330* 

30-325 

a 


7910310408 

50-325 

8 

7910110344* 

50-333 

s 


7910310414* 

50-325 

8 

7910110350 

50-324 

0 

Catalytic. Inc. Isubs. of Air Products & 

7910150407* 

50-302 

P 

7910110371 

50-261 

0 

Chemicals, Inc. ) 




7910120213 

50-324 

R 

Catorpillar Tractor Co. 

7910260001 

71-349 


7910120213 

50-324 

n 


7910260002* 

71-349 





Catholic Univ. 

7910100321 

50-77 

P 

7910120224 

00-324 

p 





7910120220 

50-324 

p 


7910110359 

50-77 

P 

7910120230* 

50-324 

P 


7910110364* 

50-77 

P 

7910120234 

00-261 

n 


7910190365 

30-77 

J 

7910120240* 

30-324 

n 

Center for Development Policy 

7910100014* 

50-574 

G 





7910100015* 

50-374 

G 

7910120240* 

50-324 

n 





7910120240* 

50-261 

n 


7910290160* 

30-574 

0 

7910150520 

50-325 

a 

Central 6 Southwest Curp. 

7910050765 

50-445 

M 

7910150534* 

50-325 

B 

Contral Pouior U Light Co. 

7910030765 

50-445 

M 

7910150545 

50-324 

a 

Chase Brass 6 Copper Co., Inc., Chase 

7910310031 

XPQRTL1C 





Nuclear Dlv, 




79.10150350* 

50-324 

a 


7910310036 

XP0J1TLI C 


7910150554 

50-321 

6 





7910150560* 

50-324 

8 

Chem-Nuclear Systomo, Inc. 

7910010369 

71-6375 


7910150611 

30-261 

8 


7910050048 

27-47 


7910150614* 

50-261 

a 


7910190160 

71-231 






7910130178* 

71-231 


7910170063 

PR 


Chemetron Corp. 

7910250309* 

0A999 


7910170200 

50-323 

8 





7910170211 

50-324 

B 

Chesapeake Energy Alliance 

79101 B0203 

50-209 

G 

7910170216* 

50-324 

8 


7910240323 

50-209 

G 

7910170222 

50-324 

0 


7910240341* 

50-289 

0 





7910290016 

50-209 

G 

7910170227* 

50-324 

B 


7910290017* 

50-289 

G 

7910170273* 

50-323 

8 





7910100067 

30-400 

(1 

Chicago Bridge t, Iron Co. 

7910300349 

71-142 


7910180067 

30-400 

G 


7910300331* 

71-142 


79101B0067 

30-400 

G 

Cincinnati Gas & Electric Co. 

7910030332 

50-338 

A 





7910030337* 

50-330 

A 

7910100067 

30-400 

G 


7910030520 

50-338 

J 

7910100112* 

30-324 

0 





7910100123* 

30-324 

G 


7910050300 

30-338 

K 

7910100477 

30-324 

F 


7910050304* 

80-358 

K 

7910100477 

30-324 

F 


7910090319* 

50-358 

ft 





7910090330 

50-358 

0 

7910100531 

30-323 

8 


7910090606* 

50-338 

a 

7910180531*, 

80-323 

8 





7910220205 

50-261 

G 


7910110000 

30-35B 

0 

7910220317 

30-324 

F 


7910110091* 

50-358 

G 

7910220317 

30-324 

F 


7910120024 

50-330 

G 





7910120027 

30-330 

G 

7910220519 

30-400 

Q 


7910120113 

30-350 

K 

7910220519 

30-400 

G 





7910220319 

30-400 

0 


7910150627 

50-350 

G 

7910220519 

30-400 

G 


7910150692 

,30-358 

0 

7910230508 

30-224 

8 


7910160204* 

30-358 

0 





7910160219* 

50-338 

ft 

7910230517 

30-261 

P 


7910160223* 

30-35B 

ft 

7910230942 

30-324 

P 





7910230842 

30-324 

P 


7910160301 

80-330 

A 

79 102303 55* 

30-324 

8 


7910160320* 

50-350 

0 

7910240370* 

80-400 

G 


7910100457 

30-330 

B 





7910230547 

30-358 

J 

7910240422* 

50-400 

G 


,7910260309 

S0-35B 

A 

7910240422* 

50-400 

G 





7910240422* 

50-400 

G 

Cincinnati General Hosp. Cincinnati, OH 

7910040636 

PR 


7910240422* 

50-400 

G 

Citizens Against Nuclear Dangers 

7909250307 

PR 


7910250377 

50-324 

P 


7910090309 

PR 
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CORPORATE SOURCE INDEX 



AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


7910020209 

7910020352 

7910020379 

7910020393 

7910020441 

7910020441 

7910020457 

7910020459* 

7910020464 

7910020464 

7910020470 

7910030075 

7910030073 

7910030090 

7910030125 

7910030125 

7910030123 

7910030123 

7910030125 

7910030125 

7910030123 

7910030256 

7910030256 

7910030369 

7910030369 

7910030373* 

7910030373* 

7910030379 

7910030413 

7910030415 

7910030415 

7910030415 

7910030420* 

7910030420* 

7910030420* 

7910030420* 

7910030466 

7910030466 

7910030467* 

7910030467* 

7910030509 

7910030309 

7910030509 

7910030509 

7910030509 

7910030509 

7910030509 

7910030509 

7910030509 

7910030509 

7910030602 

7910030630 

7910040001 

7910040080* 

7910040112 

7910040115 

7910040259 

7910040267 

7910040201 

7910040201 

7910040202* 

7910040202* 

7910040291* 

7910040313 

7910040313 

7910040313 

7910040320 

7910040320 

7910040320 

7910040325* 

7910040325* 

7910040331* 

7910040337 

7910040670 

7910050216* 

7910050394 

7910050401* 

7910050405* 

7910050416* 

7910030421* 

7910050400* 

7910050496* 

7910050513 

7910050935 

7910050353 


SUBJECT 

CATEGORY 

50-454 0 

50-295 P 
50-254 F 
50-254 H 
50-373 A 

50-373 A 
50-295 S 
50-295 8 

30-373 C 
50-373 C 

TGPREP 
50-454 G 
50-454 0 

PR 

50-10 0 

90-10 0 

50-10 Q 

30-10 O 

50-10 Q 

50-10 Q 

50-10 Q 

50-295 P 
50-295 P 
50-373 A 
50-373 A 

50-373 A 
50-373 A 
71-910B 
50-454 A 

50-454 A 

50-454 A 

50-454 A 

50-434 A 

50-434 A 

50-454 A 

50-454 A 

50-295 P 

50-295 P 

50-295 P 

50-293 P 

50-10 H 

50-10 H 

50-10 H 

50-10 H 

50-10 H 

50-10 H 

50-10 H 

50-10 H 

50-10 H 

30-10 H 

50-247 0 

50-3 p 

50-399 0 

50-454 Q 

50-295 G 

30-456 0 

50-295 P 

50-295 R 

50-295 P 

50-295 P 

50-295 P 

30-295 P 

50-293 R 

TOPREP 
TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 
TOPREP 
TOPREP 
50-295 G 
50-10 0 

50-237 P 
50-237 P 
50-237 P 
50-237 P 
30-237 P 

50-295 Q 
50-373 0 

50-454 G 
50-434 G 
50-454 G 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

7910050637 

50-454 

0 


7910170594 

50-599 

Q 

7910050627 

50-454 

0 


7910171062 

80-295 

a 

7910050779 

50-454 

G 


7910171062 

30-295 

a 

7910090005* 

50-254 

G 


7910171063* 

50-295 

a 

7910090348 

50-237 

P 


7910171063* 

50-295 

Q 

7910090348 

50-237 

P 


7910180371 

50-337 

G 

7910090348 

50-237 

P 


7910180376 

30-373 

A 

7910090348 

90-237 

P 


7910180380* 

SO-373 

A 

7910090350* 

50-237 

P 


7910180380* 

50-373 

A 

7910090350* 

50-237 

P 


791O10O30B* 

50-237 

S 

7910090350* 

50-237 

P 


7910190219 

50-247 

a 

7910090350* 

50-237 

P 


7910190300 

50-254 

p 

7910100179 

50-265 

S 


7910190328 

50-295 

E 

7910100186* 

50-265 

S 


7910190332* 

50-293 

s 

7910100677 

50-456 

0 


7910190343 

50-237 

Q 

7910110177 

PR 



7910190343 

50-237 

a 

7910110269 

50-10 

p 


7910190343 

30-237 

o 

7910110269 

50-10 

p 


7910190343 

50-237 

a 

7910110269 

50-10 

p 


7910190343 

50-237 

a 

7910110269 

50-10 

p 


7910190343 

30-23/- 

o 

7910110269 

50-10 

p 


7910190351 

30-237 

a 

7910110269 

50-10 

p 


7910190351 

50-237 

a 

7910110269 

50-10 

p 


7910190351 

50-237 

3 

79101 10283* 

50-10 

p 


7910190351 

50-237 

a 

7910110283* 

50-10 

p 


7910190351 

50-237 

a 

7910110289* 

50-10 

p 


7910190351 

50-237 

a 

7910110289* 

50-10 

p 


7910190367 

50-265 

s 

79101 10289* 

50-10 

p 


7910190371* 

50-265 

5 

79 101 10289* 

50-10 

p 


7910190412 

50-254 

F 

7910110289* 

50-10 

p 


7910220327 

50-10 

p 

79101 10339 

50-3 

0 


7910220327 

50-10 

p 

7910110356 

50-295 

0 


7910220327 

50-10 

p 

79101 10356 

50-295 

a 


7910220327 

50-10 

p 

79101 1036S 

50-10 

F 


7910220327 

50-10 

p 

79101 10365 

50-10 

F 


7910220327 

50-10 

P 

7910110365 

50-10 

F 


7910230239 

50-237 

Q 

7910110365 

50-10 

F 


7910230239 

50-237 

a 

7910110369 

50-10 

F 


7910230278 

50-10 

H 

79101 10369 

50-10 

F 


7910230291 

50-295 

p 

7910110365 

50-10 

F 


7910230305 

50-10 

P 

7910110377 

50-247 

G 


7910230305 

50-10 

p 

79101 10300 

50-10 

P 


7910230303 

50-10 

p 

7910110380 

50-10 

P 


7910230464 

50-237 

a 

7910110300 

50-10 

P 


7910230466* 

30-237 

B 

79101 10380 

50-10 

P 


7910230653 

50-293 

o 

79101 10300 

50-10 

P 


7910230653 

50-295 

a 

7910110380 

50-10 

P 


7910230715* 

50-254 

p 

7910110380 

50-10 

P 


7910240023* 

50-10 

p 

7910120216 

30-237 

P 


7910240000 

50-10 

a 

7910120216 

50-237 

P 


79102400 BO 

50-10 

Q 

7910150109 

50-454 

0 


79102400 BO 

50-10 

G 

7910190109 

30-434 

0 


791 02401 90 

50-4 54 

G 

7910150474 

30-295 

R 


7910250158 

RE GOD 


7910190474 

30-295 

R 


7910260022 

50-237 

G 

7910150491# 

30-295 

R 


7910260275 

50-456 

A 

7910150542 

50-265 

8 


7910260415 

50-254 

G 

7910150997* 

50-265 

S 


7910260429 

regqd 


7910190560 

50-293 

8 


7910290007 

HEQOD 


7910150569* 

50-293 

S 


7910290164 

71-9010 


7910150576 

30-295 

S 


7910290236 

50-237 

8 

7910150581* 

50-295 

8 


7910290240* 

50-237 

8 

7910160021 

50-10 

G 


7910290243 

50-249 

G 

7910160021 

50-10 

G 


7910290240* 

50-249 

8 

7910160021 

50-10 

0 


79102902B7 

50-373 

A 

7910160021 

50-10 

G 


7910290292* 

30-373 

A 

7910160021 

50-10 

G 


7910300169 

SO-249 

0 

7910160021 

50-10 

Q 


7910300173* 

50-249 

8 

7910160021 

50-10 

G 


7910300209 

30-237 

G 

7910160198 

30-237 

0 


7910300214* 

50-237 

3 

7910160198 

30-237 

G 


7910300216 

50-237 

8 

7910160198 

30-237 

G 


7910300219* 

50-237 

9 

7910160198 

50-237 

Q 


7910300244 

50-373 

K 

7910160198 

30-237 

G 


7910300238* 

50-373 

K 

791016019B 

30-237 

G 


7910300238* 

80-373 

K 

7910160243* 

30-373 

G 


7910310029 

50-295 

G 

7910160243* 

50-373 

G 


7910310029 

SO-295 

Q 

7910160334 

50-373 

0 


7910310110 

REGOD 


7910160479 

30-254 

R 


7910310143* 

30-10 

G 

7910160479 

30-254 

R 


7910310143* 

50-10 

a 

7910160483* 

30-254 

R 


7910310213 

REOGD 


79101604B3* 

50-254 

R 


7910310322 

50-295 

P 

7910160494 

50-237 

S 


7910310322 

50-293 

P 

7910160503* 

30-237 

8 


7910310326* 

30-295 

P 

7910160515 

50-10 

R 


7910310326* 

50-295. 

P 

7910160521* 

30-10 

R 


7910310331* 

80-293 

P 
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7910310331* 

50-295 

P 


7910310341 

50-295 

P 


7910310341 

50-295 

P 


7910310492* 

COMMISSION 

Connecticut Yankee Atomic Power Co. 

7910010209 

50-213 

P 


7910010215* 

50-213 

P 


7910030275 

50-213 

P 


7910030296 

50-213 

P 


7910030823 

50-213 

Q 


7910030870 

50-213 

0 


7910040293 

50-213 

P 


7910040362 

50-213 

P 


7910100229 

50-213 

S 


7910100329 

50-213 

P 


7910160294 

50-213 



7910180109 

50-213 

0 


79101 B0423 

50-2 1 3 

R 


79101B0434* 

50-213 

R 


7910220193 

50-213 

a 

.4 

7910220231 

50-213 

J 


7910220297 

50-213 

s 


7910220300# 

50-213 

8 


7910300059 

90-213 

Q 


7910300499 

50-213 

a 

Connectlcuti State of 

7910230241 

WASTE MOT 


7910230307 

WASTE MOT 

Conneri Moore & Corber 

7910050014 

50-272 

0 


7910050391 

50-272 

Q 


7910050697 

50-272 

0 


7910050771 

50-272 

0 


7910090059 

50-358 

0 


7910090137* 

PRM 



7910090206 

50-358 

G 


7910090274 

30-272 

p 


7910110241 

50-272 

0 


7910120024 

50-358 

0 


7910120027 

50-358 

0 


7910150001 

27-39 



7910150007 

27-39 



7910130627 

S0-35B 

G 


7910160109 

50-395 

0 


7910220436 

50-490 

M 


7910220436 

50-490 

M 


7910220441* 

50-490 

M 


7910220441* 

50-490 

M 


7910230692* 

50-272 

0 


7910230694 

50-272 

0 


7910310468 

50-350 

0 

Consolidated Edison Co. of New York 

7910020383 

50-3 

R 


7910030203 

90-247 

P 


7910120241 

50-3 

R 


7910160272 

90-3 

Q 


7910190020 

50-3 

0 


7910190020 

50-3 

0 


7910220278 

50-247 

R 


7910220279* 

50-247 

R 


7910220295 

50-3 

R 


7910220295 

50-3 

R 


7910220348 

50-3 

P 


7910230250 

50-247 

P 


7910250230 

50-3 

0 


7910260252 

50-347 

8 


7910260257* 

50-247 

S 


7910300020 

50-247 

n 


7910310436 

50-247 

a 

Consolidated Interveners 

7910290476 

50-344 

0 

Consumers power Co. 

7910010210 

50-255 

0 


7910010587* 

30-329 

Q 


7910020101 

50-329 

n 


7910020101 

90-329 

R 


7910020107* 

50-329 

n 


7910020107* 

90-329 

R 


7910020383 

90-235 

8 


7910020387* 

50-255 

g 


7910020389 

90-255 

b 


7910020394* 

30-253 

8 


7910020396 

50-135 

p 


7910020402* 

50-133 

p 


7910020498 

50-329 

8 


7910020499 

50-329 

S 


7910020500* 

30-329 

s 


7910020500* 

50-329 

9 


7910020625 

50-255 

0 


7910030390 

50-253 

9 


7910030391* 

50-235 

8 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


7910030392 

7910030393* 

7910030472 

7910030484* 

7910030506 

7910030306 

7910030510* 

7910030510* 

7910030330 

7910030617 

7910030B09 

7910040224 

7910040429 

7910050126 

7910050262 

7910050296 

7910050296 

7910050307* 

7910050307* 

7910050331 

7910050331 

7910050333* 

7910050333* 

7910050524 

7910090751 

7910100236 

7910100291 

7910100296* 

7910100350 

7910110096 

7910110310 

7910150304 

7910150511* 

7910150517 

7910150525* 

7910150689 

7910160084 

7910160060* 

7910160269 

7910160269 

7910160311 

7910160344 

7910160344 

7910160354* 

7910160354* 

7910180400 

7910180480 

7910180482* 

7910180482* 

7910.190360 

7910190369* 

7910190375 

7910190398 

7910190405 

7910220273 

7910220330 

7910220330 

7910220337 

7910220337 

7910230260 

7910230268 

7910230270 

7910230270 

7910230311 

7910230311 

7910240531 

7910240531 

7910240594 

7910240594 

7910240616 

7910250312 

7910260030 

7910260420 

7910290262 

7910290264* 

7910300123 

7910300185 

7910300198* 

7910300289 

7910300302 

7910300302 

7910300306* 

7910300306* 

7910300329 

7910300329 


SUBJECT 

CATEGORY 


50-255 8 

50-295 8 

50-255 B 
50-253 3 

50-329 R 

50-329 R 
50-329 R 
50-329 R 
50-255 8 

50-155 0 

50-155 0 

50-155 P 
71-5939 
50-255 0 

50-205 Q 

50-329 A 
50-329 A 
50-329 A 
50-329 A 
50-329 K 

50-329 K 
50-329 K 
50-329 K 
50-155 0 

71-9001 

50-329 K 
50-255 R 
30-255 R 
50-135 8 

PR 

50-155 0 

50-155 8 

50-153 8 

50-135 8 

80-155 8 

50-135 0 

50-255 8 

50-235 0 

50-329 8 

30-329 8 

50-233 Q 
50-329 B 
50-329 8 

50-329 B 
50-329 0 

50-329 8 

30-329 8 

50-329 0 

50-329 8 

50-255 8 

30-253 8 

30-233 P 
50-133 >P 
30-233 8 

50-133 P 

80-155 P 
30-133 P 
50-329 B 
50-329 B 
50-133 0 

30-135 a 
30-329 B 
30-329 8 

30-329 8 

50-329 8 

50-329 A 
30-329 A 
30-329 8 

50-329 8 

30-135 P 

REOGD 

50-329 B 
50-329 8 

50-158 P 
50-155 P 

50-155 P 
50-255 8 

30-255 8 

50-155 F 
80-329 8 

50-329 8 

50-329 8 

50-329 8 

30-329 B 
50-329 8 
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7910300334* 

50-329 

S 

■i 

7910260306 

30-209 

G 


7910300334* 

30-329 

S 


7910310337* 

50-272 

0 


791031006 1 

HEGGD 


Detroit Edison Co. 

791 0030 B46* 

50-341 

0 


7910310279 

SO- 135 

P 


7910040002* 

50-341 

a 


7910310317 

50-255 

H 


7910050612 

50-341 

o 


7910310336 

30-329 

S 


7910110314 

50-341 

A 


7910310336 

50-329 

0 


7910100474 

50-341 

A 


7910310391* 

50-325 

S 


7910220323 

30-341 

A 


7910310453* 

50-329 

G 


7910240717 

50-341 

Q 

Cordis Corp. 

7910030103 

XP0RTL1C 



7910310233 

50-341 

a 

Cornell College 

7909210411 

70-4 1 l 


Dougharty. J. □. 

7910260344 

50-330 

0 

Cotter Corp. 

7910040061 

40-0692 


Douglass Si Barham 

7910220233 

50-324 

J 


7910220000* 

40-9731 



7910220304 

30-261 

j 

Coulee Region Energy Coalition 

7910180019 

50-409 

G 


7910230220 

70-2623 


Council o# Enorgy Resource Tribes 

7910230202 

PROJ 


Dow Chemical Co. 

7910020376* 

30-329 

0 

Council on Environmental Quality 

7910260162 

COMMISSION 


7910050070* 

71-6 0 


Colon. Digler Si O'Connor 

7910150599 

F0I A 



7910300342 

30-264 


Creare. Inc. 

7910030101 

NUREQ 


Dow Corning Corp. 

7910030633* 

30-344 

0 


7910100714 

NUREG 


Drassor Industrie*. Inc. 

7910010529 

50-320 


Critical Mass Energy Project 

7910020436 

PR 



7910220366 

XP0RTL1C 



7910020437* 

PR 



7910220372* 

XPORTLIC 



7910020440* 

PR 



7910260033 

XPORTLIC 



7910020623 

FOI A 


Dute Power Co. 

7910010046# 

70-2623 



7910310340* 

C0MM1BB1 0N 


7910010032* 

70-2*23 


Cumberland Valley Cooperative 

7910090337* 

90-209 

H 


7910010306 

50-413 

R 

CurtieB-Hrlght Corp. 

7910030371 

71-9033 



. -0010300# 

30-413 

R 

Cyprus Mines Corp. 

7910110470 

40-0740 



79i„-:M0324 

50-369 

A 


7910310011 

40-0740 



/'S' ICO 10324 

50-369 

A 


7910310013* 

40-0740 



7910010327* 

50-369 

A 

D. B. FanVhauser. Intervenor 

7910050743 

30-338 

0 


7910010327# 

50-369 

A 

Dalryland Power Cooperative 

7910010195 

30-409 

a 


7910010331 

30-269 

P 


7910020410 

30-409 

0 


7910010330 

50-369 

A 


7910040077* 

50-409 

0 


7910010350 

50-369 

A 


7910050000* 

30-409 

G 


7910010367 

50-269 

S 


7910050267 

30-409 

Q 


7910010374 

50-413 

0 


7910030330 

50-409 

0 


7910010375# 

50-269 



7910080334* 

50-40? 

S 


7910010666 

30-4 U 

0 


7910090424 

30-409 

0 


7910020005 

PR 



7910090433* 

50-409 

3 


7910020006* 

PH 



79101 00177 

50-409 

P 


7910020202 

30-269 

Q 


7910100363 

50-409 

R 


7910020203 

50-269 

Q 


7910100360* 

50-409 

R 


7910020203 

30-269 

0 


7910110420 

50-409 

P 


7910020203 

30-269 

a 


7910120214 

50-409 

R 


7910020424 

30-369 

a 


7910120210* 

50-409 

R 


7910020301 

30-369 

8 


7910160406 

30-409 

T 


7910020301 

30-369 

8 


7910190363 

30-409 

« 


7910020304# 

50-369 

0 


7910220302 

50-409 

J 


7910020504# 

30-369 

s 


7910230242 

30-409 

Q 


7910020 30B 

30-36? 

a 


7910230243 

90-409 

0 


7910020310* 

50-369 

8 


7910240071 

30-409 

a 


7910020560* 

50-269 

0 


7910260263 

30-409 

Q 


7910020365* 

50-269 

0 


7910300171 

30-409 

R 


7910020700 

50-400 

0 


7910300177# 

30-409 

R 


7910020799 

50-269 

0 


7910300426 

50-409 

G 


7910030656 

50-269 

0 

Dames S< Moore 

7910030143 

PR 



7910030656 

50-269 

Q 


7910040213* 

40-3433 



7910030656 

30-269 

Q 


7910040325 

40-3453 



7910040524* 

30-491 

a 


7910030235 

40-3433 



79100 S003S* 

30-413 

a 


7910180870 

30-409 

P 


7910050153 

30-491 

F 


7910100302 

50-409 

P 


7910030158# 

50-491 

F 


7910230100# 

40-B729 



79100 SO 294* 

50-269 

Q 

Dattilo, T.M. 

79I0310S03# 

30-546 

A 


7910050337 

30-413 

a 

Dauphin County. PA 

7910100273# 

50-320 

F 


7910050426# 

50-269 

a 

Dawn Mining Co, 

7910110160 

40-0746 



79100 50 348 

30-26? 

8 


7910110164# 

40-0746 



7910050540 

30-269 

8 

DaKalb Area Alliance For Responsible 

7910030441* 

30-373 

G 


791003054B 

50-26? 

8 

Energy 





7910030609 

50-269 

0 


7910300200 

30-434 

0 


7910090237 

30-269 

P 

Debevoise Si Lleberman 

7910190121 

70-2623 



7910090303 

PR 



7910190332 

30-4 4 B 

M 










7910090666 

30-269 

a 


7910220103 

S0-48B 

0 


7910090011 

30-369 

A 


7910260444 

30-443 

K 


7910100209 

50-269 

8 


7910260444 

30-443 

M 


7910100219# 

50-269 

0 


7910260444 

30-443 

h 


7910110092 

30-369 

a 


7910260444 

50-443 

M 










7910110362 

50-269 

8 


7910260440# 

30-443 

M 


7910110301* 

30-26? 

8 


7910260440# 

30-445 

M 


7910120063 

30-488 

a 


7910260440# 

50-445 

M 


7910120171 

30-26? 

p 


7910260440* 

30-445 

M 


7910120171 

30-269 

p 

Defense) Dept, of 

7910180431 

30-170 

P 










7910120171 

50-26? 

P 


79I01S0437* 

SO- 170 

P 


7910120177 

30-269 

a 

Defense) Dept. of> Defense Nuclear Agency 

79101904 80 

30-170 

J 


7910120177 

30-269 

0 

Dataware) State of 

7910050331# 

PRDJ 



7910I20I77 

30-269 

a 


7910180209 

30-272 

0 


7910120182 

30-269 

p 
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Duguesno Light Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

79101201B2 

50-269 

P 

7910120102 

50-269 

P 

7910120293 

30-269 

P 

7910120293 

50-269 

P 

7910120293 

50-269 

P 

7910150194 

50-155 

G 

7910150535 

5p-369 

A 

79101 602B2 

S&-369 

F 

7910170240 

50-270 

a 

7910170247* 

50-270 

S 

7910170290 

50-269 

P 

7910170290 

50-269 

P 

7910170290 

50-269 

P 

79101B0086 

50-491 

(1 

7910100093 

PR 


7910100100 

50-413 

a 

7910100116 

50-413 

0 

7910100429 

50-269 

s 

7910100429 

50-269 

S 

7910100429 

30-269 

s 

7910180433* 

50-269 

B 

7910180433* 

50-269 

S 

7910100433* 

50-269 

S 

7910190353 

50-269 

P 

7910190409 

50-269 

P 

7910190409 

50-269 

P 

7910190409 

30-269 

P 

7910220185 

50-408 

G 

7910220192* 

50-4BB 

C 

7910230264 

50-369 

0 

7910230264 

50-369 

Q 

7910230407 

50-269 

P 

7910230407 

50-269 

P 

7910230407 

50-269 

P 

7910230491 

30-367 

3 

7910230493 

50-269 

P 

7910230497* 

50-269 

S 

7910230500 

50-269 

P 

7910230525 

50-269 

P 

7910230525 

50-269 

P 

7910230525 

50-269 

P 

7910230530* 

50-269 

P 

7910230530* 

50-269 

P 

7910230530* 

50-269 

P 

7910230539 

50-269 

P 

7910230539 

50-269 

P 

7910230539 

30-269 

P 

7910240287* 

50-269 

Q 

7910240465 

50-269 

S 

7910240465 

50-269 

3 

7910240465 

50-269 

S 

7910240469* 

50-269 

S 

7910240561 

50-369 

G 

7910240739 

REGGD 


7910250139 

50-269 

Q 

7910250139 

S 0-269 

Q 

7910250139 

50-269 

G 

7910250239 

50-269 

a 

7910250239 

50-269 

0 

7910250239 

50-269 

Q 

79102503B7 

50-269 

P 

7910250307 

30-269 

P 

7910250307 

50-269 

P 

7910250479* 

30-370 

0 

7910250506* 

50-413 

0 

7910250506* 

30-413 

0 

7910250521* 

50-369 

G 

7910250531* 

50-369 

Q 

7910260409 

50-269 

P 

7910260409 

50-269 

P 

7910260409 

50-269 

P 

7910290326 

70-2623 


7910300108 

50-409 

R 

7910300194* 

50-409 

R 

7910300204 

30-369 

A 

7910300204 

50-369 

A 

7910300300 

50-369 

A 

7910300300 

50-369 

A 

7910310027 

50-4BB 

G 

7910310210 

REGGD 


7910010105* 

50-418 

G 

7910010672 

50-334 

G 

7910020665* 

50-412 

B 

791002G670* 

50-412 

S 

7910030300 

50-334 

P 


AUTHOR 

AFFILIATION 


Dyer 8, Redford 
EG & G. Inc. 


ENEL 

EBB, Inc. 


Ebasco Services, Inc. (subs. of Enserch 
Cotjj. ) 


Eberline Instrument Corp, 


Eckert, Beamans, Cherin t, Mellott 
Ecological Analysts, Inc. 

Ecology Action of Oswego 


Economic Development Council of 
Northeastern PA Avoca, PA 
Ederer, Inc. (subs, of Format Internatio 
nal, Inc. ) 

Edison Electric Institute 


Edlaw International Co. 


ACCESSION 

NUMBER 


7910030407 
7910030490 
791 00304 96* 
7910040270 
7910040349 

7910090522 
7910090747* 
7910110413 
791011032 4* 
7910120209 

79 101 2021 3 * 
79101901 IB 
7910150130 
7910190293 
7910150290* 

7910160547 
7910160350* 
79 101 70060 
7910170200 
7910170212* 

7910170277 

7910100369 

7910220200 

7910220203 

7910230263 

79I02304B3 

7910230406* 

7910250364 

7910230372* 

7910260171 

7910260175* 
79102601 B4 
7910260290 
79103000 3 5 
7910300317 

7910300350 
791031002 0 
79101 10076 
7910100003 
7910100004 

7910100003 
7910220405 
7910220493* 
7910220305 
79102604 7 4 

7910300024* 

7910310006 

7910100*23* 

7910040*13* 

7910040619* 

7910100426 

791023029* 

7910250301 

7910260033* 

7910290194 

7910290200 
7910290 2 30 
7910310314 
7910030401* 
7910100*31 

7910230226 

7910300022* 

7910020467 

7910100420 

7910100420 

7910100420* 
79101004 20* 
79100402 44 

7910260261 

7910050136 

79101 tO 1 £36 
7910010101 
7910020031 
7910020194 
7910030236 

7910030421 
7910030016 
7910110433 
7910120029 
79101201 lO 

7910160304 

7910170139 


SUBJECT 

CATEGORY 


50-334 H 
50-334 S 
50-334 8 

30-334 R 
50-334 P 

REGGD 

30-334 O 
50-334 P 
50-334 Q 
30-412 S 

50-412 a 
50-440 M 
50-334 Q 
50-412 3 

50-412 8 

50-334 R 
50-334 R 
50-334 0 

30-334 a 
50-334 3 

70-1621 
50-334 P 
50-334 Q 
50-334 0 

50-334 P 

50-334 S 
50-334 S 
50-334 8 

50-334 S 
50-334 P 

50-334 P 
50-412 B 
50-334 M 
50-440 M 
50-334 J 

50-334 P 
50-334 O 
50-490 M 
RES 
REB 

REB 

NUREG 

50-295 P 

NUREG 

NUHEQ 

50-155 P 

NUREG 

XPORTLIC 

QA999 

QA999 

50-302 A 

REGOD 

REGOD 

50-574 T 
REGOD 

REGOD 

REGOD 

TOPREP 

FOIA 

XPORTLIC 

50-574 0 

50-247 R 
30-405 G 
50-596 0 

50-596 Q 

60-576 Q 
50-596 G 
90-387 0 

TOPREP 

PR 

PR 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

40-8749 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 
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AUTHOR 

AFFILIATION 


Elbert P. Epler 
Ellis. L. J. 

Energy Engineering Group 

Energy Fuels Nuclear. Inc. 


Energy Resources Group 
Energy. Dept, of 


Energy. Dept, of, Clinch River Dreader 
Reactor Plant 


Engelhard Minerals & Chemicals Carp. 

Engelhard Industries Div. 

Environmental Coalition on Nuclear Pouier 


Environmental Defense Fund 
Environmental Protection Agency 


Envirosphere Co. 

Envirotech Carp. , Eimco Foundry Div. 
European Communities, Commission of 
Everest Minerals Corp. 


Evergreen Legal Services 


Eielco Devels. Inc. 
Exxon Corp. 

Exxon Minerals Co., USA 


Exxon Nuclear Co., Inc. (subs, of Exxon 
Corp. ) 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

791 01 B0366 

XPORTLIC 



7910130340 

71-9032 


7910220439* 

SECY 



7910230346 

REOOD 


791 0220443* 

SECY 


Federal American Partners 

7910090780 

40-4492 


7910260078 

XPORTLIC 


Federal American Partners (Mining) 

7910130011 

PR 


7910020637 

ACRS 



7910160048 

40-4492 


7910020667 

ACRB 



7910220490 

40-4492 


7910050769* 

50-518 

G 


7910310501 

40-4492 


7910170393* 

50-344 

P 

Federal Energy Regulatory Commission 

7910050315* 

PROJ 


7910170400* 

50-344 

P 


79103 1Q0B5* 

50-389 

Q 

7910220139 

NUREG 


Federal Prisons Industries 

7910180490* 

CONTRACT 


7910050052 

40-B6B1 


Feldman, Hall, Frartdon, Reed 8. Woodward 

7910260215 

30-556 

0 

7910050061* 

40-B6B1 


Fi scher, Frank 1 in. Ford, Simon ii Hogg 

7910020375 

50-329 

0 

7910050067* 

40-B6B1 



7910020375 

50-329 

G 

7910050073* 

40-86B1 



7910020376* 

50-329 

0 

79100504B5 

40-1341 



7910020376* 

50-3a9 

0 

7910190141 

40-9675 


Flelschater. D. B. 

7910050700 

50-275 

G 

791 0220 19B 

40-86B1 



7910190111 

50-3 

0 

7910240714 

40-S6B1 



7910220410 

50-237 

B 

7910260196 

40-86B1 



7910220431 

50-437 

G 

791026019B 

40-86B1 


Florida Power U Light Co, 

7910010217 

50-250 

H 

7910290479 

40-8681 



7910010377 

50-251 

B 

7910010687 

50-155 

G 


79100 103B5* 

30-251 

S 

7910030280 

71-5563 



7910010533 

50-335 

0 

7910040584 

71-5939 



7910010540 

50-250 

o 

7910050142* 

71-9853 



7910010544 

50-335 

o 

7910090294 

PR 



7910020064 

50-335 

a 

7910100613 

50-3 

P 


7910020377 

50-250 

F 

7910100664 

71-5797 



7910020377 

50-250 

F 

7910160044 

71-9853 



7910020377 

50-250 

F 

7910170306 

FOIA 



7910030202 

PR 


7910170467 

PR 



7910030B47 

50-335 

a 

7910190251* 

50-320 

H 


7910040571 

30-3B9 

a 

7910240212* 

30-320 

H 


7910040617 

50-335 

a 

7910260059 

XPORTLIC 



7910040639 

50-230 

a 

7910260063* 

XPORTLIC 



7910050072 

50-230 

p 

7910260192 

NUREG 



7910050214 

50-3B9 

a 

7910220108 

50-537 

n 


7910050236 

50-335 

a 





791O0S02B0 

50-335 

a 

7910220111* 

50-537 

B 


7910090109 

50-250 

a 

7910090092 

REGGD 



7910090343 

50-230 

p 

7910300158 

50-537 

A 









7910090352 

50-251 

8 

7910030410 

XPORTLIC 



7910090353* 

30-251 

3 





7910090669 

30-250 

a 

7907300447 

FOIA 



7910100043 

50-335 

a 

79101B0257 

50-28? 

0 


7910100048 

50-230 

a 

7910190230 

50-320 

G 





7910190249* 

30-320 

G 


7910100095 

50-333 

F 





7910100254 

50-250 

P 

7910250333 

S0-3B7 

G 


7910100254 

50-250 

P 

7910250370 

30-307 

G 


79101 100B9 

50-230 

Q 

7910250443 

30-289 

G 


79101 100B9 

50-250 

0 

791 02603 B0 

50-2B9 

G 





7910240510* 

50-320 

P 


7910110089 

50-250 

0 





7910120164 

50-250 

a 

7909250330 

PR 



7910120164 

50-250 

a 

7910030096 

PR 



7910120242 

50-335 

p 

7910030663 

ORQ 



7910120249* 

50-335 

p 

79101B05B9 

50-320 

P 





7910230160 

WASTE MOT 


7910120360 

50-333 

a 





7910150493 

50-335 

B 

7910230359 

WASTE MOT 


7910150500 

50-335 

9 

7910230376 

WA8TE MOT 


7910150531 

50-250 

F 

79 102405B3 

50-430 

A 


7910150531 

50-250 

F 

7910250735 

PROJ 






7910290325 

50-566 

A 


7910150558 

30-335 

8 





7910170174 

30-230 

P 

7910230149 

WA0TE MGT 


7910190335 

30-335 

S 

7910310121 

50-289 

H 


7910190346# 

50-335 

9 

7910180619 

XPORTLIC 



7910190349 

50-231 

9 

7910030130 

40-8747 






7910040009 

40-0747 



7910190357* 

50-251 

9 





7910190396 

30-335 

S 

79101 104B2 

40-B747 



7910190411* 

50-335 

s 

7910100541 

50-522 

G 


7910190446 

50-251 

B 

7910100541 

50-522 

G 


7910190449* 

50-231 

S 

7910290371 

50-522 

G 





7910290371 

50-522 

G 


7910190454 

30-251 

B 





7910190465 

50-231 

B 

7910250106* 

GA999 



7910190470* 

50-251 

S 

7910090254 

PR 



7910220255 

50-250 

P 

7910240704 

40-8102 



7910230203 

50-250 

a 

7910240707* 

40-B102 






7910240710* 

40-B102 



7910230203 

30-250 

o 





7910230203 

50-250 

Q 

7910040022 

70-2219 



7910230209 

50-333 

Q 





7910250373 

30-250 

p 

7910040024* 

70-2219 



7910250374 

50-339 

B 

7910100022 

71-6501 






7910100026* 

71-65B1 



7910250378* 

50-389 

3 

7910100653 

XPORTLIC 



7910250433 

50-335 

p 





7910260407 

30-290 

0 

7910110207 

PR 



7910290090 

REGGD 


7910120317 

PR 



7910310234 

50-335 
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AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATEGORY 


7910020044 

PR 



7910020370* 

50-466 

Q 


7910030155 

50-466 

0 


7910030618 

50-466 

0 


7910030629 

50-466 

0 


7910030662 

50-466 

Q 


7910040437 

50-466 

G 


7910040446 

50-466 

G 


7910040509 

50-466 

0 


7910050509* 

50-490 

0 


7910050613 

30-466 

G 


7910050614 

50-466 

0 


7910050623 

50-466 

G 


7910050623 

50-466 

G 


7710090143 

50-498 

G 


7910090330 

50-466 

G 


7910090493 

80-466 

G 


7910J00119 

30-466 

0 


79i01 10052 

50-466 

0 


7910110067 

30-466 

G 


7910110071 

50-466 

0 


7910110193 

PR 



7910150254 

30-490 

A 


7910150609 

50-445 

M 


7910150609 

50-445 

M 


7910150609 

50-445 

M 


7910160455 

50-490 

3 


7910160455 

50-490 

S 


7910160457* 

50-49B 

S 


7910160457* 

50-498 

3 


7910170694 

50-466 

0 


7910190413 

50-49B 

S 


7910190413 

50-498 

3 


7910190423# 

50-490 

9 


7910190423* 

50-490 

B 


7910220006 

50-466 

0 


7910230104 

50-490 

K 


7910230104 

50-490 

K 


7910230256* 

50-498 

K 


7910230256# 

50-498 

K 


7910250342* 

50-490 

0 


7910250342* 

50-490 

0 


7910250361 

50-466 

G 


7910260204 

50-466 

0 


7910300044 

50-466 

G 


7910300051 

50-466 

G 


7910300055 

50-466 

G 

Hovis. R. L. 

7910310150 

50-466 

G 

7910240174 

50-320 

G 

Huber, Maglll, Laurence 6 Farrell 

7910040503 

50-596 

G 


7910050640 

50-596 

G 


7910050640 

50-596 

G 


7910030643* 

50-596 

G 

Hu i co, Inc . 

7910050643* 

50-596 

G 

7910030303* 

QA999 


Huntington Testing 

7910290167 

71-9020 


Hunton 6 Williams 

7909250242 

50-338 

0 


79101 101 4B 

50-330 

G 

Huxley Barter Corp. 

7910110406 

50-322 

G 

7910240520 

XPORTUC 


Ichthyological Associates, Inc. 

7910170200 

50-320 

R 


7910170293* 

50-320 

R 


7910290357 

50-320 

H 

Idaho National Engineering Laboratory 

7910290359# 

30-320 

R 

7910020650 

NUREO 



7910030063 

NUREO 



7910220261* 

TQPREP 



7910300212 

RES 



7910300451 

RES 



7910300454 

RES 



7910300457 

RES 


Idaho State Univ. 

7910300562 

RES 


7910300320 

50-204 

J 

Idaho, State of 

7910230134 

WABTE MOT 

Idaho, Univ. of 

7910050272 

40-8747 


Illinois Safe Energy Alliance 

7910220370 

70-1300 


Illinois. State of 

7910030703 

FOI A 



7910090292 

PH 



7910090609* 

50-10 

P 


7910110237 

30-367 

G 


7910150214 

50-599 

G 


7910170093 

PR 



7910190073 

50-293 

G 


7910190073 

50-295 

G 


7910190001# 

50-295 

0 


authdr 

AFFILIATION 


Illinois, Univ. at, Urbana-Champaign 

Illinois, Univ. at, at Chicago Circle 
India 

Indiana «, Michigan Electric Co. 


Indiana & Michigan pquier Cd. 


Indiana, State of 

Inhalation Toxicology Research Institute 
Intet Carp. 

Interior, Dept, of, U. S. Qeologicol 
Survey 

Interior, Dept, of 

InteT 1 or, Dept, of , Bureau of Land 
Management 

Interior, Dept, of, Fish 6 Wildlife Service 


Interior, Dept, of, Geological Survey 
Interior, Dept, of, National Park Service 


ACCESSION 

NUMBER 


79101900B1* 

7910190091 

7910230439 

7910240670 

7910240604# 

7910150520 

7910310239 

7910250394# 

7910310222 

7910010279 

7910180207 

7910010334 

7910010334 

7910010303 

7910010303 

7910030246 

7910030246 

7910030399 

7910030399 

7910030004 

791 003000B 
7910040260 
7910040260 
7910040806 
7910080202# 

7910090469 

7910090476# 

7910090477* 

7910090791 

7910090798 

7910100101 

7910100101 

7910100349 

7910100349 

7910100447 

7910100447 

7910110313 

7910110317* 

7910180690 

7910180690 

7910160466 

7910160473# 

7910160500 

7910160804 

7910160506* 

7910160807* 

7910160311# 

7910170317 

7910170317 

7910190374 

7910190376* 

7910220251 

7910220260* 

7910220266 

7910220273* 

7910220357 

7910230347 

7910240720 

7910240720 

7910250380# 

7910250420 

7910300210 

7910300220 

7910300221* 

7910300223* 

791030029B 

7910310303 

7910310407* 

7910050310* 

7910010512 

7910090316 

7910290347 

7910100346 

7910170069# 

7910120313 


7710240602 

7910310275 

7910310310 

7910310316 

7910240626 

791024069B 

7910100173 

7710100104* 


SUBJECT 

CATEGORY 


50-295 

G 

50-298 

G 

WASTE MOT 

50-367 

G 

50-367 

G 

50-356 

P 

NUREO 

50-10 

H 

PR 

50-315 

P 

50-318 

0 

50-318 

P 

50-315 

P 

50-315 

P 

50-31 5 

P 

50-315 

0 

50-315 

a 

50-315 

a 

50-315 

g 

50-318 

p 

50-315 

a 

50-318 

R 

30-318 

R 

50-313 

a 

50-315 

a 

50-315 

8 

50-313 

S 

30-318 

a 

30-315 

a 

80-318 

G 

50-313 

P 

50-315 

P 

50-313 

P 

80-315 

P 

50-313 

0 

50-315 

0 

80-315 

s 

50-315 

8 

50-315 

a 

80-315 

a 

50-315 

8 

50-318 

8 

50-316 

9 

50-316 

8 

50-316 

8 

50-316 

9 

50-316 

9 

50-315 

Q 

50-31 5 

a 

30-316 

R 

30-316 

R 

50-315 

8 

50-315 

8 

50-316 

8 

50-316 

9 

50-316 

P 

50-316 

8 

50-315 

a 

50-315 

0 

50-318 

G 

50-315 

P 

30-315 

9 

50-318 

S 

90-315 

8 

80-319 

8 

80-318 

P 

.50-316 

8 

80-316 

8 

PRDJ 

NUREO 

FOIA 

50-274 

J 

80-599 

C 

50-393 

D 

40-8721 


50-553 

A 

50-275 

A 

50-590 

A 

50-515 

A 

50-274 

S 

40-1871 



30-367 A 
50-367 A 
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AUTHOR 

AFFILIATION 


International Structural Engineers. Inc. 
Intarvenor J. F. Doherty 


Iotiia Electric Light & Pouter Co. 


Iowa Public Interest Research Qroup 
Iowa Socialist Party 
Iowa State Univ. 


Iouta. State nf 
Isham. Lincoln St Seale 


ACCESSION 

NUMBER 


7910190244* 

7910050743 

7910050747 

7910050749 

7910050750* 

7910050751* 
7910090173 
7910090313 
79100903 IB* 
7910090326* 

791 01006B0 
791 01006B3* 
7910010396 
7910010399* 
7910020206 

7910030461 
7910030463 
7910030471* 
79100304BI 
791 00304B9* 

7910050049* 

7910050056* 

7910050240 

7910050256 

7910090402 

7910090411* 

7910090793 

7910100091 

7910100302 

7910100362 

7910100471 
791011010S* 
79101 202B2 
79101 3026B 
79101 502B3 

79101 50288* 

7910150461 

7910150566 

7910150571* 

7910150506 

7910130591* 

7910190390 

7910190397 

7910190401* 

7910230252 

7910230265 

7910230372 

7910240540 

7910240730 

7910250229 

7910230206 

7910260411 

7910300179 

7910300109* 

7910300197 

7910300206* 

7910300211 

7910300217* 

7910300341 

7910300344* 

7910310133* 

7910030161 

7910150344 

7910100031 

7910150309 

7910220249 
7910300270 
79100 505B4* 
7910020566 
7910030075 

7910030073 

7910030549 

7910030549 

7910030334* 

7910030554* 

7910040112 

7910040113 

7910040670 

7910030090 

7910050513 

7910050553 

7910050627 

7910050645 

7910050690 

7910090024 


SUBJECT 

CATEGORY 


CONTRACT 
50-466 O 
30-466 0 

50-466 0 

50-466 0 

50-466 G 
30-466 G 
50-466 G 
50-466 G 
30-466 0 

50-466 0 

50-466 G 
30-331 S 
50-331 S 
30-331 G 

50-331 S 
50-331 S 
30-331 S 
50-331 S 
30-331 S 

50-331 Q 
50-331 G 
50-331 Q 
50-331 Q 
30-331 3 

30-331 S 
50-331 G 
50-331 S 
50-331 S 
50-331 S 

50-33 1 □ 

30-331 0 

50-331 B 
30-331 G 
50-331 P 

50-331 P 
50-331 P 
50-331 B 
50-331 S 
00-331 S 

50-331 S 
50-331 a 
50-331 R 
50-331 R 
50-331 G 

30-331 P 
50-331 R 
50-331 P 
50-331 G 
50-331 G 

50-331 P 
50-331 0 

50-331 8 

50-331 S 
50-331 S 

30-331 B 
50-331 B 
50-331 S 
50-331 P 
30-331 P 

50-331 0 

30-599 0 

50-599 0 

ACRS 

50-116 P 

50-116 J 

CONTRACT 

PROJ 

50-255 0 

50-434 G 

50-434 G 
30-556 0 

50-536 G 
50-556 0 

50-556 G 

50-295 0 

50-456 0 

50-295 0 

50-556 G 
50-434 0 

50-454 G 
50-454 G 
30-536 G 
50-556 0 

30-329 G 


AUTHOR 

AFFILIATION 


Isomedlii Inc. (subs, of Maesfield 
Enterprises. Inc. ) 

Isoteci Inc. 

J. L. Shepard {. Associates 
Jacobs Engineering Group. Inc. 
Jersey Central Pouter & Light Co. 


Jo Davies County Ad Hoc CemmitteB on 
Nuclear Energy Information 
Justice. Dept, of 


Justice, Dept, eft Attorney General's 
Office 
KMC, Inc. 


ACCESSION 

NUMBER 


7910090024 

7910090144 

7910090210 

7910090357 

7910100677 

7910150109 

7910150194 

7910170994 

791019031B 

7910220407 

7910220400 

7910310029 

7910310451 

7910310451 

791019020B 


7910220484 

7910110428 

7910030352* 

7910020370 

79100203B6* 

7910030372 

7910030302* 

7910040266 

791004026B* 

7910090219 

7910090222* 

7910090224 

7910100097 

7910110326 

7910160142* 

7910160170 

7910160177* 

7910160271* 

7910160277* 

7910160381 

7910160395* 
7910160307* 
7910160308* 
79101 603B9* 
7910160391* 

7910160392* 

7910160393* 

7910160393* 

7910160396* 

7910160390* 

7910160402* 

7910160405* 

791016040B* 

7910160410* 

7910170179 

7910170311 

7910170323* 

7910180401 

7910100404 

7910100411* 

7910100419* 
7910100441 
79101 B0446* 
7910190450 
7910190455* 

791022024B 

7910220253* 

7910220280 

7910220206* 

7910230200 

7910230322 
7910250260 
7910260230 
7910260242* 
79102604 53 

7910300360 
7910310030* 
7910310210 
79 103 103 6B 
7910310376* 

7910130131 

79 10090650* 
79101B0074 
7910260434 
7910300421 

7910030434 

7910040330 


SUBJECT 

CATEGORY 


50-329 0 
50-329 0 
50-329 0 
50-556 G 
50-456 G 

50-454 G 
50-155 Q 
50-599 G 
50-445 M 
30-443 M 

50-599 G 
50-295 G 
50-329 0 
50-329 G 
50-320 P 


XP0RTL1C 

71-6200 

FOIA 

50-219 P 
50-219 P 

50-219 0 
50-219 0 
50-219 8 
50-219 8 
50-219 P 

50-219 P 
50-219 P 
50-219 P 
30-219 R 
50-219 Q 

50-219 Q 
30-219 Q 
50-320 I 
50-320 I 
50-219 P 

30-219 P 
50-219 P 
50-219 P 
50-219 P 
30-219 P 

50-219 P 
30-219 P 
50-219 P 
30-219 P 
50-219 P 

30-219 P 
50-219 P 
50-219 P 
50-219 P 
50-219 F 

90-219 B 
50-219 S 
50-219 8 
50-219 S 
50-219 S 

50-219 6 
50-219 B 
50-219 S 
50-219 0 
50-219 B 

50-219 B 
90-219 3 
50-219 R 
50-219 R 
30-219 P 

30-219 P 
50-219 P 
50-219 8 
50-219 a 
50-219 B 

50-219 G 
50-363 G 
50-219 G 
50-219 8 
50-219 B 

50-599 0 

50-445 M 
50-445 M 
50-445 M 
50-445 M 

50-443 M 

TOPREP 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCEaoION SUBJECT 

NUMBER CATEGORY 


Kelamai 

Kansas 


a a 
Sas 


Collage 

®* Electric Co. 


7910090399 

7910190434 

7910020490 

7910090500s 

7910100172 


PR 

70-1236 
50-482 I 
30-402 A 
50-482 A 


Kansas Bt«t« U„iv. 

Kansas, State of 
Kansas, lf n i v_ of 

Hast Mata l a Corp. 


7910110323 

50-482 

I 

7910110305 

30-482 

A 

7910230297# 

30-402 

G 

7910230306# 

50-402 

G 

7910260277 

30-188 

J 

7910030364# 

PROJ 


7910110427# 

30-320 

P 

7910230330 

30-148 

P 

7910050606 

71-110 


7910310008 

71-110 



Kaweckl Serglco Industries, Inc. 
Kentucky, state of 

K»rr-McO»e Chemical Corp. (subs, of 
Karr-McOe u Corp. ) 


Karr-HcGe* Nuc lear Corp. 

Kinderhoofc , Town of, Valatie.NV 
Knob 1 Val 1 ag Audubon Society 
Knupp tr Andreui 


Koslk, L. a. 


Kraftwerk Union, Mannheim, Federal Rap. 
of Germany 

Labor, Dtp t. □ f 

Lake Michigan Federation 


Lakeside Bridge l< Steel Co. 

Lancaster County, PA 
Lawrence Livermore Laboratory 


LeBoauf, Lamb, Leiby Si MacRae 


League of Momen Voters Df Rockford. IL 


Laed, Robert M. 


Lehigh Unlv. 


Levy, Butman, Goldberg Si Kaplan 
Lang Island Lighting Co. 


7910310093a 

7910040366 

7910100649 

7910230064 

7910230126 

7910250447a 

7909170310a 

7910020100 

7910020106a 

7910130141 

7910090773 

7910230602 

7910150303 

7910250469a 

7909240104a 

7910110023 

7910110450 

7910110471a 

7910090220a 

7910090228a 

7910090233a 

7910090344a 

7910090251a 

7910090237a 

7910300110a 


7910290409 

7910090472 

7910110237 

7910310404 

7910250154# 

7910250159# 

7910290123# 

7910290130# 

7910220360 

7910230050 

7910030209 

7910030347 

7910050612 

7910100272 

7910190170 

7910230316 

7910230474# 

7910290133 

7910040127 

7910190400 

7910030237 

7910030254 

7910090007 

7910090230 

7910260247 

7910100054 
79101 10734# 
7910120040a 
7910170479 
791O1BO0Q7 

7910300460 

7910030274 

7910040303 

7910030643# 

7910110406 

7910120260 

7910120390 

7910130335 

79102403B7 

7910300312 

7910300357 
7910310102 
79103101 B6a 


71-110 
XPORTLIC 
XPORTLIC 
HASTE MOT 
HASTE MOT 

50-546 G 
40-2061 

70-923 

70-925 

70-923 

70-925 
40-0027 
30-596 G 
30-546 G 
30-320 G 

50-289 0 

50-209 G 
30-209 0 

50-358 0 

50-350 0 

50-358 0 

30-358 0 

30-33B 0 

30-308 0 

50-387 A 


50-390 H 
F0IA 

00-367 0 

F0IA 

QA999 

QA999 

50-463 G 
50-463 0 

NUREQ 
HASTE MOT 

PR 

00-205 H 
50-34 1 0 

30-203 P 
50-203 0 

50-485 0 

30-346 0 

PRM 

50-454 0 

FOIA 

50-022 0 

50-322 0 

30-322 G 
50-322 0 

30-522 Q 

ACRS 

CONTRACT 

CONTRACT 

RES 

RES 

REB 

FOIA 

00-396 0 

30-396 0 

30-322 0 

50-322 0 

30-322 0 

30-332 0 

30-322 F 
50-322 A 

30-322 A 
30-322 A 
00-322 A 


Lord Corp. 

Los Alamos Scientific Laboratory 


Los Angeles, CA 
Louisiana Power & Light Co. 


Louisiana! State of 

Lowenstein. Newman, Reis, Axe Irad Si Toll 


Lower Alloways Creek, NJ 


Lucky Me Uranium Corp. 
Luminous Processes, Inc. 
MSI Nuclear 


7910220453 

7910020663 

7910030727 

7910110114 

7910110122# 

7910300072 

7910300463 

7910310509 

7910230452 

7910020452 

7910050342 

7910100336 

7910130552 

7910240031 

7910240088 

7910240095 
7910240100 
7910240106 
79102401 10# 
7910240120 

7910030333a 

7909260146 

7909260146 

7910030133 

7910030303 

7910030610 

7910030629 

7910030643 

7910030645 

7910030662 

7910040446 

7910040509 

7910030136 

7910030614 

7910030623 

7910090084 

7910090330 

7910090493 

7910100119 

7910110067 

7910110071 

7910110210 

7910110220 

7910170694 

7910180442 

7910190062 

7910190066 

7910190100 

7910220006 

7910220420 

791022042B 

7910250361 

7910230376 

7910300044 

7910300051 

7910300033 

7910310130 

7910310504 

7910030030 

7910090030 

7910120020a 

7909270363 

7910050147 

7910030149# 

7910290432 


30-209 H 

ACRS 

ACRS 

XPORTLIC 

XPORTLIC 

NUREG 

NUREQ 

REB 

WASTE MOT 
30-382 0 

50-302 8 

30-302 0 

50-382 0 

50-382 Q 
50-382 8 

30-382 S 
50-382 S 
50-382 9 

50-382 8 

30-302 3 

PROJ 

30-443 M 
30-443 M 
30-466 0 

30-344 G 

30-466 G 
30-466 G 
50-443 M 
30-445 M 
30-466 O 
■ 

50-466 G 
30-466 G 
PR 

30-466 Q 
50-466 Q 

50-490 M 
30-466 0 

50-466 0 

30-466 G 
30-466 0 

30-466 0 

30-367 0 

30-322 0 

30-466 G 
30-309 0 

PRM 

30-367 Q 
30-466 0 

30-466 0 

30-490 M 

30-466 G 
30-466 0 

30-344 G 
30-466 0 

30-466 0 

30-466 0 

30-466 0 

30-322 G 
30-272 0 

30-272 0 

40-6622 

ORQ 

71-29 

71-29 

71-29 


Main# Yankee Atomic Power Co. 


7910290435# 

7910020400 

7910020404* 

7910030202 

7910030388 


71-29 

30-309 8 
30-309 B 
30-309 P 
30-309 0 


7910040253 

7910100227 

7910100393 

7910100402* 

7910100403 


30-309 P 
30-309 P 
30-309 0 
30-309 0 
30-309 8 


7910100410* 

7910110342 

7910110346# 

7910150188 

7910150479 

7910150405# 

7910160407 

7910160412# 

79101700B0 

7910220209 


30-309 8 
30-309 0 
50-309 Q 
80-309 a 
30-309 8 

80-309 B 
• 90-309 R 
30-309 R 
30-309 0 
90-309 F 
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author 

affiliation 


Malno. State at 


Manhattan College 

Marsh & McLennan* Inc. i H i H Nuclear 
Cansultantsi Inc. • Dlv. 

Marshal 1 > R. A. 

Martin-Trust Associates 
Maryland. State of 


Massachusetts Institute of Technology 


Massachusetts! State of 


Mathematical Applications. Inc. 

Matthaus. Natal In. Macfarlano t< Barrett 
Mayer. Brown 8. Platt 
Mayo Clinic Roc lies ter. MN 
McCutchen. Doyle. Broun 8. Emerson 


McGrath. E. J. 


Means. Donald 8. 


Mecklenburg County, NC 
Metropolitan Edison Co. 


ACCESSION 

GUBJECT 



AUTHOR 

NUMBER 

CATEGORY 


AFFILIATION 

7910230354 

50-309 

P 



7910230361* 

30-309 

P 



7910230595 

50-309 

P 



7910240560 

30-309 

P 



7910260163 

50-309 

F 



79 103001 S3 

50-309 

S 



7910300190* 

30-309 

0 



7910300332 

50-309 

J 



7910310014 

71-9111 




7910310062 

30-309 

0 



7910010611 

50-135 

H 



7910040630* 

30-309 

H 



7910040640* 

50-309 

H 



7910180140* 

50-309 

0 



7909240739 

50-199 

Q 



7910100305 

50-321 

J 



7910220494 

30-250 

0 



7910230056 

40-8753 




7910030191 

PR 




7910090323 

PR 




7910230433 

WA8TE MOT 



7910100623 

50-3 

P 



7910100712 

NUBEO 




7910110274* 

30-443 

0 



7910150700 

30-20 

0 



7910240350* 

30-280 

P 



7910260337* 

50-271 

P 



7910290080* 

NUREG 




7910020428 

AGREEMENT 



7910090157 

50-471 

G 



79101 10098 

30-471 

G 



7910230391 

HASTE MOT 



7910230440 

HASTE MOT 



7910230045 

50-471 

0 



7910120263 

RES 




7910310440 

30-490 

M 



7910100055 

70-1308 




7910260438 

REOOD 




7910030010 

PROJ 




7910030706 

PROJ 




7910220007 

40-9751 




7910220012 

PROJ 




7910290462 

PROJ 




7910100341 

30-522 

Q 



7910100341 

50-322 

G 



7910290371 

30-522 

G 



7910110063 

70-2623 




7906190531 

30-320 

3 



7906190535* 

30-320 

8 



7910010434 

50-320 

A 



7910010464 

50-320 

A 



7910010468 

50-320 

T 



7910010471 

50-320 

P 



7910010486 

50-320 

P 



7910010494 

50-320 

P 



7910010500 

50-320 

P 



7910010302 

50-320 

A 



7910010306 

30-320 

P 



7910010524 

50-320 

P 



7910010527 

30-320 

P 



7910010331 

50-320 

A 



7910010334 

50-320 

P 



7910010535 

50-320 

A 



7910010530 

50-320 

P 



7910010542 

50-320 

A 



7910020603 

50-209 

P 



7910020634 

50-289 

Q 



7910040119 

50-2B9 

G 



7910040317 

30-320 

P 



7910030422 

30-209 

G - 



7910050545 

30-289 

P 



7910090056 

30-209 

G 



7910100139 

50-209 

P 



7910100162* 

50-209 

P 



7910100169 

30-320 

P 



7910100170 

30-289 

P 



791010Q1B0 

50-209 

P 



7910100185 

30-209 

P 

Mexico. NY 


7910100190 

30-209 

P 

Miami Valley 

Power Projecl 

7910100191 

30-209 

P 



7910100196 

50-289 

F 



7910100199 

50-289 

F 



7910100204 

50-2B9 

F 



7910100205 

30-289 

P 

Michigan. State of 


ACCESSION SUBJECT 

NUMBER CATEGORY 


7910100211 

30- 239 

P 

7910100213 

30-209 

F 

7910100210 

50-289 

P 

7910100226 

30-289 

F 

7910100230 

30-209 

F 

7910100234 

30-2B9 

F 

7910100239 

50-209 

F 

7910100242 

50-209 

F 

7910100247 

30-209 

P 

7910100251 

50-209 

P 

7910100233 

50-209 

P 

7910100250 

30 - 289 

P 

7910100263 

30 - 289 

P 

7910100366 

30-289 

P 

7910100269 

30-2B9 

P 

7910100275 

50-209 

F 

7910100270 

30-209 

P 

7910100202 

50-209 

F 

7910100287 

30-209 

P 

7910100290 

30-289 

B 

7910100295 

50-209 

P 

7910110304 

30 -289 

P 

7910110380* 

30-289 

P 

7910120010 

50 -289 

6 

7910150246 

30-289 

G 

7910150719 

50-289 

Q 

7910160057 

50-2B9 

0 

7910160067 

30-209 

G 

7910160074 

30-209 

0 

7910160080 

30-209 

0 

79101 60085 

30-209 

G 

79101 600BB 

50-209 

0 

7910160091 

50-289 

0 

7910160129 

50-289 

G 

7910160296* 

30-320 

1 

7910170330 

50-289 

P 

7910170336* 

30-209 

P 

7910170365 

50-320 

P 

7910170437 

50-320 

H 

7910170437 

50-320 

H 

7910170442* 

30-320 

H 

7910170442* 

50-320 

H 

7910170444* 

30-320 

M 

7910170446* 

50-320 

H 

7910170440* 

50-330 

H 

7910170450* 

50-320 

H 

7910170454* 

30-320 

H 

7910170453* 

50-320 

H 

7910170460* 

30-320 

H 

7910170463* 

30-320 

H 

7910170466* 

30-320 

H 

7910170470* 

50-320 

H 

7910170472* 

50-320 

H 

7910170476* 

50-320 

H 

791O1B0U1 

50-289 

G 

7910100196 

50-209 

e 

7910180213 

50-209 

0 

79101B02B4 

30-209 

0 

7910190272 

30-289 

Ft 

7910190201* 

30-209 

ft 

7910190290 

50-320 

P 

7910190347 

50-209 

P 

7910 1903B0 

50-2S9 

r 

7910220PB4 

30-289 

p 

7910230496 

30—209 

F 

7910230536 

50-2B9 

0 

7910230550 

50-320 

P 

7910230607 

50 - 289 

H 

7910240426 

50-289 

R 

791024042B* 

30-289 

R 

7910250240 

50-320 

P 

7910250245* 

50-320 

P 

7910230248 

30-289 

P 

7910250343 

50-289 

F 

7910260375 

50-289 

0 

7910300013 

30-289 

P 

7910300016* 

50-289 

P 

7910300196 

30-320 

P 

7910130612 

30-596 

0 

7910090220* 

30-338 

0 

7910090233* 

50-338 

0 

7910090244* 

30-380 

0 

7910090231* 

50-330 

0 

7910090237* 

50-380 

G 

7909210403* 

30-313 

8 
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author 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


7910320011 

50-255 

G 

NL Industries, NL Nuclear Div. 

7909230269 

PR 



7910230144 

WASTE MOT 

NUB Carp 

7910230152 

WASTE MOT 


7910290303 

50-341 

A 


7910330184 

WASTE MOT 


791 0310323* 

50-155 

P 


79102301D9 

WASTE MGT 

Michigan. Unlv. of 

791022030b 

50-2 

J 


7910230193 

WASTE MOT 


7910220363 

NUREQ 



7910240325# 

50-361 

K 


7910250050 

71-348 


Nat, Soc. t nr Seismology t. Earthquake 

79101 10510 

50-574 

A 


7910290436 

CONTRACT 


Eng. of the Philippines 




Micro Display Systems 

7910240600 

XPORTLIC 



7910110317* 

50-574 

A 

Mid - America Legal Foundation 

7910171059 

FOI A 


National Aeronautics & Space Admin, 

7910190123 

70-007 






National Nuclear Corp, 

7910260066 

XPORTLIC 


Middle 8ou th Services. Inc. 

7910170110 

PR 







7910170403 

PR 


National Power Corp. (Philippines) 

7910010007 

50-545 

D 

Mtllersvlll* State College 

7910240350 

50-320 

H 

National Valve 8, Mfg. Co. 

7910010106* 

QA999 



7910240442 

50-320 

H 

Natural Resources Defense Council 

7910020021 

70-2623 


Minnesota. Stats of 

7910230121 

WA0TE MOT 


7910030163 

70-2623 







7910040463 

70-2623 


Mississippi Pokier U Light Co. 

7910010179 

50-416 

K 






7910010179 

50-416 

K 


7910040473* 

70-2623 



7910010183* 

50-416 

K 


7910090497 

FDIA 



7910010183* 

50-416 

K 


7910130222 

70-2623 



7910010243 

50-416 

Q 


7910130223 

70-2623 







7910160101 

RM 



7910010537 

50-416 

0 






7910090738 

50-416 

0 


7910220410 

50-237 

G 


7910100127 

50-416 

S 


7910220431 

30-437 

G 


7910100127 

50-416 

a 


7910220334 

FOI A 



7910100235 

50-416 

A 

Navajo Nation, Manuelito Chapter 

7910030460* 

FOI A 







7910030476* 

FOI A 



7910100235 

50-416 

A 






7910150496 

50-416 

A 


7910030402* 

FDIA 



7910150501 

50-416 

s 

Navy. Dept, of 

7910020570 

XPORTLIC 



7910150501 

50-416 

s 


7910020769 

71-49 



7910170045* 

50-416 

a 


7910020770* 

71-49 







7910050005 

71-112 • 



7910170377 

30-416 

a 






7910170377 

50-416 

s 


7910050007* 

71-112 



7910170382* 

30-416 

s 


7910240310* 

50-320 

H 


7910190415 

50-416 

s 


7910260054 

XPORTLIC 



7910190415 

50-416 

8 


7910310097 

71-176 







7910310106* 

71-176 



7910190419* 

50-416 

0 






7910190419* 

50-416 

S 


7910310124 

71-129 



7910240536 

50-416 

0 


7910310130* 

71-129 



7910240536 

50-416 

s 

Navy. Dup t. of. Forces Afloat 

7910040660 

71-9033 



7910240634 

50-416 

0 


7910310169 

71-144 






Navy. Dept. of. Naval Nuclear Power Unit 

7910040647 

71-32 



7910250310 

PRM 







7910310320 

50-416 

s 


7910040649* 

71-32 


Mississippi. State of 

7910020834 

PROJ 


Navy, Dept, of, Naval Research Laboratory 

7910030602 

71-223 


Missouri. State of 

7910040290* 

AGREEMENT 


7910110113* 

CONTRACT 



7910050525* 

PRDJ 


Nebraska Public Power District 

7910010345 

30-290 

0 






7910050261 

30-298 

0 


7910090290 

50-406 

G 






7910090295* 

50-406 

0 


7910120325 

50-298 

p 


7910090309* 

50-406 

0 


7910150594 

50-298 

R 


7910090316* 

50-406 

0 


7910150601* 

50-298 

R 


7910090324* 

50-486 

G 


7910160041 

50-298 

G 






7910160319 

50-298 

0 


7910150469 

50-4B3 

A 






7910150488 

50-402 

A 


7910170341 

30-298 

F 


7910240690 

50-482 

0 


7910190049 

30-290 

G 

Missouri. Un iv. of, Columbia 

7910030377 

50-106 

P 


7910230408 

50-298 

P 


7910100718 

PR 



7910240372 

30-290 

J 

' 





7910230271 

50-290 

P 


7910300071 

CONTRACT 






Missouri. Unlv. of, at Rolla 

7910220001 

50-123 

Q 


7910250274* 

50-290 

P 


7910220002* 

50-123 

Q 


7910260312 

30-290 

F 


7910220341 

50-123 

P 


7910260410 

50-290 

G 

Mitre Corp. 

7910220365 

10CFR 


Nebraska, State of 

7910030196 

PR 







7910050322* 

PRDJ 



7910220372* 

10CFR 







7910220374* 

10CFR 



7910230422 

WASTE MGT 

Mitsubishi International Carp. (subs, of 

7910120362 

XPORTLIC 


Nevada, State of 

7910030741* 

FOI A 


Mitsubishi Corp. > 





7910030312* 

PROJ 



7910120366* 

XPORTLIC 



7910220379* 

COMMISSION 

Mitsulline Travel Service of America. 

7910010707 

XPORTLIC 


New Britain General Hosp. New Britain, CT 

7910090315 

PR 


Inc. 












New England Coalition on Nuclear 

7910090201* 

30-443 

G 

Molycerp, Inc. 

7910040654 

40-7097 


Pol lutian 




Monsanto Co. 

7910190135* 

XPORTLIC 


. 

7910110260 

50-443 

G 


7910240065 

71-6144 



7910110260 

50-443 

0 

Monsanto Research Corp. 

7910030413 

XPORTLIC 



7910110266* 

30-443 

0 


7910150004 

PR 



7910110266# 

50-443 

0 


7910150435* 

70-572 


New England Power Co, 

7910020417 

30-36B 

A 


7910150616 

71-248 


New Hampshire, State of 

7910030061 

PR 



7910150610* 

71-248 



7910170294 

30-443 

0 


7910190133 

XPORTLIC 



7910170303* 

30-443 

0 


7910220125 

NUREG 


New Jersey, State of 

7910020726 

30-209 

H 

Morgan. Lewis (t Bockius 

7910300426 

50-409 

G 


7910030302* 

PROJ 



7910310466 

50-409 

G 


7910090620# 

30-2d9 

O 

Morrison Knudsen Company, Inc. 

7910260005 

71-60 



7910110180 

30-272 

a 


7910260008* 

71-60 



7910110104* 

50-272 

0 


7910300019 

71-9033 



7910110202 

50-272 

Q 

Movement for a Free Philippines 

7910170503 

50-574 

G 


7910130349 

30-272 

0 


7910180010 

50-574 

G 


7910220424 

30-363 

a 

Municipal Electric Association of 

7910260330 

50-293 

K 

New Mexico, State of 

7910030364* 

FOI A 


Massachusetts 









CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


7910030400# 

FOI A 



7910190403 

HASTE MOT 


7910030405# 

F0I A 

Northcutt Ely 


7910220401 

50-445 

M 


7910030409# 

FDIA 

Northeast Nuclear Energy Co. 

(Northeast 

7910010354 

50-245 

3 


7910030414# 

FD1A 

Utilities) 






7910030419# 

FOI A 



7910010356# 

50-245 

S 






7910010350 

30-245 

8 


7910030435# 

F0IA 







7910030437# 

FOIA 



7910010361# 

50-245 

0 


7910030463# 

FOI A 



7910090647* 

50-245 

a 


7910030511# 

FOrA 



7910170460# 

50-245 

0 


7910050491# 

PflOJ 



7910290047# 

50-243 

0 






7910300271# 

30-243 

a 


7910230133 

HASTE MOT 







7910230443 

HASTE MOT 

Northeast Utilities 


7910010206 

50-245 

p 


7910250651 

PROJ 



7910010409 

50-245 

s 


7910250703 

PROJ 



7910010413* 

50-245 

S 


7910290004 

40-8726 



7910020367 

30-213 

p 






7910020367 

50-213 

p 


7910300026 

40-B726 






New York State Electric & Qas Carp. 

79100403S3 

50-596 0 



7910020367 

□0-213 

p 


7910120409 

FOIA 



79100302B9 

50-336 

p 


7910300102# 

CONTRACT 



7910030300 

30-336 

a 


7910050732 

50-596 0 



79100303B9* 

50-336 

a 






7910030436 

30-243 

a 


79100903B1 

PR 







7910100670 

50-596 0 



7910030441* 

30-245 

8 


7910110062 

50-596 0 



7910030443 

30-336 

s 


7910120243 

50-596 0 



7910030663 

PR 



7910100027# 

CONTRACT 



79100308 50 

50-336 

a 






79100308 59 

30-336 

Q 


7910100352 

PR 







7910190343 

50-596 0 



7910040006 

50-213 

F 


7910230199 

HASTE MOT 



7910040306 

SO-213 

F 


7910230416 

HASTE MOT 



7910040306 

50-213 

F 


7910230430 

WASTE MOT 



7910040307# 

30-213 

F 






7910040319 

50-336 

p 


7910230435 

WASTE MOT 







7710310460 

30-596 A 



7910040322# 

50-336 

p 

Newberry Township. York Haven. FA 

7910220465 

50-209 0 



7910040566 

50-423 

0 

Newport News Shipbuilding t< Dry Dock Co. 

7910040044 

71-90 



7910050004 

50-243 

p 

(subs, of TENNECD Corp. ) 





7910090461 

50-336 

a 


7910040050# 

71-90 



7910090466# 

50-336 

8 

Niagara Mohawk Power Corp. 

7910020479 

50-410 A 



7910090690 

50-336 

a 


7910020494 

50-220 F 



7910100268 

50-243 

0 


7910030261 

50-220 P 



7910100292 

30-245 

6 


7910050339 

50-220 S 



7910100297* 

50-245 

S 


7910050343# 

50-220 B 



7910100314 

50-243 

s 


7910090802 

50-220 0 



7910100324# 

50-245 

8 


7910100150 

30-220 r 



7910100326 

50-243 

P 


7910100375 

50-220 S 



7910100330# 

50-243 

P 


79101Q03B4# 

90-220 9 



7910150192 

50-336 

Q 


7910110340 

30-220 P 



7910150401 

50-336 

P 


7910120306 

50-220 P 



7910160262 

30-245 

P 


7910160321 

50-220 0 



7910160285 

50-336 

a 


7910170000# 

50-410 3 



7910160359 

30-213 

F 


7910170009# 

50-410 S 



7910160359 

50-213 

F 


7910170030# 

50-410 S 



7910160359 

50-213 

F 


7910170234 

50-220 n 



7910160437 

50-336 

S 


7910170237# 

90-220 R 



7910160441# 

50-336 

S 


7910170307 

90-220 P 



7910170287 

30-245 

s 


7910190263 

90-220 F 



79 101702B7 

50-245 

0 


7910220069 

50-220 0 



7910170298# 

30-245 

S 


7910220161 

90-410 Q 



7910170298* 

50-243 

8 


7910230343 

90-220 P 



7910180205 

50-336 

S 


7910240435 

50-220 J 



7910100231# 

30-243 

P 


7910250305 

REGQD 



7910180425 

50-245 

S 


7910290150 

50-220 8 



7910100425 

50-245 

8 


7910290261 

50-220 J 



7910190171 

50-336 

a 


7910300104 

50-410 A 



7910190225 

30-245 

a 


7910300107 

50-410 A 



7910190225 

30-243 

0 


7910300200 

50-220 P 



7910220222 

30-240 

0 


7910310203 

30-220 P 



7910220222 

30-245 

a 


7910310507# 

50-410 8 



7910230451 

30-336 

R 

Niles Steel Tank 

7910260230 

71-352 



7910230453# 

50-336 

R 


7910260232# 

71-352 



7910230501 

50-336 

8 

Nissho-lwal American Corp. 

7910220290 

XPORTLIC 



7910230509* 

50-336 

a 


7910220301 

XPORTLJC 



7910230599 

50-245 

n 


7910220397 

XPORTLIC 



7910230603* 

30-243 

R 


7910220390 

XPORTLIC 



7910240515 

30-213 

P 


7910220402 

XPORTLIC 



7910240713 

50-243 

8 


7910220403 

XPDRTLIC 



7910250279 

50-336 

P 

Non-Destructive Testing Management 

7910030012# 

PRM 



7910260143 

50-213 

P 

Assoc lotion 













7910260143 

50-213 

P 

Nondestructive Inspection 8ervlce 

7910150665 

71-97 



7910290103 

50-245 

a 

North Anna Environmental Coalition 

, 7910120363 

50-200 P 



7910290149 

50-336 

p 

North Carolina State Univ, 

7910040644 

50-111 P 



7910290151* 


P 


7910040645* 

90-111 P 



7910290211 

REOOD 



7910230475 

50-297 P 











7910290413 

30-245 

Q 

North Carolina. State of 

79102304 1 1 

HA0TE MOT 



7910300134 

50-245 

S 

North Carolina. Univ. of 

7910300096# 

CONTRACT 



7910310423 

50-245 

R 

North Dakota. State of 

7910050560# 

PROJ 



7910310429* 

50-245 

R 



482 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Northern Indiana Public Service Co. 


Northern States Power Co. 


Norton U Crlstensen 
Nuclear Assurance Corp. 

Nuclear Energy 8nrvlce, Inc. 

Nuclear Engineering Co. , Inc. (subs, of 
Teletfgnei Inc. ) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


7710040553 
771 OH 0323 
7710120141 
79 10230260 
7910240478 

7710010184 

7910010104 

7710010100# 

7910010188* 

7710020212 

7710020357 

7910030338a 

791003033B* 

7710030570 

7910030570 

7710050127 

7710050152 

7710050152 

7910050279 

7910050279 

7710050519 

7910050624 

7910070265 

7910090350 

7910090362* 

7910090624 

7910090662 

791OO9O70B 

7910090700 

7910090790 

791010030B 

7910100339 

7710100377 

7910100392 

7910100401* 

79101 1005B 

7910110353 

7910110355 

7910110360* 

7910110416 

7910110441 
7910110612 
7910150472 
79101 504 89* 
79101 504B9* 

7910150695 

7910160475 

7910170359 

7910190131 

7910190370 

7910190370 

7910220224 

7910220224 

7910220242 

7910220330 

7910220350 

7910220375 

7910230312 

7910230337 

7910230337 

7910230513 

7910230513 

7910230520* 

7910230520# 

7910240163 

7910240363 

7910240563 

7910240566* 

7910240366* 

7910240619 

7910240619 

7910240724 

7910240724 

7910250290 

7910290173 

7910300142 

7910300142 

7910300299 

7910300299 

7910300300 

7910300336 

7910290460 

7910100518 

7910010170 

7910260170 


50-367 0 
50-367 R 
50-367 A 
50-367 0 
50-367 R 

50-202 0 
50-202 0 
50-202 Q 
50-202 0 
50-282 0 

30-263 P 
30-202 Q 
50-202 0 
50-202 a 
50-202 Q 

50-282 P 
50-282 fl 
50-282 R 
30-202 P 
30-202 P 

50-263 0 
50-202 a 
50-263 O 
50-306 S 
50-306 S 

50-263 0 
50-202 0 
50-202 0 
50-202 Q 
50-263 8 

50-263 F 
50-282 0 
50-263 R 
50-263 0 
50-263 S 

50-263 0 
50-263 Q 
30-263 Fl 
50-263 R 
50-263 P 

50-202 P 
50-263 P 
50-202 R 
50-202 R 
50-282 R 

50-263 0 
50-263 1 
30-202 P 
50-2B2 Q 
50-282 P 

50-202 P 
30-202 J 
30-202 J 
50-263 J 
50-282 0 

50-202 0 
50-202 0 
30-263 P 
30-202 F 
30-2 B 2 F 

50-2B2 0 
3Q-2B2 0 
50-282 6 
50-282 8 
50-263 Q 

30-202 F 
30-202 F 
30-202 F 
30-282 F 
30-202 P 

50-282 P 
50-282 P 
30-282 P 
50-202 F 
71-9096 

50-282 P 
30-282 P 
50-282 P 
50-282 P 
00-263 P 

50-263 P 

FOIA 

71-6690 

REOGD 

71-250 


Nuclear Engineering Co., Inc., {subs, of 

7910290419 

71-298 

Teledyne, Inc. ) 

7910290419* 

71-280 

Nuclear Fuel Services, Inc. (subs, of 

7909280079* 

70-143 

Octty Oil Co. > 

7910020216 

70-143 


7910030213# 

70-143 


7910040005 

70-143 


7910050093* 

70-143 


7910150622 

71-190 


7910150625# 

71-198 


7910170412 

PR 


7910180262# 

70-143 


7910300023 

71-6698 

Nuclear Metals, Inc. 

7910110439# 

40-672 


7910110450# 

40-672 

Nuclear Packaging, Inc. 

7910030201 

71-9132 

Nuclear Services Corp, 

7910250199 

HEQGD 

Nuclear Bystems, Inc., Gamma Industries, 

7910300280# 

71-383 

Inc. Div. 


Nuclear Water Si Waste Technology, Inc. 

7910170270# 

90-320 

Nucleonic Data Systems, Inc. 

7910160377 

XP0RTLIC 


7910160370* 

XP0RTLIC 


Nucleonics Meeks, pub, of McGrow Hill, 
Inc. 

Nutech, Inc. 


0 'Connor 6 Hannan 

□’Nelli Backus. Spielman 
Oak Ridge National Laboratory 


Oak Ridge Univs. 

Ocean County, NJ 

Offshore Power System# (subs, of 
Meetinghouse Electric Corp.) 


Ogle Petroleum. Inc. 


Ohio Edison Co. 
Ohio, State of 


Oklahoma Testing Labs 


Oklahoma, State of 


7910290394* 

7910010001 

79101003SS# 

7910120229 

7910120231# 

7910120392 

7910230663 

7910230674# 

7910100073 

7910110001 

7910150440 
7910230303 
79100 10403 
7910010331 
7910030107 

7910030124 

7910030133# 

7910030134# 

7910090166# 

7910090181# 

7910090060 

7910100711 

7910100716 

7910170597 

7910170366 

7910180002 

7910290037 

7910290039 

7910290042 

7910290044 

7910290060 

7910300473 

7910300546 

7910310004 

7910310043 

7910310243 

7910310362# 

7910260371# 

7910310142# 

7910150526 


7910160071 

7910160449 

7910050788 

7910180485 

7910250232 

7910250239# 

7910180029 

7910290337 

791003057B# 

7910050661 

7910090324 

7910230442 

7910310449 

7910240647 

7910240649# 

7910030811 

7910090143 

7910090143 

7910090149# 

7910090149# 


CONTRACT 

50-263 a 

90-29 P 
90-263 0 

90-263 0 

90-263 Q 
90-263 0 

30-263 0 

FOIA 
FOIA 

90-443 0 

50-443 0 

RES 
NUREO 
NUREO 

71-9053 

71-9093 

71-9833 

71-9093 

71-9853 

NUREO 

NUREO 

NUREO 

REB 

REB 

RE8 

RES 

RES 

RE8 

REB 

RE8 

REB 

RE8 

REB 

REB 

NUREO 

CDMMIB910N 
50-219 U 
30-219 P 
50-437 A 


30-437 0 

30-437 A 
40-8693 
40-8693 
40-8693 

40-8693 

PR 

80-900 A 
PROJ 

30-346 0 

50-338 A 
WABTE MOT 
REQOD 
71-84 
71-84 

50-886 0 

30-886 Q 
80-556 0 

80-386 0 

80-386 0 


CORPORATE SOURCE INDEX 


483 


AUTHOR 

AFFILIATION 


Omaha Nondestruc t ive & Metallurgical 
TBstingi Inc. 

Omaha Public Power District 


Omaha Tasting Laboratories Inc. 
Omaha i NE 

Oregon State Univ. 
dragon- State of 


Orincon Corp. 

Pacific Gas fc Electric Co. 


Pacific Valves- Inc. 
Paddlewheel Alliance 


Parescience International 
Pathfinder Mines Corp. 


Peer Consultants- Inc. 
Pennsylvania Power *< Light Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

7910230393 

WASTE MOT 

7910110278 

50-307 0 

7910260003 

71-160 


79101 10394 

50-307 0 




7910130360 

50-3B7 A 

7910260004# 

71-160 


7910150396* 

50-307 S 

7910020635 

50-205 

0 

7910170012* 

50-307 8 

7910030402 

50-205 

P 






7910170119 

50-307 A 

7910040273 

50-205 

F 

7910170121* 

5 0-387 A 

7910050437 

50-205 

Q 

7910170124* 

50-307 A 

79101002B5* 

50-205 

P 

7910170139 

50-307 K 

7910120211 

50-205 

a 

7910170141* 

50-387 K 

7910150036 

50-205 

a 






7910180246 

50-387 8 

7910150620 

50-285 

a 

79101B0250 

50-307 G 

7910160033 

50-285 

a 

7910190341 

50-307 A 

7910160413 

50-205 

R 

7710220313 

50-307 A 

7910160413* 

50-205 

n 

7910230672 

50-307 0 

7910220492 

50-285 

p 






7910230672 

50-307 0 

7910220497# 

50-205 

p 

7910300039 

50-307 G 

7910300235 

50-205 

p 

7910300106 

50-307 A 

7910300310 

50-285 

F 

7910300100* 

50-307 A 

7910090556 

71-160 


Pennsylvania State Unlv. 7910010302 

50-219 P 

7910300376 

50-2B5 

G 






Pennsylvania) State of 7910030025 

50-209 G 

7910180430 

50-243 

p 

7910050028* 

50-289 G 

7910250404 

50-106 

p 

7910030029* 

50-289 G 

7910030720* 

FOI A 


7910030031* 

50-289 G 

7910050249 

50-344 

0 

7710050032* 

50-209 0 

7910090204 

50-522 

0 






7910110208 

50-209 G 

7910110397 

50-344 

H 

7910170351 

50-320 G 

7910180016* 

COMMISSION 

79 101G0207 

50-209 0 

7910180239 

50-344 

0 

7910180266 

50-320 F 

7910100244* 

50-344 

G 

7910180270 

50-320 P 

7910180460 

50-344 

p 






7910230100 

WASTE MOT 

7910220350 

NUREO 


7910230163 

WABTE MOT 

7910020610 

50-133 

a 

7910230224 

WASTE MOT 

7910020613 

50-133 

a 

7910230420 

WASTE MOT 

7910030010 

PROJ 


7710230444 

WA9TE MOT 

7910030011* 

PRUJ 







7910240346 

50-320 H 

7910030013* 

PRDJ 


7910240464 

50-320 H 

7910030111 

50-275 

a 

7910240554* 

30-320 P 

7910030303 

50-133 

p 

7910300447 

50-2B9 G 

7910030411 

50-275 

A 

People Against Nuclear Energy 7910180048 

50-209 0 

7910030411 

50-275 

A 






79 10100303 

50-209 0 

7910030422* 

50-275 

A 

7910300031 

50-289 0 

7910030422* 

50-275 

A 

People for a Nuclear Frea Future 7910030116 

50-312 0 

7910030706 

PROJ 


Perkins. Cole. Btone, Olsen 6 Williams 7910130097 

30-522 G 

7910050122 

50-133 

a 

7910180107 

50-522 G 

7910050170 

50-133 

a 






7910300430 

50-522 G 

7910050546 

50-275 

A 

7910310504 

50-522 0 

7910080546 

50-275 

A 

Passes Co. 7910110492* 

40-0406 

7910030850* 

50-275 

A 

Philadelphia Electric Co. 7910010271 

30-277 P 

7910050950# 

50-275 

A 

7910010430 

50-277 B 

7910100250 

50-133 

R 






7910010430 

50-277 S 

7910100257* 

50-133 

R 

7910010435* 

50-277 0 

7910120053 

PROJ 


7910010438* 

50-277 8 

7910150331 

50-133 

a 

7910020461 

50-277 S 

7910150549* 

ORG 


7910020465* 

30-277 S 

7910160468 

50-273 

A 






791 0030 4B6 

S0-27B S 

7910 J6046B 

50-273 

A 

7910030314 

30-277 S 

7910160470* 

50-275 

A 

7910040280 

50-277 3 

7910160470* 

30-275 

A 

7910040273* 

50-277 S 

7910160826 

30-275 

A 

7910040671 

50-277 P 

7910160526 

50-273 

A 






7910030023 

50-277 0 

7910170302 

50-273 

A 

7910030353 

50-277 Ft 

7910170333 

50-133 

P 

7910030353 

30-277 R 

7910220332 

50-275 

A 

7910050335* 

50-277 R 

7910230511 

50-133 

P 

7910030355* 

30-277 R 

7910240711# 

CONTRACT 







7910050443# 

50-277 0 

7910300433 

50-133 

0 

7910090495 

REQGD 

791025O486# 

QA999 


7910090703 

50-27B a 

79092B049B 

30-546 

G 

7910090700 

50-277 9 

7909280490 

50-546 

G 

7910090709# 

50-352 0 

7909280504* 

30-546 

G 






7910100142 

50-278 P 

7909280504* 

50-546 

0 

7910100144 

50-277 P 

7910170430* 

50-320 

M 

7910100146* 

50-277 P 

791O24O540* 

30-320 

P 

7910100306 

50-277 P 

7910240060 

40-2259 


7910100306 

50-277 P 

7910240070* 

40-2209 







7910120271* 

50-352 0 

7910250357 

40-2339 


7910120302 

50-277 P 

7910290301* 

CONTRACT 


7910120302 

50-277 P 

7910030462 

30-387 

8 

7910150101 

50-277 G 

7910030462 

50-307 

B 

7910130101 

30-277 G 

7910030903 

30-387 

G 






79101 5047B 

50-270 E 

7910030903 

30-307 

G 

7910150483 

50-270 E 

7910040269 

50-387 

a 

7910150484 

50-270 E 

7910040269 

50-3 B 7 

s 

7910160300* 

BO-320 1 

7910090659* 

50-307 

a 

7910160305* 

50-320 1 
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CORPORATE SOURCE INDEX 


/ 


AUTHOR 

AFFILIATION 


Pfi t lippines 

Phillips Uranium CoTp. 
Pickard Louie U Garrick, Inc. 
Picker Corp. 

Pinal Minerals fc Mining, Ltd. 
Pioneer Uraran, Inc. 


P I fctsburgh, Un I v. of 
P 1 fctsburgh-Des Moines SteBl Co. 
Plateau Resources, Ltd. 


Porter-OertJ Consultants, Inc. 

Portland General Electric Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

7910170372 

30-278 

S 


7910310307 

50-344 

8 

7910180393 

50-277 

R 


7910310311* 

50-344 

S 

7910180396* 

50-277 

R 

Potomac Alliance 

7910150271 

50-330 

G 

7910180463 

50-277 

B 


7910150271 

50-330 

G 

791019017 0 

50-277 

a 


7910150279* 

50-338 

G 

7910220190* 

50-352 

0 


7910150279* 

50-330 

G 

7910220196* 

50-352 

0 


7910260344 

50-330 

G 

7910230315 

50-277 

F 

Power Authority State of Not,) York 

7910010292 

50-333 

S 

79 I 0230528 

50-277 

p 


7910010297* 

50-333 

8 

7910230528 

50-277 

p 


7910010323 

50-333 

P 

7910260249 

50-270 

8 


7910010352 

50-333 

8 

7910260253* 

50-278 

3 


7910010353* 

50-333 

8 

7910260239 

50-270 

B 


7910010786 

50-286 

Q 

7910260266* 

50-27B 

B 


7910020447 

50-206 

Q 

7910260307 

30-277 

fl 


7910020666 

50-286 

G 

7910260300* 

50-277 

R 


7910040430 

50-333 

a 

7910260308* 

50-277 

R 


7910050113 

50-286 

p 

7910260456* 

50-352 

0 


7910050229 

50-286 

a 

7910290344 

50-352 

A 


7910050320 

50-333 

8 

7910290352 

50-270 

8 


7910050328* 

50-333 

8 

7910290355* 

50-278 

S 


7910090306 

50-333 

H 

7910300145 

50-277 

P 


7910090320* 

50-333 

H 

7910300143 

50-277 

P 


7910090343 

50-333 

3 

7910300147* 

50-277 

P 


7910090347* 

50-333 

8 

7910300147* 

50-277 

P 


7910090349 

50-333 

S 

7910300303 

50-277 

P 


7910090351* 

50-333 

8 

791O31004B* 

50-277 

0 


7910090417 

50-333 

8 

7910310129 

50-277 

G 


7910090422* 

90-333 

8 

7910260039* 

50-574 

T 


7910090420 

50-333 

8 

7910310131 

50-574 

0 


7910090432* 

50-333 

8 

7910110473 

40-0731 



7910090454 

50-333 

9 

7910190178* 

50-320 

0 


7910090456* 

50-333 

8 

7910290233 

71-330 



7910100164 

50-333 

Q 

7910290230* 

71-330 



7910100107 

50-333 

8 

7910220121* 

40-8732 



7910100 1 B9 

50-286 

P 

7910250092 

40-B729 



7910100195* 

50-286 

P 

7910250093* 

40-B729 



7910100202* 

50-286 

P 

7910230098* 

40-8729 



7910100207 

50-333 

0 

7910250101* 

40-8729 



7910100221 

50-333 

8 

7910250104* 

40-0729 



7910100222* 

90-333 

8 

7910150717 

AC 1)8 



7910100228 

50-333 

n 

7910300396 

REG 00 



7910100237* 

50-333 

s 

7910260133 

XPORTL IC 



7910100243* 

50-333 

R 

7910260133* 

XPQRTLIC 



7910100261# 

50-333 

S 

7910030B21 

4O-B690 



7910100270 

50-333 

8 

7910050222 

40-8690 



7910100273* 

50-333 

S 

7910050231* 

40-8690 



7910100280 

50-333 

8 

7910050239* 

40-8698 



7910100293# 

50-333 

8 

7910240001 

40-8698 



7910100327 

50-333 

P 

7909240397 

30-320 

P 


7910100347 

50-333 

B 

7909240602* 

50-320 

P 


7910100354* 

50-333 

a 

7910020825 

30-344 

0 


7910100373 

50-333 

8 

7910020B30 

50-522 

0 


7910100390* 

50-333 

B 

7910030006 

50-344 

0 


7910100413 

50-333 

B 

7910030052 

50-344 

0 


7910100448 

50-333 

0 

7910030038 

50-344 

Q 


79101004 53* 

30-333 

8 

7910030437 

50-344 

P 


7910110376 

50-333 

B 

7910030585 

50-344 

G 


7910110379* 

50-333 

8 

7910030386* 

50-344 

0 


7910110509 

FRM 


7910030391* 

50-344 

G 


7910120399 

SO-333 

a 

7910030595* 

50-344 

0 


7910150362 

50-333 

0 

7910030603* 

50-344 

0 


7910150443 

50-333 

0 

7910030610* 

50-344 

G 


7910150443# 

50-333 

a 

7910030633* 

50-344 

0 


7910150467 

50-206 

a 

7910030643* 

50-344 

G 


7910150471# 

50-286 

8 

7910050094 

50-344 

P 


7910150505 

50-206 

a 

79 100501 20 

50-344 

a 


7910160316 

50-333 

B 

7910050551 

50-344 

s 


7910160410 

30-333 

B 

7910050554* 

50-344 

a 


7910160425* 

50-333 

8 

7910090063 

50-344 

G 


7910160420 

50-333 

B 

7910100208 

50-344 

a 


7910160430* 

50-333 

8 

7910100299 

50-344 

R 


7910160452 

50-333 

P 

7910100309* 

30-344 

n 


7910160459* 

SO-333 

P 

7910100357 

30-344 

p 


7910160464* 

50-333 

P 

7910110149 

50-344 

a 


7910160469 

50-206 

r 

7910130248 

50-344 

F 


7910160400 

50-333 

B 

7910150377 

50-344 

a 


7910160409# 

50-333 

8 

7910170097 

PH 



7910170076 

50-333 

a 

7910220254* 

50-344 

0 


7910190220 

50-286 

a 

7910240639 

50-344 

p 


7910190336 

50-286 

a 

7910230376 

50-344 

G 


7910190384 

50-286 

R 

7910260180* 

00-344 

G 


7910190309* 

90-206 

R 

7910260271 

50-344 

8 


7910220238 

90-333 

a 

7910260314 

50-344 

P 


7910220244* 

50-333 

a 

7910260316* 

50-344 

P 


7910230456 

90-333 

8 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

authdr 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


7910230450* 

50-333 

S 




7910050765 

50-445 

M 


7910230514 

50-333 

8 




7910230478 

50-556 

A 


7910230521* 

50-333 

S 




7910240397 

50-356 

A 


7910230353 

50-333 

S 

Public Service Electric 

& Gas 

Co. of New 

7910010376 

50-272 

P 


7910230559* 

50-333 

S 

Jersey 













7910030271 

50-272 

P 


7910250277 

50-333 

P 








791025Q28B 

50-286 

P 




7910040030 

50-272 

8 


7910250449 

50-3 

G 




7910040030 

50-272 

8 


7910250449 

50-3 

G 




7910040314 

50-272 

R 


7910260426 

50-333 

fi 




7910040315* 

50-272 

R 








7910050014 

50-272 

0 


7910290146 

50-333 

9 








7910290306 

50-333 

B 




7910050391 

50-272 

0 


7910290311* 

50-333 

S 




7910050537 

50-354 

A 


7910290330 

50-333 

S 




7910050772* 

50-272 

G 


7910290333* 

50-333 

S 




7910090025* 

50-3 1 1 

0 








7910090246 

50-272 

P 


7910290345 

50-333 

S 








7910290348* 

50-333 

S 




7910090249* 

50-272 

P 


7910300201 

50-206 

n 




7910100306 

50-272 

P 


7910300207* 

50-206 

R 




7910110241 

50-272 

G 


7910310144 

50-333 

8 




7910110243* 

50-272 

G 








79101 10343 

50-272 

B 


7910310205 

50-306 

0 







Power Engineering Society 

7910290100 

REGGD 





7910110343* 

50-272 

S 


7910290101 

REGOD 





79101 J 0423 

50-311 

A 


7910310100 

REGOD 





7910120226 

00-272 

P 

Power Piping Co. (Harlan Electric Co. ) 

7910020671 

50-412 

B 




7910120227* 

00-272 

P 








7910120329* 

30-272 

Q 

Prairie Alliance 

79101701B8 

FOIA 








President of US & Executive Offices 

7910010720* 

50-324 

H 




7910150573 

30-27 2 

S 


7910030777* 

50-440 

0 




7910150579* 

50-272 

S 


7910240219* 

50-320 

H 




7910160104 

30-272 

0 


7910290376* 

50-289 

H 




791016021B 

50-272 

0 








79101603 B2 

50-272 

R 

President's Commission on the Accident 

at 791017036B* 

50-320 

P 







Three Mile Island 







7910160306* 

50-272 

R 


7910190204 

50-320 

P 




7910160399 

50-272 

B 


7910240104 

50-320 

P 




7910160404* 

50-272 

B 


7910240499* 

50-320 

P 




7910160440 

50-272 

8 

Public Service Co. of Colorado 

7910020430 

50-267 

A 




7910160451 

50-272 

a 


7910020432* 

50-267 

P 




7910160453* 

50-272 

s 


79100204B3 

50-267 

P 




7910160462 

50-272 

p 


7910030497 

50-267 

B 




7910160462 

50-272 

p 


791003050B* 

00-267 

S 




7910160490 

30-311 

A 


7910050341 

50-267 

F 




7910160490 

50-272 

P 


7910050544* 

50-267 

F 




7910160529 

50-272 

P 


7910090216 

50-267 

P 




7910170067 

50-272 

a 


7910100330 

50-267 

P 




7910190140 

50-31 1 

s 


7910100343* 

50-267 

P 




7910190144* 

30-31 1 

8 


7910100340 

30-267 

R 




7910190148 

50-31 1 

a 


7910100352* 

50-267 

n 




7910190153* 

50-31 1 

B 


7910160047 

50-267 

0 




7910190165 

50-31 1 

0 


7910160244 

50-267 

p 




7910190331 

30-272 

0 


7910160409 

30-267 

s 




7910190338 

50-272 

0 


7910160417* 

50-267 

5 




7910190416 

50-272 

8 


7910170296 

50-267 

H 




7910190430* 

50-272 

S 


7910100033 

PR 





7910230683 

50-272 

0 


7910100291 

50-267 

P 




7910230692* 

50-272 

G 


79101 r 01B4 

50-267 

Q 




7910230694 

50-272 

0 


7910230333 

50-267 

P 




7910240521 

30-272 

8 


7910230412 

50-267 

J 




7910240530* 

30-272 

B 


7910230*32 

50-267 

R 




7910250276 

50-311 

A 


7910230434 

50-267 

S 




7910260156 

50-311 

A 


7910230437* 

50-267 

B 




7910260169 

50-311 

A 


7910230447 

50-267 

P 




7910260304 

30-272 

Q 


7910230467 

50-267 

3 




7910290093* 

50-272 

0 


7910230469* 

50-267 

B 




7910290331* 

50-272 

a 


7910230476 

50-267 

S 




7910300223 

50-272 

R 


7910230479* 

50-267 

S 




7910300225 

50-272 

R 


7910230499 

50-267 

R 




7910300231 

50-272 

R 


7910240539 

50-267 

F 




7910310262 

50-272 

a 


7910300257 

50-267 

P 




7910310262 

50-272 

Q 


7910300302 

50-267 

a 

Puerto Rico Water Resources Authority 

7910110017 

50-376 

0 


7910310277 

30-267 

P 




7910110022* 

50-376 

0 


7910310318 

50-267 

6 

Puget Bound Power & Light Co. 


7910090335 

50-322 

G 


7910310330* 

50-267 

s 




7910090335 

50-322 

0 

Public Service Co. of Indiana) Inc. 

7910030635 

50-546 

0 




7910110228 

50-522 

G 


7910030635 

50-546 

G 




7910110228 

50-522 

G 


7910040343 

50-546 

A 




7910150097 

50-522 

G 


7910040546 

50-546 

0 




79101B0107 

50-522 

0 


7910040546 

50-546 

0 




7910290426* 

50-522 

0 


79101 1021B 

30-367 

Q 




7910300430 

50-522 

0 


7910240693 

50-546 

S 




7910310504 

50-522 

0 


7910250433* 

50-546 

Q 

Pullmani Inc. , Pullman 

Power 

Products 

7910010469 

71-9033 


Public Service Co. of New Hampshire 

79 1001 0786 

50-443 

a 

01 V. 













7910230013* 

QA999 



7910170414* 

50-443 

A 








7910230345 

50-443 

A 




7910260200 

71-40 


Public Service Co. of Oklahoma 

7910030554* 

00-556 

0 




7910260217* 

71-40 



7910030339* 

30-556 

G 




7910260218* 

71-40 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Purdue Univ. 


RCA Carp. 

RancheTS Exploration 8, Development Corp. 
Read College 

Reed, Smith' Shew & MeClay 


Rensselaer Polytechnic Inst. 
Reuter-Stokea, Inc. 


Rhode Island' State of 
Rhode Island' State of. Atomic Energy 
Commission 

Riverside Coontyi CA 

Riverside Press - Enterprise, Riverside, 
CA 

Rochester Qas & Electric Corp. 


Rockwell International Corp. 
Rocky Mountain Energy Co. 


Ropes & Cray 


Roy J. Shlemon & Associates, Inc, 

SAVE Balance Environment Conservation 
Fund 

8EDA-CO0 LewistoniPA 

BNUPPB - Standard! red Nuclear Unit Power 
Plant System 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

7910030077 

NUREG 



7910040200# 

50-402 

S 

7910050097 

ACRB 



7910040280# 

30-482 

8 

7910050533* 

NUREG 



7910040200# 

30-402 

8 

7910050713# 

COMM IBS I DN 


7910040280# 

50-402 

0 

7910240425 

50-320 

□ 


7910120217 

30-402 

R 

7910120353 

XPORTLIC 


7910120217 

30-482 

K 

7910230007# 

PROJ 



7910120217 

50-482 

K 

7910230446 

30-208 

J 


7910120217 

50-482 

K 

79101 501 IS 

50-440 

H 


7910120219 

S0-4B2 

K 

7910300035 

50-440 

11 


7910120219 

30-482 

K 

7910190103# 

CONTRACT 


7910120219 

30-482 

11 

7910230421 

50-223 

J 


7910120219 

50-402 

K 

7910120121 

XPORTLIC 


7910120230 

50-402 

K 

7910250053 

XPORTLIC 


7910120238 

50-402 

R 

791026004B 

XPORTLIC 


7910120230 

50-402 

R 

7910230430 

WASTE MOT 


7910120238 

30-482 

R 

7910300321 

50-193 

J 


7910120246 

30-402 

K 





7910120246 

30-482 

R 

7910120055 

PROJ 



7910120246 

30-482 

R 

79101 10231 

FOI A 



7910120246 

50-482 

K 

791001050B 

50-244 

0 


7910120231 

50-402 

K 





7910120231 

30-482 

R 

7910030450 

50-244 

P 


7910120231 

30-482 

K 

7910030590 

50-244 

G 


7910120201 

30-402 

R 

7910030864 

30-244 

G 


7910130255 

80-402 

R 

7910030B66# 

50-244 

0 





7910030710# 

50-244 

G 


7910120255 

50-4B2 

K 





7910J20255 

50-482 

K 

7910040027 

50-244 

B 


7910120253 

30-482 

K 

7910040312 

30-044 

P 


7910120239 

30-482 

K 

7910050244 

30-244 

P 


7910120259 

30-482 

K 

7910050297# 

50-244 

P 





79 1005029B# 

30-244 

P 


7910120259 

50-482 

K 





7910120259 

30-402 

K 

7910030301# 

30-244 

P 


7910120263 

50-483 

11 

7910050303# 

50-244 

P 


7910120265 

50-402 

K 

7910050303# 

50-244 

P 


7910120265 

50-482 

K 

7910050309# 

50-244 

P 





7910050310* 

50-244 

P 


7910120263 

50-402 

K 





7910120269 

30-482 

K 

7910030311# 

30-244 

P 


7910120269 

30-482 

K 

7910050313# 

30-244 

P 


7910120269 

50-482 

H 

7910050315# 

30-244 

P 


7910120269 

30-482 

K 

7910050316* 

30-244 

P 





7910050317# 

30-244 

P 


7910120272 

50-482 

R 





7910120272 

30-402 

11 

7910030319# 

50-244 

P 


7910120272 

30-402 

il 

7910050322# 

50-244 

P 


7910120272 

50-403 

11 

7910050323# 

50-244 

P 


7910120276 

80-482 

R 

7910030326# 

50-244 

P 





791OO5Q40D 

50-244 

F 


7910120276 

50-482 

11 





7910120276 

50-402 

R 

7910100415 

50-244 

P 


7910120276 

30-482 

R 

7910100512# 

NUREG 



7910120280 

30-402 

R 

7910120205 

50-244 

P 


7910120280 

30-482 

R 

7910150063# 

30-244 

Q 





7910160390 

30-244 

R 


7910120280 

50-402 

(1 





7910120280 

30-402 

K 

7910160394# 

30-244 

R 


7910120281 

50-482 

R 

7910170081 

30-244 

Q 


7910120281 

30-482 

tl 

7910170244 

50-244 

fi 


7910120281 

80-482 

K 

7910170250# 

50-244 

8 





7910220309 

50-244 

P 


7910120281 

50-482 

tl 





7910120287 

30-482 

K 

7910220347 

30-244 

B 


7910120287 

30-482 

R 

7910220331 

30-244 

P 


7910120207 

30-402 

K 

7910220354# 

30-244 

B 


7910120207 

30-482 

R 

7910240370 

30-244 

P 





7910250316 

50-483 

0 


7910120291 

50-482 

K 





7910120291 

50-482 

K 

7910300501 

50-244 

a 


7910120291 

30-482 

R 

7910310276 

50-244 

F 


7910120291 

30-482 

K 

7910310437 

50-244 

p 


7910120296 

80-482 

K 

7910230049 

NUREO 






7910110173 

40-B3B0 



7910120296 

30-482 

R 





7910120296 

30-482 

K 

7910230606 

40-8432 



7910120296 

30-402 

K 

7910020331 

50-443 

I 


7910120298 

80-4B2 

K 

791003033B 

30-443 

I 


7910120298 

50-482 

R 

7910050647 

50-443 

G 





7910090334 

30-471 

a 


7910120298 

30-482 

R 





7910120298 

30-482 

R 

7910100246 

50-443 

Q 


7910120303 

30-482 

K 

7910170404 

50-443 

A 


7910120303 

30-482 

K 

7910290407 

30-417 

G 


7910120303 

30-4B2 

K 

7910240492# 

30-361 

K 





79101 10068 

30-463 

G 


7910120303 

50-482 

R 





7910120311 

30-482 

R 





7910120311 

30-482 

K 

7910160544 

30-387 

D 


7910120311 

50-482 

K 

7910030702 

50-402 

G 


7910120311 

30-482 

R 

7910040276 

30-402 

8 

SRI International 

7910220145 

NUREG 


7910040276 

50-4B2 

8 

Sacramento Municipal Utility District 

7910020606 

30-312 

Q 

7910040270 

50-402 

.8 


7910030429 

30-312 

F 





7910030445 

00-312 

F 

7910040270 

50-4B2 

8 


7910030580 

50-312 

0 
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AUTHOR 

AFFILIATION 


San Diego Qae 6 Electric Co. 
Sandia Labors tar 1 os 


Bendvik Special Metals Corp. 

Sargent it Lundy, Inc. 

Sassafras Audubon Society 

Save Energy Now to Save the Environment 

Bcienca Applications. Inc. 

Senate 


Senate, Governmental Affairs 


Senate, Judiciary Committee 

Sargent, Hausklns & Beckwith 
Shaw, Pittman, Potts, & Trowbridge 


ACCESSION 

NUMBER 


7910030616 

7910030BB9 

7910040193 

7910050034 

7910050120 

7910050260 

7910090374 

7910100210 

7910100217* 

7910110196 

7910110210 
7910110257 
7910110410 
79101 10414* 
7910110506 

7910120101 

7910120237 

7910130502 

7910150507* 

7910160476 

7910160470* 

7910160404 

79101604B7* 

7910100416 

7910190344 

7910190406 

7910190400* 

7910220270 

7910230503 

7910230591 

7910230663 

7910240674 

7910290269 

7910300010* 

7910010465 

7909250332 

7910010473 

7910030055 

7910030455 

7910030464 

7910030477 

7910100024* 

7910100703 

7910220117 

7910220162 

7910230005 

7910230230 

79I02604B9 

7910100439 

7910100445* 

7910020440* 

7910220561 

7910290172 

7910250462* 

7910220102 

7910250591 

7910290014* 

7910010609 

7910090339 

7910090545 

7910090551 

7910090620 

7910100456 

7910100574* 

7910190002 

7910240149* 

7910240247 

7910310104 

7910090775 

7910300090* 

7910310467* 

7910030006* 

7910110446 

7910030327* 

7909230034 

7910010459 

7910010459 

7910030903 

7910030903 

7910040119 

7910040400 

7910050136 

7910030399 

7910000422 

7910090056 


0UBJECT 

CATEGORY 


50-312 Q 
50-312 Q 
50-312 Q 
50-312 fi 
50-312 G 

50-312 A 
50-312 0 

50-312 P 
50-312 P 
50-312 G 

50-312 G 
50-312 P 
50-312 F 
50-312 F 
50-312 A 

50-312 G 
50-312 F 
50-312 R 
50-312 R 
50-312 P 

50-312 P 
50-312 G 
50-312 G 
50-312 P 
50-312 G 

50-312 P 
50-312 P 
50-312 P 
50-312 P 
50-312 P 

50-312 G 
50-312 P 
50-312 P 
50-312 G 
50-361 A 

PR 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

GEN TEC 10 
NUREG 
NUREG 
NUREG 

TOPREP 
WA8TE MOT 
NUREG 
XFQRTLIC 
XPORTLIC 

50-373 A 
REGOD 
REGOD 
50-546 0 

70-130B 

CONTRACT 
40-0726 
50-350 U 
50-352 U 
50-437 U 

50-522 G 
50-456 U 
50-522 0 

50-320 U 
50-33B U 

50-320 U 
PRQJ 
REGOD 
50-437 U 
FOIA 

COMMISSION 
50-350 H 
50-350 U 
FOIA 

30-209 0 

50-346 M 
50-346 M 
50-307 G 
50-307 G 
50-209 G 

PR 

PR 

50-486 G 
90-289 G 
50-289 0 


AUTHOR 

AFFILIATION 


Sheldon, Harmon & Weiss 


Sierra Club 


Sigma Chemical Co. (subs, of Sigma 
Aldrich Corp. ) 

Blnnlsslppl Alliance for the Environment 
(SAFE) 

Skagltenians Concerned About Nuclear 
Power 

Blernmnns, D. 0. 

Small Business Administration 


Snell ti WI Imer 

Social Impact Research, Inc. 

Sooner X-Ray U Mag. , Inc. 


Bouth Carolina Electric & Gas Co. 


South Carolina, State of 


ACCESSION 

NUMBER 


7910110166 

7910110270 

7910110394 

7910120018 

7910150246 

7910160059 

7910160067 

7910160074 

7910160080 

7910160085 

791Q1600BB 

7910160091 

7910160103 

7910160129 

7910180028 

7910180111 

7910180196 

7910100213 

7910180250 

7910100264 

7910190070 

7910190176 

7910220240 

7910220245* 

7910220246* 

7910230672 

7910230672 

7910300039 

7910300039 

7910310016 

7910310119 

7910310125* 

7910310463 

7910030073 

7910030090 

7910090278 

7910090201* 

7910100719 

7910110260 

7910110260 

7910110266* 

7910110266* 

7910180048 

7910100121 

7910100221 

7910100303 

7910180300* 

7910220475 

7910260336 

7910300031 

791031043B 

7910050695 

7910050656* 

7910260365 

7910030573 


7910300288 

7910030237 

7910050234 

7910290309* 

7910240723* 

7910260226* 
7910290381* 
7910040456 
79101 10427* 
7910040511 

7910040514* 

7910010363 

7910040069 

7910100353 

7910160109 

7910160331 

7910160337* 

7910170214 

7910170220* 

7910170273 

79 10 1903 SB 

7910230210* 

7910260027 

7910290096 

7910290317 

7910300339 

7910010447 


SUBJECT 

CATEGORY 


50-346 G 
50-3B7 0 

30-3B7 0 

50-28 9 0 

50-209 0 

50-2B9 G 
50-2B9 G 
50-2B9 G 
50-20 9 0 
50-20 9 0 

50-209 G 
50-209 G 
50-346 M 
50-209 G 
50-32 1 0 

50-2B9 Q 
50-2B9 G 
50-209 0 

50-307 0 

50-209 0 

50-400 0 

50-320 G 
50-209 0 

50-209 0 

50-209 G 

50-307 G 
50-307 0 

50-307 G 
50-307 G 
50-346 H 

50-346 0 

50-346 0 

50-346 M 
PR 
PR 

50-2B9 G 
50-443 G 
FOIA 

30-443 G 
50-443 0 

50-443 G 
30-443 G 
30-209 G 
30-3 G 
30-2B9 0 

50-289 G 
30-209 0 

50-289 0 

50-153 0 

30-289 0 

30-289 0 

30-312 G 
50-312 G 
30-275 0 

XPORTLIC 


50-434 O 

30-523 G 

30-523 G 

CONTRACT 

CONTRACT 

CONTRACT 
CONTRACT 
30-593 G 
30-320 P 
71-196 

71-196 
50-393 I 
50-393 0 

50-395 8 

50-395 0 

50-395 F 
50-395 F 
30-206 R 
30-206 R 
30-393 A 

50-393 B 
30-395 0 

90-399 Q 
flEQQD 

90-399 J 

90-399 A 
90-399 A 
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AUTHOR 

AFFILIATION 


Southern California Edison Co. 


Southern California, llnlv of 
Southern State* Energy Board 
Southwest Fabricating b Welding Co. 
(subs, of IU International Corp. > 


Southwest Research Institute 
Spiegel It McDlarmid 


are D Co. « Electromagnetic Industries 
Regis Paper Co. 

.ndardljpd Nuclear Unit Power Plant 
ystem 

Hanford Research Institute 
bate. Dept, of 


State. Dept, ofi Bureau of Oceans >. 
Iliternatl. Environ, it Scientific Affairs 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

7910230116 

WASTE MOT 


7910300406 

XPORTLIC 


7910240721 

70-2623 



7910300412 

XPORTLIC 


7910010059* 

50-206 

P 


7910300475 

XPORTLIC 


7910020616 

50-206 

0 


7910300477 

XPORTLIC 


7910030897 

50-206 

Q 


7910310135* 

SECY 


7910030902 

50-206 

Q 


7910310181# 

8ECY 


7910040097* 

50-206 

G 

Steel, Hector & Davis 

7910150239 

50-250 

G 

7910040299 

50-206 

B 


7910220417 

50-250 

G 

7910040303* 

50-206 

B 

Stone 6 Webster Engineering Corp. 

7910030323* 

50-334 

P 

7910050223 

50-206 

G 


7910120308 

71-347 


7910030230 

50-206 

Q 


7910120312* 

71-347 


7910050275 

50-206 

0 


7910260190* 

50-412 

S 

7910050620 

50-206 

G 


7910310379# 

50-33B 

P 

7910090033 

50-206 

G 


7910310382* 

50-330 

P 

7910100111 

50-361 

C 


7910310386* 

50-330 

P 

7910100669* 

50-206 

P 


7910310389* 

30-330 

P 

7910110400 

50-206 

P 


7910310394* 

80-338 

P 

7910110419* 

50-206 

P 


7910310449 

REODD 


7910150326 

50-206 

G 

Stone Ei Webster. Inc. 

7910300360* 

30-322 

A 

7910150452 

50-206 

3 

Buffolk County. NY 

7910050693 

50-322 

0 

7910150455* 

50-206 

S 

Sullivan It Cromwell 

7910110432 

50-320 

P 

7910150460* 

50-206 

8 

Sunbelt Alliance. Oklahoma City 

7910050739 

50-556 

0 

7910150463* 

50-206 

8 


7910030759 

50-556 

G 

7910150594 

50-206 

S 


7910090171* 

50-556 

G 

7910150509* 

50-206 

S 


7910090171* 

50-556 

G 

7910170370 

50-206 

Q 

Susquehanna A1 1 iance 

7910030207 

PR 


7910180497 

50-206 

G 

Susquehanna Environmental Advocates 

7910250438 

50-387 

0 

7910220322 

50-206 

P 

Sweden 

7910120032 

XPORTLIC 


7910220329 

50-206 

P 

Swi tierland 

7910170438 

PR 


7910230494 

50-361 

0 

Systemedics. Inc. 

7910180023* 

CONTRACT 


7910240496 

50-361 

K 

TERA Corp. 

7910220408* 

CONTRACT 


7910240406 

50-361 

K 

TRICO Industries, Inc. , Superior Div. 

7910300270 

71-353 


7910240489* 

50-361 

K 


7910300318* 

71-353 


7910240519* 

30-361 

tt 

TRW, Inc. 1 TRW Mission Mfg. Co. Div. 

7910170030* 

QA999 


7910240519* 

50-361 

tt 


7910170056* 

QA999 


7910240569 

50-206 

P 


7910170057* 

0A999 


7910260436 

REQGD 


Target Rock Corp. 

7910160279# 

QA999 


7910300307 

50-206 

F 

Tech/Ops (Technical Operations. Inc. ) 

7910100670 

71-9029 


7910300326 

50-206 

J 


7910100672* 

71-9029 


7910300328 

30-206 

P 


7910250195 

71-9028 


7910300331* 

50-206 

P 


7910300027 

71-9029 


7910050026 

ACRS 


Technassocla tes, Inc. 

7910260226* 

CONTRACT 


7910110077 

PR 


Teknekron. Inc. 

7910020338 

NUREG 


7910250553* 

QA999 


Teledgne Energy Systems 

7910030193 

71-9118 





Taledyne Engineering Services 

7910310290# 

30-220 

P 

7910250561* 

0A999 









Teledyne Ohio Cast 

7910230382 

71-351 


7910100707 

NUREQ 



7910230382 

71-351 


7910220151 

NUREG 



7910230387* 

71-351 


7910050706 

PR0J 



79102305B7# 

71-351 


7910050753 

PROJ 


Teledyne Wah Chang Albany 

7910220486 

XPORTLIC 


7910090044 

PROJ 









Tonneco. Inc. . Tennessee Gas Pipeline Co. 

7910190209 

71-23 


7910090232 

PROJ 


Div. 




7910090240 

PROJ 


Tennessee Valley Authority 

7909100459 

50-259 

I 

7910090260 

PROJ 



7909100439 

50-259 

I 

7910090264* 

PROJ 



7909230272 

PRM 


7910150226 

PROJ 



7910010293 

50-327 

8 

7910220485 

50-445 

M 


7910010299# 

50-327 

8 

7910260339 

50-293 

M 


7910010303 

50-518 

0 

7910190077* 

QA999 



7910010310* 

50-518 

Q 

7910190006* 

0A999 



7910010316 

50-430 

B 

7910220453 

30-299 

H 


7910010316 

50-438 

B 

7910240037 

50-4B2 

G 


7910010320* 

30-430 

0 





7910010320* 

30-430 

S 

7910240131 

50-492 

S 


7910010332 

50-430 

8 

7910040412* 

PR 



7910010332 

30-438 

8 

7910010029 

XPORTLIC 



7910010337* 

90-438 

0 

7910020016 

XPORTLI C 










7910010337* 

50-438 

8 

7910020336 

XPORTLIC 



7910010339 

90-390 

8 

7910020341 

XPORTLIC 



7910010339 

50-390 

0 

7910020506 

XPORTLIC 



7910010346* 

30-390 

S 

7910020689 

XPORTLIC 



7910010346# 

60-390 

8 

7910090027* 

SECY 










7910010378 

50-327 

0 

7910110082 

XPORTLIC 



7910020237* 

50-390 

G 

7910160379 

XPORTLIC 



7910020243* 

90-390 

Q 

7910220469 

XPORTLIC 



79100 2033B 

90-296 

8 

7910220473 

XPORTLIC 



7910020360* 

90-296 

8 

7910220476 

XPORTLIC 










7910020429 

90-390 

8 

7910220479 

XPORTLIC 



7910020429 

90-390 

8 

791 0220 4 B2 

XPORTLIC 



7910020439* 

50-390 

8 

7910300137* 

FPIA 



7910020435* 

90-390 

B 

7910220409* 

SECY 



7910020439 

30-390 

B 

7910300141* 

FOIA 



7910020439 

50-390 

8 





7910030444* 

50-390 

8 

7910300399 

XPORTLIC 



7910020453 

50-390 

8 

7910300402 

XPORTLIC 



7910020462* 

30-390 

8 



CORPORATE SOURCE INDEX 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


7910020503 

50-327 

S 

7910020502 

50-327 

S 

7910020514 

50-259 

G 

7910020514 

50-259 

a 

7910020514 

50-259 

G 

7910020514 

50-259 

a 

7910020314 

50-259 

G 

7910020514 

50-259 

G 

7910020514 

50-259 

a 

7910020514 

50-259 

a 

7910020677 

PR0J 


7910020033 

40-1341 


7910020B35* 

40-1341 


7910030230 

50-566 

Q 

7910030230 

50-566 

0 

7910030251 

50-553 

a 

7910030251 

50-553 

G 

791003045B 

50-259 

8 

7910030473# 

50-259 

s 

7910030576* 

50-43B 

G 

7910030667 

50-259 

G 

7910030667 

50-299 

0 

7910030667 

50-259 

G 

7910030667 

50-259 

G 

7910040209 

50-327 

a 

7910040264 

50-390 

s 

7910040264 

50-390 

8 

7910040274 

50-390 

s 

7910040274 

50-390 

8 

7710040275* 

50-390 

s 

7910040275* 

50-390 

8 

7910040276 

50-390 

8 

7910040276 

50-390 

8 

7910040277* 

50-390 

8 

7910040277* 

30-390 

S 

7910040284 

50-327 

8 

7910040284 

50-327 

8 

7910040289* 

50-327 

B 

7910040209* 

50-327 

B 

7910040294 

50-327 

B 

7910040294 

50-327 

8 

7910040300* 

50-327 

s 

7910040300* 

50-327 

B 

7910040390 

PR 


7910050141 

40-1341 


7910050211 

50-327 

A 

7910050211 

50-327 

A 

7910050251 

50-327 

A 

7910050251 

50-327 

A 

7910050327 

50-390 

A 

7910050436* 

50-553 

G 

7910050467 

50-327 

G 

7910050769* 

50-51 B 

0 

7910090263 

PR 


7910090273 

50-390 

0 

7910090296 

30-390 

a 

7910090674 

50-259 

G 

7910100030 

50-259 

G 

7910100046 

40-1341 


7910100056 

50-327 

G 

7910100120 

50-518 

8 

7910100120 

50-510 

8 

7910100120 

50-518 

8 

7910100120 

50-518 

8 

7910100120 

50-518 

8 

7910100120 

50-518 

8 

7910100133 

50-510 

8 

7910100133 

50-51B 

8 

7910100133 

30-518 

8 

7910100133 

50-5 IB 

8 

7910100133 

50-518 

8 

7910100133 

30-918 

8 

7910100335 

30-299 

B 

7910100336 

50-327 

8 

7910100336 

30-327 

8 

7910100344* 

50-299 

8 

7910100360 

50-296 

P 

7910100365 

50-390 

B 

7910100371 

50-327 

A 

7910100406 

50-259 

P 

7910100406 

50-259 

P 

7910100407* 

50-259 

P 

7910100407* 

50-259 

P 

7910110395 

90-239 

F 

7910110395 

50-259 

F 


7910110396 

50 

-438 

A 

7910110396 

30 

-438 

A 

7910110452 

50 

-320 

A 

79101 104S2 

SO 

-328 

A 

7910110461* 

50 

-328 

A 

7910110461* 

50-328 

A 

7910120110 

SO 

-296 

P 

7910120124* 

50 

-296 

P 

7910120143 

50 

-259 

Q 

7910120143 

30- 

-259 

Q 

791012014B* 

so- 

-259 

a 

7910190446 

SO-43B 

A 

7910150446 

SO- 

-43B 

A 

79101 5045S 

50-259 

S 

7910150462* 

50-259 

8 

7910130468 

SO- 

-259 

B 

7910150475 

SO- 

-327 

8 

7910150475 

50-327 

8 

7910130476* 

50 

-259 

6 

7910150315 

50- 

-390 

8 

7910130515 

50-390 

8 

7910150510 

50-327 

8 

7910130310 

50- 

-327 

S 

7910130322* 

50-390 

8 

7910130522* 

30- 

-390 

S 

7910150524* 

30- 

-327 

B 

7910150924* 

so- 

-327 

S 

7910150341 

ano 


7910130344 

50- 

-327 

8 

7910150547 

30- 

-390 

a 

7910150553* 

30- 

-327 

8 

7910150959 

30- 

-327 

S 

7910150559 

30- 

-327 

5 

7910150367* 

30- 

-327 

3 

7910150567* 

50- 

-327 

B 

7910150597 

50- 

-390 

B 

7910150597 

50-390 

8 

7910180390 

50- 

-390 

S 

7910150390 

30-390 

3 

7910150603* 

SO- 

-390 

B 

7910150605* 

SO- 

-390 

3 

79101 6036B 

30-239 

n 

7910160360 

50- 

-259 

R 

7910160360 

30-359 

R 

7910160369* 

30- 

-259 

R 

7910160539 

50-259 

P 

7910160539 

30-259 

P 

7910160539 

50-259 

P 

7910170163 

30-327 

A 

7910170163 

30-327 

A 

7910170163 

50-327 

A 

7910170170 

50-327 

F 

7910170170 

30-327 

F 

79101701 B3 

30-327 

F 

79101701B3 

30- 

-327 

F 

7910170106* 

so- 

•327 

F 

7910170205 

30-296 

0 

7910170218* 

30-296 

8 

7910170263 

30-327 

A 

7910170264 

30-327 

A 

7910170279 

00- 

-327 

A 

7910170279 

50- 

-327 

A 

7910170367 

50- 

-327 

A 

7910170367 

50-327 

A 

7910170309 

50- 

-327 

A 

7910170389 

30- 

-327 

A 

7910180372 

30-390 

A 

7910180379* 

30- 

-390 

A 

7910180387 

30-327 

8 

79101B03B7 

30-327 

3 

7910180399* 

50- 

-327 

3 

7910180399* 

30- 

-327 

3 

7910180448 

30- 

-518 

8 

79101B0443 

50- 

-518 

3 

7910180443 

50- 

-518 

a 

7910180448 

50- 

-518 

a 

7910180443 

30- 

-518 

8 

79101B0443 

50- 

-518 

a 

7910100438* 

30- 

-51B 

a 

7910180433* 

50- 

-SIS 

a 

79101B04 53* 

30- 

-518 

a 

79101B04 33* 

BO- 

-518 

a 

79 10 1004 33* 

30- 

-518 

a 

7910180453# 

30- 

-518 

a 

7910180460 

so- 

-259 

a 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

BUBJECT 

AUTHOR 

ACCE0BION 

l) OBJECT 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

7910100464* 

50-259 

B 


7910260279* 

30-327 

A 

7910190055* 

30-327 

0 


7910260303 

30-327 

A 

79101 90303 

50-327 

0 


7910260303 

30-327 

A 

7910190424 

30-390 

0 


7910260311 

30-430 

A 

7910190424 

80-390 

0 


79 102603 13 

30-327 

A 

7910190427* 

50-390 

0 


7910260412 

30-333 

A 

7910190427* 

30-390 

0 


7910290201 

30-296 

P 

7910190431 

50-510 

0 


7910290363 

30-327 

A 

7910190431 

30-310 

0 


7910290363 

30-327 

A 

7910190431 

30-31B 

□ 


7910290446 

40-1341 


7910190431 

50-310 

0 


7910300131 

30-327 

F 

7910190431 

50-31 0 

0 


7910300133 

30-333 

A 

7910190431 

30-310 

0 


7910300193 

30-260 

il 

7910190435 

30-327 

B 


7910300202* 

30-260 

0 

7910190435 

50-327 

8 


7910300263 

30-209 

P 

7910190430* 

30-310 

3 


7910300323 

30-390 

0 

7910190430* 

30-310 

9 


7910310323 

30-327 

0 

7910190430* 

50-510 

B 


7910310323 

30-327 

8 

7910190430* 

80-510 

B 


7910310339* 

30-327 

0 

7910190430* 

30-310 

0 


7910310339* 

30-327 

8 

7910190430* 

30-510 

9 

Texas A 6 M Unlv. 

7910300332 

30-1 ait 

R 

7910190493 

30-310 

8 


7910300336* 

30-12(1 

R 

7910190493 

30-310 

0 

Texas Instrument*! Inc, 

7910110300* 

70-33 


7910190493 

30-518 

B 


7910120423 

70-33 


7910190493 

30-310 

0 


7910260064 

71-190 


7910190493 

50-518 

0 


7910290441 

70-33 


7910190501* 

30-318 

0 

Texas Nuclear Dtv. (sub*, of Ramsag Eng 

7910100390 

XPIJRTLIC 


7910190501* 

30-310 

0 

Co. ) 




7910190301* 

30-310 

B 


7910100392* 

XPORTUC 


7910190301* 

30-310 

8 

Texas Pip* 6 Bending Co. of Puerto Rico 

7910230470* 

0A999 






7910230316* 

0A999 


7910170301* 

30-310 

0 





7910220136 

30-327 

a 

Texas Public Interest Research Group 

7910010101 

30-466 

0 

7910220263 

REOQD 



79I0010IH7 

30-466 

0 

7910230434 

30-296 

9 


7910040303 

30-466 

0 

7910230139* 

30-296 

G 


7910090190 

30-466 

0 





7910130690 

30-466 

0 

7910230470 

30-259 

8 





7910230473* 

30-259 

0 


7910180694* 

30-466 

0 

7910230513 

50-390 

J 


7910160036 

SO- 466 

0 

7910230315 

50-390 

J 


7910190140 

30-466 

0 

7910230319 

30-296 

P 


7910240340 

30-466 

0 




Texas Utilities Co. 

7710030241 

30-149 

M 

7910230D26 

30-390 

0 





7910230326 

30-390 

8 

Texas Utilities Generating Co. . 

7910020044 

PR 


7910230329* 

30-390 

0 


7910100290 

30-443 

0 

7910230529* 

50-390 

8 


7910100290 

30-443 

8 

7910230533* 

50-390 

0 


7910170679 

30-443 

H 





7910170679 

30-443 

M 

7910230622 

40-1311 






7910240376 

80-430 

0 


7910190332 

30-443 

M 

7910240376 

30-430 

8 


7910190377 

30-413 

A 

7910240307* 

30-430 

8 


7910320077 

30-413 

M 

7910240307* 

30-438 

9 


7910230335 

30-443 

« 





7910240676* 

30- 413 

0 

7910240401 

30-327 

A 





7910240404 

30-327 

A 


7910230179* 

30-443 

0 

7910240306 

30-327 

0 


7910230344 

30-443 

0 

7910240806 

50-327 

9 

Texas Utilities Bervicesr Inc. 

7910010275 

30-443 

A 

7910240897* 

30-327 

0 

Texas. Btats of 

7910010041 

PR1JJ 






7910090633* 

30-413 

M 

7910240397* 

30-327 

8 





7910240630 

50-327 

0 


79101 10131 

PR 


7910240641* 

30-327 

0 


7910120200 

30-466 

II 

7910240640 

yvmnAnAan 

30-327 

0 

n 


7910160402 

40-0747 



7910240631* 

7910340681* 

7910240639 

791024068? 

7910240660* 

7910240663* 

7910240667 

7910240667 

7910240673* 

7910240673* 

7910240709 

7910230273 

7910230270 

7910230270 

7910230371 

7910230390 

7910230390 

7910230401 

7910250313* 

7910260139 

7910260159 

7910260167 

7910260262 

7910260269* 

7910260272 


30-327 0 
30-327 B 
30-327 0 
80-327 0 
30-327 0 


50-327 

00-430 

30-439 

30-430 

30-430 

PRM 

30-239 

30-327 

30-327 

30-327 

80-327 

30-327 

30-327 

30-533 

30-327 

30-327 

71-6360 

30-239 

50-239 

30-327 


To*a«i Unlv, of 
Thiokol Corp. 

Thorn* Ecological Institute 
Three Mil* Island Alert 


Tima * Corp. 
Toledo Edison Co. 


7910230303 

7910230414 

7910230310 

7910310024 

7910230449* 

7910190167 

7910260301 

7910030379 

7910010274 

7910010309 

7910010391* 

7910010394* 

7910020471 

7910020473* 

7910020776 

7910030337 

7910050361* 

7910090763 

7910100201 

7910100214* 

7910100476 

7910110166 

7910110330 
79101 10334* 
7910110720 
7910120197 


WASTE MOT 
WASTE MOT 

30-193 J 
XPOHTLIC 
30-267 P 
30-209 0 

PR 

XPDRTUC 
30-346 0 

30-346 0 

30-346 0 

30-346 0 


30-346 

30-346 

30-346 

30-346 

BO-346 

550-346 

550-346 

30-346 

30-346 

30-346 


30-346 0 
30-346 B 
30-346 a 
30-346 fl 


CORPORATE SOURCE INDEX 
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author 

AFFILIATION 


Towneend & Bottom, Inc, 


Transnue lear, Inc. 


Transportation! Dop t. of 
Truth in Power 
Tutksgse Inst. 

UJeter County, NY 


Union 76 Mineral* Exploration 
Union Carbide Corp. 


Union Electric Co, 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

author 

AFFILIATION 

ACCESSION 

NUMBER 

BUBJECT 

CATEGORY 

7910120202* 

50-346 

R 


7910250261* 

30-403 

A 

7910120223 

50-346 

P 


7910250261* 

30-403 

A 

7910120233 

50-346 

P 


7910250262* 

50-403 

A 

79101 506B3 

50-346 

Q 


7910250262* 

50-403 

A 

7910160103 

30-346 

M 


7910250547 

50-403 

K 

7910160366 

50-346 

P 


7910250547 

50-403 

K 

7910170349 

30-346 

e 


7910250549* 

50-483 

K 

7910170350* 

50-346 

s 


7910250349* 

50-483 

K 

7910190461 

50-346 

p 


7910250550* 

30-483 

K 

7910190463 

50-346 

B 


7910250350* 

S0-4B3 

K 

7910190469* 

50-346 

5 


7910250551* 

50-4B3 

K 

7910190476* 

50-346 

B 


7910250551* 

50-483 

K 

7910190400* 

50-346 

8 


7910250554* 

50-403 

K 

7910190409* 

50-346 

B 


7910250354* 

50-403 

K 

7910220294 

50-346 

0 

Union Pump Co. 

7910290233* 

0A999 


7910220299* 

50-346 

0 

Union of Concerned Scientists 

7910180121 

30-3 

G 

7910230229 

50-346 

0 


7910100121 

50-3 

0 

7910230310 

50-346 

P 


7910180121 

50-3 

G 

7910230323 

50-346 

P 


7910180130* 

30-3 

G 

7910260264 

50-346 

S 


7910180150* 

30-3 

G 

7910260260* 

50-346 

B 


7910180150* 

50-3 

G 

7910260202 

50-346 

P 


79101 B0221 

50-209 

0 

7910290254 

50-346 

F 


7910100308* 

50-209 

G 

7910290322 

50-346 

F 

United Engineers (< Constructors. Inc. 

7910010499 

50-320 

P 

7910290364 

50-346 

P 

(subs, of Raytheon Co. ) 








7910120225* 

50-324 

P 

7910310016 

50-346 

M 





7910310123* 

50-346 

0 


7910300231* 

CONTRACT 


7910310299 

50-346 

8 

United Nuclear Corp. 

7910030342* 

FDI A 


7910310306* 

50-346 

8 


7910030366* 

FOIA 


7910310366 

50-346 

8 


7910030444* 

FOIA 






7910030451* 

FOIA 


7910310369* 

50-346 

S 





7910260014 

71-70 



7910030327* 

FOIA 


7910260017* 

71-70 



7910150364 

70-371 


7910300375 

71-70 



7910250697 

PROJ 


7910300370* 

71-70 



7910250700 

PRO J 





United Nuclear Corp. . UNC Recovery 

791O10OB40 

71-9019 


7909250339 

PR 


Systems Dlv. 




7910010003* 

FOIA 






7910030912 

XPDRTLIC 



7910240445 

71-4949 


7910050140 

XPDRTLIC 



7910240450* 

71-4949 


7910050233 

71-9120 



7910310008* 

70-020 





United Nuclear Corp., Naval Products Dlv. 

7910120072* 

70-371 


7910090349 

XPDRTLIC 



7910260461 

70-371 


7910100634 

XPDRTLIC 






7910110110 

XPDRTLIC 


United Services Life Insurance Co. 

7910190422 

FOIA 


7910170002 

XPDRTLIC 


Utah. State of 

7910050265 

40-86B1 


7910260030 

XPDRTLIC 


Utah, Untv. of 

7910050022 

ACRff 






7910230441 

50-72 

J 

7910260042* 

XPDRTLIC 


Valors. C. 

7910050030 

50-272 

0 

7910260060 

XPDRTLIC 






7910260074* 

XPDRTLIC 



7910090038 

50-272 

0 

7910290375 

XPDRTLIC 



7910090245 

50-437 

0 

7910300262 

XPDRTLIC 


Vanderbilt Univ. 

7910030019 

ACRS 





Vermont Yankee Nuclear Power Corp, 

7910030454 

50-271 

P 

7910090299 

PR 



7910100389 

30-271 

p 

7910180050 

PR 






7910300206 

50-406 

J 


7710100390 

TOPfiEP 


7910090206 

30-396 

0 


7910100434 

TOPREP 


7910190223 

50-320 

M 


7910110305 

50-271 

a 





7910110300* 

30-271 

8 

7910230009* 

PRDJ 



79 toil 03 I 9 

50-271 

P 

7909230590 

PRM 






7910010260 

PRM 



7910110321* 

30-271 

p 

7910050517 

40-299 



7910110442 

30-271 

p 

7910050520 

40-299 



7910150536 

50-271 

p 





7910160370 

50-271 

R 

7910090252 

PR 



7910160372* 

50-271 

R 

7910100667* 

71-5797 






7910110560 

40-299 



7910160499 

50-271 

0 

7910160049* 

71-9853 



7910160501* 

50-271 

8 

7910160055* 

71-9853 



7910190373 

50-271 

1 





7910220226 

50-271 

S 

7910160061* 

71-9353 



7910220243* 

30-271 

S 

7910160066* 

71-9B53 






7910160072* 

71-9053 



7910230329 

60-271 

J 

7910160073* 

71-9853 



7910230474 

50-271 

P 

7910100381 

XP0RTL1C 



79102305BS 

30-271 

3 





7910230600* 

30-271 

8 

7910180305* 

XPDRTLIC 



7910230617 

50-271 

8 

7910190372 

50-54 

F 





7910290132* 

50-54 

a 


7910230624* 

50-271 

S 

7910290410 

40-299 



7910240604 

50-271 

P 

7910290421* 

40-299 



7910290267 

50-271 

P 





7910290336 

50-271 

S 

79I029049B 

NUREO 



7910290358* 

50-271 

3 

7910240622 

50-403 

F 





7910240622 

50-483 

F 


7910290420 

30-271 

a 

791025O23I* 

50-483 

0 


7910310211 

30-271 

0 

7910250235 

50-483 

A 

Vermont, State of 

7910050342* 

PROJ 






7910250281 

30-271 

p 

7910250255 

50-483 

A 

Veterans Administration 

7910230429 

30-131 

J 

7910250256* 

50-483 

A 





7910250256* 

50-403 

A 

Virginia Electric J< Power Co. 

7909250133 

30-330 

G 

7910250250* 

50-483 

A 


7910010670 

30-280 

P 

7910250250* 

50-4B3 

A 


7910010678 

80-330 

0 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

affiliation 

ACCESS I DN 
NUMBER 

SUBJECT 

CATEGORY 

7910010760 

50-200 

Q 


7910150449 

50-339 

A 

791 0020042* 

50-33B 

0 


7910130453 

50-404 

A 

7910020 102 

30-230 

0 


7910150453 

50-404 

A 

7910020391 

50-200 

P 


7910150457 

50-339 

8 

7910020391 

50-230 

P 


7910130464 

50-404 

3 

7910020391 

50-200 

P 


7910150464 

30-404 

S 

7910020422* 

50-230 

P 


7910150562 

50-330 

s 

7910020422* 

SO -2 BO 

P 


7910150560* 

50-330 

6 

7910020422* 

50-200 

P 


7910130577 

50-404 

a 

7910020459 

50-2B1 

G 


7910150577 

50-404 

3 

7910020474 

50-339 

S 


7910150370 

50-338 

8 

791 0020SS2 

50-230 

G 


7910150503* 

50-333 

3 

7910020532 

50-200 

G 


7910150507* 

50-333 

S 

7910020614 

50-339 

0 


7910150704 

50-338 

0 

7910030340 

50-333 

S 


7910160409 

50-333 

e 

7910030347# 

30-33B 

B 


7910160491* 

50-333 

8 

7910030357* 

50-33B 

8 


7910160492 

50-339 

8 

7910030433 

S0-33B 

S 


7910160493* 

50-330 

S 

7910030443* 

30-33B 

B 


7910160496* 

50-338 

B 

7910030452 

50-33B 

B 


7910160497* 

50-338 

S 

7910030459* 

50-33B 

8 


7910170307 

50-280 

P 

7910030342 

50-33B 

0 


7910170307 

50-280 

P 

7910030342 

30-33B 

0 


7910170343 

50-330 

a 

7910030844 

30-330 

0 


7910170343 

50-338 

G 

7910030B92 

50-404 

0 


7910100431 

50-339 

B 

7910040304 

50-339 

6 


7910190001 

50-33B 

H 

7910040661 

50-230 

0 


7910190361 

50-339 

S 

7910040661 

50-200 

G 


7910190379 

50-330 

R 

7910040661 

50-200 

0 


7910190381* 

50-330 

R 

7910040661 

30-200 

0 


7910190386 

50-200 

n 

7910050129 

50-200 

G 


7910190391* 

50-200 

R 

7910050129 

50-230 

G 


7910190393 

50-339 

B 

7910030129 

50-200 

G 


7910190395 

50-330 

P 

7910030129 

50-200 

G 


7910190399* 

50-330 

P 

7910050157 

50-404 

A 


7910190402 

50-339 

3 

7910050171* 

50-404 

A 


79 10190407 

50-201 

P 

7910050171* 

50-404 

A 


7910190503 

50-200 

F 

7910030170* 

50-404 

A 


7910190505 

50-200 

F 

7910050173* 

30-404 

A 


7910190510 

50-339 

3 

7910050621 

50-404 

0 


7910190512 

50-330 

S 

7910090303 

30-33 B 

0 


7910190310* 

50-33B 

8 

7910090394 

30-33B 

6 


7910190525* 

□0-333 

5 

7910090356* 

50-33 B 

3 


7910220203 

50-333 

P 

7910090419 

30-200 

P 


7910220203 

50-339 

P 

7910090419 

30-230 

P 


7910220207* 

50-333 

P 

7910100053 

30-33 a 

0 


7910220207* 

50-338 

P 

7910100166 

30-2B0 

s 


7910220346 

50-339 

A 

7910100171* 

50-2B0 

9 


7910230216 

50-290 

0 

7910100179 

50-338. 

S 


7910230216 

50-280 

a 

7910100206* 

50-33B 

9 


7910230460 

50-280 

s 

7910100220 

30-2B0 

P 


7910230461* 

50-200 

s 

7910100256 

50-33B 

S 


7910230304 

50-404 

B 

7910100269* 

50-33B 

B 


7910230304 

50-404 

B 

7910100315 

50-339 

A 


7910230560 

50-280 

P 

7910100317 

50-330 

P 


7910230360 

50-280 

P 

79 1 0100322 

50-333 

0 


7910240037 

50-280 

a 

7910100337* 

50-333 

S 


7910240037 

50-280 

0 

7910100353 

50-404 

0 


7910240037 

50-280 

a 

7910100353 

50-404 

0 


7910240037 

50-280 

0 

7910100364 

50-404 

A 


7910240044 

50-280 

a 

7910100364 

50-404 

A 


7910240044 

50-280 

a 

7910100422 

00-200 

0 


7910240044 

50-200 

a 

7910100422 

50-200 

Q 


7910240044 

30-280 

Q 

7910100452 

50-200 

P 


7910240364 

30-338 

S 

7910100465 

50-404 

B 


7910240375* 

50-330 

0 

7910100465 

30-404 

S 


7910240383 

50-330 

8 

79101 10103 

PR ' 



7910240402* 

50-333 

0 

7910110148 

30-338 

o 


7910240400 

50-338 

8 

7910110154* 

50-33B 

0 


7910240420* 

50-338 

S 

7910110200 

30-333 

9 


7910240344 

50-280 

P 

791011O2BB 

50-33B 

a 


7910240344 

50-200 

P 

79101 10294* 

30-33B 

a 


7910240344 

50-2B0 

P 

79101 10329 

50-33B 

a 


7910240344 

30-200 

P 

79101 10330* 

50-330 

B 


7910240553 

50-281 

8 

79101 10332 

50-330 

F 


7910240562* 

50-201 

B 

7910110332 

80-330 

F 


7910240391 

50-330 

8 

79101 10333* 

50-330 

8 


7910240396 

30-281 

P 

79101 10331 

30-339 

A 


7910240609* 

50-330 

B 

7910110430 

50-200 

P 


7910240630* 

50-330 

S 

7910110430 

30-200 

P 


7910240642 

50-330 

s 

7910120160 

50-200 

P 


7910240670* 

30-330 

8 

79101 2016B 

so-eeo 

P 


7910240677 

50-404 

A 

7910120173* 

30-200 

P 


7910240677 

30-404 

A 

7910120192 

50-339 

B 


7910240679* 

30-338 

8 

7910150270 

30-200 

Q 


7910250202 

30-338 

P 



CORPORATE SOURCE INDEX 
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AUTHDR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


7910250265s 

5Q-33B 

P 


7910260037 

30-2 BO 

0 


7910260150 

50-230 

P 


7910260267 

50-333 

a 


7910260267 

50-333 

0 


7910290270 

S 0-2 BO 

P 


7910290270 

30-200 

P 


7910290270 

50-230 

P 


7910290277s 

50-200 

P 


7910290277s 

50-230 

P 


7910290277* 

30-230 

P 


7910290316 

30-339 

s 


7910300140 

50-339 

A 


7910300143 

30-338 

P 


7910300144* 

30-333 

P 


791030014B 

50-280 

P 


791 03 00 148 

50-280 

P 


791 03001 4B 

50-280 

P 


791 03001 4fl 

50-280 

P 


7910300151 

50-281 

P 


7910300205 

30-338 

fl 


7910300210* 

50-330 

S 


7910300243 

50-338 

S 


7910300246* 

50-33B 

S 


7910300249* 

50-338 

S 


7910300324 

50-280 

P 


7910300324 

50-280 

P 


7910300324 

50-280 

P 


79 1 0310278 

30-280 

s 


7910310280* 

50-280 

□ 


7910310342 

50-280 

s 


7910310332* 

50-280 

0 


7910310371 

50-338 

p 


7910310412 

50-33B 

8 


7910310417* 

50-338 

8 


7910310432 

50-338 

fl 


7910310442* 

30-338 

0 


7910310447 

50-330 

fl 


7910310433* 

50-330 

0 

Virginia Tech 

7910100069* 

CONTRACT 



7910190392 

50-124 

F 


7910230436 

50-124 

d 

Virginia. Stats of 

7910090325 

PR 



7910090903 

PR 



7910160593 

30-339 

H 


7910100440* 

COMMISSION 


7910230440 

WASTE MOT 


7910230660 

50-33B 

Q 


7910290429 

PRDJ 


Virginia. Univ, of 

7910030655* 

30-62 

0 

W. J. Hoollsy Co. 

7910170109 

XPORTLIC 


Waaler, Evan* 6 Oordon 

79101 10056 

50-436 

0 

Waihlngton Public Power Supply Bystem 

7910030373 

50-397 

0 


791 00307 B? 

50-397 

a 


7910040117* 

50-460 

Q 


7910040194 

50-508 

0 


7910040190 

30-397 

K 


7910040194* 

50-397 

K 


7910040196* 

50-397 

K 


7910040199 

50-397 

K 


7910040201* 

50-397 

K 


7910120132* 

30-397 

K 


7910160909 

30-397 

I 


7910170275 

50-397 

K 


791O2304B? 

30-397 

8 


7910230484* 

30-397 

8 


7910240576 

30-460 

fl 


7910240976 

50-460 

8 


7910240300* 

30-460 

B 


7910240380* 

30-460 

B 


7910290072 

REGQO 


Washington Star 

7910110437 

30-320 

P 


7910160251* 

FOIA 


Washington Stats Univ. 

7910020193 

71-9034 



7910190456 

30-27 

F 


7910290354 

50-27 

J 

Washington. Stats of 

7910230428 

WASTE MOT 

Washington. Univ. of 

7910020664 

ACRB 



7910030396* 

50-10 

P 


7910180006 

NUREG 



7910180076* 

CONTRACT 



7910220229 

NUREO 



7910310237 

NUREO 



7910310247 

NUREO 


Mast Chicago. IL 

.7910220521 

40-2061 



AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATEGORY 

West Virginia Univ. 

7910100379 

50-129 P 

West Virginia. State of 

7910240332* 

50-320 P 

Western Nuclear, Inc. (subs, of Phelps 

7910110350 

40-1162 

Oodge Corp. I 

7910230707 

40-1162 


7910290433 

40-1162 

Wo* t ingfi dush Electric Corf. 

79100101 10 

XPORTLIC 


7910010315 

XPORTLIC 


7910010326 

XPORTLIC 


7910020012 

XPORTLIC 


7910020168 

XPORTLIC 


7910020174 

XPORTLIC 


7910020179 

XPORTLIC 


7910020362 

TOPREP 


7910020374* 

TOPREP 


7910020711 

XPORTLIC 


7910020714 

XPORTLIC 


7910020716 

XPORTLIC 


7910020783 

71-251 


7910020786# 

71-251 


7910030208 

XPORTLIC 


7910030224 

XPORTLIC 


7910030333 

XPORTLIC 


7910030385 

XPORTLIC 


7910040301 

TOPREP 


7910040341s 

TOPREP 


7910040362 

XPORTLIC 


7910040425 

71-9009 


7910090373 

30-429 P 


7910090459 

XPORTLIC 


7910090809 

XPORTLIC 


79101 10014 

PR 


79101 10113 

PR 


7910110310 

TOPREP 


7910120130 

XPORTLIC 


7910120220 

TOPHEP 


79101 90333 

TOPREP 


7910170115 

TOPREP 


7910170162 

XPORTLIC 


7910 1 701BI 

REGOD 


7910170920 

XPORTLIC 


7910190146 

70-1131 


7910190320* 

TOPREP 


7910190522* 

TOPREP 


7910220166 

70-1143 


7910230159 

XPORTLIC 


7910230627 

40-6304 


7910250226 

90-574 G 


7910260005 

XPORTLIC 


7910260080* 

XPORTLIC 


7910290407 

XPORTLIC 


7910290414 

71-9009 


7910300116* 

FOIA 


7910300121# 

FDIA 


7910300126# 

FOIA 


7910300130# 

FOIA 


7910300133# 

70-2256 


7910300135* 

FOIA 


7910300152 

TOPREP 


7910300303 

TOPREP 


7910300309# 

TOPREP 


7910310005 

REB 


7910310045 

XPORTLIC 

WestlnghouBs Electric Corp., Nuclear 

7910310067* 

70-1143 

79103001 IB* 

TDPfiEP 

Energy Bystoms 

West lnghouse Electric Corp., PUR Systems 

7910300115 

TOPREP 

Dlv. 


Westinghouss Electric Carp., Wyoming 

7910100721# 

FOIA 

Mineral Carp. 



7910100722# 

FOIA 


7910100724* 

FOIA 

West lnghouse Operating Plants Owners 

7910100727# 

7910190517 

FOIA 

TOPREP 

Group 



7910190520# 

TOPREP 

William 6 Mary, College of 

7910190322# 

TOPREP 

7910280003 

70-725 

Windham Community Memorial 

7910310439 

REQQD 

Wisconsin Centrifugal, Ine. 

7910050634 

71-339 


7910030633# 

71-339 

Wisconsin Electric Power Co. 

7910010213 

30-266 P 


7910020128 

30-266 0 


7910020344 

50-266 8 


7910080347# 

50-266 S 
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CORPORATE SOURCE INDEX 


AUTMER 

AFFILIATION 


Wisconsin Public Service Corp. 


ACCESSION 

NUMBER 


7910020426 
79 10020426 
7910020400 
79100204B0 
7910020404 

7910020404 

7910040279 

7910050144 

7910070035 

7910090706 

79101 10370 

7910120221 

7910120221 

7910120222* 

7910150201 

7910150539 

7910150546* 

7910160376 

7910160300* 

7910170417 

7910170417 

7910100462 

7910100462 

7910190417 

7910190429* 

7910320033 
79 1 0220 202 
7910220202 
7910220336 
7910220336 

7910250327 

7910250355 

7910260295 

7910260421 

7910290104 

7910290163 
7910050107 
79100501 14 
7910050365 
7910090705 

79101 10403 

7910150197 

7910150514 

7910190523* 

7910170315 

7910230235 

7910230471 

7910250264 

7910290266 

7910250207 

7910250290* 

7910260205 

7910260330* 

7910260334 * 

7910260366 


SUBJECT 

CATEGORY 


90-266 0 
90-266 0 
90-266 a 
50-266 0 
50-266 F 

50-266 F 
50-502 I 
50-266 P 
50-266 P 
50-266 0 

30-266 P 
50-266 P 
50-266 P 
50-266 P 
50-266 0 

50-266 B 
50-266 6 
90-266 R 
50-266 ft 
50-266 J 

50-266 J 
50-266 0 
30-266 0 
50-301 S 
50-301 8 

50-501 A 
50-266 0 
50-266 0 
90-266 P 
30-266 P 

50-502 C 
50-266 P 
50-266 J 
50-502 A 
REQQD 

REGOD 

50-305 P 
30-305 Q 
50-305 0 

sa-aos a 

5B-305 a 
50-305 0 
50-305 R 
50-305 Ft 
50-309 P 

50-305 Q 
30-305 P 
50-305 P 
50-303 P 
30-305 P 

50-305 P 
90-305 EJ 
30-303 9 
50-303 8 
50-305 0 


AUTHOR 

AFFILIATION 


Wl »canaln< St ate of 
Wisconsin) Unlv. ofi Madison 
Wol iveri J. D. 

Wooduard-Clyde Consultants 
Worcester Polytechnic Inst. 


Wyoming Mineral Corp. 


Wyoming! State of 


Yale Unlv. 

Yankee Atomic Electric Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

7910300161 

50-305 

P 

7910300226 

50-305 

S 

7910300229* 

50-305 

S 

7910300253 

50-303 

P 

7910230409 

WASTE MOT 

7909210336 

50-156 

0 

7910220233 

30-156 

J 

7910050743 

50-350 

G 

7910020300* 

50-3 

It 

7910300434* 

50-133 

0 

7910020406 

50-134 

I 

7910050530 

50-134 

K 

7910050532* 

50-134 

K 

7910300160 

50-134 

J 

7910020619 

40-8502 


7910020622* 

40-8502 


7910050601 

40-0502 


7910160160 

40-0502 


7910160165* 

40-0502 


7910240633 

40-0502 


7910240643 

40-0502 


7910240650* 

40-8502 


7910240673 

40-0502 


7910110033 

40-1162 


7910230206 

40-0721 


7910230423 

WASTE MOT 

7910240716 

PROJ 


7910310441 

REGOD 


7910020420* 

50-560 

A 

7910030279* 

30-29 

a 

7910030679 

50-29 

p 

7910040033 

PR 


7910040432 

50-29 

a 

7910050277 

50-29 

P 

7910100116 

50-29 

p 

7910100376 

50-29 

P 

7910110331 

50-29 

B 

7910110333* 

50-29 

S 

7910110426 

50-29 

P 

7910110431* 

50-29 

P 

7910150343 

50-29 

F 

7910160374 

30-29 

R 

7910160373* 

30-29 

fi 

7910160442 

50-29 

J 

7910170369* 

30-309 

P 

7910100149 

30-29 

0 

7910190174 

30-29 

B 

7910230306 

30-29 

J 

7910240611 

30-29 

P 

7910240736 

REGOD 


7910290260 

50-29 

P 

7910310236 

50-29 

a 



REPORT NUMBER INDEX 


The subject category column In this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 


REPORT 

NUMBER 

ACCEBBI0N 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

7910020296 

7910020296 

RES 



7910020320 

7910020320 

RES 


NRC-04-76-215 

7910100263 

7910120263 

RES 


NRC-04-79-179 

7910170479 

7910170479 

REB 



7910170407 

7910170487 

RES 



7910170493 

7910170493 

REB 



7910170303 

7910170503 

REB 



7910170909 

7910170509 

REB 



7910170917 

7910170317 

REB 



7910170944 

7910170344 

REB 



7910170947 

7910170347 

RES 



7910170997 

7910170357 

RES 


0RNL/FTH-605 

7910170366 

7910170366 

RES 


OR NT /ED/EAS— 79/ 

7910180001 

791 01 B0001 

RES 



7910180002 

7910100002 

RES 



7910180003 

7910180003 

RES 


CAAP-TR-039 

7910180004 

7910180004 

RES 


CAAP-TR-057 

7910180 009 

7910100005 

RES 


CAAP-TR-0S6 

7910180007 

7910180007 

RES 


NRC-04-74-1B0 

7910230083 

7910230085 

TOPREP 


4441/ML-3 

7910290037 

7910290037 

RES 


0RNL/FTR-691 

7910290039 

7910290039 

REB 


ORNL/ED/EAB-79 

7910290042 

7910290042 

RES 


0RNL/ED/E1B— 103 

7910290044 

7910290044 

RES 


BTAT— 791005 

7910290060 

7910290060 

REB 


NRC-04-79-1B4 

7910300208 

7910300200 

REB 


BNL-NUREG-26617 

7910300212 

7910300212 

REB 


TFDP-TR-332 

7910300431 

7910300431 

REB 


LTR 141-122 

7910300494 

7910300434 

REB 


BEMI-TR-0Q9 

7910300497 

7910300437 

RES 



7910300468 

7910300460 

REB 


NRC-04— 74-100 

7910300470 

7910300470 

RES 


NRC-04-76-215 

7910300473 

7910300473 

RES 


ORNL/FTR-722 

7910300481 

7910300481 

RES 



7910300484 

7910300484 

RES 



7910300346 

7910300546 

REB 


0RNL/HABRD-50 

7910300362 

7910300562 

RES 


EEMI-TR-01 1 

7910310004 

7910310004 

REB 



7910310003 

7910310003 

RES 



7910310043 

7910310043 

RES 



7910310309 

791Q310S09 

REB 



B AW- 1560 

7910190414* 

30-312 

P 


CE-l-A 

7910040323* 

TOPREP 



CE-l-A 

7910040331* 

TOPREP 



CEN-1 16 (0) 

7910150392* 

50-317 

Q 


EUR 2312 

7910030910* 

30-244 

0 


OADR-SS 

7910090664* 

71-6346 


14039 

HEDL-T1 -73002- 37 

7910120345* 

PROJ 



NED0- 10084-2 VI 

79102S01 16* 

71-9001 


14351 

NED0- 10084-2 V2 

7910230119* 

71-9001 


14351 

NE DO- 23697 

7910170344* 

TOPREP 



NEDD-24011-A-1 

7910160603* 

TOPREP 


7BNEDHB7 

NEDD-241B2A 

7910120333* 

30-324 

P 


NEDD-24197 

7910110431* 

30-263 

P 

79NE0397 

NE 00 -2 4 209 

7910100409* 

30-259 

P 

79NE0394 


gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this Index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
Index titled "Cross Reference of Enclosures to Principal 
Documents." 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT OTHER REPORT 

CATEGORY NUMBER 

NEDO-24220 

791 030034 B» 

50-331 

P 79NED306 

N EDO— 24280 

7910100395* 

50-271 

P 78NED293 

NEDQ-24 539 

7910170135* 

TOPREP 


NE DO-24542 

7910170129* 

TOPREP 


NE DO-24645 

7910170150* 

TOPREP 


NE 00-251 16 

7910180236* 

TOPREP 


MSP —37 -031 

7910120231* 

50-263 

Q 

NUREC-0020 V3 H? 

7910260192 

NUREO 


NURE0-O123 

7910020640 

NUREO 


NUREC— 0300 V3 N 10 

7910300036 

NUREO 


NUREG -03 80 V3 N7 

7910100704 

NUREO 


NURE0-0424 

7910020145 

50-560 

E 

NURE0-0475 

7910310188 

NUREO 


NUREG-G527 

7910020413 

NUREG 


NUREG-0540 VI N7 

7910030447 

NUREO 


NUREO-O5B0 VB N5 

7910020361 

NUREO 


NUHEG-0501 

7910220136 

NUREO 


NUHEG-0606 VI N1 

7910100709 

NUREO 


NURE0-0610 

7910170131 

NUREO 


NURE0-0611 

7910290312* 

NUREO 


NUREO-0616 

7910260473* 

NUREO 


NUREC-0625 

7910010498 

NUREO 


NUREG/CR— 0345 

7910100707 

NUREO 


NUREG/CR-046S 

7910220162 

NUREO 

SAN D70- 1990 

NUREG/CR-0474 

7910220229 

NUREO 


NUREG/CR— 0506 

791001055 1 

NUREO 

QRNL/NUREQ-52 

NUREG/CH— 05 1 Q 

791029049S 

NUREG 

Y/DA-79SI 

NUREG/CR— 059B 

7910300463 

NUREO 

LA-7646 

NUREG/CR -0636 

7910030455 

NUREO 

SAN 079-0263 

NUREG / CR— 0654 

7910220117 

NUREO 

BAN 079-0 324 

NUSEG/CR-06S7 

7910230049 

NUREO 


NUREG/CR-0718 

7910220175 

NUREO 

PNL-2937 

NUREG/ CR-072S 

7910030477 

NUREO 

SAN 079-0 6 17 

NUREQ/CR-0774 

7910010512 

NUREO 


NUREQ/CR-OBOl 

7910310237 

NUREO 


NUREO/CR-0802 Vi> 

7910310247 

NUREG 


NUREG/ CR-08 13 

7910010473 

NUREO 


NUREG/CR -00 17 

7910090060 

NUREO 

ORNL/NUREG/TM-3 

NUREG/ CR-00 10 

7910030107 

NUREO 

ORNL/NUREO/TM-3 

NUREO/CR -0826 

7910030035 

NUREO 

BAND79-1O30 

NUREG /CR-0B35 

7910010522 

NUREO 

PNL-3023 

NUREG/ CR— 0836 

7910020373 

NUREO 

HEDL-TME 79-33 

NUREG/ CR-0B59 

7910220373 

NUREO 

HEOL-TME 77-1 

NUREG/ CR-0B61 

7910100711 

NUREO 

0RNL/NURE0/N3IC 

NUREO/CR-OB65 

7910180006 

NUREO 


NUREG/ CR-08B5 VI 

7910100714 

NUREO 

TN- 296 

NUREG /CR-0885 V2 

7910030101 

NUREO 

TN— 296 

NUREO/ CR-0899 

7910310243 

NUREO 

ORNL/NUREG/TH-3 

NUREG/ CR— 0902 

7910030063 

NUREO 

TREE- 133 5 

NUREG/ C ft -0903 

7910310006 

NUREO 

TREE-1336 

NUREG/ CR-0907 

7910020650 

NUREO 

TREE-1374 

NUREO/ CR-0909 

7910220363 

NUREO 

NRC —04—7 5—102 

NURE0/CR-0913 

79102604S9 

NUREO 

BAND79-1337 

NUREG/ CR-09 15 

7910100716 

NUREO 

ORNL/NUREO/NBIC 

NUREO/ CR-0921 

7910220350 

NUREO 

8AND7B-BI98 
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REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

NUREG/CR-092B 

7910030464 

NUREG 


SAN 07 9— 1372 

NUREQ/CR-0933 

7910100717 

NUREG 



NUREG7CR-0939 

7910820511 

NUREG 



NUREG/CR-0942 

7910220151 

NUREG 



NUREC/CR-0945 

7910310239 

NUREG 


AML-CT— 79-42 

NUREO/CR-09SO 

7910220157 

NUREG 



.NUREG/CR-0959 

7910260474 

NUREG 


TREE- 1390 

NUREG/CR-0966 

7910300072 

NUREG 


LA— 7944-MB 

NUREG/CR-097B 

7910100712 

NUREG 



NUREQ/CR-0979 

7910020339 

NUREG 



NUREG /CR-0991 

791 0220 1B9 

NUREG 


EMI -2036 

NUREO/CR-0992 

7910220145 

NUREG 



NURE0/CR-0997 

7910220499 

NUREG 


UCLA-12— 1192 

NUREG/CR-0997 

7910160843 

NUREG 


UCLA-12-1 193 

NUREG /CR- 1001 

7910310193 

NUREG 


ANL-70-60 

NUREQ/CR-1005 V! 

7910220160 

NUREG 



NUREG /CR- 100 3 V2 

7910230053 

NUREG 



NUREG /CR-10 13 

7910220125 

NUREG 


MLM-2643 

.NUREG /CR-10 14 

7910030077 

NUREG 



NUREG /CR-10 18 

7910220405 

NUREG 



■NUREC/CR-1019 

7910220505 

NUREG 



NUREG/CR-1020 

7910220139 

NUREG 



NUREG/ CR- 1024 

7910310047 

NUREG 



NUREG/ CR- I 093 

79101 10437* 

50-320 

P 


NUREQ/ Trt-0337 

79 1 0010435 

RES 



NUS 3367 

7910240535* 

50-361 

K 


ORNL/C BD/TM— 77 

7910050154* 

71-9053 


14101 

QRNL/ENQ/TM— 1 9 

7910050181* 

71-9853 


14101 

BAB-1199 

79 1O29023B* 

71-350 


14317 

RE-A-79-045 

7910300024* 

50-155 

P 


RIL-3B 

7910020040 

RES 



SECY-76-264 M 

7910300157* 

EDI A 



SECY-7 6-264 A 

7910300153* 

FOIA 



SEC Y-7 7-601 

7910300112* 

FOI A 



SECY-7 B-272 

7910090054 

SECY 




REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

EECY-7B-277 

7910020679 

SECY 



SECY -70-291 

79 1 Q03059B 

SECY 



SECY-79-C04 

7910050293 

SECY 



SECY-79- 100/ J 

7910290153 

30-574 

0 


SECY-79-1B2B 

7910310152 

SECY 



SECY— 79-1B& 

7910090034 

SECY 



SECY-79-190 

79 1 0090020 

SECY 



SECY— 79-200 A 

79 1 0220429 

SECY 



SECY-79-2 19C 

7910310032 

SECY 



SECY -79-33 OE 

7910080256* 

10CFR 



SECY- 79-330 E 

79 1 0020279* 

10CFR 



SECY -79-342 A 

7910310177 

SECY 



SECY- 79-342 B 

7910290142 

SECY 



SECY -79-39 7 A 

7910190507 

•SECY 



SECY-79-46S 

7910190484 

SECY 



SECY -79-473 

7910240262* 

PROJ 



SECY -79- 479 

7910160583* 

10CFR 



SECY -79-499 

7910020529* 

10CFR 



5ECY-79-504 

7910090200 

SECY 



SECY -79-5 16 

7910310171 

SECY 



SECY -79- 529- 

7910190313 

50-330 

P 


SECY -79-530 

791OO30SB1 

50-397 

M 


SECY -79-53 7 

7910310147 

SECY 



SECY -79-551 

7910240357 

SECY 



SECY -79-55 5 

79 1 0380432 

SECY 



SECY-79-577 

7910320406 

SECY 



SECY-79-7 IB 

7910220410 

SECY 



TDR-TMI - 16 

7910190178* 

50-320 

G 

TDR-TMI- 1 16 

VEP-FRO-33 

7910020422* 

SO-2BO 

P 


WCAP-B785 

• 79103001 IB* 

TOPREP 



MCAP-9904-A 

7910020374* 

TOPREP 



HCAP-9529 

79 1 030 0369* 

TOPREP 



HCAP-9587 

7910040341* 

TOPREP 



HR -S-7B-002 

7910320261* 

TOPREP 





CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

7902260604 

7902260397 

79/02/01 

30-280 

0 

7904130330 

7904130346 

79/04/09 

30-133 

0 

7906190335 

7906190531 

79/05/15 

50-320 

3 

7909030222 

790909021 B 

77/11/00 

50-320 

0 

7909130067 

7909130056 

79/06/20 

50-237 

0 

79091 703 10 

7909170313 

79/08/2B 

40-2061 


79092101 5B 

7909210154 

79/OB/ 16 

COMM IBB I ON 

7909210403 

79092103BB 

79/OB/ 13 

50-315 

s 

7909210473 

790921O3BB 

79/08/13 

50-316 

a 

7909240184 

7909240179 

79/OB/ 1 5 

50-320 

0 

7909240602 

7909240397 

79/OB/ 12 

50-320 

p 

7909230453 

7909250430 

79/07/13 

50-437 

0 

7909260130 

7909260125 

79/00/02 

30-311 

0 

7909260131 

7909260146 

79/00/07 

30-445 

M 

7909270190 

7909270182 

79/08/14 

COMMISSION 

7909270193 

7909270182 

79/00/14 

COMM IBB I ON 

7909270196 

7909270 1B2 

79/00/14 

COMMISSION 

7909270199 

7909270 1B2 

79/OB/ 14 

COMMISSION 

7909270203 

7909270 1B2 

79/OB/ 14 

COMM I GB I ON 

7909270211 

7909270102 

79/08/14 

COMMISSION 

79Q92B0079 

79092B0070 

79/08/27 

70-143 


7909200330 

7909200319 

79/08/24 

COMMISSION 

79092B046I 

79092B 443 

79/08/13 

COMMISSION 

79092B0463 

79092BO44S . 

79/08/13 

COMMISSION 

79092B0466 

79092BO443 

79/08/13 

COMMISSION 

79092B0469 

79092BO445 

79/08/13 

COMMISSION 

79092B0504 

7909280490 

79/09/24 

50-546 

0 

7909290021 

7909290017 

79/08/20 

40-8432 


7910010024 

7910010019 

79/08/24 

50-315 

0 

7910010027 

7910010016 

79/09/26 

30-269 

p 

7910010034 

7910010032 

79/07/31 

30-341 

0 

7910010033 

7910010016 

79/09/26 

30-269 

p 

7910010037 

7910010032 

79/07/31 

30-341 

0 

7910010046 

7910010016 

79/09/26 

70-2623 


7910010040 

7910010045 

79/07/01 

CONTRACT 


7910010032 

7910010016 

79/09/26 

70-2623 


7910010034 

7910010049 

79/08/08 

70-36 


791001003B 

7910010016 

79/09/26 

30-206 

p 

7910010063 

7910010031 

79/09/12 

30-266 

0 

7910010066 

7910010016 

79/09/26 

30-324 

p 

7910010067, 

7910010061 

79/00/ 17 

PT9 


7910010077 

7910010016 

79/09/26 

50-324 

p 

79100100B3 

7910010016 

79/09/26 

FOIA 


7910010092 

7910010016 

79/09/26 

FOIA 


7910010094 

7910010000 

79/0B/O7 

50-331 

0 

7910010096 

7910010016 

79/09/26 

50-324 

p 

7910010103 

7910010103 

79/0B/2B 

30-412 

0 

7910010106 

7910010097 

79/09/12 

QA999 


7910010109 

7910010103 

79/00/28 

50-412 

0 

7910010! 12 

7910010103 

79/0B/2B 

30-412 

Q 


Items listed as enclosures are those indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
issued and the category enables locating the title listing of 
the enclosure. 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

category 

79L00101 13 

7910010097 

79/09/12 

QA999 


79100101 13 

7910010100 

79/09/03 

CONTRACT 


7910010116 

79100 10103 

79/08/28 

50-412 

G 

79100101 10 

7910010097 

79/09/12 

QA999 


7910010121 

7910010097 

79/09/12 

QA999 


7910010134 

7910010130 

79/08/24 

30-335 

0 

791 00101 3B 

7910010154 

79/08/13 

50-350 

a 

7910010162 

7910010155 

79/08/20 

50-299 

a 

7910010164 

7910010154 

79/08/15 

30-330 

a 

7910010174 

79100 1 0160 

79/08/23 

30-413 

Q 

7910010183 

7910010179 

79/09/20 

50-416 

K 

7910010109 

79100 1 01 B4 

79/09/19 

50-282 

0 

7910010215 

7910010209 

79/09/21 

50-213 

p 

7910010224 

7910010222 

79/09/28 

50-528 

A 

7910010227 

7910010221 

79/08/20 

30-254 

a 

7910010240 

7910010239 

79/08/18 

50-10 

0 

7910010252 

7910010210 

79/09/30 

CONTRACT 


7910010256 

7910010233 

79/08/17 

SECY 


7910010272 

7910010267 

79/07/01 

CONTRACT 


7910010297 

7910010292 

79/09/26 

30-333 

B 

79 1 001029B 

7910010293 

79/08/31 

50-330 

8 

7910010299 

7910010293 

79/08/27 

30-327 

8 

7910010304 

7910010300 

79/09/17 

50-317 

B 

7910010308 

7910010306 

79/09/26 

30-413 

R 

7910010310 

7910010303 

79/06/29 

50-510 

B 

7910010312 

7910010307 

79/09/23 

50-317 

S 

7910010319 

7910010317 

79/09/29 

30-321 

P 

7910010320 

7910010316 

79/09/13 

50-430 

B 

7910010322 

7910010317 

79/00/29 

30-321 

P 

7910010327 

7910010324 

79/09/23 

30-369 

A 

7910010329 

7910010325 

79/08/09 

50-334 

a 

7910010333 

7910010333 

79/09/07 

CONTRACT 


7910010337 

7910010332 

79/09/05 

50-430 

8 

7910010346 

7910010339 

79/09/14 

50-390 

8 

7910010353 

7910010352 

79/09/26 

50-333 

B 

7910010356 

7910010354 

79/09/25 

50-245 

8 

7910010361 

791001035B 

79/09/23 

30-249 

8 

7910010371 

7910010336 

79/OS/OB 

50-272 

0 

7910010375 

7910010367 

79/09/24 

50-269 

S 

7910010379 

7910010374 

79/07/12 

50-413 

□ 

7910010385 

7910010377 

79/09/14 

50-251 

S 

7910010386 

7910010374 

79/07/12 

30-413 

0 

7910010391 

79100 10 3B9 

79/09/20 

30-346 

a 

7910010394 

79100 103B9 

79/09/20 

30-346 

0 

7910010397 

7910010392 

79/08/09 

50-272 

a 

7910010399 

7910010396 

79/09/24 

50-331 

s 

7910010405 

7910010401 

79/09/26 

30-317 

B 

7910010415 

7910010409 

79/09/25 

30-243 

S 

7910010422 

7910010417 

79/09/21 

50-321 

B 

7910010425 

7910010423 

79/09/17 

50-321 

B 
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CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION! NUMBER 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 


DATE SUBJECT 

ISSUED CATEGORY 


7910010435 
7910010442 
7910010449 
7910010474 
79100 1 0476 

7910010319 

7910010507 

7910010600 

7910010602 

7910010619 

7910010664 

79100106B5 

7910010697 

7910010720 

7910010733 

7910010735 
7 9 1001 07 B2 
7910010733 
7910010735 
7910020002 

7910020004 

7910020006 

7910020003 

7910020010 

7910020020 

7910020021 

7910020025 

7910020026 

7910020029 

7910020038 


7910010430 

7910010439 

7910010446 

7910010469 

7910010469 

7910010316 
791O01Q3B4 
7910010598 
7910010598 
79100 106 IB 

7910010660 
79 10D 10676 
7910010691 
7910010713 
7910010729 

7910010729 
7910010774 
7910010780 
7910010730 
7910020 0O£ 

7910020003 
7910020005 
7910020007 
7910020009 
79 100200 IB 

7910020018 

7910020022 

7910020023 

7910020023 

7910020033 


79/09/20 
79/09/24 
79 /0B/03 
79/09/05 
79/09/05 

79/09/04 

79/09/13 

79/07/12 

79/07/12 

79/09/09 

79/05/01 

79/07/01 

79/08/14 

79/09/07 

79/08/23 

79/OB /23 
79/OB/OB 
79/09/05 
79/09/05 
77/0B/08 

79/08/09 

79/08/30 

79/09/05 

79/09/05 

79/09/12 

79/09/12 

79/09/03 

79/07/25 

79/07/23 

79/08/27 


50-277 

50-317 

71-40 

71-9033 

71-9033 

71-141 

30-329 

30-272 

50-272 

71-92 

CONTRACT 

CONTRACT 

CONTRACT 

90-324 

90-2B2 

50-2B2 

30-219 

50-280 

30-280 

30-363 

50-309 

PR 

71-6275 

71-5026 

50-272 

50-272 

71-9B94 

30-3 

50-3 

CONTRACT 


0 

S 


Q 

Q 

0 


H 

0 

0 

Q 

Q 

0 

0 

Q 


P 

P 

G 

G 


7910020039 

7910020041 

7910020042 

7910020045 

7910020046 

7910020049 

7910020050 

7910020051 

7910020052 

7910020057 

7910020059 

7910020065 

7910020077 

7910020081 

79100200B3 


7910020034 

7910020035 

7910020037 

7910020037 

7910020040 


7910020037 

7910020061 

7910020069 

7910020072 

7910020071 


79/08/IB 

79/09/14 

79/09/14 

79/09/14 

79/09/17 


79/09/14 
79/09/13 
79/08/09 
79/08/22 
79/OB /OB 


50-454 0 

71-6406 
50-338 Q 
50-338 Q 
CONTRACT 

30-33 S Q 
30-454 a 
50-338 Q 
71-9022 
CONTRACT 

50-338 G 
CONTRACT 
50-466 G 
30-254 0 

50-272 Q 


7910020037 79/09/14 
7910020034 79/08/18 
7910020037 79/09/14 
7910020047 79/09/14 
7910020053 79/09/12 


7910020091 

7910020106 

7910020107 

7910020113 

7910020113 

7910020126 

7910020137 

7910020140 

7910020130 

7910020171 

7910020173 
7910020207 
791002020B 
7910020211 
79 J 00202 17 

7910020224 

7910020229 

7910020230 

7910020237 

7910020243 

7910020247 

791002P236 

7910020257 

7910020269 

7910020279 

7910020282 

7910020303 

7910020305 

7910020309 

7910020335 

7910020347 

7910020355 

7910020360 

7910020360 

7910020370 


791OO2OOB0 

7910020100 

7910020101 

7910020098 

7910020110 

7910020120 

7910020131 

7910020132 

7910020147 

7910020163 

7910020167 

7910020202 

7910020200 

7910020202 

7910020210 

7910020216 

7910020222 

7910020216 

7910020233 

7910020233 


7910020233 

7910020299 

7910020293 

7910020307 

7910020322 

7910020344 
79 1 0020340 
791002035B 
7910020364 
7910020369 


79/09/14 

79/08/23 

79/09/25 

79/08/17 

79/09/17 

79/08/14 
79/0B/05 
79/OB/ 15 
79/07/25 
79/05/22 

79/09/05 

79/09/13 

79/08/07 

79/09/13 

79/08/06 

79/09/13 

79/03/10 

79/09/13 

79/09/03 

79/09/05 


79/09/09 
79/09/17 
79/08/07 
79/09/17 
79/OB/ 06 

79/09/14 

79/09/27 

79/09/27 

79/09/27 

79/0B/02 


CONTRACT 
70-925 
50-329 R 
5 0-280 Q 
CONTRACT 

50-402 0 

90-307 G 
50-438 G 
30-325 G 
50-335 G 

50-454 A 
30-269 G 
30-327 G 
30-269 0 

30-302 G 

70-143 
30-280 G 

70- 143 
30-390 Q 
30-390 Q 

30-390 G 
10CFR 

50-390 G 
50-390 0 

10CFR 

50-390 G 

71- 53 

30-338 G 
71-58 
50-259 0 

50-266 B 
30-317 B 
50-296 S 
50-317 S 
50-466 G 


7910020233 79/09/05 
7910020241 79/07/13 
7910020233 79/09/03 
7910020233 79/09/03 
7910020241 79/09/13 


ENCLOSURE 


7910020374 

7910020376 

7910020306 

79100203B7 

7910020300 

7910020394 

7910020393 

7910020402 

7910020404 

7910020409 

7910020411 

7910020414 

7910020419 

7910020420 

7910020422 

7910020427 

7910020431 

7910020432 

7910020433 

7910020437 

7910020440 

7910020444 

7910020443 

7910020440 

7910020451 

7910020459 

7910020462 

7910020465 

7910020469 

7910020473 

7910020475 

7910020406 

7910020496 

7910020300 

7910020304 

7910020310 

7910020323 

7910020320 

7910020529 

7910020533 

7910020540 

7910020343 

7910020345 

7910020S4B 

7910020339 

7910020360 

7910020362 

7910020364 

7910020363 

7910020301 

7910020392 

7910020396 

7910020604 

7910020607 

7910020609 

7910020612 

7910020617 

7910020610 

7910020620 

7910020622 

7910020624 

7910020640 

7910020652 

7910020639 

7910020665 

7910020670 

7910020675 

79100206B5 

7910020606 

7910020692 

7910020693 

7910020694 

7910020696 

79IO02069B 

7910020699 

7910020703 

7910020706 

7910020700 

7910020717 

7910020723 


PRINCIPAL 

DOCUMENT 


7910020362 

7910020373 

7910020370 

7910020303 

79100203B9 

79100203B9 

7910020393 

7910020396 

7VI0020400 

7910Q2040B 

7910020410 

7910020412 

7910020416 

7910020417 

7910020391 

79 10020424 
7910020424 
7910020430 
7910020429 
7910020436 

7910020436 

7910020439 

7910020442 

7910020441 

7910020446 

7910020457 

7910020453 

7910020461 

7910020466 

7910020450 

7910020471 
79 1 0020450 
7910020458 
7910020498 
7910020301 

791 002050 B 
7910020515 
7910020313 
7910020303 
9710020513 

7910020334 

7910020334 

7910020503 

7910020542 

7910020503 

7910020550 

7910020537 

7910020503 

7910020530 

7910020503 

7910020503 

7910020303 

7910020600 

7910020600 

7910020503 

7910020600 

7910020613 

7910020503 

7910020613 

7910020619 

7910020615 

7910020638 

7910020647 

7910020654 

7910020662 

7910020662 

7910020668 

7910020601 

7910020604 

7910020609 

7910020690 

7910020690 

7910020690 

7910020690 

7910020690 

7910020703 

7910020703 

7910020703 

7910020713 

7910020721 


DATE 

ISSUED 


79/06/19 

79/0B/21 

79/09/24 

79/09/26 

79/09/19 

79/09/26 

79/09/19 

79/09/28 

79/09/25 

79/00/22 

79/OB/O0 

79/00/09 

79/08/07 

79/09/24 

79/09/28 

79/09/14 

79/09/14 

79/09/19 

79/00/20 

79/00/17 

79/08/17 

79/09/24 

79/00/09 

79/09/21 

79/08/09 

79/09/06 

79/09/21 

79/09/21 

79/09/11 

79/09/13 

79/09/26 

79/09/13 

79/09/13 

79/09/20 

79/08/24 

79/08/24 

79/09/04 

79/09/04 

79/09/13 

79/09/04 

79/09/11 
79/09/1 1 
79/09/13 
79/09/17 
79/09/13 

79/09/25 

79/09/17 

79/09/13 

79/09/23 

79/09/13 

79/09/13 

79/09/13 

79/09/08 

79/09/08 

79/09/13 

79/09/00 

79/09/07 

79/09/13 

79/09/07 

79/09/03 

79/09/07 

79/09/14 

79/09/05 

79/09/14 

79/08/27 

79/00/27 

79/09/19 

79/08/29 

79/09/07 

79/08/29 

79/00/24 

79/00/24 

79/08/24 

79/08/24 

79/00/24 

79/09/06 

79/09/06 

79/09/06 

79/09/13 

79/0B/29 


SUBJECT 

CATEGORY 


TOPHEP 
30-329 0 

50-219 P 
30-233 S 
50-3 R 

30-255 8 

50-234 R 
50-155 P 
50-309 8 

50-456 G 

50-387 G 
30-309 G 
50-244 G 
50-560 A 
30-200 P 

30-369 G 
50-369 G 
50-267 P 
30-390 8 

PR 

PR 

50-390 8 

30-220 0 

50-373 A 
50-245 G 

30-295 8 

50-390 S 
30-277 S 
50-261 P 
90-437 G 

50-346 S 
30-437 0 

10CFR 

50-329 0 

50-369 B 

30-369 B 
50-261 P 
30-261 P 
10CFR 

30-261 P 

30-200 P 
30-200 P 
IOCFR 
71-9032 
IOCFR 

50-269 G 

71-23 

IOCFR 

50-269 0 

IOCFR 

IOCFR 

IOCFR 

50-272 P 
30-272 P 
IOCFR 

30-272 P 
90-247 P 
IOCFR 

90-247 P 
40-B302 

30-247 P 
CONTRACT 
50-482 H 
CONTRACT 
50-412 8 

30-412 S 
CONTRACT 
50-321 P 
50-302 P 
OEN TEC IB 

60-317 Q 
30-317 0 

50-317 0 

30-317 G 
90-317 G 

50-302 p 
90-302 P 
50-302 P 
90.-373 0 

30-305 Q 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7910020735 

7910020721 

79/08/29 

50-305 

o 

7910020761 

7910020739 

79/09/10 

71-337 


7910020763 

7910020762 

79/09/12 

71-1B2 


7910020770 

7910020769 

79/09/13 

71-49 


7910020775 

7910020773 

79/00/15 

30-245 

o 

7910020706 

79100207B5 

79/09/21 

71-251 


7910020790 

7910020789 

79/09/21 

TOPREP 


7910020793 

7910020792 

79/09/14 

40-B027 


7910020797 

7910020796 

79/00/28 

27-47 


7910020003 

7910020799 

79/09/ IB 

50-269 

a 

7910020008 

7910020799 

79/09/10 

50-269 

a 

7910020BQ9 

7910020006 

79/09/20 

50-275 

G 

7910020B12 

7910020B10 

79/09/20 

50-275 

0 

7910020017 

7910020015 

79/09/12 

TOPREP 


79 100200 IB 

7910020799 

79/09/ IB 

30-269 

a 

7910020823 

7910020799 

79/09/10 

50-269 

a 

7910020827 

7910020024 

79/09/19 

ORG 


7910020828 

7710020824 

79/09/19 

ORG 


7910020835 

7910020033 

79/08/23 

40-1341 


7910020B42 

7910020041 

79/09/24 

50-155 

P 

7910020855 

7910020853 

79/09/10 

71-22B 


7910020859 

7910020057 

79/08/16 

50-272 

a 

7910030005 

7910030004 

79/09/05 

50-266 

P 

7910030008 

7910030007 

79/OB/20 

50-10 

P 

7910030011 

7910030010 

79/07/26 

PRDJ 


7910030012 

7910030009 

79/07/17 

PRM 


7910030013 

7910030010 

79/07/26 

PRDJ 


7910030014 

7910030009 

79/07/17 

PRM 


7910030016 

7910030009 

79/07/17 

PRM 


7910030010 

7910030009 

79/07/17 

PRM 


7910030019 

7910030015 

79/09/14 

50-317 

P 

7910030020 

7910030009 

79/07/17 

PRM 


7910030021 

7910030015 

79/09/14 

50-317 

P 

7910030023 

7910030015 

79/09/14 

50-317 

P 

7910030029 

7910030027 

79/09/10 

50-255 

P 

7910030032 

7910030027 

79/09/10 

50-255 

P 

7910030034 

7910030027 

79/09/10 

50-255 

P 

7910030041 

7910030037 

79/09/23 

TOPREP 


7910030042 

7910030038 

79/09/06 

30-280 

P 

7910030045 

791003003B 

79/09/06 

50-200 

P 

7910030049 

7910030038 

79/09/06 

50-280 

P 

7910030069 

7910030064 

79/09/04 

50-230 

p 

7910030000 

7910030071 

79/08/07 

PR 


7910030086 

7910030082 

79/09/14 

50-219 

p 

7910030093 

7910030087 

79/09/07 

50-360 

0 

7910030097 

7910030082 

79/09/14 

50-219 

P 

7910030144 

7910030127 

79/09/06 

50-307 

D 

7910030152 

7910030146 

79/09/10 

CONTRACT 


7910030170 

7910030166 

79/09/14 

30-261 

p 

7910030171 

7910030163 

79/09/10 

CONTRACT 


7910030174 

7910030166 

79/09/14 

30-261 

p 

7910030177 

7910030166 

79/09/14 

50-261 

p 

7910030178 

7910030173 

79/09/06 

30-3 

0 

7910030183 

7910030173 

79/09/06 

50-3 

0 

7910030109 

7910030173 

79/09/06 

80-3 

0 

7910030190 

7910030102 

79/09^10 

50-3 

P 

7910030193 

7910030179 

79/09/10 

CONTRACT 


7910030197 

79100301 B2 

79/09/10 

50-3 

P 

7910030200 

7910030102 

79/09/10 

80-3 

P 

7910030213 

7910030206 

79/09/ IB 

70-143 


7910030219 

7910030206 

79/09/10 

70-143 


7910030225 

7910030206 

79/09/10 

70-143 


7910Q30232 

7910030206 

79/09/10 

70-143 


7910030247 

7910030239 

79/09/19 

50-243 

P 

7910030253 

7910030239 

79/09/19 

80-245 

P 

7910030259 

7910030239 

79/09/19 

30-243 

P 

7910030279 

7910030265 

79/09/07 

80-29 

a 

7910030286 

7910030265 

79/09/07 

30-29 

a 

7910030293 

7910030265 

79/09/07 

30-29 

Q 

7910030298 

7910030265 

79/09/07 

80-29 

a 

7910030303 

7910030297 

79/00/17 

0A999 


7910030318 

7910030297 

79/08/17 

0A999 


7910030316 

7910030897 

79/08/17 

0A999 


7910030323 

7910030300 

79/09/20 

80-334 

p 

7910030325 

79IQ030897 

79/08/17 

0A999 


7910030327 

7910030308 

79/09/27 

FOIA 


7910030336 

79100303QB 

79/09/27 

FDI A 


7910030337 

7910030332 

79/09/20 

30-380 

A 

7910030338 

7910030331 

79/09/21 

80-282 

a 

7910030342 

791003030B 

79/09/27 

FOI A 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7910030347 

7910030340 

79/09/27 

30-338 

B 

7910030340 

791003030B 

79/09/27 

FOIA 


7910030349 

7910030343 

79/08/10 

30-460 

0 

7910030392 

7910030300 

79/09/27 

FOIA 


7910030337 

7910030340 

79/09/27 

30-338 

B 

7910030360 

7910030308 

79/09/27 

FOIA 


7910030364 

7910030308 

79/09/27 

FOIA 


7910030366 

7910030300 

79/09/27 

FOIA 


7910030373 

7910030369 

79/09/24 

50-373 

A 

7910030376 

7910030371 

79/08/31 

71-9033 


7910030382 

7910030372 

79/09/26 

30-219 

8 

7910030389 

7910030308 

79/09/21 

50-336 

8 

7910030391 

7910030390 

79/09/20 

50-255 

8 

7910030393 

7910030392 

79/0 9/2B 

50-255 

8 

7910030401 

7910030300 

79/09/27 

FOIA 


7910030404 

7910030300 

79/09/27 

FOIA 


7910030405 

7910030308 

79/09/27 

FOIA 


7910030409 

7910030300 

79/09/27 

FOIA 


7910030414 

791003030B 

79/09/27 

FOIA 


7910030419 

791003030B 

79/09/27 

FOIA 


7910030420 

7910030415 

79/09/28 

30-434 

A 

7910030422 

7910030411 

79/09/27 

80-273 

A 

7910030433 

791003030B 

79/09/27 

FOIA 


7910030440 

7910030431 

79/09/28 

30-318 

8 

7910030441 

7910030436 

79/09/27 

30-245 

S 

7910030444 

7910030308 

79/09/27 

FOIA 


7910030448 

7910030433 

79/09/28 

50-338 

S 

7910030451 

7910030300 

79/09/27 

FOIA 


7910030457 

791003030B 

79/09/27 

FOIA 


7910030459 

7910030452 

79/09/28 

30-338 

8 

7910030460 

7910030449 

79/09/26 

50-360 

8 

7910030463 

7910030308 

79/09/27 

FOIA 


7910030467 

7910030466 

79/09/26 

30-295 

P 

7910030460 

7910030308 

79/09/27 

FOIA 


7910030469 

7910030449 

79/09/26 

50-368 

B 

7910030471 

7910030465 

79/09/27 

30-331 

8 

7910030473 

7910030458 

79/09/2B 

30-259 

S 

7910030476 

7910030308 

79/09/27 

FOIA 


7910030400 

7910030474 

79/10/01 

30-318 

B 

7910030402 

7910030300 

79/09/27 

FOIA 


79100304B4 

7910030472 

79/09/2B 

30-255 

8 

7910030487 

7910030478 

79/09/28 

30-348 

8 

7910030409 

7910030401 

79/09/27 

50-331 

8 

7910030493 

7910030308 

79/09/27 

FOIA 


7910030494 

7910030408 

79/10/01 

80-317 

a 

7910030496 

7910030490 

79/09/27 

50-334 

a 

7910030499 

7910030300 

79/09/27 

FOIA 


7910030500 

7910030478 

79/09/2B 

50-348 

fi 

7910030903 

7910030492 

79/09/27 

30-302 

8 

7910030504 

7910030308 

79/09/27 

FOIA 


7910030507 

7910030300 

79/09/27 

FOIA 


791003050B 

7910030497 

79/07/20 

BO-267 

8 

7910030310 

791003050b 

79/09/20 

50-329 

R 

7910030311 

7910030308 

79/09/27 

FOIA 


7910030527 

7910030308 

79/09/27 

FOIA 


7910030584 

7910030549 

79/08/11 

90-356 

0 

7910030359 

7910030349 

79/08/11 

50-336 

G 

7910030369 

7910030560 

79/09/07 

71-9021 


7910030370 

7910030862 

79/08/20 

50-330 

0 

7910030372 

7910030571 

79/09/11 

71-9734 


7910030376 

7910030574 

79/09/11 

30-438 

a 

7910030303 

7910030591 

79/09/14 

30-397 

M 

7910030306 

7910030383 

79/08/27 

50-344 

0 

7910030509 

7910030305 

79/08/27 

50-344 

0 

7910030391 

7910030393 

79/08/27 

50-344 

0 

7910030395 

7910030383 

79/08/27 

50-344 

0 

7910030396 

7910030593 

79/09/07 

50-10 

p 

7910030597 

7910030995 

79/08/27 

50-344 

0 

7910030603 

79100303B5 

79/08/27 

50-344 

0 

79*0030610 

7910030303 

79/08/27 

30-344 

0 

7910030614 

7910030607 

79/08/03 

30-299 

G 

7910030619 

7910030305 

79/08/27 

80-344 

0 

7910030623 

7910030385 

79/08/27 

30-344 

0 

7910030633 

7910030583 

79/00/27 

30-344 

0 

7910030636 

7910030385 

79/00/27 

30-344 

0 

7910030643 

1 79100303S5 

79/00/27 

30r344 

0 

7910030646 r 

7910030621 

79/08/23 

30-329 

a 

7910030648 

7910030BB3 

79/00/27 

80-344 

0 

7910030682 

7910030647 

79/09/10 

30-313 

a 

7910030633 

7910030303 

79/08/27 

30-344 

G 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


7910030653 

7910030657 

7910030661 

7910030669 

7910030671 

7910030675 
7910030680 
7910030697 
791 0030698 
7910030712 

7910030719 

7910030723 

7910030725 

7910030728 

7910030731 

7910030732 

7910030736 

7910030738 

7910030741 

7910030743 

7910030746 

7910030762 

7910030766 

7910030777 

7910030779 

7910030784 

7910030818 

7910030819 

7910030829 

7910030838 

7910030846 

7910030860 

7910030861 

7910030863 

7910030866 

79100308 67 
7910030876 
7910030886 
7910030883 
7910030895 

7910030910 

7910040004 

7910040005 

7910040010 

7910040012 

7910040014 

7910040015 

7910040024 

7910040050 

7910040073 

7910040077 
7910040000 
7910040081 
79 100 400 B2 
79100 400B4 

7910040097 

7910040090 

7910040097 

7910040099 

7910040102 

7910040106 
7910040107 
79100401 13 
79100401 £7 
7910040122 

7910040126 

7910040139 

7910040143 

7910040132 

7910040133 

7910040160 
7910040166 
79100401 60 
7910040173 
7910040178 

7910040184 
7910040188 
7910040194 
7910040196 
79100401 98 


PRINCIPAL 

DOCUMENT 


7910030650 

7910030650 

7910030650 

7910030650 

7910030663 

7910030660 

7910030672 

7910030693 

7910030690 

7910030707 

7910030707 

7910030716 

7910030707 

7910-030707 

7910030727 

7910030707 

7910030707 

7910030734 

7910030707 

7910030707 

7910030707 

7910030761 

7910030764 

7910030773 

7910030775 

79100307B1 

7910030BI3 

7910030914 

7910030924 

7910030834 

7910030841 
7910030854 
791 00309 5B 
7910030690 
7910030864 

7910030863 

7910030873 

7910030884 

7910030883 

7910030891 

791 0030 0 64 
7910040003 
7910040002 
7910040008 
7910040008 

7910040008 

7910040003 

7910040022 

7910040044 

7910040069 

7910040074 

7910040078 

7910040069 

7910040079 

7910040093 

7910040093 

7910040095 

7910040091 

7910040085 

7910040091 

7910040091 

7910040091 

7910040109 

7910040111 

7910040111 

7910040111 
791004011 1 
7910040143 
7910040143 
7910040143 

7910040147 

7910040147 

7910040163 

7910040147 

7910040174 

79 J 00401 74 
7910040186 
7910040190 
7910040190 
7910040192 


DATE 

ISSUED 

79/09/14 
79/09/14 
79/09/14 
79/09/ 1 4 
79/08/24 

79/08/23 

79/0B/22 

79/07/20 

79/08/23 

79/09/28 

79 / 09/28 

79/09/26 

79/09/28 

79/09/28 

79/09/20 

79/09/28 

79/09/28 

79/08/10 

79/09/28 

79/09/20 

79/09/28 

79/09/11 

79/09/12 

79/09/07 

79/09/13 

79/08/20 

79/09/10 

79/0B/06 

79 / 08/09 

79/08/06 

79/09/14 

78/12/22 

79/09/10 

79 / 08/23 

79/08/31 

79/06/26 

79/09/10 

79/09/21 

79 / 08/06 

79/08/06 

79/00/31 

79/08/03 

79/09/13 

79/09/19 

79/09/19 

79/09/19 

79/08/03 

79/00/30 

79/09/10 

79/09/07 

79/09/24 

79/09/20 

79/09/07 

79/09/24 

79/08/27 

79/08/27 

79/09/11 

79/09/10 

79/09/11 

79/09/10 

79/09/10 

79/09/10 

79/08/23 

79/09/20 

79/09/20 

79/09/20 

79/09/20 

79/09/14 

79/09/14 

79/09/14 

79/09/14 

79/09/14 

79/08/24 

79/09/14 

79/0B/23 

79/08/23 

79/08/24 

79/09/28 

79/09/28 

79/08/21 


SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

50-62 

Q 

7910040201 

7910040199 

79/09/07 

30-397 

K 

50-62 

0 

7910040208 

7910040200 

79/08/22 

30-338 

Q 

50-62 

0 

7910040219 

7910040212 

79/00/23 

40-3453 


50-62 

0 

7910040217 

7910040216 

79/09/26 

50-397 

M 

50-397 

0 

7910040231 

7910040226 

79/00/09 

50-220 

0 

50-546 

a 

7910040246 

7910040236 

79/09/23 

30-321 

8 

70-36 

30-307 

0 

7910040252 

7910040262 

7910040243 

7910040254 

79/09/17 

79/09/21 

CONTRACT 

30-331 

G 

50-346 

a 

7910040268 

7910040266 

79/09/24 

30-219 

8 

FOIA 


7910040272 

7910040271 

79/09/23 

50-313 

R 

FOIA 


791004027S 

7910040274 

79/09/27 

50-390 

8 

30-312 

a 

7910040277 

7910040276 

79/09/26 

30-390 

B 

FOIA 


791O04O2BO 

7910040278 

79/09/20 

50-402 

6 

FOIA 


7910D4O2B2 

7910040201 

79/09/28 

30-293 

P 

90-344 

0 

7910040286 

7910040263 

79/09/23 

50-321 

0 

FOIA 


7910040287 

7910040283 

79/10/01 

30-302 

P 

FOIA 


7910040289 

7910040204 

79/09/26 

50-327 

8 

50-5QB 

0 

7910040290 

7910040203 

79/09/14 

AGREEMENT 

FOIA 


7910040291 

7910040267 

79/09/17 

50-293 

R 

FOIA 


7910040292 

7910040205 

79/10/01 

30-302 

P 

FOIA 


7910040293 

7910040200 

79/09/20 

30-277 

8 

QRG 


7910040300 

7910040294 

79/09/26 

30-327 

8 

ORO 

58-440 

G 

7910040302 

7910040303 

7910040296 

7910040299 

79/09/12 

79/09/28 

TOPREP 

50-206 

8 

50-266 

P 

7910040307 

7910040306 

79/09/27 

30-213 

F 

50-312 

0 

7910040309 

7910040303 

79/09/24 

30-366 

8 

71-9796 


7910040313 

7910040314 

79/09/20 

30-272 

R 

30-236 

0 

7910040316 

7910040311 

79/09/28 

30-317 

8 

50-206 

Q 

7910040322 

7910040319 

79/09/20 

30-336 

P 

90-220 

O 

7910040323 

7910040320 

79/09/24 

TOPREP 


30-341 

0 

7910040331 

7910040313 

79/09/24 

TOPREP 


50-307 

0 

7910040335 

7910040332 

79/09/10 

30-320 

G 

50-344 

0 

7910040339 

7910040332 

79/09/10 

50-320 

Q 

50-346 

0 

7910040341 

7910040337 

79/10/01 

TOPREP 


50-244 

G 

7910040342 

7910040332 

79/09/10 

30-328 

Q 

ACRB 


7910040330 

7910040332 

79/09/10 

50-320 

a 

71-6375 


7910040339 

7910040333 

79/09/23 

30-440 

G 

50-390 

H 

7910040361 

7910040336 

79/07/10 

GA999 


50-271 

a 

7910040364 

7910040337 

79/08/10 

30-200 

0 

50-271 

a 

79 10040363 

7910040350 

79/08/31 

30-324 

Q 

50-244 

0 

7910040367 

7910040357 

79/00/10 

50-280 

0 

50-466 

0 

7910040370 

791004035B 

79/00/31 

30-324 

0 

50-266 

p 

7910040384 

79100403B0 

79/00/09 

DRG 


50-200 

p 

7910040392 

7910040307 

79/09/19 

30-400 

E 

90-200 

p 

7910040395 

7910040389 

79/09/03 

CONTRACT 


50-200 

p 

7910040402 

7910040399 

79/09/17 

71-341 


50-466 

0 

7910040410 

7910040407 

79/09/17 

CONTRACT 


70- 2219 

71- 90 
50-393 

0 

7910040412 
79100404 IB 
7910040424 

7910040400 

7910040400 

7910040423 

79/08/31 

79/08/31 

79/09/04 

PR 

PR 

30-269 

P 

50-409 

0 

7910040470 

7910040468 

79/00/24 

30-327 

Q 

50-454 

0 

7910040473 

7910040463 

79/09/07 

70-2623 


50-395 

G 

7910040477 

7910040473 

79/00/23 

30-416 

G 

30-341 

0 

791004O4B3 

7910040482 

79/09/17 

30-293 

P 

50-409 

0 

7910040490 

7910040482 

79/09/17 

30-293 

P 

50-409 

Q 

7910040492 

7910040402 

79/09/17 

30-293 

P 

70-143 

50-206 

0 

7910040514 

7910040524 

7910040311 

7910040316 

79/08/29 

79/09/11 

71-196 

30-491 

G 

70-143 


7910040533 

7910040516 

79/09/11 

30-491 

a 

90-206 

a 

7910040336 

7910040329 

79/00/10 

QA999 


50-206 

a 

7910040541 

7910040316 

79/09/11 

50-491 

Q 

50-206 

0 

7910040942 

7910040529 

79/00/10 

GA999 


50-390 

Q 

7910040330 

7910040329 

79/08/10 

GA999 


50-460 

0 

7910040931 

7910040316 

79/09/11 

30-491 

Q 

50-460 

G 

7910040364 

7910040350 

79/09/20 

REVIEW ORP 

50-460 

a 

7910040369 

7910010088 

79/08/07 

50-331 

0 

50-460 

a 

7910040381 

7910040375 

79/08/01 

CONTRACT 

50-330 

p 

7910040988 

7909200309 

79/OB/ IB 

30-493 

A 

50-330 

p 

7910040389 

7910040383 

79/07/09 

CONTRACT 


50-330 

p 

7910040393 

7910040390 

79/09/21 

CONTRACT 


50-29 

p 

791004099B 

7910040593 

79/09/20 

CONTRACT 


50-29 

p 

7910040603 

7910040601 

79/09/19 

CONTRACT 


70-1319 

50-29 

p 

7910040606 

7910040610 

7910040603 

7910040607 

79/09/11 

79/09/20 

CONTRACT 

CONTRACT 


50-483 

G 

7910040613 

7910040609 

79/09/12 

GA999 


50-403 

a 

7910040613 

7910040614 

79/09/ IB 

CONTRACT 


50-295 

G 

7910040619 

7910040609 

79/09/12 

QA999 


50-397 

K 

7910040621 

7910040609 

79/09/12 

0A999 


50-397 

K 

7910040623 

7910040609 

79/09/12 

QA999 


50-324 

a 

7910040633 

7910040609 

79/09/12 

GA999 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


501 


ACCESSION NUMBER 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 

7910040637 7910040635 
7910040630 7910040635 
7910040640 7910040635 
7910040645 7910040644 
7910040649 7910040647 

791QQ5000B 7910050006 
7910050017 791005001 3 
7910030010 7910050014 
7910050020 7910030014 
7910050021 7910030016 

7910030020 7910050025 
7910050029 7910050025 
7910050031 7910030025 
7910050032 7910050025 
7910050049 7910050045 

7910050055 7910050046 
7910050056 7910030045 
7910050061 7910030052 
7910050063 7910050059 
7910030066 7910050059 


DATE SUBJECT 

ISSUED CATEGORY 


79/09/ IB 50-309 H 
79/09/ IB 50-309 H 
79/09/1B 50-309 H 

79/09/17 30-111 P 

79/09/19 71-52 

79/09/14 50-330 p 

79/00/02 30-996 G 

79/00/24 30-272 0 

79/00/24 50-272 0 

79/09/03 XPORTLIC 

79/00/15 50-209 <3 

79/00/15 50-289 0 

79/08/15 50-289 G 

79/00/15 50-2B9 0 

79/00/13 30-331 O 

79/09/24 90-413 Q 

79/08/13 50-331 G 

79/09/13 40-8681 

79/09/14 71-6400 

79/09/14 71-6400 


PRINCIPAL 
ENCLOSURE DOCUMENT 


7910030336 7910030334 
7910050364 7910030362 
7910030366 7910030362 
7910030367 7910030362 
7910050360 7910030362 

7910050369 7910050362 
7910050370 7910050362 
7910050371 7910050362 
7910030372 7910030362 
7910030373 7910050362 

7910030374 7910050362 
7910050378 7910050362 
7910050303 7910050362 
7910030401 7910050394 
7910030405 7910030394 

7910030416 7910050394 
7910030421 7910050394 
7910030426 7910030410 
7910030430 7910030423 
7910030436 7910030427 


DATE SUBJECT 

ISSUED CATEGORY 


79/09/14 40-1341 

79/10/01 30-528 K 

79/10/01 50-320 K 

79/10/01 50-328 K 

79/10/01 30-320 K 

79/10/01 50-520 K 

79/10/01 50-528 K 

79/10/01 50-520 K 

79/10/01 50-320 K 

79/10/01 50-32B K 

79/10/01 50-S2B K 

79/10/01 30-528 K 

79/10/01 50-52B K 

79/09/25 30-237 P 

79/09/23 50-237 P 

79/09/25 30-237 P 

79/09/25 30-237 P 

79/08/20 30-269 0 

79/GB/24 30-461 0 

79/09/19 50-333 Q 


7910030067 

7910030070 

7910030073 

79100500BG 

7910080007 

7910030093 

7910050096 

7910030097 

7910030106 

7910030100 

7910030113 

7910030133 

7910050140 

7910050142 

7910030149 

7910030154 
7910030150 
7910050166 
7910030171 
79 1 0030174 

7910030170 

7910030181 

7910050202 

7910030216 

7910030231 

7910030239 

7910030252 

7910050203 

7910030292 

7910030294 

7910050297 

7910030298 

7910050299 

7910080301 

7910050303 

7910050304 

7910030305 

7910050306 

7910080307 

7910080309 

7910050310 

7910050311 

7910080312 

7910050313 

7910080315 

7910030316 

7910030317 

7910030318 

7910030319 

7910030322 

7910030323 

7910030324 

7910030326 

7910030328 

7910030329 


7910030032 

7910050059 

7910050032 

7910050074 

7910050QB5 

7910030009 

7910050090 

7910030090 

7910030009 

7910030009 

7910030110 

7910050124 

7910050000 

7910050124 

7910050147 

7910030124 

7910030153 

7910050124 

7910050157 

7910050042 

7910050157 

7910050124 

7910050193 

7910050209 

7910050222 

7910050222 

7910050250 

7910030278 

7910030206 

7910050290 

7910050244 

7910050244 

7910050290 

7910050244 

7910030244 

7910050300 

7910030244 

7910030290 

7910050296 

7910050244 

7910030244 

7910030244 

7910030302 

7910030244 

7910050244 

7910050244 

7910030244 

7910050290 

7910050244 

7910030244 

7910030244 

7910050302 

7910030244 

7910050320 

7910030302 


40-0601 
71-6400 
4O-06B1 
50-409 O 
71-112 

70-143 
50-336 O 
50-536 G 
70-143 

70- 143 

50-930 A 

71- 9053 
71-346 
71-9833 
71-29 

71-9833 
30-491 F 
71-9853 
50-404 A 
SECY 

30-404 A 
71-9833 
50-313 0 

30-io a 
40-0690 

4O-B690 
71-246 
CONTRACT 
50-205 P 
50-269 0 

30-244 P 
30-244 P 
30-269 0 

30-244 P 
30-244 P 

30-3SB K 
30-244 P 
50-269 0 

50-329 A 
30-244 P 

50-244 P 
50-244 P 
PRM 

30-244 P 
30-244 P 

30-244 P 
30-244 P 
30-269 G 
30-244 P 
30-244 P 

30-244 P 
PRN 

90-244 P 
90-333 8 

PRM 


79/09/13 

79/09/14 

79/09/13 

79/00/13 

79/09/14 

79/09/18 
79/08/03 
79/GB/03 
79/09/ IB 
79/09/10 

79/0B/30 

79/09/14 

79/09/17 

79/09/14 

79/09/17 

79/09/14 

79/07/09 

79/09/14 

79/10/02 

79/06/04 

79/10/02 
79/09/14 
79/00/13 
79/00/13 
79/09/1 1 

79/09/11 
79/09/04 
79/09/11 
79/08/30 
79/09/ IB 

79/10/01 
79/10/01 
79/09/1 B 
79/10/01 
79/10/01 

79/09/28 

79/10/01 

79/09/tB 

79/09/2B 

79/10/01 

79/10/01 

79/10/01 

79/09/11 

79/10/01 

79/10/01 

79/10/01 

79/10/01 

79/09/10 

79/10/01 

79/10/01 

79/10/01 

79/09/11 

79/10/01 

79/10/01 

79/09/11 


7910030333 7910050331 79/09/28 50-329 K 
7910030334 7910050330 79/09/27 50-409 8 
7910030343 7910050333 79/08/13 50-440 S 
7910030343 7910050339 79/09/27 50-220 8 
7910030355 7910050353 79/09/26 30-277 R 


7910030441 7910030431 
7910050442 7910030427 
7910030443 7910050433 
79 1 00304 46 791 005 0 427 
7910030447 7910050435 

7910080449 7910050435 
7910050453 79100S0427 
7910050496 7910080435 
7910050462 7910030460 
7910050469 7910030460 

791003047 1 791 0050463 
7910030480 79 1 0030470 
7910050491 7910030407 
79 1 00S0496 7910030484 
7910050498 7910080487 

7910030302 7910050487 
7910030306 7910030300 
791005Q50B 79100504B7 
7910050509 7910030492 
7910050312 7910030407 

7910050513 7910030487 
791005051B 79 100304B7 
7910050321 7910030514 
7910050322 7910030407 
7910050323 79100S04B7 

7910030320 79100804B7 
7910030331 7910050487 
7910050332 7910090530 
7910050533 7910050487 
7910050336 7910050487 

7910050339 7910050407 
7910030340 7910050334 
7910050542 7910050407 
79IOO30543 7910050538 
7910030344 7910030541 

7910030550 7910050B46 
7910080534 7910050331 
7910030560 7910030407 
7910080561 7910050337 
7910030364 7910030407 

7910030367 7910030487 
7910030569 7910050563 
7910050370 7910030407 
7910080374 7910030572 
7910030373 7910050407 

79 1 0030378 7910050407 
7910080381 7910030300 
7910030582 7910050487 
7910030893 79100B0479 
7910030594 7910050487 

791003061 1 7910080610 
7910030633 7910030634 
7910030643 7910030640 
7910030636 7910030635 
79 1 0030660 79 1 0030639 

7910080664 7910050663 
79 10QS06B9 7910030696 
79 1 00307 13 7910030700 
7910030730 7910030749 
7910080731 7910030749 


79/08/21 

30-373 

0 

79/09/19 

80-350 

0 

79/08/30 

50-277 

a 

79/09/19 

50-353 

a 

79/00/30 

30-277 

G 

79/00/30 

50-277 

G 

79/09/19 

30-553 

0 

79/08/30 

50-277 

0 

79/00/24 

80-202 

Q 

79/00/24 

50-202 

a 

79/09/19 

50-350 

A 

79/08/13 

30-293 

0 

79/07/26 

PROJ 


79/08/14 

30-373 

Q 

79/07/26 

PROJ 


79/07/26 

PROJ 


79/08/29 

30-346 

0 

79/07/26 

PROJ 


79/09/12 

30-498 

a 

79/07/26 

PROJ 


79/07/26 

PROJ 


79/07/26 

PROJ 


79/00/29 

30-331 

0 

79/07/26 

PRDJ 


79/07/26 

PROJ 


79/07/26 

NUREG 


79/07/26 

PROJ 


79/07/20 

50-134 

K 

79/07/26 

PROJ 


79/07/26 

PROJ 


79/07/26 

PRQJ 


79/09/18 

30-402 

A 

79/07/26 

PROJ 


79/08/31 

40-1162 


79/09/20 

30-267 

F 

79/09/20 

30-273 

A 

79/09/20 

30-344 

8 

79/07/26 

PRQJ 


79/09/27 

30-346 

8 

79/07/26 

PROJ 


79/07/26 

PROJ 


79/09/12 

30-387 

0 

79/07/26 

PROJ 


79/00/20 

40-1341 


79/07/26 

PRDJ 


79/07/26 

PROJ 


79/09/17 

30-244 

P 

79/07/26 

PROJ 


79/09/10 

NUREO 


79/07/26 

PROJ 


79/08/27 

30-188 

0 

79/07/12 

71-339 


79/08/06 

80-596 

0 

79/09/04 

80-312 

0 

79/09/05 

80-272 

0 

79/09/06 

71-6346 


79/08/31 

71-110 


79/09/17 

COMM 6B ION 

79/08/00 

80-466 

0 

79/08/00 

80-466 

0 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 


79100307*9 
7910050772 
79100 507B7 
7910090005 
79 100 900 OB 

7910090011 
7910090012 
7910090013 
791 009001 B 
7910090025 

7910090027 

7910090000 

7910090039 

7910090045 

791009004* 

791009004B 

7910090093 

7910090101 

7910090108 

7910090133 

7910090137 

7910090140 

7910090146 

7910090149 

79100-90162 

7910090171 

7910090175 

7910090314 

7910090220- 

7910090222 

7910090220 

7910090233 

7910090244 

7910090249 

7910090251 

7910090257 

7910090264 

7910090272 

7910090273 

7910090277 

7910090281 

7910090283 

7910090288 

7910090293 

7910090309 

7910090316 
7910090318 
7910090319 
79 l 0090320 
7910090324 

7910090326 

7910090333 

7910090337 

7910090341 

7910090347 

7910090330 

7910090331 

7910090353 

7910090336 

7910090362 

7910090371 

7910090376 

7910090383 

7910090393 

7910090397 

7910090411 

7910090422 

7910090431 

7910090432 

7910090433 

7910090434 

7910090436 

7910090443 

7910090444 

7910090446 


PRINCIPAL 

DOCUMENT 


7910050760 

7910050771 

7910050783 

7910090002 

7910090006 

7910090006 

7910090009 

7910090009 

7910090014 

7910090021 

7910090020 

7910090020 

7910090034 

7910090034 

7910090024 

7910090034 
7910090007 
791 0090087 
791 00900B7 
7910090123 

7910090120 

7910090134 

7910090123 

7910090143 

7910090144 

7910090167 

7910090164 

7910090206 

7910090206 

7910090219 

7910090206 

7910090206 

7910090206 

7910090246 

7910090206 

7910090206 
7910090260 
7910090266 
791009025B 
79 1 OQ9025B 

7910090266 
7910090063 
79 1 0Q9O2B2 
7910090290 
7910090290 

7910090290 

7910090313 

7910090312 

7910090306 

7910090290 

7910090313 
79 1 009032 B 
79 1009032B 
7910090339 
791009034 5 

7910090348 

7910090349 

7910090352 

7910090394 

7910090359 

7910090369 
7910090296 
7910090379 
791 00903 BB 
79 100903 B 7 

7910090402 

7910090417 

7910070429 

7910090428 

7910090424 

7910090429 

7910090429 

7910090435 

7910090440 

7710090440 


79I009044B 7910090440 
79100904 56 79100904 54 
7910090466 7910090461 
7910090473 7910090496 
7910090476 7910090469 


ACCESSION NUMBER 


DATE 

I SSUED 

SUBJECT 

CATEGORY 

enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

77/09/06 

50-518 

0 

7910090477 

7910090430 

79/09/26 

50-313 

a 

79/09/03 

50-272 

0 

7910090498 

7910090490 

79/09/20 

30-277 

P 

79/08/ o:» 

50-344 

0 

7910090300 

7910090496 

79/08/23 

50-492 

A 

79/09/13 

50-254 

0 

7910090306 

7910090490 

79/09/20 

50-277 

P 

79/08/14 

30-213 

0 

7910090358 

7910090332 

79/09/17 

50-277 

P 

79/08/14 

50-213 

o 

7910090559 

7910090343 

79/07/12 

40-0027 


79/09/18 

50-298 

p 

7910090363 

7910090532 

79/09/17 

50-277 

P 

79/09/ IB 

50-298 

p 

7910090367 

7910090552 

79/09/17 

30-277 

P 

79/08/14 

50-309 

0 

7910090594 

7910090577 

79/09/04 

50-10 

P 

79/09/03 

30-311 

a 

7910090599 

7910090577 

79/09/04 

30-10 

P 

7 Q '03/16 

SECY 


7910090609 

7910090605 

79/09/18 

50-10 

P 

79/ 03/ 16 

SECY 


7910090620 

7910090613 

79/09/13 

30-289 

0 

79/03/16 

SECY 


7910090626 

7910090623 

79/09/25 

50-206 

P 

79/03/16 

SECY 


7910090639 

7910090630 

79/09/10 

30-344 

P 

79/ 38/07 

90-329 

0 

7910090647 

7910090646 

79/09/21 

30-243 

Q 

79/03/16 

SECY 


7910090649 

7910090646 

79/09/21 

30-243 

a 

79/07/10 

50-322 

0 

7910090630 

7910090640 

79/09/11 

30-445 

M 

79/07/10 

50-522 

o 

7910090651 

7910090646 

79/09/21 

30-243 

a 

79/07/10 

50-322 

o 

7910090653 

7910090640 

79/09/11 

30-445 

M 

79/07/06 

50-239 

0 

7910090654 

7910090646 

79/09/21 

50-245 

0 

79/09/05 

PRM 


7910090659 

7910090657 

77/09/21 

50-3B7 

0 

79/08/01 

50-318 

0 

7910090663 

7910090657 

79/09/21 

50-387 

a 

79/07/06 

50-259 

o 

7910090664 

7910090657 

79/09/21 

50-387 

0 

79/08/27 

50-356 

0 

7910090667 

7910090657 

79/09/21 

50-387- 

a 

79/08/20 

50-329 

G 

7910090686 

79100906B3 

79/09/25 

30-358 

0 

79/09/13 

50-336 

G 

7910090709 

7910090706 

79/09/25 

50-352 

0 

79/07/30 

30-43B 

a 

7910090711 

7910090706 

79/09/25 

50-332 

a 

79/08/23 

50-33B 

G 

7910090714 

7910090706 

79/09/23 

30-352 

a 

79/08/23 

50-338 

G 

7910090716 

7910090712 

79/08/02 

50-396 

A 

79/10/03 

30-219 

p 

7910090717 

7910090706 

79/09/23 

50-352 

a 

79/08/23 

50-35B 

G 

7910090734 

7910090731 

79/08/29 

30-272 

Q 

79/08/23 

30-33B 

G 

7910090739 

7910090737 

79/08/20 

30-272 

0 

79/08/23 

30-358 

G 

7910090746 

7910090743 

79/09/26 

71-182 


79/10/04 

30-272 

P 

7910090747 

7910090744 

79/09/24 

30-334 

a 

79/08/23 

30-3SB 

G 

7910090750 

7910090744 

79/09/24 

90-334 

a 

79/08/23 

50-33B 

G 

7910090752 

7910090744 

79/09/24 

50-334 

□ 

79/08/15 

PF10J 


79)0090734 

7910090744 

79/09/24 

50-334 

a 

79/08/21 

50-443 

G 

7910090753 

7910090753 

79/09/24 

71-346 


79/09/19 

50-277 

P 

7910090757 

7910090756 

79/09/24 

30-213 

a 

79/09/19 

50-277 

P 

7910090759 

7910090736 

79/09/24 

90-213 

Q 

79/08/21 

50-443 

0 

7910090760 

7910090730 

79/09/23 

CONTRACT 


79/09/03 

30-344 

0 

7910090763 

7910090761 

79/08/24 

50-313 

a 

79/08/29 

50-2B2 

a 

7910090764 

7910090762 

79/09/17 

71-264 


79/08/14 

30-4B6 

G 

7910090768 

7910090761 

79/08/24 

50-313 

a 

79/08/14 

50-486 

G 

7910090772 

7910090770 

79/08/22 

50-285 

a 

79/08/14 

50-486 

G 

7910090778 

7910090774 

79/08/31 

50-272 

a 

79/Q7/24 

30-466 

0 

7910090782 

7910090781 

79/09/20 

CONTRACT 


79/09/21 

30-358 

a 

7910090784 

7910090703 

79/09/19 

CONTRACT 


79/10/03 

30-333 

H 

7910090789 

7910090707 

79/08/30 

70-135 


79/08/14 

5Q-4B6 

a 

7910090794 

7910090792 

79/09/26 

30-313 

a 

79/07/24 

50-466 

G 

7910090798 

7910090790 

79/09/23 

CONTRACT 


79/09/20 

50-209 

H 

7910090799 

7910090796 

79/08/30 

70-364 


79/09/20 

50-2B9 

H 

7910090801 

7910090800 

79/09/24 

CONTRACT 


79/10/02 

30-366 

P 

7910100024 

7910100019 

79/09/24 

QEN TEC 

la 

79/10/02 

30-333 

9 

7910100026 

7910100022 

79/09/03 

71-6581 


79/10/02 

50-237 

P 

7910100050 

7910100046 

79/09/11 

40-134) 


79/10/03 

50-333 

9 

7910100055 

7910100044 

79/09/18 

90-220 

P 

79/09/11 

50-251 

S 

7910100059 

7910100044 

79/09/10 

90-220 

p 

79/10/03 

30-33B 

8 

7910100064 

7910100044 

79/09/10 

30-220 

p 

79/10/03 

30-306 

S 

7910100071 

7910100061 

79/09/27 

CONTRACT 


79/10/01 

30-325 

B 

7910100072 

7910100044 

79/09/10 

90-220 

p 

79/09/1 1 

50-466 

G 

7910100076 

7910100044 

79/09/10 

30-220 

p 

79/10/01 

30-323 

9 

7910100079 

7910100069 

79/09/11 

50-269 

a 

79/08/14 

30-317 

VI 

7910100001 

7910100077 

79/10/01 

FOI A 


79/10/01 

50-324 

3 

79101000B3 

7910100044 

79/09/10 

30-220 

p 

79/10/02 

50-331 

s 

7910100084 

79101000S2 

79/09/07 

80-360 

p 

79/10/03 

30-333 

B 

7910100089 

7910100044 

79/09/ IB 

30-220 

P 

79/09/13 

50-277 

P 

7910100093 

7910100044 

79/09/10 

30-220 

P 

79/10/03 

50-333 

8 

7910100100 

7910100044 

79/09/10 

30-220 

p 

79/09/28 

50-409 

9 

7910100105 

7910100103 

79/10/07 

50-313 

p 

79/09/19 

CONTRACT 


7910100110 

7910100044 

79/09/18 

50-220 

p 

79/09/13 

30-277 

P 

7910100146 

7910100144 

79/10/02 

30-277 

p 

79/09/24 

30-445 

a 

7910100154 

7910100130 

79/10/01 

50-220 

P 

79/09/21 

30-366 

p 

7910100162 

7910100139 

79/10/09 

50-289 

p 

79/09/21 

50-366 

p 

7910100171 

7910100166 

79/10/04 

30-280 

8 

79/09/21 

30-366 

p 

7910100184 

7910100173 

79/10/01 

80-367 

A 

79/10/03 

BO-333 

8 

7910100186 

7910100173 

79/09/21 

30-263 

a 

79/10/01 

30-336 

9 

7910100195 

7910100189 

79/10/02 

50-206 

p 

79/09/11 

30-471 

0 

7910100202 

7910100109 

79/10/02 

50-286 

p 

79/10/01 

30-315 

9 

7910100206 

7910100179 

79/10/03 

30-338 

a 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


accession number 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

79 1010Q214 

7910100201 

79/10/05 

50-346 

P 

7910100217 

7910100210 

79/10/05 

50-312 

P 

7910100219 

7910100209 

79/10/02 

50-269 

0 

7910100222 

7910100207 

79/10/04 

50-333 

S 

7910100231 

7910100223 

79/10/05 

30-261 

B 

7910100237 

7910100221 

79/10/03 

50-333 

8 

791010023B 

7910100223 

79/10/05 

50-261 

9 

7910100243 

7910100228 

79/10/04 

50-333 

R 

7910100244 

7910100223 

79/10/05 

50-261 

S 

7910100207 

7910100230 

79/10/03 

50-133 

R 

79 1010026 1 

7910100107 

79/10/05 

50-333 

S 

7910100265 

7910100236 

79/10/04 

50-338 

8 

7910100273 

7910100270 

79/10/04 

50-333 

6 

7910100276 

7910100264 

79/10/05 

50-302 

S 

79101002S5 

7910100272 

79/10/09 

50-285 

P 

7910100286 

7910100279 

79/10/02 

50-325 

s 

79 10100283 

7910100201 

79/10/03 

50-261 

8 

7910100293 

7910100280 

79/10/04 

50-333 

S 

7910100296 

7910100291 

79/10/03 

30-253 

R 

7910100297 

7910100292 

79/09/25 

50-245 

S 

7910100309 

7910100299 

79/10/02 

50-344 

fl 

791010031* 

7910100312 

79/10/03 

50-323 

S 

7910100318 

7910100307 

79/10/03 

50-324 

8 

7910100324 

7910100314 

79/10/04 

50-245 

S 

7910100330 

7910100326 

79/10/02 

50-245 

P 

7910100337 

7910100322 

79/10/04 

50-330 

B 

7910100340 

7910100329 

79/10/03 

30-325 

B 

7910100344 

7910100333 

79/10/01 

50-259 

0 

7910100345 

7910100338 

79/09/28 

50-267 

P 

7910100352 

7910100348 

79/10/05 

30-267 

R 

7910100354 

7910100347 

79/10/05 

30-333 

6 

7910100 36S 

7910100363 

79/09/28 

30-409 

R 

7910100370 

7910I0035B 

79/09/28 

50-323 

S 

7910100382 

7910100376 

79/10/03 

50-29 

P 

7910100384 

7910100375 

79/10/01 

30-220 

5 

7910100307 

7910100380 

79/10/03 

30-366 

S 

7910100390 

7910100373 

79/10/03 

50-333 

S 

7910100395 

7910100389 

79/10/03 

30-271 

p 

7910100399 

7910100394 

79/10/02 

30-261 

8 

7910100401 

7910100392 

79/10/04 

30-263 

8 

7910100402 

7910100393 

79/10/03 

30-309 

8 

7910100404 

7910100397 

79/09/28 

50-323 

B 

7910100407 

7910100406 

79/10/04 

50-289 

P 

7910100409 

7910100406 

79/10/04 

30-259 

P 

7910100410 

7910100405 

79/10/03 

30-309 

a 

7910100433 

7910100427 

79/10/02 

50-325 

s 

79 LO 100436 

7910100426 

79/10/05 

30-321 

Q 

7910100449 

7910100443 

79/10/05 

30-348 

B 

7910100453 

7910100448 

79/10/04 

50-333 

8 

7910100457 

7910100453 

79/09/21 

XP0RTLIC 


7910100490 

7910100406 

79/05/09 

70-1443 


7910100493 

7910100486 

79/05/09 

70-1443 


79 1 0100512 

7910100496 

79/09/10 

NUREG 


7910100642 

79101OO63B 

79/08/23 

40-8681 


7910100667 

7910100664 

79/09/17 

71-5797 


7910100669 

7910100666 

79/10/04 

30-206 

P 

7910100672 

7910100670 

79/09/11 

71-9029 


7910100673 

7910100666 

79/10/04 

50-206 

P 

7910100683 

7910100680 

79/08/10 

50-466 

Q 

7910100695 

7910100684 

79/08/30 

PR 


7910100606 

79101 D06B4 

79/08/30 

PR 


7910100697 

7910100693 

79/OB/OB 

CONTRACT 


7910100701 

7910100699 

79/09/26 

CONTRACT 


7910100721 

7910100720 

79/10/03 

FQIA 


7910100722 

7910100720 

79/10/03 

FDI A 


7910100724 

7910100720 

79/10/03 

FOIA 


7910100723 

7910100720 

79/10/03 

FOIA 


7910100727 

7910100720 

79/10/03 

FOIA 


7910100730 

7910100728 

79/09/17 

71-21 


79101 10004 

79101 10002 

79/10/02 

FOIA 


7910110007 

7910110002 

79/10/02 

FOIA 


7910110016 

79101 10002 

79/10/02 

FOIA 


7910110019 

7910110013 

79/09/14 

TQPREP 


7910110020 

7910110002 

79/10/02 

FOIA 


7910110022 

7910110017 

79/08/31 

30-376 

0 

7910110026 

79101 10002 

79/10/02 

FOIA 


7910110030 

7910110002 

79/10/02 

FOIA 


7910110037 

7910110002 

79/10/02 

FOIA 


7910110041 

7910110036 

79/09/21 

40-8690 


7910110048 

7910110036 

79/09/21 

40-8698 



ACCESSION NUMBER 



principal 

DATE 

SUBJECT 

ENCLOSURE 

D8CUHENT 

ISSUED 

CATEGORY 

7910110049 

7910110002 

79/10/02 

FOIA 


7910110053 

7910110002 

79/10/02 

FOIA 


7910110060 

7910110002 

79/10/02 

FOIA 


7910110061 

7910110054 

79/09/26 

CONTRACT 

7910110069 

7710110063 

79/07/09 

70-2623 


7910110073 

7910110065 

79/07/07 

70-2623 


7910110075 

7910110066 

79/09/2 1 

XP0RTL1C 

7910110083 

7910110002 

79/10/02 

FOIA 


7910110091 

79 1 0110068 

79/07/30 

50-358 

<3 

7910110101 

7910110002 

79/10/02 

FOIA 


7910110102 

79101 10094 

79/00/22 

30-153 

0 

7910110106 

79101 10002 

79/10/02 

F8TA 


7910110108 

79101 10099 

79/09/17 

30-331 

a 

7910110112 

79101 10002 

79/10/02 

FD1A 


7910110113 

7910110097 

79/09/25 

CONTRACT 

7910110122 

7910110114 

79/00/21 

XPORTLIC 

7910110123 

79 ffcl 10117 

79/09/06 

30-302 

0 

7910110127 

7910110117 

79/09/06 

50-302 

a 

7910110132 

7910110117 

79/09/06 

30-302 

a 

7910110134 

7910110117 

79/09/06 

30-302 

0 

7910110140 

79101 10117 

79/09/06 

50-302 

a 

7910110153 

7910110145 

79/00/20 

71-228 


7910110134 

7910110148 

79/08/27 

30-330 

0 

7910110164 

7910110160 

79/07/31 

40-8746 


7910110165 

7910110002 

79/10/02 

FOIA 


7910110167 

7910110157 

79/09/14 

50-10 

H 

7910110174 

79101 10170 

79/08/03 

50-312 

0 

7910110184 

7910110180 

79/08/02 

50-272 

0 

79101 101 87 

79101 10002 

79/10/02 

FOIA 


79101 101 B9 

7910110180 

79/00/02 

50-272 

0 

7910110198 

7910110191 

79/00/29 

50-6 

a 

7910110206 

7910110191 

79/00/29 

30-6 

Q 

7910110212 

7910110002 

79/10/02 

FOIA 


7910110216 

7910110002 

79/10/02 

FOrA 


7910110220 

79101 10002 

79/10/02 

FOIA 


7910110222 

7910110217 

79/09/04 

71-136 


7910110224 

7910110002 

79/10/02 

FOIA 


79101102.27 

7910110002 

79/10/02 

FOIA 


7910110234 

7910110002 

79/10/02 

FOIA 


7910110236 

7910110002 

79/10/02 

FOIA 


7910110240 

7910110002 

79/10/02 

FOIA 


7910110244 

7910110002 

79/10/02 

FOIA 


7910110245 

7910110241 

79/08/31 

50-272 

0 

7910110247 

7910110002 

79/10/02 

FOIA 


79101 10282 

7910110002 

79/10/02 

FOIA 


7910110255 

7910110250 

79/08/06 

50-338 

0 

7910110266 

7910110260 

79/09/26 

50-443 

Q 

7910110274 

7910110240 

79/09/26 

50-443 

0 

79101 102B3 

7910110269 

79/10/03 

50-10 

p 

7910110289 

7910110269 

79/10/03 

50-10 

p 

7910110294 

79101 1028B 

79/10/08 

50-338 

8 

7910110303 

7910110292 

79/08/20 

PR 


79101 103 OB 

7910110305 

79/10/03 

50-271 

S 

7910110313 

7910110311 

79/10/04 

50-317 

s 

7910110317 

7910110315 

79/10/05 

50-315 

s 

7910110320 

7910110316 

79/0B/B9 

50-156 

0 

7910110321 

7910110319 

79/10/09 

50-271 

p 

7910110325 

7910110324 

79/10/05 

TOPREP 


7910110327 

7910110326 

79/10/05 

30-219 

R 

7910110330 

7910110329 

79/10/00 

30-330 

8 

7910110333 

7910110331 

79/10/00 

50-29 

S 

7910110335 

7910110200 

79/10/09 

30-330 

S 

7910110336 

7910110336 

79/10/09 

50-325 

0 

7910110344 

7910110298 

79/10/09 

30-323 

S 

7910110345 

7910110343 

79/10/05 

50-272 

8 

7910110346 

7910110342 

79/10/09 

30-309 

Q 

7910110334 

7910110350 

79/10/05 

30-346 

8 

7910110360 

7910110355 

79/10/05 

50-263 

R 

7910110364 

7910110359 

79/09/28 

50-77 

P 

7910110379 

7910110376 

79/10/09 

50-333 

8 

79101 103B1 

7910 110362 

79/10/05 

50-269 

a 

7910110303 

7910110369 

79/00/30 

50-209 

o 

7910110380 

7910110384 

79/10/10 

30-209 

p 

7910110391 

791011 0382 

79/10/04 

30-318 

8 

7910110401 

7910110393 

79/10/08 

30-317 

S 

7910110414 

7910110410 

79/10/02 

30-312 

F 

7910110415 

7910110411 

79/IO/OB 

30-3 IB 

B 

7910110418 

7910110408 

79/10/02 

30-30* 

P 

7910110421 

791011041* 

79/10/04 

30-263 

P 

7910110424 

7910110419 

79/10/05 

90-293 

B 



CROSS REFERENCE OF ENCLOSURES TO 
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PRINCIPAL 

□ATE 
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DOCUMENT 
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ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

7910110427 

7910110409 

79/10/09 

50-320 

P 

7910120322 

7910120318 

79/0B/27 

71-117 


7910110429 

79IO11042B 

79/09/05 

71-6230 


7910120329 

7910120321 

79/09/19 

50-272 

0 

7910110431 

7910110426 

79/10/09 

50-29 

P 

7910120336 

7910120321 

79/09/19 

50-272 

8 

7910110439 

7910110435 

79/09/20 

40-672 


7910120342 

7910120321 

79/09/19 

50-272 

0 

7910110443 

7910110433 

79/09/20 

40-672 


7910120345 

7910120335 

79/08/13 

PROJ 


7910110450 

7910110435 

79/09/20 

40-672 


7910120348 

7910120321 

79/09/19 

50-272 

Q 

7910110453 

79101 10435 

79/09/20 

40-672 


7910120366 

7910120362 

79/09/21 

XPORTLIC 


7910110461 

79101 10432 

79/07/23 

50-328 

A 

7910120304 

7910120303 

79/09/26 

71-260 


7910110464 

79101 10460 

79/09/07 

TQPREP 


7910120506 

7910120505 

79/09/26 

71-196 


7910110470 

79101 10467 

79/09/18 

50-205 

F 

7910120521 

7910120518 

79/0B/24 

70-698 


7910110471 

79101 10433 

79/08/15 

50-239 

0 

7910150009 

7910150006 

79/09/20 

PR 


7910110475 

7910110469 

79/09/13 

70-1 100 


79 10150016 

7910150013 

79/09/26 

COMM 1 89 ION 

7910110480 

7910110469 

79/09/13 

70-1 100 


7910150063 

7910150054 

79/09/19 

30-244 

0 

79101 104B1 

7910110469 

79/09/13 

70-1 100 


7910150060 

7910190054 

79/09/19 

50-244 

0 

7910110403 

7910110469 

79/09/13 

70-1 100 


7910150070 

7910130054 

79/09/19 

30-244 

Q 

7910110492 

79101 104B3 

79/08/31 

40-8406 


7910150073 

7910150054 

79/09/19 

30-244 

Q 

7910110493 

79101 104B3 

79/08/31 

40-8406 


79(015011 1 

7910130106 

79/09/27 

71-9032 


7910110499 

79101 104B3 

79/08/31 

40-8406 


7910190117 

7910150077 

79/09/11 

50-322 

Q 

7910110300 

7910110497 

79/09/20 

70-33 


7910130122 

7910130113 

79/09/27 

71-112 


7910110502 

7910110497 

79/09/20 

70-33 


7910130136 

7910130127 

79/09/07 

30-518 

A 

79101105 1 S 

7910110497 

79/09/20 

70-33 


7910150140 

7910130127 

79/09/07 

30-310 

A 

7910110517 

7910110510 

79/08/14 

50-574 

A 

7910150143 

7910150127 

79/09/07 

30-510 

A 

7910110313 

7910110497 

79/09/20 

70-33 


7910150146 

7910150127 

79/09/07 

30-318 

A 

7910110324 

7910110519 

79/09/26 

30-334 

a 

7910150152 

7910130127 

79/09/07 

50-31G 

A 

7910110333 

7910110519 

79/09/26 

50-334 

a 

7910130162 

7910130133 

79/09/10 

50-293 

0 

7910110545 

7910110519 

79/09/26 

50-334 

0 

7910130163 

7910190139 

79/09/11 

50-409 

H 

79101 10543 

7910110329 

79/09/ 11 

71-6291 


7910130170 

7910150166 

79/09/11 

30-10 

P 

7910110557 

7910110552 

79/08/27 

50-219 

a 

7910150170 

7910130160 

79/09/06 

71-231 


7910110727 

7910110726 

79/08/31 

50-4 34 

a 

7910150279 

7910150271 

79/07/26 

50-338 

G 

7910110733 

7910110731 

79/09/24 

CONTRACT 


7910150200 

7910190283 

79/10/10 

50-331 

P 

7915110734 

7910110732 

79/09/01 

CONTRACT 


7910150290 

7910190293 

79/10/09 

50-412 

8 

79 I 01 £0737 

7910110735 

79/09/11 

CONTRACT 


7910190439 

7910190433 

79/08/13 

70-572 


7910120015 

7910120015 

79 /OB/24 

70-820 


7910150445 

7910190443 

79/10/10 

50-333 

B 

7910120020 

7910120017 

79/00/23 

40-6622 


7910130455 

7910190452 

79/10/03 

50-206 

0 

7910120022 

7910120017 

79/08/23 

40-6622 


7910150460 

7910190452 

79/10/05 

50-206 

9 

7910120025 

7910120017 

79/00/20 

40-6622 


79101 50462 

7910190458 

79/10/09 

50-239 

6 

7910120030 

7910120017 

79/08/28 

40-6*22 


7910150463 

7910150452 

79/10/03 

30-206 

B 

7910120040 

7910120035 

79/09/01 

CONTRACT 


7910150471 

7910150467 

79/10/09 

30-206 

S 

7910120045 

79 10120042 

79/09/20 

71-5797 


7910150476 

7910190460 

79/10/09 

30-259 

B 

7910120046 

7910120043 

79/09/21 

50-6 

Q 

79101304B5 

7910130479 

79/10/09 

30-309 

8 

7910120072 

7910120075 

79/09/13 

70-371 


7910130407 

7910150466 

79/10/10 

50-302 

P 

7910120075 

7910120070 

79/09/13 

70-371 


79101 504B9 

7910190472 

79/10/10 

30-202 

R 

7910120077 

7910120070 

79/09/13 

70-371 


7910150491 

7910130474 

79/10/09 

50-293 

R 

79101 200B2 

7910120070 

79/09/13 

70-371 


7910130498 

7910150492 

79/10/09 

50-313 

8 

7910I20DE9 

79101 200B 5 

79/08/02 

50-466 

G 

7910130303 

7910150492 

79/10/09 

30-313 

B 

7910120109 

7910120103 

79/09/21 

CONTRACT 


7910130306 

7910150496 

79/10/05 

50-416 

A 

7910120123 

79101201 16 

79/09/28 

CONTRACT 


7910150307 

7910190502 

79/10/04 

50-312 

R 

7910120124 

79101201 10 

79/10/10 

50-296 

p 

7910150311 

7910190504 

79/10/10 

30-135 

8 

7910120132 

7910120127 

79/10/04 

50-397 

K 

7910150512 

7910150492 

79/10/09 

30-313 

8 

7910120135 

7910120129 

79/09/2B 

CONTRACT 


7910150322 

7910190515 

79/10/04 

50-390 

8 

7910120142 

7910120138 

79/09/25 

CONTRACT 


7910150323 

7910150514 

79/10/09 

50-305 

R 

7910120149 

7910120143 

79/10/09 

50-259 

Q 

7910190324 

79101 903 16 

79/09/27 

50-327 

8 

7910120156 

7910120153 

79/09/27 

CONTRACT 


7910130325 

7910190317 

79/10/10 

50-133 

9 

7910120170 

7910120163 

79/09/24 

50-317 

G 

7910150334 

79101 50S2B 

79/10/11 

30-320 

8 

7910120172 

7910120163 

79/09/24 

50-317 

a 

79101 3033B 

7910190330 

79/10/09 

30-293 

8 

7910120173 

7910120168 

79/10/09 

50-280 

p 

7910150546 

7910150539 

79/09/26 

30-266 

8 

7910120174 

7910120163 

79/09/24 

30-317 

0 

7910190349 

7910150541 

79/09/17 

DRO 


79101 201 70 

7910(20163 

79/09/24 

50-317 

a 

7910130550 

7910150543 

79/10/11 

30-324 

8 

7910120202 

7910120197 

79/10/08 

30-346 

n 

7910130353 

7910190544 

79/09/21 

50-327 

8 

7910120212 

7910120209 

79/10/09 

30-412 

3 

7910130337 

7910150542 

79/09/25 

50-263 

8 

7910120218 

7910120214 

79/10/05 

30-409 

R 

7910130560 

7910150534 

79/10/11 

30-324 

8 

7910120222 

7910120221 

79/09/26 

30-266 

p 

7910130361 

7910150331 

79/09/21 

30-368 

P 

7910120223 

7910120224 

79/10/00 

30-324 

p 

7910150567 

7910190539 

79/10/04 

50-327 

9 

7910120227 

7910120226 

79/10/05 

30-272 

p 

79101 30S68 

7910190562 

79/10/10 

30-338 

8 

7910120230 

791012022B 

79/10/10 

50-324 

p 

7910130369 

7910150565 

79/10/01 

30-295 

8 

7910120231 

7910120229 

79/10/03 

30-263 

Q 

7910150371 

7910150566 

79/10/11 

30-331 

8 

7910120233 

7910120228 

79/10/10 

30-324 

P 

7910130379 

7910150573 

79/10/09 

30-272 

3 

7910120240 

7910120213 

79/10/09 

50-324 

R 

791O1305B1 

7910150376 

79/09/28 

30-295 

8 

79I012024B 

7910120234 

79/10/09 

30-261 

R 

7910130583 

7910150570 

79/10/10 

50-330 

8 

7910120249 

7910120242 

79/10/04 

50-333 

P 

79101 303B7 

7910190370 

79/10/10 

50-338 

S 

7910120253 

7910120247 

79/09/20 

CONTRACT 


79101 3O5B0 

7910190384 

79/10/09 

80-206 

8 

7910120262 

7910120237 

79/09/05 

50-266 

a 

7910130391 

7910190386 

79/10/10 

30-331 

s 

7910120271 

7910120266 

79/09/20 

50-352 

a 

7910130392 

7910190363 

79/10/10 

30-317 

Q 

7910120273 

7910120266 

79/09/20 

50-332 

0 

7910130993 

7910190589 

79/10/09 

TOPREP 


7910180278 

7910120266 

79/09/20 

30-352 

a 

7910130396 

7910190373 

79/09/21 

50-387 

8 

791 0120 284 

7910120266 

79/09/20 

30-332 

Q 

7910130601 

7910190394 

79/10/00 

30-298 

R 

7910120300 

79101202?4 

79/00/ 30 

50-369 

0 

7910130603 

7910190397 

79/09/17 

30-390 

8 

7910120304 

7910120294 

79/08/ 30 

50-369 

G 

7910130614 

7910190611 

79/10/11 

30-261 

8 

7910120312 

7910120300 

79/09/20 

71-347 


7910130617 

7910190613 

79/08/10 

50-280 

a 

7910120315 

7910120309 

79/09/05 

50-282 

a 

79101 9061 B 

7910190616 

79/08/31 

71-240 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 
CATE G DU V 

7910190623 

7910150622 

79/09/04 

71-198 


7910130634 

7910130630 

79/07/30 

50-409 

O 

7910190635 

7910150613 

79/OB/ lO 

5O-2B0 

Q 

7910150637 

7910150630 

79/07/30 

50-409 

G 

7910130638 

7910150613 

79/OB/ lO 

50-200 

0 

7910150639 

7910150630 

79/07/30 

50-409 

G 

7910130643 

7910150630 

79/07/30 

50-409 

G 

7910130648 

7910150631 

79/08/02 

50-327 

O 

7910190649 

7910150630 

79/07/30 

30-409 

O 

7910130691 

7910130688 

79/09/13 

XPDR7LIC 


7910150694 

7910130690 

79/09/05 

50-466 

0 

7910160011 

7910160009 

79/0B/27 

40-299 


7910160029 

7910160025 

79/0B/27 

50-206 

P 

7910160049 

7910160044 

79/09/ IS 

7 1 -9833 


7910160055 

7910160044 

79/09/ IS 

71-9833 


7910160060 

7910160054 

79/09/03 

50-235 

s 

7910160061 

7910160044 

79/09/ IS 

71-VS53 


7910160066 

7910160044 

79/097 IQ 

71-9053 


7910160072 

7910160044 

79/09710 

71-9053 


7910160073 

7910160044 

79/09710 

7 1 —9053 


7910160090 

7910160083 

79/08722 

50-31 1 

G 

7910160098 

7910160095 

79/09706 

30-344 

C 

7910160100 

7910160093 

79/09720 

30-317 

G 

7910160106 

7910160093 

79/09720 

30-317 

G 

7910160110 

7910160093 

79/09720 

30-317 

0 

79101601 17 

7910160093 

79/09720 

30-317 

0 

7910160126 

7910160113 

79/OB7 27 

50-239 

F 

7910160142 

7910160133 

79/09719 

30-219 

0 

7910160147 

7910160140 

79/09/06 

30-295 

0 

79JO16015O 

7910160133 

79/09/19 

30-219 

Q 

7910160153 

7910160133 

79/09/19 

30-219 

Q 

7910160136 

7910160140 

79/09/06 

30-295 

Q 

7910160157 

7910160152 

79/09704 

40-3453 


7910160163 

7910160133 

79709/19 

30-219 

0 

79I0I60I65 

7910160160 

79/00/29 

40-8302 


7910160166 

7910160159 

79707/02 

ACR8 


7910160168 

7910160161 

79709720 

30-293 

O 

7910160172 

7910160161 

79709720 

30-293 

G 

7910160174 

7910160161 

79709/20 

30-293 

0 

7910160177 

7910160170 

79/08731 

30-219 

a 

7910160179 

7910160161 

79709720 

30-293 

a 

7910160180 

7910160171 

79700720 

30-309 

0 

7910160186 

7910160183 

79709705 

30-206 

a 

7910160191 

7910160103 

79/0B/2I 

30-596 

0 

7910160192 

79101601 B9 

79709705 

50-346 

a 

7910160196 

79101601 B9 

79709705 

30-346 

a 

7910160204 

7910160197 

79/10/04 

30-330 

0 

7910160210 

7910160202 

79/09/04 

30-234 

a 

7910160213 

7910160208 

79709706 

30-482 

0 

7910160219 

7910160214 

79/10701 

30-358 

a 

7910160223 

79I0160H14 

. 79/10701 

30-358 

0 

7910160229 

7910160221 

79/09/06 

30-298 

0 

7910160242 

7910160238 

79709707 

90-373 

0 

7910160243 

7910160231 

79710701 

30-373 

0 

7910160240 

79 1016023B 

79709/07 

90-373 

0 

7910160251 

7910160233’ 

79709727 

FOIA 


7910160237 

7910160233 

79/10/15 

90-320 

i 

7910160264 

7910160253 

79/10/15 

90-320 

i 

7910160268 

7910160258 

79/09/27 

CONTRACT 


7910160271 

7910160253 

79/10/19 

50-320 

l 

7910160276 

7910160269 

79/10/12 

90-329 

0 

7910160277 

7910160253 

79/10/13 

90-320 

i 

7910160279 

7910160266 

79/09/25 

QA999 


7910160289 

7910160266 

79/09/25 

QA999 


7910160296 

7910160233 

79/10/15 

90-320 

i 

7910160300 

7910160233 

79/10/15 

90-320 

i 

7910160303 

7910160233 

79/10/19 

50-320 

i 

771016030B 

7910160266 

79/09/25 

0A999 


7910160320 

7910160314 

79/10/01 

90-330 

a 

7910160332 

7910160324 

79/09/06 

90-346 

0 

7910160337 

7910160331 

79/10/15 

50-395 

F 

7910160340 

7910160323 

79/09/20 

50-10 

p 

7910160342 

7910160335 

79/10/05 

CONTRACT 


7910160347 

7910160338 

79/0B/27 

90-280 

Q 

7910160348 

7910160343 

79/08/24 

50-387 

a 

7910160332 

7910160323 

79/09/2B 

50- id 

p 

7910160334 

7910160344 

79/10/12 

50-329 

s 

7910160336 

7910160350 

79/0B/23 

90-243 

Q 

791016033B 

7910160350 

79/00/23 

50-240 

G 

7910160363 

7910160323 

79/09/20 

50-10 

p 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

8UDJECT 

CATEGORY 

7910160364 

79 10 160361 

79/08/23 

30-3B7 

a 

7910160369 

7910160360 

79/10/10 

30-259 

R 

7910160372 

7910160370 

79/10/12 

50-271 

R 

7910160373 

7910160374 

79/10/12 

30-29 

R 

79101 6037B 

7910160377 

79/09/17 

XPDRTLIC 


7910160380 

7910160376 

79/10/09 

90-266 

R 

79101 603B5 

79101 603B1 

79/10/11 

50-219 

P 

7910160306 

79101603B2 

79/10/10 

50-272 

R 

7910160387 

79101603B1 

79/10/11 

50-219 

P 

79101 60380 

79101 603B 1 

79/10/11 

50-219 

P 

7910160389 

7910160301 

79/10/11 

50-219 

P 

7910160391 

791016Q3BS 

79/10/11 

50-219 

P 

7910160392 

7910160301 

79/10/11 

50-219 

P 

7910160393 

79101603B1 

79/10/11 

50-219 

P 

7910160394 

7910160390 

79/10/10 

50-244 

R 

7910160395 

7910160381 

79/10/11 

50-219 

P 

7910160396 

7910160381 

79/10/11 

50-219 

P 

7910 1 60398 

7910160301 

79/10/11 

30-219 

P 

7910160402 

7910160301 

79/10/11 

50-219 

P 

7910160404 

7910160399 

79/ 10/09 

30-272 

S 

7910160403 

79101 603B1 

79/10/11 

30-219 

P 

7910160400 

7910160381 

79/10/11 

50-219 

P 

7910160410 

79101603B1 

79/10/11 

30-219 

P 

7910160412 

7910160407 

79/10/12 

30-309 

R 

7910160415 

7910160413 

79/10/10 

50-285 

It 

7910160417 

7910160409 

79/10/10 

50-267 

B 

7910160425 

7910160416 

79/10/12 

30-333 

S 

79101 60430 

7910 1 6042B 

79/10/12 

50-333 

S 

7910160441 

7910160437 

79/10/09 

30-336 

s 

7910160446 

7910160440 

79/10/10 

50-340 

p 

7910160453 

79101 6044B 

79/10/09 

30-272 

s 

7910160457 

7910160435 

79/10/09 

50-490 

s 

7910160459 

79101 60432 

79/10/10 

30-333 

p 

7910160460 

7910160445 

79/10/OS 

30-269 

p 

7910160463 

7910160438 

79/10/12 

30-293 

R 

7910160464 

7910160432 

79/10/10 

30-333 

P 

7910160470 

7910160468 

79/10/03 

30-273 

A 

7910160471 

7910160467 

79/10/10 

30-348 

R 

7910160473 

7910160466 

79/10/09 

30-315 

S 

7910160470 

7910160476 

79/10/09 

50-312 

P 

7910160481 

7910160477 

79/10/10 

50-302 

R 

7910160483 

7910160479 

79/10/0? 

50-254 

R 

7910160483 

7910160480 

79/10/12 

50-333 

S 

7910160487 

7910160484 

79/OB/ 27 

50-312 

0 

7910160480 

7910160472 

79/10/11 

50-302 

8 

7910160491 

7910160489 

79/10/12 

50-33B 

8 

7910160493 

7910160489 

79/10/12 

50-33B 

8 

7910160496 

7910160489 

79/10/12 

50-33B 

S 

7910160497 

7910160489 

79/10/12 

50-33B 

s 

7910160901 

7910160499 

79/10/11 

50-271 

s 

7910160303 

7910160494 

79/09/25 

50-237 

8 

7910160306 

7910160300 

79/10/10 

50-316 

8 

7910160507 

7910160904 

79/10/09 

50-316 

3 

7910160908 

7910160309 

79/10/07 

50-302 

0 

7910160511 

7910160500 

79/10/10 

50-316 

8 

7910160510 

7910160312 

79/10/10 

50-348 

S 

7910160921 

7910160315 

79/10/11 

30-10 

R 

7910160324 

7910160312 

79/10/10 

50-34B 

3 

7910160350 

7910160547 

79/10/10 

50-334 

R 

7910160968 

7910160935 

79/10/10 

50-34B 

P 

79I01605B3 

7910160931 

79/10/04 

lOCFR 


7910160603 

7910160602 

79/OB /07 

TCP REP 


7910170008 

7910170007 

79/09/13 

50-410 

8 

7910170009 

7910170007 

79/09/13 

50-410 

S 

7910170012 

7910170O11 

79/09/13 

50-387 

9 

7910170014 

7910170013 

79/09/28 

50-315 

0 

7910170019 

7910170016 

79/07/13 

0A999 


7910170024 

7910170016 

79/09/13 

0A999 


791017002B 

7910170026 

79/08/28 

50-440 

0 

7910170030 

7910170027 

79/09/21 

50-410 

8 

7910170031 

7910170026 

79/08/28 

50-440 

0 

7910170034 

7910170032 

79/08/28 

50-341 

0 

7910170033 

7910170029 

79/09/23 

0A999 


7910170037 

7910170032 

79/08/28 

50-341 

0 

7910170040 

7910170029 

79/09/23 

0A999 


7910170043 

7910170029 

79/09/23 

0A999 


7910170043 

7910170041 

79/10/01 

50-416 

0 

7910170046 

7910170029 

79/09/23 

QA999 


7910170050 

791017004B 

79/09/12 

0A999 


7910170052 

7910170049 

79/0B/30 

70-27 




506 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

I SSUED 

SUBJECT 

CATEGORY 

79101 70054 

791017004B 

79/09/12 

GAO 99 


79101 7003-6 

7910170040 

79/09/12 

QA999 


7910170057 

7910170040 

79/09/12 

GAO 99 


7910170050 

7910170040 

79/09/12 

GAO 99 


7910170059 

7910170053 

79/10/04 

50-546 

0 

7910170060 

7910170040 

79/09/12 

GA999 


7910170061 

7910170053 

79/1Q/04 

30-546 

0 

7910170064 

7910170048 

79/09/17 

QA999 


7910170069 

7910170066 

79/09/20 

50-393 

D 

7910170070 

7910170062 

79/09/27 

CONTRACT 


79101 70QB3 

7910170070 

79/09/27 

CONTRACT 


7910170093 

7910170009 

79/09/24 

CONTRACT 


7910170121 

79101701 19 

79/10/12 

30-307 

A 

7910170124 

7910170119 

79/10/12 

30-307 

A 

7910170129 

7910170126 

79/10/02 

TOP REP 


7910170135 

7910170133 

79/10/02 

TOP REP 


7910170141 

7910170139 

79/10/15 

30-307 

K 

7910170142 

7910170111 

79/09/20 

CONTRACT 


7910170150 

7910170146 

79/10/02 

TO PREP 


7910170173 

7930170166 

79/09/13 

CONTRACT 


7910170186 

7910170183 

79/10/15 

30-327 

F 

7910170199 

7910170191 

79/10/12 

30-313 

n 

7910170196 

79)0170192 

79/09/25 

50-320 

P 

7910170209 

7910170204 

79/10/1 1 

30-317 

s 

7910170212 

7910)70200 

79/10/10 

30-334 

a 

7910170216 

791017021 l 

79/10/09 

30-324 

s 

793 0 1 70210 

7910170203 

79/10/12 

30-296 

s 

7910170220 

7910170214 

79/10/10 

30-206 

R 

7910170227 

7910170222 

79/10/09 

50-324 

& 

791OJ7022B 

7910170224 

79/10/09 

30-366 

6 

7910170333 

7910170229 

79/10/12 

50-360 

R 

7910170237 

7910170234 

79/10/09 

30-220 

R 

79! Ot 70247 

7910170240 

79/10/10 

50-270 

s 

79101 702S0 

7910170244 

79/10/10 

30-244 

s 

7910170262 

7910170253 

79/10/12 

30-366 

s 

7910170272 

7910170200 

79/10/09 

30-325 

s 

7910170274 

7910170265 

79/10/12 

50-321 

s 

7910 170270 

7910170276 

79/10/03 

50-320 

p 

7910170293 

7910170200 

79/00/27 

50-320 

R 

7910170290 

7910170287 

79/10/10 

30-245 

8 

7910170299 

7910170297 

79/09/20 

30-320 

H 

7910170305 

7930170294 

79/10/12 

50-443 

0 

7910170323 

7910170331 

79/10/09 

30-219 

s 

7910170327 

7910170322 

79/00/14 

50-320 

H 

79101 70336 

7910170330 

79/10/11 

50-269 

P 

7910170337 

7910170331 

79/00/29 

30-320 

H 

7910170344 

7910170335 

79/10/09 

TOPREP 


7910170346 

7910170323 

79/07/01 

CONTRACT 


7910170347 

7910170339 

79/09/07 

30-320 

U 

7910170333 

7910170330 

79/09/10 

30-320 

P 

7910170330 

7910170349 

79/10/12 

30-346 

8 

791O17036B 

7910170361 

79/07/30 

50-320 

P 

7910170375 

7910170363 

79/09/29 

ACRS 


7910170379 

7910170364 

79/09/23 

30-344 

P 

7910 3 70380 

79101 70374 

79/09/06 

50-320 

0 

7910170381 

79101 7037B 

79/09/24 

50-320 

P 

7910I703Q2 

7910170377 

79/10/11 

30-416 

B 

791G 170304 

7910170374 

79/09/06 

30-320 

0 

7910170303 

7910170363 

79/07/27 

PR 


7910170300 

7910170374 

79/09/06 

30-320 

0 

7910170391 

79101 703B3 

79/10/11 

30-317 

B 

7910170393 

7910170364 

79/09/23 

30-344 

P 

7910170394 

7910170374 

79/09/06 

50-320 

0 

7910170400 

7910170364 

79/09/23 

50-344 

P 

7910170401 

7910170396 

79/10/12 

30-293 

n 

7910170414 

7910170404 

79/10/16 

30-443 

A 

7910170415 

7910170411 

79/07/06 

30-320 

G 

7910170425 

7910170420 

79/09/10 

30-320 

H 

7910170434 

7910170423 

79/08/15 

50-320 

P 

7910170436 

7910170431 

79/09/26 

30-250 

P 

7910170438 

7910170429 

79/08/31 

30-320 

H 

7910170441 

7910170431 

79/09/26 

30-230 

P 

7910170442 

7910170437 

79/06/27 

50-320 

H 

7910170444 

7910170437 

79/00/27 

30-320 

H 

7910170443 

7910170431 

79/09/26 

30-250 

P 

7910170446 

7910170437 

79/00/27 

50-320 

H 

7910170448 

7910170437 

79/00/27 

50-320 

H 

7910170450 

7910170437 

79/06/27 

30-320 

H 

7910170434 

7910170437 

79/06/27 

50-320 

H 

7910170433 

7910170437 

79/06/27 

30-320 

H 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7910170460 

7910170437 

79/00/27 

50-320 

H 

7910170463 

7910170437 

79/00/27 

50-320 

H 

7910170466 

7910170437 

79/00/27 

50-320 

H 

7910170468 

7910170439 

79/09/13 

30-245 

G 

7910170470 

7910170437 

79/00/27 

50-320 

H 

7910170472 

7910170437 

79/00/27 

50-320 

H 

7910170473 

7910170439 

79/09/13 

50-245 

Q 

7910170476 

7910170437 

79/00/27 

50-320 

H 

7910170480 

7910170439 

79/09/13 

50-245 

Q 

7910170480 

7910170439 

79/09/13 

50-245 

G 

7910170501 

7910170497 

79/06/21 

30-520 

a 

7910170303 

7910170500 

79/08/06 

30-320 

a 

7910170510 

7910170497 

79/06/21 

30-528 

a 

7910170511 

7910170507 

79/08/17 

50-320 

H 

7910170333 

7910170351 

79/09/26 

30-320 

p 

7910170339 

7910170534 

79/09/ 1 1 

30-309 

p 

7910170560 

7910170550 

79/09/ IB 

30-409 

0 

7910170361 

7910170331 

79/09/26 

30-320 

p 

7910170563 

7910170534 

79/09/ 1 1 

30-309 

p 

7910170565 

7910170530 

79/09/10 

50-409 

0 

7910170567 

7910170551 

79/09/26 

50-320 

p 

7910170369 

7910170534 

79/09/11 

50-309 

p 

7910170370 

7910170530 

79/09/18 

30-409 

Q 

7910170574 

7910170330 

79/09/18 

50-409 

0 

7910170500 

7910170573 

79/09/14 

30-255 

p 

7910170610 

7910170603 

79/00/23 

50-322 

a 

7910170645 

7910170631 

79/09/24 

50-247 

G 

7910170744 

7910170735 

79/10/04 

30-2B9 

p 

7910170756 

7910170733 

79/10/04 

50-209 

p 

7910171063 

7910171062 

79/09/21 

30-295 

0 

79 101B0013 

7910180010 

79/10/03 

50-574 

0 

79101B0014 

7910180010 

79/10/03 

50-574 

0 

7 91 01 BOO 15 

7910180010 

79/10/03 

50-574 

0 

79101B001 7 

79101BOO 12 

79/09/20 

CONTRACT 


79101B0023 

7910160021 

79/10/02 

CONTRACT 


7910160027 

7910160023 

79/09/24 

CONTRACT 


79101B0044 

79101B0037 

79/09/17 

50-466 

G 

79I01B0054 

7910180049 

79/09/17 

30-321 

a 

79101B0056 

7910100030 

79/10/03 

50-338 

p 

79I01B0039 

7910180049 

79/09/17 

50-321 

G 

791O1BO069 

7910180063 

79/05/16 

CONTRACT 


79 101B0073 

7910180067 

79/09/19 

50-400 

Q 

7910160076 

7910180073 

79/09/27 

CONTRACT 


79101B0081 

7910180067 

79/09/19 

50-400 

a 

7910180092 

79101800B6 

79/09/20 

30-491 

G 

79101B0093 

79101800B6 

79/09/20 

30-491 

a 

7910160104 

7910180100 

79/09/27 

50-413 

Q 

7910160110 

7910180100 

79/09/27 

50-413 

a 

79101B0112 

7910180106 

79/09/27 

30-324 

a 

7910160120 

79101 BOi 16 

79/09 /2B 

30-413 

G 

7910160122 

7910180106 

79/09/27 

50-324 

G 

79101B0126 

79101001 16 

79/09/20 

30-413 

G 

7910160128 

79101B0106 

79/09/27 

30-324 

G 

7910160129 

7910180116 

79/09/20 

50-413 

0 

7910160131 

7910100124 

79/09/27 

30-309 

0 

7910160132 

7910100106 

79/09/27 

50-324 

G 

7910180133 

7910100124 

79/09/27 

30-309 

0 

7910160137 

7910100106 

79/09/27 

30-324 

Q 

7910160140 

7910100124 

79/09/27 

30-309 

G 

7910160141 

7910100121 

79/09/13 

30-3 

0 

79 10180150 

7910100121 

79/09/13 

30-3 

0 

79 101601 SB 

7910100147 

79/09/06 

30-202 

P 

7910160160 

7910100134 

79/00/23 

50-410 

Q 

79 10180160 

7910100147 

79/09/06 

50-202 

P 

7910160176 

7910100147 

79/09/06 

30-282 

P 

7910160212 

7910100209 

79/10/01 

50-321 

P 

7910160217 

7910100209 

79/10/01 

50-321 

P 

7910160223 

7910180209 

79/10/01 

50-321 

P 

7910160226 

7910160222 

79/10/08 

TOPREP 


7910160231 

7910180224 

79/09/21 

50-245 

P 

7910180234 

7910180232 

79/10/05 

CONTRACT 


7910180233 

7910180220 

79/08/30 

0A999 


7910180240 

7910180228 

79/00/30 

QA999 


7910180242 

7910180237 

79/09/07 

50-153 

P 

7910180243 

7910180228 

79/00/30 

0A999 


7910180244 

7910100239 

79/09/12 

50-344 

G 

791Q1B02S1 

7910100220 

79/0B/30 

QA999 


7910180260 

7910160233 

79/09/28 

CONTRACT 


7910160262 

79101 B0S33 

79/10/05 

70-143 


7910180263 

7910100236 

79/07/16 

QA999 
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7910180260 

7910180273 

7910180276 

7910100200 

7910180293 

7910180265 

7910180266 

7910180267 

7910180278 

7910180289 

79/09/26 

79/07/31 

79/08/31 

79/09/18 

79/09/14 

CONTRACT 

30-320 

70-143 

50-209 

30-4B4 

F 

0 

0 

79101B0617 

7910100625 

7910180641 

7910180853 

7910190009 

7910100612 

7910180619 

7910180637 

7910100052 

7910190006 

79/09/25 

79/09/13 

79/09/25 

79/07/25 

79/0B/28 

CONTRACT 

XPOflTLIC 

XPORTLIC 

0A999 

30-320 0 


7910100297 

7910100304 

7910180307 

7910180300 

7910100309 

7910180289 
7910180298 
79101 B029B 
7910180303 
7910180290 

79/09/14 

79/09/25 

79/09/25 

79/10/05 

79/09/25 

50-484 

GA999 

QA999 

30-209 

QA999 

G 

G 

7910190013 

7910190016 

7910190022 

7910190037 

7910190043 

7910190011 

7910190015 

7910190010 

7910190030 

7910190041 

79/08/20 

79/09/27 

79/08/30 

79/00/30 

79/08/29 

50-20? 0 
CONTRACT 

30-393 G 
50-338 0 
50-261 G 


7910100313 

7910100322 

7910180345 

7910180347 

7910180340 

7910180290 

7910100317 

7910180344 

7910180344 

7910180344 

79/09/23 

79/10/11 

79/09/21 

79/09/21 

79/09/21 

QA999 

50-317 

30-325 

50-323 

30-325 

8 

P 

P 

P 

7910190051 

7910190033 

7910190053 

7910190056 

7910190058 

7910190040 

7910190040 

7910190050 

7910190040 

7910190050 

79/09/25 

79/09/25 

79/09/20 

79/09/25 

79/09/20 

GA999 

GA999 

50-327 G 

QA799 

30-327 G 


7910180350 

7910100373 

7910100378 

7910100379 

7910100300 

79101B0349 

7910100368 

7910100374 

7910180372 

7910100376 

79/08/21 

79/10/11 

79/09/0S 

79/10/12 

79/10/13 

30-387 

30-317 

XPOflTLIC 

30-390 

30-373 

a 

s 

A 

A 

7910190060 

7910190061 

7910190063 

7910190077 

7910190081 

7910190048 

7910190030 

7910190050 

7910190067 

7910190073 

79/09/25 

79/09/28 

79/09/28 

79/09/12 

79/07/25 

QA999 

30-327 0 

30-327 Q 

QA999 

50-295 0 


7910180383 

7910180385 

7910180380 

79101B0392 

7910180396 

7910180369 

7910180301 

7910180371 

79101B0390 

7910180393 

79/10/09 

79/09/07 

79/10/10 

79/09/13 

79/10/10 

50-318 

XPORTLIC 

50-237 

XPQRTL1C 

30-277 

S 

B 

R 

7910190082 

7910190083 

7910190086 

7910190008 

7910190089 

7910190075 

7910190067 

7910190067 

7910190067 

7910190087 

79/09/27 

79/09/12 

79/09/12 

79/09/12 

79/09/16 

CONTRACT 

0A99? 

QA999 

0A999 

CONTRACT 


7910180399 

7910180411 

7910180419 

7910180420 

7910180433 

7910180387 

7910180404 

7910180401 

7910180420 

7910180429 

79/10/10 

79/10/12 

79/10/10 

79/10/01 

79/10/13 

30-327 

30-219 

30-219 

30-396 

50-269 

8 

9 

8 

0 

B 

7910190090 

7910190093 

7910190097 

7910190099 

7910190105 

7910190067 

7910190067 

7910190092 

7910190095 

7910190103 

79/09/12 

79/09/12 

79/09/27 

79/10/04 

79/09/20 

QA999 

GA999 

CONTRACT 

30-466 G 
CONTRACT 


7910100434 

7910180437 

7910180440 

7910180445 

7910100446 

7910180423 

7910180431 

7910180214 

7910180439 

7910180441 

79/10/11 

79/10/15 

79/09/25 

79/09/10 

79/10/10 

30-213 R 

50-170 P 

COMMISSION 

XP0RTL1 C 

50-219 0 

7910190115 

7910190116 

7910190120 

7910190122 

7910190124 

7910190109 

7910190112 

7910190118 

7910190119 

7910190121 

79/09/28 

79/10/02 

79/10/04 

79/09/20 

79/09/04 

30-209 0 

CONTRACT 

30-321 0 

CONTRACT 

70-2623 


7910180448 

7910180453 

7910IB0453 

7910180464 

7910100463 

7910IB0444 
79101B0443 
7910180450 
79101 B0460 
7910180459 

79/09/28 

79/10/11 

79/08/29 

79/10/13 

79/08/29 

CONTRACT 

30-518 

50-230 

30-259 

50-339 

S 

0 

S 

Q 

7910190127 

7910190128 

7910190129 

7910190132 

7910190135 

7910190121 

7910190125 

7910190126 

7910190121 

7910190133 

79/09/04 

79/09/27 

79/10/01 

79/09/04 

79/09/10 

70-2623 

CONTRACT 

CONTRACT 

70-2623 

XPORTLIC 


7910180472 

7910100475 

7910180479 

7910100481 

7910180482 

7910180469 

7910180471 

7910180471 

7910180471 

79101B04BQ 

79/10/13 

79/10/02 

79/10/02 

79/10/02 

79/10/13 

50-302 

50-321 

50-321 

50-321 

50-329 

B 

0 

0 

0 

S 

7910190137 

7910190142 

7910190143 

7910190144 

7910190149 

7910190136 

7910190138 

791019013? 

7910190140 

7910190145 

79/09/27 

79/10/03 

79/09/20 

79/10/05 

79/09/16 

CONTRACT 

CONTRACT 

0A999 

50-311 S 

CONTRACT 


7910180483 
791Q1BO404 
7910180490 
7910180495 • 
7910180496 

7910180471 

7910180478 

7910180486 

79101B0491 

7910100494 

79/10/02 

79/09/13 

79/09/27 

79/09/20 

79/09/30 

50-321 

27-39 

CONTRACT 

CONTRACT 

CONTRACT 

Q 

7910190150 

7910190153 

7910190155 

7910190156 

7910190157 

7910190121 

7910190140 

7910190121 

7910190131 

7910190154 

79709/04 

79/10/03 

79709/04 

79/09/10 

79/09/27 

70-2623 

50-311 S 

70-2623 

40-B734 

50-309 P 


7910100507 

7910100313 

7910180525 

7910180526 

7910180528 

7910180502 

7910180509 

7910180521 

79101B0816 

7910180523 

79/09/27 

79/09/07 

79/08/22 

79/10/03 

79/08/20 

CONTRACT 
71-178 
70-33 
50-321 ■ 
50-389 

a 

G 

7910190158 

7910190160 

7910190161 

7910190164 

7910190178 

7910190154 

7910190131 

7910190134 

7910190159 

7910190176 

79/09/27 

79/09/10 

79/09/27 

79/09/14 

79/09/03 

50-309 P 
40-0754 

50-309 P 

50-320 T 

50-320 G 


7910180530 

7910180534 

7910180835 

7910180536 

79I01B053B 

7910180516 

7910180531 

79101B0532 

7910180816 

7910180533 

79/10/03 

79/10/03 

79/00/31 

79/10/03 

79/10/04 

50-321 

50-323 

30-324 

50-321 

50-320 

Q 

s 

0 

Q 

0 

7910190179 

7910190101 

7910190200 

7910190205 

7.910190216 

7910190160 

7910190173 

7910190197 

7910190199 

7910190211 

79/08/27 

79/09/21 

79/07/24 

79/08/16 

79/10/02 

50-320 0 

CONTRACT 

30-261 P 

50-320 a 

50-320 P 


7910180540 

7910180543 

7910180544 

7910180549 

7910100550 

7910180537 

7910180539 

7910180537 

7910180545 

7910180546 

79/09/07 

79/08/31 

79/09/07 

79/08/31 

79/10/04 

50-445 

30-348 

50-443 

30-438 

50-440 

0 

a 

0 

0 

a 

7910190226 

7910190244 

7910190249 

7910190231 

7910190279 

7910190224 
7910190134 
79 1G1 90230 
7910190245 
7910190266 

79/09/27 

79/09/24 

79/06/26 

79/09/26 

79/09/13 

50-320 P 
CONTRACT 

30-320 0 

30-320 If 

30-266 P 


7910180556 

7910180557 

7910180588 

7910100561 

7910180566 

7910180552 
7910180552 
7910100553 
7910180552 
79101B0 565 

79/10/02 
79/10/02 
> 79/08/30 
79/10/02 
79/10/12 

30-346 

30-346 

30-348 

30-346 

30-320 

p 

p 

a 

p 

H 

7910190281 

7910190303 

7910190310 

7910190320 

7910190323 

7910190272 

7910190301 

7910190308 

7910190319 

7910190321 

79/10/13 

79/10/15 

79/09/27 

79/00/29 

79/09/18 

50-209 R 

TOP HEP 

50-320 H 

50-320 H. 

50-320 W 


7910180567 

7910180370 

79101B0574 

7910100578 

7910180303 

79101B056B 

7909290540 

7910180572 

7910180577 

7910180577 

79/08/30 

79/09/07 

.79/10/04 

79/08/27 

79/00/27 

30-321 

71-236 

30-320 

30-320 

30-320 

0 

U 

0 

G 

7910190332 

7910190346 

7910190346 

7910190387 

7910190369 

7910190320 

7910190335 

7910190342 

7910190349 

7910190360 

79/10/08 

79/10/03 

79/00/2B 

79/10/11 

79/10/12 

50-295 S 

50-335 a 

50-320 0 

50-251 a 

50-255 S 


7910180392 

79101B0399 

7910100603 

7910180606 

79101B0609 

79101B0SB5 
79101 80B93 
79101B0597 
7910180602 
7910180601 

79/09/27 

79/10/03 

79/07/20 

79/09/28 

79/08/01 

CONTRACT 

30-320 

30-289 

CONTRACT 

QA999 

P 

0 

79101903/1 

7910190376 

7910190381 

7910190382 

7910190387 

7910190367 

7910190374 

7910190379 

7910190378 

7910190297 

79/ 10/09 
79/10/12 
79/ 10/ 16 
79/10/10 
79/08/28 

30-269 0 

30-316 R 

30-338 R 

50-302 R 

50-320 0 
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7910190309 

7910190391 

7910190399 

7910190-101 

7910190400 

79 1 01904 1 1 
7910190414 
79101904 19 
7910190433 
79 101904 27 

7910190439 
7910190430 
7910190436 
79 101 904 3B 
7910190449 

7910190451 

7910190453 

7910190455 

7910190469 

7910190470 

791019047 6 
7910190480 
7910190489 
7910190301 
7910190510 


7910190304 
79101 903S6 
7910190395 
7910190397 
7910190406 

7910190396 

7910190406 

7910190415 

7910190413 

7910190434 

7910190417 

7910190416 

7910190433 

7910190431 

7910190446 

7910190439 

7910190447 

7910190450 

7910190463 

7910190465 

7910190463 

7910190463 

7910190463 

7910190493 

7910190513 


79/10713 

79/10/16 

79/10/15 

79/10/15 

79/10/03 

79/10/11 
79/10/03 
79/10/03 
79/OB/ 15 
79/09/27 

79/10/10 

79/10/15 

79/10/12 

79/10/01 

79/09/2B 

79/10/10 

79/0B/31 

79/10/13 

79/10/13 

79/10/03 

79/10/13 

79/10/13 

79/10/13 

79/10/01 

79/10/17 


SUBJECT 

CATEODRY 

50-306 R 
30-200 R 
50-338 P 
50-331 R 
30-313 P 

50-335 S 
30-312 P 
50-416 S 
50-49B 9 
30-390 S 

30-301 a 
50-272 a 
50-317 6 
50-51 B S 
30-251 S 

30-293 S 
50-471 0 
50-219 S 
30-346 S 
50-351 S 

30-346 S 
50-346 B 
50-346 0 
50-51B 0 
30-330 S 


7910190320 7910190517 79/10/16 TOPREP 

7910190323 7910190517 79/10/16 TOPREP 

7910190525 7910190512 79/10/17 30-33B s 

7910190541 7910190530 79/00/28 30-335 F 

7910220002 7910220001 79/10/02 30-123 Q 


7910230008 7910330007 
7910320050 7910320050 
791 0220 1 O 1 791 0220094 
7910220105 7910320094 
7910230111 7910320100 

7910220131 79! 03301 1 5 
7910230130 7910310059 
7910230144 7910310059 
7910220147 7910310059 
7910220130 7910310059 

79102201 58 7910310059 
7910320163 7910310039 
7910220170 7910310059 
7910320173 7910310059 
7910330179 7910320176 

7910330181 7910310059 
7910220186 7910220103 
7910230190 7910310059 
7910320192 7910230 1B5 
791 0320 1 96 791 0310039 

7910320206 791 03100-59 
79 1 022020B 7910310059 
79 1 02203 12 7910310059 
79 1 02302 1 9 7910320315 
79 1 022022B 79 1 0320320 

7910220236 7910230230 
7910220337 7910220332 
7910220243 7910230226 
7910220244 7910220338 
7910220245 7910320240 

7910320246 7910320240 
7910220353 791022024B 
7910330254 7910220320 
7910320236 7910220252 
7910220257 7910320253 

7910320260 7910330251 
7910230261 7910330353 
7 9 1 0220272 7 9 1 0220267 
7910220274 7910330360 
7910220275 7910320266 

7910220279 7910330370 
7910320386 79 1 0330380 
7910220287 7910220283 
79 1 0220293 7910330290 
7910220299 7910220294 

7910220300 7910220297 
7910220335 7910330334 
7910320334 7910220347 
7910220372 7910220365 
7910320374 7910220365 


79/09/11 40-0751 

79/09/11 30-155 0 

79/10/05 50-10 H 

79/10/05 50-10 M 

79/10/19 50-537 B 

79/09/14 40-8752 

79/10/09 50-352 0 

79/10/09 50-353 0 

79/10/09 50-352 0 

79/10/09 30-352 0 

79/10/09 50-352 0 

79/10/09 50-352 0 

79/10/09 50-352 0 

79/10/09 50-352 O 

79/10/09 71-331 


79/10/09 50-353 0 

79/10/10 71-6357 


79/10/09 

50-352 

Q 

79/07/31 

5O-4B0 

0 

79/10/09 

50-332 

Q 

79/10/09 

50-352 

0 

79/10/09 

50-352 

a 

79/10/09 

30-352 

0 

79/10/01 

50-201 

a 

79/09/14 

50-344 

0 

79/09/14 

50-344 

o 

79/09/31 

40-8723 


79/1 0/ IB 

50-371 

8 

79/10/16 

50-333 

S 

79/09/14 

50-2 a? 

0 

79/09/14 

30-289 

0 

79/10/10 

50-219 

s 

79/09/14 

50-344 

0 

79/09/10 

TOPREP 


79/09/19 

TOPREP 


79/10/17 

30-315 

S 

79/09/19 

TOPREP 


79/09/21 

40-1341 


79/10/10 

ao-321 

R 

79/10/17 

50-316 

S 

79/10/15 

50-247 

R 

79/10/15 

50-219 

ft 

79/10/10 

50-330 

P 

79/10/1 ft 

30-302 

S 

79/10/13 

50-346 

s 

79/10/lfl 

30-213 

B 

79/10/15 

50-520 

A 

79/10/19 

30-244 

S 

79/03/14 

10CFR 


79/03/14 

10CFR 




PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

7910220379 

7910220376 

79/09/21 

COMMISSION 

7910220306 

7910220360 

79/09/14 

50-522 

0 

7910220393 

7910220390 

79/09/10 

30-466 

0 

7910220408 

7910220399 

79/09/20 

CONTRACT 

7910220409 

7910220406 

79/10/02 

BECY 


791022041 1 

7910220404 

79/10/01 

50-311 

G 

7910220412 

7910220406 

79/10/02 

SECY 


7910220422 

7910220410 

79/09/25 

SECY 


7910220439 

7910220432 

79/09/20 

SECY 


7910220441 

7910220436 

79/00/00 

50-490 

n 

7910220445 

7910220432 

79/09/20 

SECY 


7910220480 

7910220401 

79/09/21 

QA999 


79 10220 4B9 

7910220487 

79/10/01 

50-295 

p 

7910220493 

7910220487 

79/10/01 

30-295 

p 

7910220497 

7910220492 

79/10/12 

50-2B9 

p 

7910220524 

7910220513 

79/10/01 

50-361 

M 

791 0220 52B 

7910220519 

79/09/19 

50-400 

a 

7910220330 

7910220519 

79/09/19 

50-400 

G 

7910220539 

7910220327 

79/08/03 

QA999 


7910220572 

7910220566 

79/10/05 

XPORTHC 

7910230004 

7910230002 

79/05/07 

PROJ 


7910230007 

7910230002 

79/03/07 

PROJ 


7910230009 

7910230002 

79/05/07 

PROJ 


7910230017 

7910230015 

79/09/07 

50-327 

a 

7910230022 

7910230010 

79/09/07 

50-416 

Q 

7910230031 

7910230025 

79/09/07 

50-416 

0 

79I0230O3B 

7910230033 

79/09/27 

CONTRACT 

7910230042 

7910230035 

79/09/07 

50-340 

a 

7910230056 

7910230040 

79/09/05 

30-566 

<3 

7910230125 

7910230120 

79/10/04 

50-277 

p 

7910230130 

7910230127 

79/10/03 

50-259 

p 

7910230141 

7910230135 

79/10/04 

30-275 

0 

7910230140 

7910230139 

79/10/09 

50-324 

p 

7910230162 

7910230155 

79/10/04 

30-273 

0 

7910230172 

7910230168 

79/10/04 

50-275 

0 

7910230247 

7910230240 

79/09/13 

30-10 

0 

7910230256 

7910230104 

79/10/22 

50-490 

K 

7910230262 

7910230240 

79/09/13 

30-10 

0 

7910230274 

7910230267 

79/10/15 

30-348 

p 

7910230201 

7910230271 

79/09/11 

30-156 

Q 

7910230297 

7910230209 

79/10/09 

30-482 

0 

7910230306 

7910230209 

79/10/09 

30-402 

a 

7910230361 

7910230334 

79/10/16 

50-309 

p 

7910230375 

7910230364 

79/09/ n 

50-438 

0 

7910230437 

7910230434 

79/10/19 

50-267 

8 

7910230449 

7910230447 

79/10/11 

50-267 

P 

7910230453 

7910230451 

79/10/11 

30-336 

R 

7910230458 

7910230456 

79/10/19 

50-333 

8 

7910230439 

7910230454 

79/10/17 

30-296 

S 

7910230461 

7910230460 

79/10/18 

30-280 

8 

7910230463 

7910230462 

79/10/19 

30-348 

8 

7910230466 

7910230464 

79/10/12 

30-237 

8 

7910230469 

7910230467 

79/10/19 

30-267 

S 

7910230473 

7910230470 

79/10/18 

30-239 

8 

7910230479 

7910230476 

79/10/19 

50—267 

S 

7910230484 

7910230402 

79/10/18 

50-397 

5 

79102304 B6 

7910230403 

79/10/18 

50-334 

8 

7910230492 

7910230400 

79/10/16 

50-348 

9 

7910230497 

7910230491 

79/10/19 

30-269 

0 

7910230509 

7910230501 

79/10/16 

50-336 

3 

7910230312 

7910230507 

79/10/19 

30-368 

9 

7910230518 

7910230507 

79/10/19 

30-368 

9 

7910230320 

7910230513 

79/10/16 

30-282 

9 

7910230321 

7910230514 

79/10/19 

30-333 

S 

7910230529 

7910230526 

79/10/15 

30-390 

s 

7910230530 

7910230525 

79/10/16 

50-269 

p 

-'910230333 

7910230326 

79/10/13 

50-390 

8 

/9 10230530 

7910230522 

79/10/18 

50-302 

9 

7910230349 

7910230543 

79/10/19 

30-302 

9 

79 1 0230935 

7910230508 

79/10/16 

30-324 

0 

7910230559 

7910230553 

79/10/19 

50-333 

S 

7910230560 

7910230552 

79/10/15 

30-317 

P 

7910230567 

7910230564 

79/10/15 

30-317 

R 

7910230600 

7910230585 

79/10/17 

30-271 

B 

7910230603 

7910230599 

79/10/16 

30-243 

R 

7910230619 

7910230611 

79/09/13 

50-263 

a 

7910230624 

7910230617 

79/10/17 

30-271 

9 

7910230639 

7910230633 

79/10/04 

30-273 

0 

7910230674 

7910230663 

79/09/08 

50-263 

0 

791O2306B7 

7910230603 

79/10/04 

30-275 

0 




ACCE83I0N NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 


7910230692 7910230603 
7910230690 7910230697 
79 1 02307 15 791 02307 1 0 
7910230740 7910230730 
7910240004 7910240003 

7910240006 7910240005 
7910240015 7910240011 
7910240023 7910240022 
7910240027 7910240019 
7910240040 7910240036 

7910240043 7910240036 
7910240049 79I0240D41 
7910240052 7910240042 
7910240067 7910240047 
7910240070 7910240060 

7910240074 7910240066 
7910240009 7910240066 
7910240092 7910240077 
7910240094 7910240006 
7910240096 7910240035 

7910240110 7910240106 
7910240118 7910240107 
7910240121 7910240104 
7910240127 7910240104 
7910240120 7910240116 

7910240133 7910240104 
7910240140 7910240104 
7910240147 7910240141 
7910240149 7910240133 
7910240160 7910240104 

7910240165 7910240156 
7910240167 7910240194 
7910240170 7910240104 
7910240175 7910240171 
7910240177 7910240169 

7910240100 7910240104 
7910240104 7910240171 
79102401 B0 7910240179 
7910240190 7910240103 
7910240193 7910240104 

7910240197 7910240192 
7910240205 7910240192 
7910240207 7910240104 
7910240200 7910240202 
7910240212 7910240204 

7910240215 7910240199 
7910240219 7910240204 
7910240220 7910240213 
7910240222 7910240104 
7910240220 7910240224 

7910240232 7910240104 
7910240236 7910240230 
79 1 0240239 79 1 0240226 
7910240240 7910240104 
79 1Q24Q24B 7910240234 

7910240252 7910240104 
7910240255 7910240247 
7910240259 7910240245 
7910240262 7910240247 
7910240264 7910240237 

7910240266 791024025B 
7910240267 7910240104 
7910240269 7910240247 
7910240201 7910240275 
7910240204 7910240104 

7910240207 7910240274 
7910240292 7910240104 
7910240293 7910240206 
7910240296 7910240274 
7910240300 7910240206 

7910240301 7910240274 
7910240304 7910240104 
7910240300 7910240305 
7910240309 7910240104 
7910240312 7910240274. 

7910240315 7910240104 
7910240317 7910240313 
7910240321 7910240104 
7910240325 7910240320 
7910240339 7910240333 


DATE SUBJECT 

ISSUED CATEGORY 


79/00/10 

30-272 

0 

79/08/09 

PR 


79/10/05 

50-234 

P 

79/10/16 

TCPREP 


79/09/13 

50-282 

a 

79/09/ n 

50-346 

0 

79/09/13 

50-341 

a 

79/10/05 

SO- 10 

p 

79/09/14 

50-483 

a 

79/09/10 

50-350 

a 

79/09/18 

50-35B 

a 

79/09/12 

30-254 

a 

79/09/11 

50-510 

0 

79/09/14 

50-295 

G 

79/09/13 

40-2239 


79/09/24 

50-10 

Q 

79/09/24 

50-10 

a 

79/09/11 

30-269 

a 

79/00/24 

50-289 

8 

79/09/11 

50-5 IB 

0 

79/09/14 

50-302 

s 

79/05/11 

30-273 

a 

79/0B/30 

50-320 

p 

79/OB/30 

30-320 

p 

79/09/19 

50-320 

u 

79/00/30 

30-320 

p 

79/00/30 

50-320 

p 

79/09/11 

50-253 

G 

79/09/21 

50-320 

U 

79/08/30 

50-320 

P 

79/09/18 

50-255 

0 

79/09/11 

50-373 

0 

79/00/30 

50-320 

p 

79/09/11 

30-329 

0 

79/10/1 1 

50-546 

0 

79/00/30 

50-320 

p 

79/09/11 

30-329 

0 

79/09/11 

30-263 

0 

79/10/11 

50-346 

H 

79/0B/3O 

30-320 

p 

79/09/20 

30-331 

a 

79/09/20 

30-331 

0 

79/00/30 

50-320 

p 

79/10/05 

71-52 


79/09/21 

30-320 

H 

79/09/11 

30-346 

G 

79/09/21 

30-320 

H 

79/10/03 

71-4 


79/00/30 

30-320 

P 

79/10/09 

71-264 


79/00/30 

30-320 

P 

79/00/16 

30-2B1 

0 

79/09/11 

S0-4S6 

a 

79/08/30 

30-320 

p 

79/10/09 

71-170 


79/08/30 

50-320 

p 

79/06/21 

PROJ 


79/09/13 

30-331 

a 

79/06/21 

PrtDJ 


79/10/09 

71-9341 


79/09/24 

50-320 

p 

79/00/30 

50-320 

p 

79/06/21 

PRDJ 


79/07/30 

80-320 

H 

79/00/30 

50-320 

P 

79/ 10/ 11 

30-269 

a 

79/00/30 

80-320 

p 

79/10/05 

SO- 209 

o 

79/10/11 

30-269 

0 

79/10/03 

80-209 

0 

79/10/11 

30-269 

a 

79/00/30 

50-320 

p 

79/09/25 

30-320 

H 

79/00/30 

30-320 

P 

79/10/11 

30-269 

a 

79/08/30 

50-320 

p 

79/09/25 

50-320 

0 

79/08/30 

50-320 

p 

79/09/12 

30-553 

a 

79/09/18 

30-263 

G 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 


7910240341 7910240323 
7910240344 7910240328 
7910240351 7910240328 
7910240356 7910240343 
7910240360 7910240353 

7910240361 791024032B 
7910240375 7910240364 
791 0240370 791 024037 1 
7910240307 7910240376 
7910240309 7910240371 

7910240396 7910240371 
7910240401 7910240380 
7910240402 7910240303 
7910240407 7910240371 
7910240410 7910240380 

7910240415 7910240300 
7910240420 7910240400 
7910240422 7910240371 
7910240420 7910240426 
7910240437 7910240431 

7910240440 7910240441 
7910240430 7910240445 
7910240469 7910240465 
7910240476 7910240474 
7910240487 7910240402 

791 0240409 7910240486 
7910240492 7910240486 
7910240499 7910240496 
7710240510 7910240507 
7910240518 791 024051 6 

7910240319 7910240406 
7910240325 7910240406 
791 0240532 791024051 3 
7910240530 7910240321 
7910240548 7910240341 

7910240550 7910240544 
7910240534 7910240341 
79 1 0240562 79 1 0240553 
7910240566 7910240563 
79 1 024057 1 791024056 l 

79 10240500 7910240576 
7910240501 79 1 024056 1 
7910240597 79 1 0240506 
7910240609 79 1 024059 1 
7910240630 7910240591 

79 1024064 1 79 10240630 
79 10240644 7910240632 
7910240649 7910240647 
79 10240651 791024064B 
7910240655 7910240643 

7910240657 7910240653 
7910240658 7910240643 
7910240663 7910240659 
79102406 68 7910240664 
7910240670 7910240642 

7910240675 7910240667 
7910240676 7910240672 
7910340679 7910240642 
7910240603 7910240600 
7910240604 7910240670 

7910240686 7910240680 
7910240691 7910240600 
7910240697 7910240609 
7910240699 7910240609 
7910240703 7910240689 

7910240705 7910240702 
7910240707 7910240704 
7910240710 7910240704 
7910240711 7910240706 
7910240713 7910240712 

7910240723 7910240720 
7910250007 7910250006 
7910250010 7910250000 
79102500 U 7910250009 
7910250013 7910250013 

79 1 02500 1 6 7910250013 
7910250010 7910250013 
7910250019 7910250013 
7910250025 7910250023 
7910250028 7910250026 


DATE SUBJECT 

ISSUED CATEODRV 


79/10/05 50-2S9 G 

79/10/15 70-1201 

79/10/15 70-1201 

79/09/10 50-106 Q 

79/09/10 50-320 p 

79/10/15 70-1201 

79/10/22 30-330 S 

79/10/12 50-400 Q 

79/10/15 50-430 B 

79/10/12 50-400 0 

79/10/12 50-400 0 

79/09/25 50-320 P 

79/10/22 30-330 3 

79/10/12 30-400 0 

79/09/25 50-320 p 

79/09/23 50-320 P 

79/10/22 50-330 3 

79/10/12 50-400 0 

79/10/15 50-209 R 

79/06/25 50-320 0 

79/09/21 50-320 0 

79/10/04 71-4949 

79/10/19 50-269 S 

79/10/17 50-321 s 

79/09/07 50-320 H 

79/10/16 50-361 K 

79/10/1* 30-361 K 

77/09/10 50-320 P 

79/09/06 50-320 H 

79/08/22 50-320 P 

79/10/16 50-361 K 

79/10/16 50-361 « 

79/09/24 30-320 P 

79/10/22 50-273 S 

79/09/20 30-320 P 

79/10/10 50-280 P 

79/09/20 30-320 P 

79/10/22 50-201 g 

79/10/22 50-202 F 

79/ 10/1 3 50-369 0 

79/10/10 50-460 8 

79/10/11 50-369 O 

79/10/15 50-327 S 

79/10/22 50-330 a 

79/10/22 30-330 3 

79/10/10 50-327 S 

79/10/05 30-3 0 

79/10/04 71-54 

79/10/17 50-327 S 

79/08/17 40-0502 

79/10/09 30-155 P 

79/00/17 40-B3D2 

79/10/13 90-327 S 

79/09/14 50-10 Q 

79/10/22 50-33B S 

79/10/15 50-430 S 

79/10/10 30-445 Q 

79/10/22 50-330 S 

79/10/10 70-1113 

79/10/03 30-367 0 

79/10/10 70-1113 

79/10/ to 70-1113 

79/09/19 50-307 0 

79/09/1? 50-307 0 

79/09/19 50-307 0 

79/00/20 CONTRACT 

79/09/27 40-8102 

79/09/27 40-8102 

79/10/11 CONTRACT 

79/10/02 CONTRACT 

79/09/27 CONTRACT 

79/10/10 71-350 

79/10/12 71-7 

79/10/11 50-339 A 

79/09/20 069 99 

79/09/28 0A999 

79/09/20 0A999 

79/09/28 0A999 

79/09/14 50-302 0 

79/09/13 50-339 0 



1 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMDER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

1S8UED 

SUBJECT 

CATEGORY 

7910350032 

7910250030 

79/09/13 

50-261 

0 

7910230372 

7910250364 

79/10/19 

30-334 

8 

7910250036 

7910230034 

79/09/19 

50-373 

0 

7910230370 

7910230374 

79/10/04 



7910230040 

7910250030 

79/09/13 

50-330 

0 

7910250379 

7910230375 

79/10/06 

30-10 


7910230044 

7910230041 

79/09/ IB 

30-235 

0 

7910230383 

7910230377 

79/10/H2 

30-324 


79102S006I 

7910250037 

79/09/14 

50-333 

0 

7910250303 

7910230301 

79/09/20 

OA999 


7910250063 

79102S0062 

79/07/13 

QA999 


7910250392 

7910250301 

79/09/2B 

QA999 


79102S006B 

7910250062 

79/07/13 

QA999 


7910230394 

791 O2503B9 

79/10/06 

50-10 

H 

7910250070 

7910250067 

79/09/14 

50-321 

G 

7910250395 

79102303B1 

79/09/20 

GA999 


7910250073 

7910230072 

79/09/14 

50-338 

G 

7910250400 

7910250301 

79/09/20 

QA999 


7910230000 

7910250076 

79/09/10 

50-456 

D 

7910230402 

7910250390 

79/10/11 

30-409 

P 

7910230095 

7910230092 

79/10/02 

40-0729 


7910250406 

7910230403 

79/09/21 

50-133 

a 

7910230097 

7910250093 

79/09/17 

50-315 

0 

7910250411 

7910230408 

79/09/17 

50-339 

0 

7910230096 

7910230092 

79/10/02 

40-0729 


7910250413 

7910250410 

79/10/06 

50-10 

H 

7910250101 

7910250092 

79/10/02 

40-8729 


7910250417 

7910230414 

79/09/21 

50-341 

G 

7910230104 

7910250092 

79/10/02 

40-8729 


7910250422 

7910250421 

79/09/20 

50-224 

P 

7910250106 

7910250100 

79/10/02 

QA999 


7910250426 

7910250421 

79/09/20 

50-224 

p 

791O23010B 

7910250092 

79/10/02 

40-8729 


7910230427 

7910230416 

79/10/06 

30-10 

H 

79102301 10 

7910250100 

79/10/02 

0A999 


7910230430 

7910230421 

79/09/20 

30-224 

P 

79102301 15 

7910250100 

79/10/02 

GA999 


7910230432 

7910230421 

79/09/20 

30-224 

P 

79102501 16 

7910250113 

79/IO/OB 

71-9001 


7910230447 

7910230441 

79/10/04 

50-346 

G 

7910250119 

7910290113 

79/10/00 

71-9001 


7910230430 

7910230446 

79/09/04 

30-302 

a 

7910250121 

7910230100 

79/10/02 

QA999 


7910230433 

7910250441 

79/10/04 

30-346 

0 

7910250130 

7910250126 

79/10/02 

GA999 


7910230456 

7910250454 

79/09/26 

GA999 


7910250131 

7910230120 

79/09/14 

50-339 

G 

7910230460 

7910250454 

79/09/26 

GA999 


7910250134 

7910250126 

79/10/02 

OA999 


7910230462 

7910250441 

79/10/04 

50-046 

0 

7910250136 

7910250133 

79/09/12 

0A999 


7910280463 

7910250454 

79/09/26 

GA999 


791 0230 13B 

7910260126 

79/10/02 

GA999 


7910230467 

7910250434 

79/09/26 

GA999 


791 02 SOI 40 

7910230133 

79/09/12 

GA999 


7910230469 

7910250441 

79/10/04 

50-546 

0 

7910230141 

7910250137 

79/09/26 

40-0747 


7910290473 

7910250464 

79/09/03 

30-205 

a 

7910230142 

7910250133 

79/09/12 

0A999 


7910230474 

7910250441 

79/10/04 

50-546 

0 

7910250143 

7910250133 

79/09/12 

QA999 


79 1O23047B 

7910250468 

79/10/16 

QA999 


7910250134 

7910250150 

79/10/04 

GA999 


7910230479 

7910230471 

79/10/16 

30-370 

a 

7910290155 

7910290191 

79/09/17 

50-346 

Q 

7910230483 

7910250471 

79/10/16 

30-370 

0 

7910250156 

7910250150 

79/10/04 

0A999 


79 1 02S0484 

7910230477 

79/09/10 

50-302 

0 

7910290139 

7910250150 

79/10/04 

0A999 


7910230406 

7910230471 

79/10/16 

30-370 

a 

7910250163 

7910250150 

79/10/04 

QA999 


7910230491 

7910230471 

79/10/16 

30-370 

0 

7910230164 

7910250 1 50 

79/10/04 

QA999 


7910230497 

791 0230468 

79/10/16 

QA999 


7910230166 

7910250162 

79/09/aa 

0A999 


7910250506 

7910250493 

79/10/16 

50-413 

G 

7910250169 

7910250150 

79/10/04 

QA999 


7910230313 

791 0230498 

79/10/16 

50-333 

0 

7910230170 

7910230162 

79/09/20 

0A999 


7910230316 

7910250468 

79/10/16 

OA999 


7910230171 

7910250162 

79/09/2B 

0A999 


7910250521 

7910250500 

79/10/01 

30-369 

a 

7910250174 

7910250162 

79/09/20 

0A999 


7910230522 

7910250490 

79/10/16 

50-333 

a 

7910250176 

7910250162 

79/09/28 

0A999 


7910250524 

7910250512 

79/09/12 

50-302 

a 

7910230179 

7910250173 

79/10/10 

SO— 445 

Q 

7910250926 

7910250460 

79/10/16 

GA999 


791Q2501S3 

7910250101 

79/09/11 

50-315 

a 

7910230329 

7910250490 

79/10/16 

30-353 

a 

7910250194 

7910250100 

79/09/26 

0A999 


7910230531 

7910250500 

79/10/01 

50-369 

0 

7910250197 

7910250180 

79/09/26 

0A999 


7910230334 

7910250460 

79/10/16 

GA999 


7910250190 

79 10250 IBS 

79/09/26 

QA999 


7910250536 

7910250498 

79/10/16 

50-353 

0 

7910250201 

791 0250 IBS 

79/09/26 

0A799 


7910250530 

7910250500 

79/10/01 

50-369 

0 

791 025020 S 

7910250203 

79/0B/27 

50-316 

Q 

7910230541 

7910250460 

79/10/16 

GA999 


7910230210 

7910250206 

79/09/27 

50-395 

Q 

7910250544 

7910250500 

79/10/01 

50-369 

Q 

7910250216 

791025021 l 

79/09/12 

0A999 


7910230549 

7910250547 

79/10/19 

30-403 

K 

791025021a 

7910250211 

79/09/12 

BA 999 


7910230550 

7910250547 

79/10/19 

30-483 

K 

7910250219 

7910250214 

79/Q9/04 

30-510 

0 

7910230531 

7910250547 

79/10/19 

30-483 

K 

7910230220 

791025021 1 

79/09/12 

QA999 


7910230333 

7910230343 

79/10/16 

OA999 


7910230221 

7910250213 

79/09/04 

50-430 

a 

7910230354 

7910250547 

79/10/19 

30-483 

K 

7910250227 

7910250211 

79/09/12 

OA999 


7910230336 

7910250343 

79/10/16 

GA999 


7910250231 

7910250224 

79/09/24 

50-4B3 

a 

7910230561 

7910250545 

79/10/16 

GA999 


7910250233 

7910250232 

79/09/20 

40-8693 


7910250364 

7910250560 

79/10/12 

30-324 

a 

7910250237 

7910250233 

79/10/02 

50-546 

a 

7910230363 

7910230545 

79/10/16 

GA999 


7910250242 

7910250236 

79/10/22 

50-302 

s 

7910230367 

7910230343 

79/10/16 

GA999 


7910250245 

7910230240 

79/10/15 

50-320 

p 

7910250369 

7910250560 

79/10/12 

30-324 

G 

7910250256 

7910250255 

79/10/16 

30-483 

A 

7910230570 

7910250560 

79/10/12 

50-324 

0 

791 02302 3B 

7910250239 

79/10/16 

50-403 

A 

7910250371 

7910250543 

79/10/16 

GA999 


7910250261 

7910250235 

79/10/16 

50-403 

A 

7910230373 

7910250560 

79/10/12 

30-324 

0 

7910250262 

7910250253 

79/10/16 

50-483 

A 

7910250574 

7910250560 

79/10/12 

30-324 

a 

7910230274 

7910250271 

79/10/22 

50-298 

P 

7910250575 

7910250660 

79/10/12 

50-324 

a 

79102S02B5 

7910250282 

79/10/33 

50-338 

P 

7910250304 

7910230580 

79/09/21 

50-273 

a 

7910250290 

7910250207 

79/10/19 

50-303 

P 

7910230507 

7910250502 

79/09/27 

71-351 


7910230292 

791O2502B3 

79/10/22 

50-302 

8 

7910230389 

791 02305B2 

79/09/27 

71-381 


7910230309 

7910250294 

79/10/22 

50-302 

0 

7910250675 

7910250666 

79/09/06 

PROJ 


7910250322 

7910230313 

79/10/19 

30-318 

0 

7910250682 

791023067B 

79/09/13 

PROJ 


7910250324 

7910250319 

79/10/11 

50-443 

0 

7910230701 

7910230697 

79/09/21 

PROJ 


7910250334 

7910250332 

79/08/06 

QA999 


7910230744 

7910250739 

79/07/20 

PROJ 


7910250342 

7910250330 

79/10/03 

50-498 

a 

7910230730 

7910230739 

79/07/20 

PROJ 


7910230330 

7910250340 

79/07/30 

30-315 

a 

7910230754 

7910250739 

79/07/20 

PROJ 


791O25033B 

7910290347 

79/10/22 

50-302 

8 

7910260002 

7910260001 

79/09/26 

71-349 


7910230360 

7910250356 

79/00/20 

GA999 


7910260004 

7910260003 

79/10/02 

71-160 


791O23036B 

7910250359 

72/07/19 

50-250 

P 

7910260008 

7910260005 

79/IO/OB 

71-60 


7910250369 

7910290365 

79/08/23 

0A999 


7910260012 

7910260010 

79/09/18 

71-7 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOBURE 


7910260017 

7910260021 

7910260024 

7910260026 

7910260033 

7910260034 

7910260039 

7910260040 

7910260042 

7910260030 

7910260056 

7910260063 

7910260074 

7910260001 

7910260007 

7910260000 
79102601 14 
7910260120 
7910260135 
7910260130 

7910260146 

7910260161 

7910260164 

7910260175 

7910260100 

791 0260 1B7 
7910260190 
7910260193 
7910260197 
7910260203 

7910260216 

7910260217 

7910260218 

7910260221 

7910260225 

7910260226 

7910260232 

7910260239 

7910260241 

7910260242 

7910260244 

7910260246 

7910260230 

7910260253 

7910260255 

7910260236 

7910260257 

7910260266 

7910260260 

7910260269 

7910260273 

7910260279 

7910260206 

7910260302 

7910260306 

7910260308 

7910260316 

7910260323 

7910260330 

7910260334 

7910260342 

7910260343 

7910260371 

7910260307 

7910260390 

7910260393 

7910260396 

7910260400 

7910260403 

7910260435 

7910260440 

7910260436 

7910260430 

7910260439 

7910260467 

7910260469 

7910260473 

791029000B 

7910290010 

7910290014 


PRINCIPAL 

DOCUMENT 


7910260014 

7910260016 

7910260016 

7910260016 

7910260029 

7910260030 

7910260029 

7910260032 

7910260038 

7910260043 

7910260046 

7910260059 

7910260068 

7910260004 

7910260084 

79 1 02600B5 
7910260112 
7910260123 
7910260133 
7910260130 

7910260137 

7910260142 

7910260162 

7910260171 

7910260172 

7910260172 

7910260184 

7910260172 

7910260172 

7910260201 

7910260211 

7910260200 

7910260200 

7910260200 

7910260200 

7910260223 

7910260230 

7910260234 

7910260234 

7910260230 

7910260234 

7910260234 

7910260240 

7910260247 

7910260249 

7910260251 

7910260252 

7910260259 

7910260264 

7910260262 

7910260263 

7910260272 

7910260201 

7910260300 

7910260303 

7910260307 

7910260314 

7910260320 

7910260205 

7910260203 

7910260339 

7910260339 

7910260367 

7910260383 

7910260303 

7910260305 

7910260303 

7910260303 

7910260383 

7910260432 

7910260444 

7910260454 

7910260454 

7910260454 

7910260454 

7910260465 

7910260463 

7910290004 

7910290004 

7910290004 


DATE 

ISSUED 


79/09/27 

79/10/11 

79/10/11 

79/10/11 

79/08/22 

79/09/07 

79/08/22 

79/10/15 

79/10/00 

79/10/15 

79/10/10 

79/09/28 

79/10/03 

79/10/12 

79/10/12 

79/10/02 

79/10/11 

79/10/11 

79/10/04 

79/09/10 

79/10/11 

79/09/10 

79/10/16 

79/10/23 

79/10/13 

79/10/15 

79/10/19 

79/10/15 

79/10/15 

79/09/20 

79/10/05 

79/09/26 

79/09/26 

79/09/26 

79/09/26 

79/09/2B 

79/10/04 

79/0B/0P 

79/OQ/OB 

79/10/22 

79/00/00 

79/00/00 

79/09/24 

79/09/12 

79/10/17 

79/10/22 

79/10/12 

79/10/22 

79/10/22 

79/10/22 

79/10/15 

79/10/22 

79/10/15 

79/10/24 

79/10/11 

79/10/16 

79/10/23 

79/10/02 

79/10/22 

79/10/22 

79/10/25 

79/10/25 

79/07/10 

79/10/02 

79/10/16 

79/10/16 

79/10/16 

79/10/16 

79/10/16 

79/10/03 

79/10/17 

79/10/04 

79/10/04 

79/10/04 

79/10/04 

79/10/10 
79/10/ IB 
79/09/24 
79/09/24 
79/09/24 


SUBJECT 

CATEGORY 


71-70 
30-259 P 
30-259 P 
30-259 P 
50-574 T 

30-329 S 
50-574 T 
71-6346 
XPORTLIC 
71-1 

30-361 M 
XPORTLIC 
XPORTLIC 
30-424 G 
30-424 G 

XPORTLIC 

70- 143 

71- 6574 
XPORTLIC 
50-566 G 

XPORTLIC 
30-518 Q 
COMMISSION 
30-334 P 
30-344 0 

50-344 0 

30-412 S 
30-344 0 

30-344 G 
40-8747 

40-8732 

71-40 

71-40 

71-40 

71-40 

CONTRACT 
71-332 
30-549 G 
30-549 G 
30-219 S 

30-549 0 

50-349 G 
REOQD 
30-322 0 

30-270 8 

50-293 8 

30-247 8 

30-270 Q 
30-346 B 
50-239 S 

71-3363 
30-327 A 
71-6172 
40-6037 
NUREG 

50-277 R 
30-344 P 
30-133 G 
30-303 8 

30-303 0 

50-320 Q 
50-320 a 
30-219 U 
30-271 P 
30-302 0 

30-302 Q 
30-302 Q 
50-302 0 

30-302 Q 
30-200 P 

30-443 M 
30-3 32 0 

30-352 0 

50-332 Q 
50-332 0 

NUREO 
NUREO 
40-0726 
40-0726 . 

40-8726 


ENCLOSURE 


7910290017 

7910290024 

7910290029 

7910290033 

7910290041 

7910290047 
7910290048 
7910290049 
79 102900 SO 
7910290053 

7910290053 
791 0290039 
7910290039 
7910290063 
7910290063 

7910290066 
7910290077 
7910290070 
79 1 0290000 
7910290001 

7910290082 

7910290004 

7910290000 

7910290093 

7910290093 

7910290097 
79 1 0290099 
7910290105 
7910290114 
7910290117 

7910290120 

7910290122 

7910290123 

7910290120 

7910290130 

7910290132 

7910290134 

7910290136 

7910290139 

791029014! 

79I0290I4S 

7910290181 

7910290160 

7910290184 

7910290202 

7910290205 

7910290220 

7910290231 

7910290230 

7910290240 

7910290240 
7910290250 
7910290253 
79102 9025B 
7910290256 

7910290239 

7910290264 

7910290276 

7910290277 

7910290292 

7910290293 

7910290297 

7910290311 

7910290312 

7910290323 

7910290327 

7910290320 

7910290333 

7910290334 

7910290341 

7910290346 
7910290340 
7910290351 
7910290355 
791 029033 B 

7910290389 

7910290361 

7910290370 

7910290374 

7910290376 


PRINCIPAL 

DOCUMENT 


7910290016 

7910290021 

7910290027 

7910290030 

7910290038 

7910290043 

7910290043 

7910290045 

7910290043 

7910290043 

7910290052 

7910290054 

7910290057 

7910290061 

7910290064 

7910290062 

7910290067 

7910290067 

7910290074 

7910290067 

7910290079 
79 1 0290003 
7910290006 
7910290091 
7910290091 

7910290091 

7910290091 

7910290102 

7910290109 

7910290109 

7910290109 

7910290109 

7910290110 

7910290126 

7910290118 

7910290131 

7910290131 

7910270131 

7910290131 

7910290140 

7910290142 

7910290149 

7910290153 

7910290181 

7910290197 

7910290197 

7910290214 

7910290225 

7910290235 

7910290236 

7910290245 

7910290249 

7910290251 

7910290251 

7910290251 

7910290251 

7910290262 

7910290273 

7910290270 

7910290207 

7910290209 

7910290290 

7910290306 

7910290308 

7910290320 

7910290320 

7910290324 

7910290330 

7910290320 

7910290330 

7910290339 

7910290345 

791029033& 

7910290352 

7910290306 

7910290337 

7910290333 

7910290335 

7910290335 

7910290373 


DATE 

ISSUED 


79/09/27 

79/10/01 

79/09/07 

79/09/07 

79/09/12 

79/10/10 

79/10/10 

79/09/06 

79/10/10 

79/10/10 

79/10/11 

79/09/12 

79/10/11 

79/10/1S 

79/10/01 

79/09/13 

79/10/03 

79/10/03 

79/10/09 

79/10/03 

79/09/25 

79/09/13 

79/09/13 

79/10/10 

79/10/10 

79/10/10 

79/10/10 

79/09/13 

79/10/09 

79/10/09 

79/10/09 

79/10/09 

79/10/09 

79/09/13 

79 / 10/09 

79/10/03 

79/10/03 

79/10/03 

79 / 10/03 

79/09/17 

79/10/04 

79/09/07 

79/10/04 

77/09/07 

79/10/09 

79/10/09 

79/09/06 

79/09/07 

79/10/03 

79/10/17 

79/10/17 

79/09/07 

79/10/12 

79/10/12 

79/10/12 

79/10/12 

79/10/23 

79/10/19 

79/10/23 

79/10/22 

79/10/25 

74/09/28 

79/10/23 

79/09/26 

79/09/27 

74/09/27 

79/10/25 

79/10/23 

79/09/27 

79/10/22 

79/09/25 

79/10/23 

79/10/03 

79/10/10 

74/10/24 

79/10/16 

79/10/03 

79/10/03 

79/10/03 

79/10/02 


SUBJECT 

CATEGORY 


S 0-289 G 
50-313 a 
50-209 0 

50-309 0 

50-286 0 

30-245 0 

30-245 0 

50-445 Q 
50-245 0 

50-243 0 

50-109 Q 
50-433 Q 
50-2B5 0 

50-140 0 

50-283 Q 

50-293 Q 

70-371 

70-371 

NUREO 

70-371 

HEGQD 
30-247 0 

50-247 0 

50-272 0 

50-272 O 

50-272 Q 
50-272 G 
70-33 
70-135 
70-135 

70-135 

70- 135 

50-463 0 

50-322 0 

50-463 0 

50-34 Q 
50-34 0 

30-34 Q 
50-34 Q 
50-416 0 

6ECY 

50-336 p 
50-374 0 

30-247 0 

30-220 P 

30-220 P 
30-239 0 

50-430 Q 

71- 330 
30-237 S 

30-249 S 
30-2B6 0 

OA999 
OA999 
OA999 

QA999 
SO- 1 53 P 
30-366 S 
30-280 P 
50-373 A 

50-317 8 

50-204 G 
30-333 B 
NUREO 
50-70 P 

30-70 P 
50-317 0 

30-333 0 

30-70 P 
50-313 P 

27-39 
30-333 0 

30-272 fl 
30-370 0 

00-271 8 

00-320 R 
80-272 a 
30-272 0 

30-272 0 

30-209 H 



512 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7910290301 

7910290370 

79709/20 

CONTRACT 


7910300251 

7910300246 

79/10/09 

CONTRACT 


79IO29O309 

7910290306 

79/09/20 

CONTRACT 


7910300235 

7910300252 

79/09/24 

CONTRACT 


7910290394 

7910290392 

79/10/09 

CONTRACT 


7910300261 

7910300258 

79/09/20 

CONTRACT 


7910290419 

7910290415 

79/10/15 

71—258 


7910300269 

7910300268 

79/10/22 

50-440 

A 

7910290421 

7910290410 

79/10/03 

40-299 


7910300271 

7910300267 

79/09/25 

50-245 

0 

7910290426 

7910290422 

79/09/21 

50-322 

0 

7910300273 

7910300260 

79/10/22 

50-440 

A 

7910290493 

7910290452 

79/10/02 

71-29 


7910300274 

7910300270 

79/09/11 

CONTRACT 


7910290472 

7910290469 

79/10/04 

50-307 

H 

7910300275 

7910300267 

79/09/25 

50-245 

G 

79102 9047B 

7910290465 

79/10/23 

50-440 

A 

7910300276 

7910300267 

79/09/25 

30-245 

0 

79102 904S9 

7910290465 

79/10/23 

50-440 

A 

7910300277 

7910300272 

79/09/07 

50-201 

0 

7910300010 

7910300007 

79/10/09 

50-312 

a 

7910300279 

7910300267 

79/09/25 

30-245 

0 

7910300012 

7910300007 

79/10/09 

50-312 

0 

7910300200 

7910300276 

79/10/05 

71-353 


7910300014 

7910300011 

79/10/12 

50-574 

A 

7910300283 

7910300201 

79/10/25 

50-325 

0 

7910300015 

7910300007 

79/10/09 

50-312 

a 

7910300290 

7910300285 

79/10/15 

QA999 


7910300016 

7910300013 

79/10/26 

30-289 

F 

7910300293 

7910300207 

79/10/19 

50-366 

s 

7910300017 

7910300007 

79/10/09 

30-312 

a 

7910300297 

7910300294 

79/10/24 

50-142 

p 

7910300010 

7910300011 

79/10/12 

30-574 

A 

7910300301 

7910300295 

79/10/17 

50-366 

B 

7910300022 

7910300020 

79/10/23 

50-247 

R 

7910300304 

7910300296 

79/10/04 

10CFR 


7910300024 

7910300021 

79/10/16 

50-153 

P 

7910300306 

7910300302 

79/10/26 

50-329 

8 

7910300040 

7910300046 

79/10/15 

50-289 

c 

791030031 1 

7910300305 

79/10/25 

50-324 

8 

7910300077 

7910300071 

79/10/10 

CONTRACT 


7910300313 

7910300304 

79/10/04 

10CFR 


7910300001 

7910300000 

79/10/1 1 

CONTRACT 


7910300310 

7910300276 

79/10/05 

71-353 


7910300003 

7910300076 

79/10/22 

FOIA 


7910300322 

7910300309 

79/10/26 

30-302 

S 

7910300009 

7910300076 

79/10/22 

FOI A 


7910300323 

7910300319 

79/10/23 

50-340 

P 

7910300091 

7910300007 

79/10/01 

CONTRACT 


7910300327 

7910300315 

79/10/25 

50-324 

0 

7910300094 

7910300076 

79/10/22 

FOIA 


7910300331 

7910300320 

79/10/18 

50-206 

P 

7910300096 

7910300093 

79/06/01 

CONTRACT 


7910300334 

7910300329 

79/10/26 

50-329 

8 

7910300090 

7910300076 

79/10/22 

FOIA 


7910300340 

7910300333 

79/10/25 

50-302 

8 

7910300102 

7910300100 

79/10/11 

CONTRACT 


7910300343 

7910300339 

79/10/26 

50-395 

A 

7910300104 

7910300076 

79/10/22 

FOIA 


7910300344 

7910300341 

79/10/22 

50-331 

P 

7910300109 

7910300106 

79/10/23 

50-387 

A 

7910300346 

7910300330 

79/.10/15 

71-5910 


7910300110 

7910300106 

79/10/23 

50-387 

A 

7910300340 

7910300341 

79/10/22 

50-331 

P 

79103001 12 

7910300076 

79/10/22 

FOIA 


7910300351 

7910300349 

79/10/02 

71-142 


7910300116 

7910300076 

79/10/22 

FOIA 


7910300353 

7910300345 

79/10/25 

30-302 

S 

79103001 IB 

7910300115 

79/10/22 

TOPREP 


7910300354 

7910300335 

79/10/25 

50-325 

S 

7910300121 

7910300076 

79/10/22 

FOIA 


7910300356 

7910300352 

79/09/07 

50-120 

n 

7910300126 

7910300076 

79/10/22 

FOIA 


7910300398 

7910300335 

79/10/04 

71-163 


7910300130 

7910300076 

79/10/22 

FOIA 


7910300360 

7910300357 

79/10/23 

50-322 

A 

7910300133 

7910300079 

79/10/22 

70-2236 


7910300367 

7910300364 

79/10/03 

COMM I 00 ION 

7910300133 

7910300076 

79/10/22 

FOIA 


7910300374 

7910300373 

79/09/27 

71-9136 


7910300137 

7910300076 

79/10/22 

FOIA 


7910300L73 

7910300375 

79/10/11 

71-70 


7910300139 

7910300076 

79/10/22 

FDI A 


79103003B9 

7910300383 

79/10/17 

50-155 

G 

7910300141 

7910300076 

79/10/22 

FOIA 


7910300389 

7^10300385 

79/10/15 

TOPREP 


7910300144 

7910300143 

79/10/23 

50-330 

P 

7910300434 

./910300433 

79/09/27 

50-133 

G 

7910300147 

7910300143 

79/10/24 

50-277 

P 

7910300446 

7910300440 

79/10/10 

71-79 


7910300149 

7910300076 

79/10/22 

FOIA 


7910300450 

7910300440 

79/10/10 

71-79 


7910300150 

7910300076 

79/10/22 

FOIA 


7910300392 

7910300550 

79/10/17 

50-255 

P 

7910300133 

7910300076 

79/10/22 

FOIA 


79103 1O00B 

7910310007 

79/09/27 

70-020 


7910300157 

7910300076 

79/10/22 

FOIA 


7910310009 

7910310007 

79/09/27 

70-020 


7910300166 

7910300076 

79/10/22 

FOIA 


7910310010 

7910310007 

79/09/27 

70-020 


7910300173 

7910300169 

79/10/22 

50-249 

0 

7910310012 

7910310007 

79/09/27 

70-020 


7910300174 

7910300076 

79/10/22 

FOIA 


7910310013 

791031001 1 

79/06/30 

40-0740 


7910300177 

7910300171 

79/10/18 

50-409 

R 

7910310019 

7910310017 

79/10/18 

CONTRACT 


79103001 B9 

7910300-179 

79/10/19 

50-331 

a 

7910310030 

7910310025 

79/10/02 

50-363 

0 

7910300190 

7910300103 

79/10/22 

50-309 

s 

7910310033 

7910310025 

79/10/02 

50-363 

G 

7910300194 

7910300100 

79/10/18 

50-409 

R 

79103 1003D 

7910310025 

79/10/02 

50-363 

G 

7910300190 

7910300105 

79/10/26 

50-253 

3 

79103 10030 

7910310025 

79/10/02 

50-363 

Q 

7910300199 

7910300192 

79/10/24 

50-368 

S 

79103 1004B 

7910310041 

79/10/01 

50-277 

G 

7910300202 

7910300195 

79/10/25 

50-260 

3 

7910310052 

7910310041 

79/10/01 

30-277 

Q 

7910300206 

7910300197 

79/10/19 

HO- 331 

3 

7910310054 

7910310041 

79/10/01 

30-277 

Q 

7910300207 

7910300201 

79/10/23 

50-206 

R 

7910310057 

7910310041 

79/10/01 

30-277 

Q 

7910300210 

7910300205 

79/10/24 

50-330 

S 

7910310067 

7910310064 

79/09/26 

70-1 143 


7910300214 

7910300209 

79/10/23 

50-237 

3 

7910310070 

7910310064 

79/09/26 

70-1 143 


7910300217 

791030021 1 

79/10/19 

50-331 

3 

7910310072 

7910310060 

79/09/21 

50-389 

0 

7910300219 

7910300216 

79/10/23 

30-237 

S 

7910310074 

7910310064 

79/09/26 

70-1143 


7910300221 

791030021 B 

79/10/24 

50-315 

3 

7910310002 

7910310060 

79/09/21 

50-309 

0 

7910300223 

7910300220 

79/10/23 

50-315 

3 

7910310085 

7910310060 

79/09/21 

50-309 

Q 

7910300220 

.7910300222 

79/10/16 

QA999 


7910310086 

7910310079 

79/09/07 

50-5 

G 

7910300229 

7910300226 

79/10/26 

30-305 

0 

7910310089 

7910310007 

79/09/26 

50-206 

P 

7910300230 

7910300222 

79/10/16 

0A999 


7910310092 

7910310007 

79/09/26 

30-206 

P 

7910300233 

7910300222 

79/10/16 

QA999 


7910310093 

7910310008 

79/10/03 

71-1 IB 


7910300236 

7910300222 

79/10/16 

0A999 


7910310094 

7910310087 

79/09/26 

50-206 

P 

.7910300237 

7910300222 

79/10/16 

QA999 


7910310095 

7910310087 

79/09/26 

50-206 

P 

7910300230 

7910300234 

79/10/23 

30-373 

K 

7910310102 

7910310099 

79/10/11 

30-317 

G 

7910300240 

7910300222 

79/10/16 

0A999 


7910310105 

7910310099 

79/10/11 

50-317 

G 

7910300241 

7910300232 

79/10/19 

50-366 

S 

7910310106 

7910310097 

79/10/04 

71-176 


7910300242 

7910300239 

79/10/26 

50-450 

A 

79103101 OB 

7910310099 

79/10/11 

50-317 

G 

7910300246 

7910300243 

79/10/25 

30-330 

6 

7910310109 

7910310107 

79/10/05 

70-1151 


7910300247 

7910300244 

79/10/ 12 

CONTRACT 


79103101 14 

7910310099 

79/10/11 

50-317 

G 

7910300249 

7910300243 

79/10/23 

30-330 

8 

7910310115 

7910310112 

79/10/12 

50-313 

P 




ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 


7710310135 7910310119 
7710310127 7910310133 
7710310138 7710310117 
7710310130 7910310134 
7910310135 7910310132 

7710310142 7910310140 
7910310143 7910310139 
79 1 0310148 7910310090 
7910310155 7910310147 
79 103101 SB 7910310147 

7910310164 7910310147 
7910310166 7910310163 
7910310160 7910310147 
79103 101 SI 7910310177 
7910310106 7910310182 

791O31O2B0 791031027B 
7910310290 79103102B3 
7910310306 7910310299 
7910310311 7910310307 
7910310312 7910310300 

7910310315 791 031 0300 
7910310319 7910310313 
7910310323 791031 032 1 
7910310326 7910310322 
7910310331 7910310322 

791031033B 7910310310 
7910310340 7910310329 
7910310346 7910310336 
7910310340 7910310329 
7910310352 7910310342 

7910310337 7910310353 
7910310359 7910310329 
7910310362 791031 0360 
7910310365 7910310355 
7910310369 7910310366 

7910310375 7910310371 
7910310376 7910310360 
79 1 031 0300 7910310373 
79103103B1 7910310374 
7910310302 7910310371 


DATE 

ISSUED 

SUBJECT 

CATEGORY 

79/07/16 

30-346 

0 

79/09/25 

50-403 

0 

79/07/16 

30-346 

0 

79/09/27 

71-129 


79/10/22 

50-331 

G 

79/10/17 

50-219 

P 

79/10/22 

30-10 

a 

79/10/16 

10CFR 


79/09/19 

SECY 


79/09/19 

SECY 


79/09/19 

SECY 


79/09/27 

30-410 

A 

79/09/19 

SECY 


79/09/07 

SECY 


79/10/23 

50-322 

A 

79/10/29 

50-2B0 

S 

79/10/26 

50-220 

P 

79/10/25 

50-346 

S 

79/10/24 

50-344 

8 

79/10/24 

30-275 

A 

79/10/24 

30-275 

A 

79/ 10/ IB 

30-317 

P 

79/10/04 

SQ-133 

P 

79/10/22 

50-295 

P 

79/10/22 

30-293 

P 

79/10/23 

30-267 

8 

79/10/12 

COMMISSION 

79/10/26 

50-329 

S 

79/10/12 

COMMISSION 

79/10/29 

30-200 

S 

79/10/12 

50-272 

G 

79/10/26 

30-327 

B 

79/10/17 

COMMISSION 

79/10/26 

50-261 

P 

79/10/23 

50-346 

0 

79/10/26 

30-330 

P 

79/10/23 

50-219 

9 

79/10/25 

50-323 

0 

79/10/18 

50-120 

P 

79/10/26 

30-330 

P 
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ENCLOSURE DOCUMENT 


7910310386 7910310371 
7910310389 7910310371 
79 1 031039 1 79 l 031 0303 
79 1 0310392 79 1 0310377 
7910310394 7910310371 

7910310400 7910310395 
7910310402 7910310396 
7910310407 7910310303 
7910310410 7910310377 
7910310414 7910310408 

7910310417 7910310412 
7910310424 791031041B 
7910310430 7910310410 
7910310429 7910310433 
7910310431 7910310418 

7910310434 791031O41B 
7910310443 7910310432 
7910310444 7910310420 
7910310440 7910310443 
7910310430 7910310446 

7910310453 7910310447 
7910310453 7910310451 
7910310457 7910310454 
7910310461 7910310433 
7910310464 7910310459 

7910310467 7910310463 
7910310470 7910310469 
7910310471 7910310469 
7910310472 7910310469 
7910310477 7910310476 

7910310479 7910310476 
7910310403 7910310476 
79 1 O3104E5 7910310476 
79103104GB 791031047* 
7910310492 7910310476 

7910310497 7910310476 
7910310503 7910310500 
7910310307 7910310495 


DATE SUBJECT 

ISSUED CATEGORY 


79/10/26 50-338 P 

79/10/26 50-338 P 

79/10/25 30-335 8 

79/10/13 COMMISSION 
79/10 /26 30-330 P 

79/10/10 50-225 P 

79/10/33 50-325 8 

79/10/26 30-316 B 

79/10/12 COMM IS 3 1 ON 
79/10/33 30-323 0 

79/10/29 50-330 g 

79/10/23 30-360 8 

79/10/25 50-360 S 

79/10/19 30-245 R 

79/10/25 30-360 3 

79/10/25 50-360 3 

79/10/29 50-330 fl 

79/10/12 COMMISSION 
79/10/18 50-209 0 

79/10/11 COMMISSION 

79/10/29 50-330 0 

79/08/07 50-329 0 

79/10/12 CQ1WJSBIDN 
79/10/15 71-9023 

79/10/19 COMMISSION 

79/10/12 COMMISSION 
79/10/11 COMMISSION 
79/10/ M COMMISSION 
79/10/11 COMMISSION 
79/10/05 COMMISSION 

79/10/03 COMMISSION 
79/10/03 COMMISSION 
79/10/03 COMM I SSI OH 
79/10/05 COMMISSION 
79/10/03 COMMISSION 

79/10/05 COMMISSION 
79/10/0! 50-346 A 

79/10/02 50-410 B 




APPENDIX A ( 

DEFINITIONS OF DOCKET 50 CATEGORIES 

A. Application/Construction Stage Documents and Correspondence 

This category follows the application from submission to the day preceding the issuance of an 
operating license. It includes all correspondence and documents with substantive technical con- 
tent that do not fall into other specific categories. Included are: 

1. Correspondence and documents relating to unresolved design and construction issues. 

2. Meeting announcements and summaries of meeting discussions on issues of item 1. 

3. Correspondence regarding Preliminary and Final Safety Analysis Reports. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Applicant’s Quality Assurance Manual. 

6. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

7. Federal Register notices that do not apply to other categories. 

8. Information on laws and changes in regulations or policy that affect the status of the applica- 
tion (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Scheduling of license application submission or review. 

10. Reports of site visits, 

11. Backup technical documents (i.e., topical reports) submitted in support of the application. 

12. Early site review information. 

13. Construction Permit, amendments and correspondence relating to construction permit. 

14. Environmental review information. 

15. Construction permit. 


B. Utility Preliminary Safety Analysis Report (PSAR) and Amendments 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A, 

1. Preliminary Safety Analysis Report (PSAR) submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt. 

5. Hazards Summary Report submitted by utility (now designated PSAR). 
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6. Safety Analysis Report submitted by utility (now designated PSAR). 

7. Certificates of Service of PSAR. 


C. Utility Environmental Report (ER), Amendments and Correspondence 

1. Environmental Report (ER) submitted by the utility. 

i 

2. Amendments and supplements to the ER, 

3. Transmittal letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal Register notice citing availability of items 1 and 2. 

7. Correspondence relating to the review of ER, 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 


D.NRC Draft and Final Environmental (Impact) Statements (DES and FES), Supplements and 
Correspondence 

1. Draft and Final Environmental (Impact) Statements (DES and FES). 

2. Supplements to DES and FES. 

3. Correspondence relating to the DES or FES. 

4. Comments from other federal, state, and local government agencies. 

5. Transmittal letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Notices of availability of above. 

9. Draft of detailed statement. 


E. NRC Safety Evaluation Report (SER), Supplements and Correspondence 

1. Safety Evaluation Report (SER). 

2. Supplements to SER. 

3. Correspondence relating to SER. 


516 



4 . 

5 . 

6. 

7. 

8 . 
9 . 

10 . 


Notices advising of the availability of 1 and 2. 


Information on scheduling of SER submittals and review. 

Requests for additional information for use in preparing SER; responses to si, eh requests. 


° f meettogS WherE Prhmry SUbjCCt ° f > *• 


Transmittal letters. 

Comments from other agencies relative to safety review. 
NRC-AEC Hazard Analysis Reports (now designated SER). 


F. Security, Medical, Emergency, and Fire-Protection Plans 

is'cxchided! ^ Submitte(1 Information submitted for the PSAR or FSAR 

1. Correspondence relating to plans. 

2. Supplements, changes, and revisions to plans. 

3. Fire Hazard Protection Plan and Surveys. 


G. Adjudicatory Correspondence 


This category contains all documents on hearings, Atomic Safety and Licensing Board (ASLB1 

review, and opposition except word-for-word transcripts of ASLB hearings fCaLoTx! ,„d . ,■ 
trust hearings (Category N). 8 (Category 1) and anti- 


1 . 

2 . 

3 . 

4. 

5. 


ASLB hearing and review documents. 

Correspondence to and from intorvenors. 

Correspondence to and from persons writing in opposition to the facility 
Information or In support of the facility are in category II. 

Board orders and decisions. 


Those writing for 


Roquosts to make appearances at hearings, 


6. Transmittal of supporting documents (i.c., SER, FES) to the board. 

7. Federal Register notices regarding hearings. 

8. Requests for a hearing. 


9. Petitions from participants (including petition for request for extension), 

10. t Corrections to transcripts. 

11, Professional qualifications, If presented at a hearing. 
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12 . 


Memorandums and orders authorizing issuance of license, changes, and other issuances by 
the Atomic Safety and Licensing Board. 

r" 

13. Hearing index. 


H. General correspondence 

This category includes documents with little or no bearing on the status of the application or 
license. Items that have no substantive technical content or meaning for the status of the license 
or application are included. 

1. Qualification statements of new employees. 

2. Change of address notifications. 

3. Changes in organization. 

4. Changes in service lists, “Certificate of Service” documents (without a document attached). 

5. NRC requests to applicant for additional copies of documents. 

6. Correspondence from file public in support of or requesting information about the facility. 

7. Letters of “concern” (NOT “opposition”) and response thereto. 

8. Correspondence on strictly administrative matters. 

9. Correspondence regarding the local Public Document Room. 

10. Memoranda to Public Document Room regarding withholding a document (unaccompanied by 
that document). 

11. Press releases from applicant. 

12. Any other material fit at fits the criteria given above. 

13. Professional qualifications (resumes).. 

I. Financial Information 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 


J. Insurance and Idemnity Information 

1. All correspondence and documentation regarding indemnity and insurance. 

2. Endorsements to insurance policies. 

3. NELPIA — Nuclear Energy Liability Property Insurance information. 
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K. Utility Final Safety Analysis Report (FSAR) and Amendments 

This category is strictly limited to the items listed below. All related correspondence falls in 
category A or P. 

1. Final Safety Analysis Report (FSAR). 

2. Amendments and changes to the FSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of items. 

5. Hazards Final Summary Report (now designated FSAR). 

6. Certificates of Service of FSAR. 


L. Limited Work Authorization and Related Correspondence 

This category is limited to items issued before the construction permit Is granted. 

1. Limited Work Authorizations. 

2. Environmental exemptions. 

3. Correspondence relating to 1 and 2. 

4. All information concerning site preparation prior to the issuance of a construction permit. 

M. Antitrust Correspondence 

1. All material concerning antitrust except hearing transcripts (category N) 

2. All material marked with an A immediately following the docket number. The A signifies 
antitrust proceedings. 


N. Antitrust Hearing Transcripts 

This category contains only word-for-word transcripts of hearings in antitrust matters. In most 
cases they will be marked with an A following the docket number. Related correspondence falls 
In category M. 


O. Advisory Committee on Reactor Safeguards (ACRS) Reports and Correspondence 

1. Correspondence and letter reports relating to ACRS reviews 

2. Correspondence from ACRS 

3. Announcements of ACRS meetings 
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4. Transmittal letters to ACRS 


5. ACRS reports. 


P. Operating License Stage Documents and Correspondence 

This file assumes the position of the application file for general technical items dated on or after 
tire issuance of the operating license. It includes: 

L Operating license, amendments, proposed amendments, and changes. 

2. Technical specifications and changes. 

3. Announcements of issuance of 1 and 2. 

4. Transmittal letters. 

5. All general technical correspondence relating to technical specifications or operating license. 

6. License conditions. 

7. Operator licenses or administrative information bearing on the licensing of operators. 

8. Meeting announcements or summaries of discussions where the main subject is technical 
specifications, operating license, or any technical issue arising after the issuance of the 
operating license. 

9. Correspondence regarding codes (ASME), regulations, laws, or changes in policy that may 
affect plant operation or bear on the operating license. 

10. Information on the Standard Review Plan (SRP). 

11. Results of surveys or tests conducted in accordance with the technical specifications (NOT 
periodic reports, which fall in category R). 

12. Requests for issuance of operating license. 

-13. Requests for copies of items 1 and 2 and responses. 

14. Correspondence on generic technical issues. 

15. Owner’s group meeting announcements and reports. 

16. Orders for modification of license. 

17. Requests for extension date of license or license modification. 

18. Quality assurance information. 

19. Environmental matters (technical). 

20. Emergency core cooling system. 

21. Radioactive waste information. 
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Q. Inspection Reports, IE Bulletins and Correspondence 

1. Inspection reports. 

2. Bulletins and Circulars of NRC Office of Inspection and Enforcement (IE). 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Any correspondence relating to inspection and enforcement that docs not specifically relate 
to incidents as defined in category S. 

7. In-service inspections. 

8. Regulatory Operations (RO) Bulletins. 


R. Periodic Operating Reports and Related Correspondence 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Gray Book Information. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks of Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets 

5. Correspondence or other documents relating to the above listed items. 

S. Reportable Occurrences, LERs and Related Correspondence 

Tins category contains all materials relating to abnormal, unusual, reportable, nonroutine, or 10 
CFR 50.55e occurrences. This includes: 

1. All 24-hour, 1 0-day, 30 -day, interim, final, and followup reports on these events, 

2. Other related documents. 

NOTE: Also called licensee event reports, incident reports, etc. 
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T. Hearing Transcripts on Non- Antitrust Matters 


This category contains word-for-word transcripts, corrections to the transcript, attachments 
and Vu-Graphs. Examples of non-antitrust matters include: 

1. ASLB hearings. 

2. Commission Meetings. 

3. Commission Briefings. 

4. Telephone conversations. 

& 

U. Congressional/Executive Correspondence 

1. Testimony before Congress. 

2. Preparatory and backup documents for Congressional testimony. 

3. Letters to and from Congress and the Executive Branch. 

4. Responses to letters from members of Congress and the Executive Branch. 

5. Correspondence to and from the NRC Office of Congressional Affairs. 

V, Operator Examinations 

1. NRC Examination Results. 

2. Power Plant Examination Summary Sheet. 

3. Related correspondence. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

IOCFR — Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
. Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of IOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


AGREEMENT — State Agreements and Programs 

Tliis category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and, cooperative activities regarding such functions as licensing and siting. It includes: 
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1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see 10CFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT — NRC Contracts and Modifications 

Tills category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 1 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


FOIA - Freedom of Infonpation Act Requests and Releases 

This' category contains requests fdP agency records and records released in accordance with ihe ; 
provisions the Freedom of Information Act (FOIA). Documents In this category include: 



1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year -numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS - Generic Teclmical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E — Inspection and Enforcement 

Tills category contains bulletins, circulars and information notices that are issued by the Office of 

Inspection and Enforcement. These issuances describe particular events that occur at a facility 

that may require some follow-up action on the part of licensees. Also included in this category 

are preliminary notifications of events (PNOs). 

1. I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such Issuances, and 
related correspondence, see Category Q of Individual docket categories. 


NUREG — NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria 
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a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2, Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 


ORG — Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control ail radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 


1 . Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved, 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information* opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 
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4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 

party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 

3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 

NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 


PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes arc identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1 . Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 
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B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al. pertaining to pre-hearing conferences, if any, 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the .antitrust review. 

Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 — Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
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criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1* NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec* 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. "Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 
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7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP — NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category' are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 
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SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1 . Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to Include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1 . Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories, 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 

3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 
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XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any, 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see 10CFR category. 
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